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No.  1. 


GENERAL  SUHMART. 

January  was  somewhat  warmer  than  usual,  on  the  whole, 
but  was  marked  by  a  cold  period  between  the  2d  and  6th,  when 
the  daily  mean  temperatures  averaged  5°  to  22°  below  normal, 
and  also  a  heat  wave  between  the  19th  and  24th,  when  the  daily 
means  averaged  5^  to  1 8°  above  normal.  Precipitation  averaged 
slightly  above  normal,  but  was  badlj'  distributed,  with  plentiful 
rains  up-State  and  drought  on  the  coastal  plain  until  the  25th. 

Wheat,  oats,  and  rye  maintained  generally  satisfactory 
condition  throughout  the  month,  with  no  material  damage  from 
cold;  but  cabbage,  collards,  and  turnips  in  the  trucking  regions 
were  largely  killed  by  the  freezes  of  the  first  Aveek.  Planting 
of  peas,  lettuce,  and  cabbage  began  with  the  moderate  tempera- 
tures about  the  middle  of  the  month.  Plowing  progressed 
rather  slowly  on  account  of  wet  soil  up-State  and  unsatisfactory 
cultivating  conditions  on  the  coastal  plain.  Increased  acreages 
of  tobacco  and  peanuts  were  in  preparation  in  the  southern 
counties  incident  to  the  prospective  spread  of  the  boll  weevil 
during  the  coming  season. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.22  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  80.68  inches  at  AsheviJle,  N.  C,  on 
the  5th,  and  in  the  Section  proper.  30.61  inches  at  Columbia 
on  the  same  date  and  at  Greenville  on  the  31st;  the  lowest 
pressure  was  29  62  inches  at  Wilmington.  N.  C,  on  the  16th, 
and  in  the  Section  proper,  29.64  inches  at  Greenville  on 
the  17th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  44  stations,  was  46.2°,  or  0.7°  above  the  established 
normal.  The  highest  temperature  was  85°  at  Georgetown, 
Georgetown  County,  on  the  9th.  The  warmest  periods  were  on 
the  8th  and  9th  and  generally  between  the  19th  and  24th.  The 
lowest  temperature  was  6°  above  zero  at  Walhalla,  Oconee 
County,  on  the  5th.  The  coldest  periods  were  between  the  2d 
and  6th  and  on  the  26th  and  27th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  80%  ;  noon,  62%  ;  8  p.  m.,  70%. 
The  highest  percentages  occurred  over  the  middle  Savannah 
watershed  and  the  central  coast  district,  and  tlie  lowest,  over 
the  north-central  counties. 


PRECIPITATION.  j 

The  average  for  the  Section.  58  stations  reporting,  was! 
3.66  inches,  or  0.22  inch  above  the  established  normal.  Pre-; 
cipitation  was  badly  distribute*!  and  M-as  confined  practically  to  : 
three  periods.  The  amounts  were  above  normal  over  the  Pied- 1 
mont  Counties,  where  the  ineasurements  ranged  from  4  to  8  ! 
inches,  and  practical  drought  continued  over  the  coastal  plain 
until  the  rains  of  the  latter  part  of  the  month,  with  total' 
monthly  ainounts  ranging  from  3  inches  downward  to  1  inch  in  I 
lorthern    Georgetown    County.     The   greatest    local    monthly  I 


amount  was  8.00  inches  at  Winthrop  College,  Rock  Hill,  York 
County,  and  the  least  local  monthly  amount  was  1.00  inch  at 
Oaks,  Georgetown  County.  The  greatest  amount  during  any 
24  hours  was  3.00  inches  at  Liberty,  Pickens  County,  on  the 
24th,  and  at  Winthrop  College,  Rock  Hill,  York  County,  on 
the  26th.  The  average  number  of  rainy  days  was  12%  below 
normal. 

Snowfall  of  Trace  to  5.0  inches  occurred  in  the  northern 
tier  of  counties  on  the  4th,  6th,  7th,  26th,  and  28th,  and  a 
sleet  and  ice  storm  prevailed  over  the  northern  half  of  the  Sec- 
tion on  the  25th  and  26th. 


WIND. 

j  The  prevailing  wind  was  from  the  northeast.  The  average 
j  hourly  velocity,  determined  from  8  anemometer  records,  was 
19.2  miles.  The  highest  average  velocity  was  13.6  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  11.7  miles 
per  hour  at  Charleston ;  the  lowest  average  was  6.4  miles  per 
hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  8.1  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  44  miles  per  hour  from  the  west  at  Savannah,  Ga., 
on  the  17th,  and  in  the  Section  proper,  43  miles  per  hour  at 
Greenville  from  the  west  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  161.9  hours,  or  52%  of  the  possible  arroant. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  7, 
and  cloudy,  12,  as  against  normals  of  13,  7,  and  11  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Persistently  copious  to  heavy  rains  over  the  northwestern 
counties  between  the  25th  and  27th  were  followed  by  moderate 
freshet  conditions  in  the  Savannah,  lower  Saluda,  lower  Broad, 
Congaree,  and  Santee  Rivers,  the  Santee  River  being  in  flood  at 
the  close  of  the  month.  The  los.ses  were  confined  to  the  Santee 
System  and  approximated  $825,  and  the  value  of  movable 
property  saved  by  timely  warnings  was  estimated  at  $16,000. 


MISCELLANEOUS   PHENOMENA  (dates). 

Halos  (lunar.)— Charhf^ton,  28,  3(i;  Columbia,  1,  2,  28, 
29,  30;  Liberty,  28,  29;  Little  Mountain.  28,  29;  Walhalla, 
29;  Winnsboro,  29.  Solnr:  Columbia,  21,  22,  28,  29.  30,  31; 
Greenville,  28;  Winnsboro,  30. 

Thunderstorms. — Columbia,  24;  Santuck,  24;  Trenton,  25; 
Winnsboro,  24. 

Fog,  dense.  — ChappeWs.  8;  Charleston,  23,  24,  30;  Col 
umbia,  8;  Darlington.  24,  25,  26,  27;  Edisto,  23;  Florence  No 
2,  20,  21,  22,  23;  Gaston  Shoals,  28;  Georgetown,  23,  24 
Greenville,  8,  20,  23,  24;  Kingstree,  23;  Liberty,  7,  8,  2-4 
Newberry,  23;  Paris  Island,  23,  24,  25,  26,  27;  Rimini,  4,  8; 
Walhalla,  20,  22,  24. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1920. 
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Asheville,  N.C.... 

30. 23 

38.4 

67 

4 

1.90 

0.68 

9.2 

nw. 

79 

61 

70 
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Augusta.  Ga 

30.  22 

48.3 

78 

15 

4.30 

1.51 

6.9 
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82 

65 

71 
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Charleston.  S.C... 

30.  20 

51.0 
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18 

1.60 

1.10 

11.7 
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80 

61 

78 
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68 
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1.58 
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62 

63 
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13 
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T. 
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Climatolog-ical  Data  for  January,  1920. 


Stations. 


Counties. 


Enstern  Pirrtion. 


Allendale  . 
Black  villa  . 
Bowman... 
Charleston. 

Ch&aw 


Conway 

Darlington 

Eclisto  It, 

Effingham 

Ferguson 


Florence  1... 
Florence  2. . . 

GarViett 

Georgetown  . 
ICiugstree.,   . 


S^ 


Allendale  — 

Barnwell 

Orangeburg  . 
Charleston  . . 
Chesterfield  . 


Orangeburg  1 

Orangeburg-2 

Paris  Island 

Pinopolis  ** 

Rimini 


Horry 

Darlington 

Bamberg 

Florence  ..'.  — 
Orangeburg  

Florence  

do 

Hampton 

Georgetown 

Williamsburg  . . 


Oaks Georgetown  . 

Orangeburg . 

....do 

Beaufort 

Berkeley  .... 
Clarendon... 


St.  George  — 
St. -Matthews. 
Society  Hill  . . 
Summerville  . 
Walterboro . . . 
Yemassee 


Division  means  and 
JIWn-?i  Pnvlinn. 


Aiken  

Anderson 

Batesburg 

Blairs 

Calhoun  Falls. 


186 
296 
160 
48 
144 

25 
175 

14:h 

106 
63 

136 
136 

82 
12 
54 


Temperature,  in  degrees  Fahr. 


264 

264 

13 

54 

97 


Dorchester |    lOi* 

Calhoun 

Darlington  ... 
Dorcliester — 

Colleton   

Hampton 


extremes  . 


Camden 

Catawba 

Chappells.. 

Clemson  College  . 
Colutabia 


Aiken 

Anderson  . . . 
Lexington. . . 

Fairfleld 

Abbeville 


Edgefield 

Gastou  Shoals  Jt. 

Greenville 

Greenwood '. 

Heath  Spring  . . . 


Kershaw 

Landrum 

Laiu'ens 

Liberty 

Little  Mountain  . 

Meriwether 

Monetta 

Neu  berry  ....... 

Pelzer 

f5alU(ia 


Kershaw 

York  

Newberry . 

Oconee 

Richland 


Edgefield '.. 

Cherokee 

Greenville  ...... 

Greenwood 

Lancaster 


62 
192 
75 
69 
24 


Kershaw 

Spartanburg . 

Laurens 

Pickens 

Newberry 

McCormick. . 

Saluda  

Newberry  . . . 

Anderson 

Saluda 


527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


680 
1039 


Santuck 

Spartanburg 

Trenton 

Walhalla  . . . . 

Winnsboro 

Winthrop  College  tt. . . 

Division  means  and 
Section  means  and 


Union 

Spartanburg 

Edgefield 

Oconee  

Fairfield  .  . . . 
York 


extremes  . . . 
extremes . . . 


0-; 


48.8 
48.1 
49.2 
51.0 
43.6 

48.6 
43.6 


46.8 
46.3 


51.6 
52.4 
49.6 


+1.1 
+  1.0 
+1.2 
+  1.7 
+0.2 

+0.5 
-2.0 


-0.5 
+L3 


+4.0 
+2.1 


48.0 


53.4 
48.3 


43.0 
50.6 
'49.0 
50.7 

48.6 


49.0 
f43. 2 
45.2 


+3.0 
+L0 


-0.9 
+1.6 
-2.1 

+2.8 

+L3 


+3.1 
-1.5 
-0.2 


t24 
23 
23 
22 

t  1 

24 
24 


23 

9 

22 

15 
+22 


5 

5 

5 

5 

+  5 

6 
t5 


10  I        6 
13  I     +4 


671 

37 

568 

19 

500 

4 

1063 

5 

589 

2 

900 

21 

711 

28 

450 

18 

400 

13 

502 

17 

850 

17 

536 

19 

512 

28 

875 

44 

620 

28 

1061 

21 

545 

30 

690 

21 

43.1 

45.8 


43.8 

45.8 


41.4 
42.7 
i4G.  4 

4.49 
42.2 
Ml.  8 
43.4 
45.4 

M8.0 
47.3 
45.2 


45.4 

42.0 
41.6 
45.6 
,42.8 
"42.9 
42.7 

44.4 
.46.2 


-0.4 


+L5 

+0.7 


+0.7 
-0.1 
+3.3 


+0.6 
+0.1 

+1.4 
-0.6 
+0.4 


78 

25 

76 

9 

81 

23 

71 

25 

72 

t  1 

80 

24 

'84 

20 

81 

22 

h5 

9 

77 

23 

'65 

t  1 

72 

t23 

5 
t5 


5 
+  5 
6 
■6 
6 

t  5 


0.0 

-1.0 

+0.1 
-0  8 
+0.S 
-0.7 
-0.8 

+0.3 
+0.7 


69 


04 
72 
170 

73 
66 
"70 
66 
76 

"79 
76 
78 


24 


25 
24 

24 

9 

t22 

21 

24 

24 
24 
24 


5 

+  5 

5 

5 
6 
5 
5 
5 

5 

t5 

5 


Precipitation,  in  inches. 


Number  of  days. 


42 

5  \   '40 
5  1     39 


2.29 
2.21 
1.44 
1.60 
3.30 

1.05 
3.49 
•2.57 
1.98 
2.28 

1.72 
2.05 
2.  92 
1.75 
2.01 

LOO 
2.02 
2.  09 
1.38 
2.58 
2.  62 

2.11 
2.63 
2.74 
1.60 
1.85 
2.72 


•rx) 
c  — 


62  I    2. 15 


-0.69 
-0.73 
-1.68 
-1.85 
+0.4S 

-2,36 
-0.99 
-0.50 
-1.42 
-1.06 

-1.02 
-0.91 

-i.'fiO 
-0. 96 


-1.48 
-0.52 


-0.56 
-0.43 
-0.17 
-1.50 
-1.07 
-0.07 

-0.83 


43 

38 
42 
46 
3Z,] 
"44 
45 

50 
52 


4.10 
5.14 
4.29 
4  90 
5.66 

4.59 
3.75 
6. 23 

6,84 
3.18 

6.30 
3.45 
5.83 
5.15 
4.95 

4  71 
5.53 
3.25 
5.95 
4.50 

4  4fi 
3.87 
5.  38 
5.12 
5.21 

4.40 
4.63 
4.63 
6.91 
4.62 
8.00 

4.98 
3.66 


+0  50 
+  1.39 
+  1.04 
+  1.79 
+2. 31 

+  1.20 
+0.55 
+3.  38 
+2. 29 
-0.11 


-0.39 
+  1.58 
+  1.56 
+  1.70 


+1.68 
+  1.44 

+  1.52 
+  0.63 
+  1.93 
+  1.38 
+1.88 

+0.94 
+L47 
+  1.47 
+2.  72 
+  1.34 
+4.98 

+0.19 
+  0.22 


LIO 
LOO 
0.77 
1.10 
1.55 

0.42 
1.18 
1.42 
0.88 
1.22 

0.79 
L27 
1.48 
0.35 
0.70 

0.50 
0.60 
0.82 
L05 
1.45 
0.90 

0.  58 
1.01 
0.94 
0.78 
0.90 
2.10 

2.10 


1.13 
1,13 
1.17 
1.82 
1.52 

1.63 
1.15 
2.00 
1.75 
1.14 

1.80 
0.P8 
1.8S 
1.41 
2.50 

2.25 
2.03 
1.18 
3.00 
1.70 

1.90 
0.94 
1.80 
1.20 
0.95 

1.10 
1.10 
1.08 
1.48 
1.17 
3.00  j 

3.00 
3.00 


0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
T. 
0.5 

0 
T. 

0 
2.7 

0 
1.5 

0 

0 
0 
0 
0 
0 

1.5 

5.0 

0 

1.0 

0 

0 

0.4 
0.2 


13 


Ohservers. 


ne. 
sw. 


ne. 

nw 
sw. 


11 

12 
8     12 
6      9 


8 
11 

5 
11 

6 

5 
11 
10 
11 
11 

9 
1,0 

7 
13 

9 


SW. 

sw. 


3     13 
12     11 


ne. 

sw. 


13 
14 

11 

12 
12 


ne. 
sw. 
ne. 


ne. 
ne. 


R.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebaum. 
D.  C.  McCall. 
Nathan  .Jenkins. 
Wm.  B.Gillespie, 
Henry  C.  Savage. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Robert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 
U.  S.  Fisheries  Station. 
State  A.  and  M.  College. 
U.  S.  Marine  Corps. 
Miss  E.  P.  Ravenel. 
William  B.  Wolfe. 

Miss  Alma  T.  White.-ide. 

Miss  Frances  M.  Antley. 

A.  H.  Rogers. 

Miss  E.  H.  Gadsden. 

J.  N.Frank. 

W.  C.  llutson. 


Frank  B.  McCoy. 
H.  11.  Ku.^sell. 
E.  .1.  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

.lames  C.  Faris. 

.1.  ,1.  Murran. 

Prof.  F.  H.  ll.Callionii. 

U   S.  Weather  Hnrean. 

.T.  A.  Townsend. 

S.  C.  Lt.,  Power  A  Ry.  Co. 

U.  S.  Weather  Hurean. 

M.  M.  Calhoun. 

J.  Jfarvin  Bowers. 

John  W.Hamel. 

K.  Hartwell  Wilds.  D.D.S. 

Perry  A.  Simpson. 

John  T.  Boggs. 

.).  M.Sease,  M.  D. 

Sirs.  Marie  R.  Middleton. 
.loseph  M.  .lohnsou. 
Warren  G.  Peterson, 
.loshna  Y.  .lones. 
Jtrs.  F.  V.  .T.Maxwell. 

E.  W.  .leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
11.  W.Brandt.    . 
Rev.  Oliver  Johnson.. 
W.  P.  Goodman. 


-The  departures  fro-^T^i;^-;^;^^^;^^^^ 
determining  section  or  division  means.     R^-fereiwe  let  ers  (a,  b,  e^^^  „  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 

+  Also  on  other  dates,    tj  R«^'^'|V^'],^oo  late  to  be  n^^^^^^^^^^  ^^  ^J^^^^^  ^^^^^^^.  ^j  Gaston  Shoals.  Blacksburg;  of  Winthrop  College,  RocK  Hill, 

nuted  from  observed  readings,      ti  fosionu  t  <iimic»;-c-.>  m 
T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Daily 

Precipitation 

for 

January, 

1920. 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

I 

Eastern  Portion. 

A  Ilon/lnio  nil 

Savannah  

.05 

T. 

.15 
.25 

.03 

.05 

.03 
.20 
.  77 
.11 
T. 
.09 

T. 
.05 
.08 

.78 
1.00 

T. 

"16 

.10 

T. 

.50 
.06 
.41 
.16 
.42 

.10 

1.10 
.16 

2.29 

Rianlrvilla    II 

2.21 

dr» 

.10 

.08 

T. 

.05 

.08 

.02 

.05 

1.55 

T. 

.18 

.28 
.01 

.35 

1.44 

Phnrloctrm  •*• 

Coast 

.07 

T. 

T 

.18 
.04 

.10 
.10 
.05 
.12 
.05 

T. 

.18 

T. 

.08 
1.41 
.46 

1.18 
.81 
.82 
.60 
.79 

1.27 
.40 

35 

.69 

LOO 

pViprn \p  llll 

■f  ■ 

3.30 

Conway  nil 

Waccamaw ... 

T. 

T. 

.10 
.06 

.04 

T. 

.48 
1.42 

.62 
1.22 

.33 

.34 
1.48 

.15 

55 

1.05 

1.00 

3.49 

Friwt-n  III! 

Edisto 

Lynclies 

.13 

2.57 

Ettinghiim  1  i| 

.41 
.02 
.30 
.10 

.15 

T. 

'.'64 
.24 
.55 

L98 

Fprffuson  1 1 

Santee 

.M 

.28 

r. 

2.28 

T. 

.15 

T. 

1.72 

Florenre  2 1 1| 

do 

.10 
.01 

2.05 

Garnett 

Savannah  

Coast 

.27 

.01 
.15 

.18 

T. 

.01 

T. 

.01 
.30 

2.92 

.15 
.12 

.15 

L75 

.09 
.40 
.03 
.53 
.01 
.07 

j   .55 

.70 

2.01 

Oaks 

do 

.05 
.21 
.20 

.05 
.04 

.50 
.31 

.82 

'.'60 

1.-00 

Edisto 

do 

.... 

.25 

58 

T. 

2.02 

Orangpbur^  2 

.26 
.30 
1.45 

.07 
.13 

.28 

2.09 

Coast 

Cooper  

Santee 

.01 



.01 

1.05 
1.01 

.90 
.93 

1.38 

n,"! 

2.58 

Rimini  |||| 

.18 

.06 
.11 

.23 

.85 
.58 
1.01 
.94 
.41 

.28 

.05 
.25 
.30 
.09 

'.'65 
T. 

.61 

.50 
•  fil 
.14 
1.06 
.31 
.10 
.30 

1.75 
.72 
.15 
..37 
.11 
.44 

2.62 

St.  Georffellll 

Edisto 

.11 

.02 

".\b 

2.11 

St.  Matthowsllll 

Society  Hill  llll 

.21 

.25 

T. 

T. 

T. 

.19 

! 

.90 
.40 

2.63 

do 

Ashley 

Ashepoo 

'.'04 

.14 
.09 

.01 

.02 

.33 

.56 

.78 

.90 

2.10 

.21 
.05 
.36 
.52 
.46 
.36 

2.74 

T. 
T. 

T. 

.13 
.30 

1.60 

Walterboro 

1.65 

do 

T. 

.21 

T. 

09 

T. 

.41 

6S 

2.72 

Wfsleru  Pmiion. 
Aiken 

Edisto 

.39 

.58 

'.'64 

.04 

.61 
.50 
.11 
.20 
.07 
.37 
.20 
.15 

85 

1.13 

.90 

1.11 

1.26 

.75 

.80 

1.03 

2.00 

1.40 
.78 
.80 
.32 

1.27 
.79 

.43 
1.13 

.37 
1.82 
1.52 

.55 
1.15 
1.80 

* 
.02 
1.80 
.98 
1.10 
1.41 
1  30 

■  4.10. 

Ander.sou 

Savannah  

Edisto 

Broad 

Savannah  

Wateree 

T. 

'.'34 
.25 
.71 
20 

.46 
.22 
.13 
.21 

'.'03 
.03 
.37 

13 

.05 

.84 

'.'64 
T. 

5.14 

Batesbiirgllll ,. 

1.17 
.47 
.81 

1  6^ 

4.29 

Blairsllll 

Calhonu  Falls  |||| 

:::: 

4.90 

5.«e 

Camden  |{|| . 

4.59 

Catawba  llll 

Catawba  

n.-i 

0? 

50 

.68 
7'1 

.01 

.01 

3.75 

Chappellsllll 

Saluda  .'. 

.10 
.61 

.48 
?3 

.10 

.26 
.11 

57 

6.23 

Clemson  College 

Savannah  

Congaree 

.15 

i 

.20 

.05 
.02 

1.27 
.40 

.07 
.02 
.55 
.22 
.05 
.42 

6.84 

Columbia  **'  

T. 

. 23  . . . . 

.88 
.40 
.12 
.80 
.41 
.73 
.47 

.43 

... 

3.18 

Edgefield  llll 

Savannah  

.05 
.04 
.71 

.40 
.22 
.03 
.58 

1.15 

.58 

99 

5.30 

Gaston. "Shoals  nil 

Broad 

T. 

f.' 

.08 
.15 
.14 
.12 
.22 

.62, 
?5 

'.'14 

.;!' 

'.'4.3 

..34 
1.00 

3.45 

Oreenville     *** 

SahKla 

do 

.04 

..... 

5.83 

Rreenwood  |||| 

5.15 

Hf-atli  Spring 

Wateree 

.80 
.33 

.80 

'"   1 

1 

1 

'.'36 

.22 
63 

.44 

.14 

2.50 

2.0.3 

.68 

3.00 

4.95 

Kershaw  Jll 

Lynches 

Broad  

•■•| 

1 

.... 

2.25 

.46 

* 

.40 
1.70, 
1   on 

.32 

.22 

* 

.15 

.72 

.09 

1   18] 

.04 

.08 

4.71 

Landnini 

5.53 

Lanreiis  III! 

Saluda 

tV 

....1  .651 
.12    .021 

* '  *  ■ 

3.25 

Lil)erty 

Savannah  

Saluda 

.02 

1 

.....j 

'.'26 
.41 

.48 
.70 

.14 

.55 
.601 

15l 

.95 
.70 

.04 

'.'30 

.10! 
1    .35' 

5.95 

Little  iMonntaiii 

.201 
.65 
.34 
.10 

.10 
.45 
36 

4.50 

^Ieri^vetber 

Savanitah 1 

.'oe 

1 

.... 

If) 

1.40 
.71 
1.10 

1  oni 

".'42, 

:20| 

.70| 
.95I 
?8I 

'.'io 

45 

4.46 

Monetta 

Edisto 

Sahida ' 

.0.3 
.18 

.70 
.13 
.09 
.50 

.'20 
.25 
.■>5 

.12 

. .     1 

T. 

.65 
.20 

.56 

.45 

19 

.02, 

. . .    1  .  P4i 
.40;i.R0i 

3.87 

Newberry 

j 

■'■'1 

5.38 

Pelzer  l||| 

....do 

.12 

.18 
.31 
.06 

T. 

.20 
.20 

5.12 

Saluda 

....do 

.... 

, 

■f.' 

!90i  !6n|  ]67 

..;: 

5'.  21 

Santuek  

Broad  

....do 

T. 
.14 
.20 
.11 

4.40 

Spartanburg  |||| 

67I 

1 

'i"'.' 

.15 

.58 
i'.48 

.64,1.101 
.991  .79i 
.85!l.48 
1.17jl.00i 

.04 
05 

.25 
'65 

.. .. 

4.63 

Trenton 

Edisto 

Savannah  

Broad  

Catawba 

T. 

T. 

.70 

.'46 

.10 
.60 
.02 

.08 
1  03 

'.'62 

'.'26 

... 

4.63 

VValballa 

6.91 

Winiisboro 

.10 

.10 
.75 

.88 

1   O'V 

.... 

4. 02 

Winthrop  College 

. .  .1 

■ 

.75, 

85 .3  nn, 

2.001 

.  1 

8. GO 



1 

...|-...| 

■■'1 

i 

....] 

1 

> 

....j.---i 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  .sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  liours.  ***  Regular  Wcatlier  Bureau  station:  precipitation  is  for  the 
24-iionr  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  le.s,s  than  O.lU   inch. 


COMPAEATIVE  DATA  FOB  JANTTARY. 


Year. 


Temperature. 


18S7 
18«8 
1839 
1860 
1891 
189'2 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903, 
1904, 


40.1 

46.2 

44.9 

54.1 

46.2 

42.7 

3.8.0 

n.9 

44.2 

43.8 

42.  2 

49. 2 

44.4 

44.0 

45.1  1 

42.4 

4:3.7 

40.2 

Precipitation. 


2.80 
2.94 
5.81 
1.16 
3.56 
6.75 
2.52 
3.15 
7.31 
3.02 
2.29 

i.sn 

4.72 
2.43 
3.55 
2.  05 
.3.85 
2.97 


Average,  number  of 
days. 


j  nw. 
ne. 
sw. 


ne. 

sw. 

ne. 

nw. 

sw. 

n. 

nw. 

nw. 

sw. 

w. 

n. 


Year. 


1905 

1906 

1907 

190S 

1909 

19in 

lOU 

1912 

191:3 

1914 

1915 

1916 

1917 

1918   

1919 

1920 

Period . 


Temperature. 

Precipitation. 

.\verage  miip 
days»- 

her  of 

<^6 
.S2   .- 

^~  a 

■s 

^ 

i 

S^^i 

^>> 

>, 

'S^-S 

■  c 

0- 

% 
0 

vera 

ysw 
01  in 
•  n\o 

0 

0 

'^'> 

<^ 

13 

hJ 

< 

<4<6  0 

e-  ^ 

0 

41.4 

77 

8 

2.00 

7 

15 

6 

10 

w. 

47.0 

83 

12 

.j.  85 

11 

12 

4 

15 

ne. 

53.4 

89 

IS 

0.71 

4 

15 

9 

7 

sw. 

44. 2 

76 

17 

4.86 

9 

13 

8 

10 

w. 

49.  6 

83 

9 

1.54 

5 

12 

9 

10 

ne. 

45.  5 

80 

11 

2.  98 

7 

14 

10 

7 

w. 

49.  K 

82 

16 

1.58 

0 

14 

s 

9 

sw. 

40.  2 

79 

6 

4.  92 

9 

l:l 

4 

14 

w. 

53.8 

82 

23 

3.21 

S 

10 

6 

15 

sw. 

46.7 

81 

IS 

2.  66 

5 

16 

9 

6 

\v. 

45.1 

74 

19 

6.:n 

9 

12 

t'l 

13 

ne. 

52.3 

81 

in 

1.76 

9 

10 

9 

12 

ne. 

49.7 

79 

9 

3.74 

12 

10 

7 

14 

sw. 

37.  :j 

82 

-2 

■1.  45 

10 

13 

6 

12 

w. 

47.1 

80 

8 

4.15 

7 

19 

,') 

7 

ne. 

46.2 

85 

(> 

3.  66 

7 

12 

' 

12 

ne. 

4.5.5 

89 

-2 

.3.44 

8 

13 

7 

11 

ne. 

CLIMATOLOGICAL   DATA:    SOUTH   CAROLINA    SECTION. 


Januaey,  1^20 


Stations. 


Eaetern  Portion. 

)  Maximum.. 

Allendale )  Minimum . . . 

„,     ,    .,,  i  Maximum.. 

Blackville j  Minimum . . . 

i  Maximum  . . 

••••  (  Minimum... 

i  Maximum  . . 

••••  i  Minimum... 

i  Maximum  . . 

Cneraw j  Minimum... 

<l  Maximum  . . 
Conway i  Minimum... 

^     ,.      ,      ..  (Maximum.. 

Darlington  W i  Minimum... 


Bowman  .., 
Charleston 


Fergusou  ${ 
Florence  1 


I  Maximum  . . 

Minimum... 

Maximum  . . 

'  Minimum.. . 

„  ^  1  Maximum  .. 

Gamett j  Minimum.., 

i  Maximum  . . . 

Qeoreetown ,  Minimum . . . . 

i  Maximum  ... 

Kinifstree j  Minimum.... 

Maximum  . . . 
O&its j  Minimum 

_           ,         ,  )  Maximum . . . 

Orangeburg  1 j  Minimum . . . . 

„     .    .  ,      .^4  )  Maximum  . . . 

Pans  Island?* j  Minimum . . . , 

„,    _  )  Maximum  .., 

St.  George  j  Minimum..., 

n.  ,.  ..^i.        K,t  (Maximum.. 

St.  Matthews W i  Minimum... 

c,     ■  ..    TT-ii.i.t  (Maximum.. 

Society  Hill  % j  Minimum. . . 

„  .,,  )  Maximum  .. 

Snmmerville IxMinimum... 

,.,  , .     ,  (  Maximum  . . 

Walterboro i  Minimum... 

„             „  (  Maximum  . . 

Y«"i»'"<'e i  Minimum... 

IlV.v/rtii  Porliov. 

)  Maximum  .. 

*'"*" I  Minimum... 

^     ,  (  Maximum  . . 

Anderson i  Minimum .. . 

„  .    ,  *  Maximum  . . 

Batesburg (  Minimum . . . 

^  ,1,         T-.  11  ,«  S  Maximum  . . 

Calhoun  Falls W (  Minimum. . . 

^      J      .!.(  )  Maximum  . . 

Camden W I  Minimum... 


Clemson  College 

Colnmbla 

GreenvlllH 

Greenwood  

Heath  Spring  . . . 

Kersliaw 

Landrum 


Laurens$$ 

Liberty  

Little  Mountain  . 

Meriwether 

Monetta 

Newberry 


Saluda 

Santnck 

Spartanburg 

Trenton 

Walhalla , 

Winnsboro 

Wiiithrop  College 


)  Maximum 
/  Minimum... 

(  Maximum  . . 
I  Minimum... 
(  Maximum  . . 
il  Minimum. . . 
j  Maximum  . , 
(  Minimum.. 
)  Maximum  . 
(  Minimum. . 
j  Maximum  . 
i  Minimum. . 
j  Maximum  . 

•  I  Minimum. . 

(  Maximum  . 

•  (  Minimum.. 
I  Maximum  . 

•  1  Minimum. . 
j  Maximum  . 

•  I  Minimum. . 
J  Maximum  . 

"  '  Minimum.. 
)  Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  '  Minimum. . 

j  Maximum  . 

•  )  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  I  Minimum.. 
(  Maximum  . 

•  (  Minimum. . 
(  Maximum  . 

•  !  Minimum. , 
(  Maximum  . 

■  (  Minimum. . 
j  Maximum  . 

•  I  Minimum. . 


Daily  Temperatures  for  January,  1920. 


12       3       4       5 


67     45 
40     35 


62 


7       8       9      10 


13 


441 
291 
40 
20 
35 
29 
41 
26 
33 
22 
33 
23     21 


65  53 
58  35 


70 
59 
65 
39 
6fi 
4» 
68 
3H 
64 
40 
,59 
52 

69 
4fi 
62 
34 
65 
40 
6' 
57 
69 
55 
65 
48 

68 
36 
64 
50 
66 
57 
70 
55 
68 
57 
70 
56 

68 
58 
68 
54 
67 
33 
65 
35 
63 
44 

7n| 

45] 
691 
551 


63 

28 
53 
25 
48 
27 
49 
28 
50 
39 
56 
27 

49 
31 
45 
24 
67 
25 
64 
25 
57 
26 
48 
23 

48 
21 
54 
24 
60 
28 
60 
36 
62 
32 
60 
26 

66 
25 
55 
17 
47 
25 
46 
2' 
45 
30 
49 
26 
57 
24 


37  39 
9   9 


32 


42 
11 
41 
13 
45 
13 
43 
15 
39 
11 
43 
lOj. 

41 
13 
56 
30 
52 


29  44 


72 

54 

60 

38 

33 

39 

65 

64 

66 

38 

40 

45 

60 

6S 

65 

45 

48 

54 

61 

58 

52 

42 

41 

46 

53 

50 

60 

39 

24 

31 

72 

57 

57 

44 

28 

34 

53  54 


59  43 


44 

12 

42 

11 

42  66 

12  42 


36  40 
12  19 


32  37 


18 
41 
18 
37 
16 

37 

19 

39 

1 

44 

21 

42 

22 

43 

23 

45 

20 

44 

26 

36 

19 

36 

17 

41 

221  34 

38  40 


84|  48 
74 


35 


37 
17 
36 
12 
36 
12 
30|  38 
13  20 


38 
67 
40 
64 
31 
69 
27 
50 
39 

6' 
44 
58 
39 
42 
30 
60 
39 
63 
42 
58 
37 

63 
31 
56 
39 
56 
38 
70 
40 
6' 
41 
68 
38 


65 


52 


63 


26|  32 
57 


55  61 
32 


39  67 
30  35 
63 


28  37 

41  66 

20  37 

41  531 

27  39 

50  67 

18  3l| 

411  f<9: 

291  39, 


65 
35 
47 
32 
50 
35 
52 
32 
68 
35 
56 
32 

51 
39 
49 
34 
68 
33 
61 
35 
61 
2H 
56 
32 

49 
32 
51 
33 
63 
38 
61 
36 
64 
35 
65 
34 

60 
33 
66 

30l 
54l 
32 
511 
35| 
51 
29 
50 
36 
53 
33 


5' 

34 

4 

32 

54 

34 

50 

28 

,58 

34 

51 

31 

,53 
31 
49 
33 
50 
33 
55 
30 
62 
36 
4S 
28 

50 

26 
51 
32 

60 
32 
65 
30 

531 
331 

501 

29 

53 

27 

49 

2 

60 

29 

53 

34 

54 

29 

49 

30 

55 

30 


60 
37 
63 
33 
66 
55 
64 
40 
63 
27 
60 
25 

6' 

27 

61 

24 

66 

28 

65 

29 

64 

28 

61 

27 

68 

25 

58 
28 
65 
38 
63 


58  63 
36  52 


56 
41 
51 
35 
55 
38 
56 
35 
44 
38 
50 
35 

54 
39 
51 
33 
49 
35 
52 
31 
54 
32 
,54 
35 

64 
31 
53 
34 
,56 
36 
60 
29 
.55 
38 
,55 
32 

551 
35 
52 
32 
54 
35 
54 
.34 
53 
34 
55 
32 
5' 
30 


56 
40 
49 
39 
54 
41 
51 
35 
42 
40 
54 
38 

56 
41 
53 
33 
52 
37 
56 
38 
,58 
34 
60 
33 

54 
33 

55 
35 
55 
45 
60 
30 
54 
39 
53 
32 

53 
I  40 
44 
35 
,59 
35 
53 
39 
58 
35 
56 
35 
58 
35 


20 


21 


22 


24 


25 


26 


29  30 


Mean. 


53 


,59 
34 
55 
31 

.^5 
33 
58 
33 
59 
3' 
54 
34 

.55 
35 
55 
23 
,52 
3' 
51 
35 
53 
35 
.50 
35 

54 
23 
54 
31 
56 
34 
60 
35 
55 
32 
59 
31 

57 
26 
56 
37 
50 


60 
33 
52 
30 
60 
46 
54 
37 
60 
25 
65 
26 

50 

2' 

60 

27 

52 

29 

58 

32 

55 

30 

55 

29 


65  61 


61  51 

46]  25 

631  56 

521  28 


58  50 
34  46 


65 


79  79 
60  48 


65  71 
36  53 


55  44 
43i  25 


33  45 

61  60 

42l  45 

60i  56 


34  28 

58;  59 

341  33 

.55  62 

35  32 
55i  62 
31  31] 
52l  60 
31  25; 


611 
41 
53 
45 
68 
44 
55 
46 
60 
45 

55 
43 
60 
38 
,52 
39 
54 
45 
,50 
,39 
531  55 
34  45 
,54:  54 
40,  42 


50  62 


59 
78 
61 
65 
36 
74 
61 
72 
42 
79 
65 

77 
41 

78 
53 
78 
55 
78l 
58 
73 
52 
78 


44 
2 

4: 

29 

,50 

36 

49 

31 

46 

28  321 


71 
5-"^ 
60 
48 
70 
.52 
70 
49 
70 
54 
69 
54 

71 

6' 

63 

53 

65 

52 

65 

48 

69 

54 

66 

43 

70 
46 
66 
54 
64 


52;  52 


651 
30] 
50 


26  32 
46!  62 
25l  29 


30]  35 

41]  62 

26  28 

46  62 

28]  29 

48,  62 

251  32 


70 
,50 
68 
51 
69 
49 

64 
51 
66 
31 
63 
46 
66 
36 
65 
41 

"44 
65 
45 


72 
50 
70 
51 
70 
,50 

70 
41 
61 
45 
64 
42 
70 
53 
59 
55 
69 
63 
69 
40 


75 
5.'^ 
60 
38 
72 
46 
70 
49 
69 
60 
68 
46 

70 
43 
60 
30 
69 
53 
65 
42 
63 
39 
61 
38 

60 
47 
64 
42 
60 
46 
76 
47 
74 
53 
68 
40 

71 


68 


78 
48 
48 
32 
40 
34 
64 
42 
38 
38 
66 
39 

40 
40 
52 
42 
42 
40 
72 
44 
68 
43 
75 
39 
64 
40 

72 
39 
78 
54 
70 


44 

58 
38 
71 
40 
64 
40 
65 
55 
49 
42 

64 
42 
4h 
36 
64 
39 

"46 
54 
37 
46 
36 

70 
56 
49 
40 
63 
45 
78 
40 
72 
42 
51 
31 


38  46 
32  37 


31  31 


60 


70 

5n 
69 
36 
46 
35 
73 
.531  43] 
62  48 
45  ,45 


41 


58 


58  36 
36  31 


43 

36 

72|  56 
40  30 


60 
45 
61 
40 
50 
35 
49 
42 
50 
30 
55 
34 

49 
33 
49 
34 
51 
33 
67 
45 
50 
42 
58 
35 
65 
40 

59 

38 
65 
47 
68 


49  42 


59  62 

40 


46 
34 
50 
38 
50 
36 
58 
35 
60  69 
41  36 


63]     45 
36]    35 


601 

441  34 

761  73 

50i  37 

61  59 


40 
.30 
31 

26 
581     36 


59.1 
38.4 
60.2 
36.0 
59.1 
39.4 
58.8 
43.1 
55.1 
32.1 
60.5 
36.6 

«.55. 7 
«31.5 
68.4 
35.1 
66.4 
36.2 
63.4 
39.9 
61.3 
43.4 
60.2 
38.9 


60.1 
35.9 
64.2 
42.6 
63.0 


56  51 
40  35 
38 
31 
66 
39 
56 
34 


40  40 
71  ,59 
45     35 


40     61 

30 

35 

30 

36 

30 

41 

32 


56 
30 
69 
34 
61 
34 
67 
32 
54 
2' 

61 
37 
69 
28 
48 
32 
68 
34 
64 
31 
60 
24 

57 
28 
68 
36 
56 
32 
60 
30 
64 
36 
60 
42 


61 
46 
46 
35 
69 
37 
55 
32 
47 
31 
53 
31 

53 
33 
49 

29] 
58i 
35 

'31 
51 
40 
53 
31 

5' 

29 

62 

31 

63 

35 

62 

42 

59 

44 

68 

37 


53     62 

39 

49 

34 

47 

33 

60 

35 

53 


341     33 
49;     69 

81      .30 


54.9 


63.8 
32.2 
61.8 
39.5 
'60.6 
'37.4 
61.3 
40.1 


88.9 

39.0 
'52.5 
•33. 9 

64.4 

35.9 

53.7 

32.5 

55.0 

36.6 

52.3 

35.3 

54.7 
36.9 
50.3 
32.5 
52.6 
.32.8 
'59.5 
33.2 
55.5 
34.3 
52.6 
31.8 

*53. 0 

'30.7 

62.4 

34.4 

64.7 

36.0 

•59.9 

•36.0 

56.8 

37.8 

56.1 

34.3 

5,5.7 
.35.0 
63.0 
30.9 
,51.9 
31.4 
55.7 
35.5 
82.0 
33.7 
•53.0 
32.8 

92.$ 


Reference  letters  (•  <>  -)   appearing  in  the  table  Indicate  number  of  days  missing:  For  example.  '  represents  two  da.ys  missing  etc. 
i  fntmrntfrre  read  In  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  wh.ch  n  almost  always  occurs. 


z:z^--z: 


T: 


.     S     §     £   i 

.«;     .«     -c:     ~S      t) 


"^ 


•■>»     —     •"     ^ 

>-l       €<       "^       <0 
O         C-.         O         O        S? 


^  QHi! 


ri'  y 


;iS: 


i^wi  niMfc'ji^fc>*- 


I 


:^: 


Uiii'/LRSllY  ur  ILLINOIS 


\l'f\!? 


U.  S.  DEPARTMENT  OF  AGRICULTURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 


UHiyERSITY  OF  ILLINOIS  LIBR/^Y 


CLIMATOLOGICAL    DATA 


SOUTH    CAROLINA   SECTION 


FEBRUARY,  1920 


BY 

RICHARD  H.  SULLIVAN 

METEOROLOGIST 


WEATHER  BUREAU  OFFICE 

COLUMBIA.  S.  C. 
March  23,  1920 


Februaby, 1920. 


CLIMATO LOGICAL  DATA:     SOUTH  CAROLINA  SECTION. 


11 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   CAF^OLilfJA   SECTION. 
RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXIII.        Columbia,  S.  C,  February,  1920  No.  2. 


GENERAL  SUMMARY. 

February  temperatures  averaged  considerably  below  normal. 
The  month  was  generally  cold  and  raw,  with  much  cloudiness 
and  two  periods  of  protracted  low  temperatures;  the  daily  means 
ranged  8°  to  20°  below  normal  from  the  15th  to  the  19th,  and 
11°  to  19°  below  normal  after  the  25th;  the  warm  periods  were 
of  short  duration.  Precipitation  was  somewhat  below  normal 
and  badly  distributed  as  to  amounts;  the  monthly  snowfall  was 
very  much  less  than  usual. 

Winter  cereals  made  comparatively  little  growth  on  account 
of  deficient  sunshine  and  sustained  cold  weather,  but  main- 
tained generally  satisfactory  condition,  with  no  material  damage 
from  freezing  and  thawing;  winter  truck  suffered  consideral)le 
injury  from  the  frequent  freezes.  Wet  soil  conditions  and  low 
temperatures  retarded  the  progress  of  the  usual  winter  plowing, 
and  all  outdoor  work  was  generally  backward. 


tions  of  Lancaster  and  Pickens  Counties.  The  greatest  local 
monthly  amount  was  6.99  inches  at  Georgetown,  Georgetown 
Countj',  and  the  least  amount  was  1.72  inches  at  Heath  Spring, 
Lancaster  County.  The  greatest  24-hour  amount  at  any  station 
was  4.01  inches  at  Conway,  Horry  County,  on  the  12-13th. 
The  average  number  of  rainy  days  was  normal. 

The  month  closed  with  a  cold  rainstorm,  and  snow  flurries 
occurred  in  many  parts  of  the  Section  on  the  29th,  the  snow 
!  melting  as  it  fell.     Sleet  also  occurred  at  a  few  stations. 


WIND. 

The  prevailing  wind  was  from  the  northwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
9.0  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  13.2  miles  per  hour  at  Savannah,  Ga.,  and  in 
the  Section  proper,  10.9  miles  per  hour  at  Charleston  ;  the  lowest 
average  was  7.4  miles  per  hour  at  Charlotte  and  Wilmington, 
N.  C,  and  in  the  Section  proper,  7.9  miles  per  hour  at  Colum- 
bia. The  highest  velocity  for  any  5-niinnte  period  was  43  miles 
per  hour  from  the  west  at  Savannah,  Ga.,  on  the  14th.  and  in 
the  Section  proper,  38  mile.-^  per  hour  from  the  northeast  at 
Charleston  on  the  3d. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
S  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.04  inches.  The  higliest  pressure  in  the  region 
covered  by  reports  was  30.70  inches  at  Charlotte,  N.  C,  on 
the  1st,  and  in  tlie  Section  proj)er.  30.66  inches  at  Columliia 
on  the  same  date;  the  lowest  pressure  was  29.44  inches  at  Wil- 
mington, N.  C,  on  the  13th,  and  in  the  Section  proper,  29.48 
inches  at  Greenville  on  t!ie  24th. 


TEMPERATURE. 

The  montlilv  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  42.8°,  or  4.1°  below  the  estalilished 
normal.  T!ie  Jiighest  temperature  was  76°  at  Georgetown, 
Georgetown  County,  on  the  12th.  The  warmest  periods  were 
between  tlie  2d  and  4th,  the  10th  and  14th,  and  the  21st  and 
24th.  The  lowest  temperature  was  8°  above  zero  at  And(>rson, 
Anderson  County,  on  the  16th.  The  coldest  periods  were  on 
the  1st,  from  the  15th  to  20th,  and  during  the  last  4  days  of 
tile  month. 

HUMIDITY. 

The  mean  relntive  humidity,  determined  from  reports  of  8 
regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec- 
t'on.  was  as  follows:  8a.m. ,79%;  noon,  63%  ;  8  p.  m. ,  66%  . 
The  highest  percentages  occurred  over  the  northwestern  and 
extreme  eastern  counties,  and  the  lowest,  over  the  north-central 
interior.  ' 

PRECIPITATION. 

The  nverage  for  the  Section.  59  stations  reporting,  was 
4.05  inches,  or  0.30  inch  below  the  established  norhial.  Pre- 
cipitation occurred  in  3  periods  and  was  well  distributed  in 
point  of  time;  however,  tlie  total  monthly  amounts  were  near 
or  above  normal  in  considerable  areas  of  the  northwestern 
counties  and  in  a  large  portion  of  the  coastal  plain,  where  the 
mea«urem<^nts  ranged  from  4  to  nearly  7  inches;  along  the  lower 
coast  and  in  a  wide  area  of  the  northern  interior  the  amounts 
ranged  from  3  inches  downward  to  less  than  2  inches  in  sec- 


I  SUNSHINE    AND    CLOUDINESS. 

^  The  average  monthly  sunshine,  determined   froni  8  anto- 

!  matic  records,  was  167.3  hours,  or  52%  of  the  possible  amount. 
j  The  average  number  of  clear  days  was  12;  partly  cloudy,  5, 
and  cloudy,  12,  as  against  normals  of  13,  6,  and  9  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Considerable  bodies  of  water  were  in  the  up-State  streams 
incident  to  the  copious  to  heavy  rains  on  the  3d  and  4th  and 
from  the  10th  to  13th.  Tlie  run-off  caused  continued  flood 
stages  in  tlie  Santee  River,  the  high  waters  slowly  subsiding 
toward  the  close  of  the  month.  A  flash  flood  in  the  Pee  Dee 
River,  caused  by  heavy  rains  in  North  Carolina  up  to  the  morn- 
ing of  the  3d,  was  attended  by  unavoidalile  losses  estimated  at 
815, 5(H),  and  the  value  of  movable  property  saved  l)y  timely 
warnings  approximated  $15,000. 


MISCELLANEOUS    PHENOMENA  (dates  1. 

For/,  rfe/i.s«. -Charleston,  3,  12,  23,  24;  Columbia,  14,  23, 
24;  Florence  No.  1,  24;  Greenville,  13,  22,  23,  24;  Liberty, 
24;  iNlonetta,  12. 

Hnlnf. — Lunar:  Columbia.  2;  Greenville,  28;  Santuck,  28; 
\A'allialla,  2.     Solar:    Clmrleston,   21.     ParlwHa:    Santuck,  21. 

Tliini(h'rstnrms:. — Bowman,  23;  Charleston.  12.  13;  Garnett, 
12,13;  Little  Mountain,  23;  :\Ionetta,  23;  Paris  Island.  24 ; 
Santuck,  23. 


MISCELLANEOUS  DATA  FOR  FEBRUABY,  1920. 
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CLIMATO LOGICAL  DATA:   SOUTH  CAROLINA  SECTION. 


February,  1920 


CUmatological  Data  for  February,  1920. 


Stations. 


Counties. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches. 


Number  of  days. 


6 

o  — 
i  OS 

3  o 

*  2 
as: 


Knstern  Portion,. 


Allendale  . , 
Blackville  . 
Bowman — 
Charleston. 
Cheraw 


Allendale 

Barnwell 

Orangeburg . 
Charleston  . . 
Chestertield  , 


Conway S°5?^ 

Darlington 

Edisto  tX 

Eltinghani 

Ferguson 


Darlington  — 

Bamberg 

Florence  

Orangeburg  . . . 


186 
296 
160 
48 
144 


Florence  1 Florence 

Florence  2 00 

Garnett Hampton 

Georgetown Georgetown  . . 

Kingstree Williamsburg 

Oaks Georgetown  . . 


Orangeburg  1  . . . 

Orangeburg  2 

Paris  Island 

Piiiopolis" 

Rimini 

St.  George 


St.  Matthews 

Society  Hill 

Sninmerville 

Walterboro 

Whitehall  (near). 
Yemassee 


25  32 

175  25 

143  23 

106  30 

63  35 

136  39 


136 
82 
12 
54 


Division  me.ans  and 
Wfslerii  Porlinn. 


extremes  . 


Aiken  

Ander.son  

Batesburg 

Blairs  

Calhoun  Falls. 


Camden 

Catawba 

Chappells 

Clemson  College  . 
Columbia 


Orangeburg 1  264 

...do 264 

Beaufort ^° 

Berkeley ^4 

Clarendon 9^ 

Dorchester 1"9 

62 
192 
75 
69 
13 
24 


Calhoun 

Darlington  . 
Dorchester.. 
Colleton  ... 
Colleton  — 
Hampton  .. 


Aiken 

Anderson  . 
Lexintrton. 

Fairfield... 
Abbeville.. 


Edgefield 

Gaston  Shoals  tX. 

Greenville 

Greenwood 

Heath  Spring  ... 


Kershaw.. . 

York  

Newberry  . 
Oconee  — 
Richland  . 


Edgefield... 
Cherokee  ... 
Greenville .. 
Greenwood. 
Lancaster.. . 


527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


46.4 
46.0 
44.2 
48.2 
42.8 

45.4 
42.8 


43.6 
44.6 


47.9 
'4,5.' 6 


46.6 


50.1 
44.9 


42.0 
47.3 
'44.6 


-1.8 
-1.2 
-3.2 
-3.6 
-1.9 

-1.9 

-1.8 


-4.1 
-1.0 


-1.5 


-1.3 
-3.2 


Kershaw 

Landrnm 

Laurens 

Liberty 

Little  Mountain  . 


Meriwether  — 

Monetta 

Newberry 

Pelzer 

Saluda 


Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt... 

Division  mean.?  and 
Section  means  and 


Kershaw 

Spartanburg . 

Laurens  

Pickens 

Newberry  .. . 


McCormick . 

Saluda 

Newberry  . . 
Anderson. . . 
Saluda 


680 
1039 
671 

568 

500 
1063 
589 
900 
711 

450 
400 
502 
8.50 
536 


Union 512 

Spartanburg 1    875 

Edgefield 1  .fi20 

Oconee  

Fairfield 

York 


extremes  . 
extremes . 


1061 
5J5 
690 


59 
25 
37 
16 
22 

73 
15 
16 
29 
34 

6 
18 
37 
37 
19 

4 
5 
2 
21 
28 

18 
13 
17 
17 
19 

28 
44 
28 
21 
30 
21 


47.3 
45.6 


44.8 


42.7 


41.4 


-2.4 
-1.5 
-5.8 


-1.1 
-L7 


-4.2 


22 
22 
25 
24 
21 

tio 

21 


21 


19 


21 

619 


20 


17 
tl6 
17 
27 
17 

tl7 
t27 


17 
tl6 


38 


72         21 


-2.1 


42.8 
44.0 


40.7 
41.0 
41.8 

42.5 
41.4 
40.2 
42.3 
43.6 

''44.4 
44.4 
43.9 

'44.6 

39.8 
41.2 
43.8 
43.1 
"41.4 
40.9 

40.7 
42.8 


-1-0.4 
-3.8 


+0.2 
-2.0 
-0.2 


68       tlO 


tl7 
28 


28 


42 


43 


40 


18 


64 


-0.2 
-1.6 

-2.0 
-3.4 
-0.3 

-2.3 

-2.8 
-1.2 
-2.3 
-0.1 
-3.7 
-1.8 

-3.6 
-4.1 


14 


t21 


tl6 


59 
63 
62 

68 
62 
63 
63 
65 

'^70 
68 
66 

"69' 

66 
62 
66 
64 

=  68 
65 


22 
tl3 

21 
tl3 

21 

21 

23 
12 


14 
16 
17 

18 
13 
14 

14 
17 

■118 
16 
16 

if 

14 
14 

IS 

n 

"16 
15 


37 


39 


38 


16 

tl6 

16 

tl6 
16 

tl6 
16 

tl6 

17 

17 
16 


0-: 

3  3 


29 

38 
40 

44 
39 
37 

40  I 
?9  I 

''35 
38 
40 

'45 

40 
40 
33 
42 
■^41 
41 

45 
52 


4.41 
3.60 
4.46 
2.61 
3.93 

6.00 
3.16 
4.45 
3.77 
4.34 

4.18 
3.94 
6.69 
6.99 
4.05 


3.78 
3.47 
2.18 
4.57 
4.85 
3.47 

2.90 
3.53 
5.02 
6.49 
3.17 
4.78 

4.34 


3.72 
4.08 
2.96 
3.89  I 
3.86 

2.11 
4.38 
4.80 
3.88 
2.82 

4.04 
3.51 
3.42 
5.61 
L72 

2.70 
4.10 
4.37 
1.91 
4.02 

3.53 
3.96 
4.64 
3.94 
4.35 

4.58 
3.84 
3.48 
4.78 
3.88 
4.65 

3.79 
4.05 


-fO.26 
-0.87 
-hO.  23 
-0.90 
-0.39 

-+-L41 
-1.44 
-0.56 
-1.66 
+0.26 

-0.22 
-0.46 


+3.45 
-0.18 


-1.71 
-0.95 


-0.68 

-2.04 
-1.23 
+0.58 
+2. 17 


+0.75 
-0.05 


-0.36 
-1.20 
-2.92 
-0.01 


— 1.  30 

-1.84 
-0.13 
+  1.09 
-1.54 
-1.89 

'-o.'so' 

-1.86 
+0.80 
-2.56 

■-3.' 88' 
-0.77 

3.00 
1.00 
2.05 
1.26 
1.31 

4.01 
1.65 
2.43 
2.40 
2.10 

2.52 
'2.60 
2.30 
1.25 
1.98 
L90 

2.24 

2.00 
1.26 
2.00 
2.75 
1.06 

0.91 
1.36 
1.72 
3.30 
1.47 
3.25 

4.01 


1.11 
1.23 
1.15 
1. 52 
1.24 

0.70 
1.74 
l.'iO 
1.33 
1.32 


0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

T. 
T. 


-1.05 
-0.87 
+0.50 
-0.54 
-0.39 

-0.36 
-0.92 
-1.94 
-0.44 
-0.40 
-0.53 

-0.60 
-0.30 


1.20 
0.9s 
1.54 
2.14 
0.75 

0.90 
2.23 
1.24 
0.60 
1.35 

1.18 
1.00 
1.50 
1.02 
1.17 

1,58 
1.05 
1.51 
2.10 
1.39 
1.50 

2.23 
4.01 


10     12 
11 


8     13 


T. 
T. 

T. 

T. 
0 
0 

T. 


0 
0 

T. 

T. 


Ol>s6rver8. 


ne. 

ne. 

w. 

n. 

nw. 

s. 

w. 

nw. 
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nw. 

w. 
nw. 


R.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

U.S.  Weather  Burean. 

Roland  D.  Powe. 

Paul  Qiiattlebauni. 
D.  C.  McCall. 
Nathan  .Jenkins. 
Wm.  B.  Gillespie. 
Henry  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Robert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 

U.S.  Fisheries  Station. 
State  A.  and  M.  College- 
U.  S.  Marine  Corps. 
Miss  E.  P.  Ravenel. 
William  B.Wolfe. 
Jliss  Alma  T.  Whiteside. 

Miss  Frances  M.  Antley. 

A.  H.  Rogers. 

Miss  K.  H.  Giidsden. 

J.N.Frank. 

Combahee  Company- 

W.  C.  Hiitson. 


Frank  B.  McCoy. 
11.  H.  Russell. 
E..I.  Hite. 
.I.N.  Owens. 
L.  M.  Parker. 


sw. 

WW. 


10 


Tie. 
w. 
ne. 


sw. 
nw. 


nw. 


W.  C.  Brown. 

.lames  C.  yarS.s. 

.!..!.  Mnrran. 

Prof.  F.  H.  11.  t'lilliouis. 

(I  S.  Weather  Bureau. 

J.  A.  Towwsend. 

S.  C.  Lt..  Power  .t  Ry.  Ce>. 

U.  S.  Weather  Bureau. 

M.  fl.  Calhoun. 

J.  Marvin  Boners. 

John  W.Hamel. 

R.  Hartw&H  Wilds.  D.D.S. 

Perry  A.Simpson. 

.lohn  T.  Boggs. 

,1.  M.Sease-.  M.  D. 

Mrs.  Marie  R.  ^liddleton. 
.loseph  M.  .lohnson. 
Warren  G.  PPter.sou. 
•loshua  Y.  .lones. 
Mrs.  F.  V.  .1.  Maxwell. 

E.  W.  .le-ter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

Rev.  Oliver  Johnsoo. 
TV.  P.  Goolman. 


n!(ri!n^theV^^L^nf=^cJ^^^^^ 


February,  1920 
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Daily  Precipitation  for  February, 

1920. 

Stations. 

Watersheds. 

Day  of  month. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31 

1 

Eastern 

Allendale  || 
Blackville 
Bowman  . 

Portion. 
1 

Savannah  . . . . 

.3C 
.U 

.oe 

.36 

.43 
.5S 

.4S 
.4/ 

.4.'i 
.78 
.4? 
.21 
.33 

1.10 
.75 
.85 
.48 
.53 

.08 

.05 

.46 

'.'50 
1.80 
.74 

3.00 
l.OC 
2.05 
.07 
1.31 
4.01 

1.66 
2.43 
2.40 
2.10 
2.52 
2.60 
2.15 



.96 





.06 

. ... 

.20 
.51 
.25 
.06 

.10 
.33 
.20 
.05 
.73 
.05 

.30 
.25 
.45 
.19 
.38 
.30 
.02 

.55 
.60 

'.'62 

.15 

.03 

4.41 

II 

Edisto 

.20 
T. 
.18 

3.60 

do 

.10 
.90 
.72 
.21 

.31 

.09 
.20 
.18 
.43 
.23 
.17 

1.25 
.17 
.15 
.04 
.06 

4.46 

Charleston 
Cheraw  IIII 
Conway  illl 

Darlington 
Edisto  Illl  . 

•«* 

Coast 

T. 

.06 

.11 

T. 

.08 
.53 

'.'21 

.... 

.... 

.... 

.... 

2  61 

Pee  Dee 

3.93 

. 

Waccaniaw .. . 

.3C 

.05 

T. 
.68 
.11 
.56 

.43 
.15 

'.'ie 

.09 

.11 

.30 
2.30 

.35 

.40 

1.85 

■.'65 
.56 

.14 
.80 
.91 

'.'88 
3.38 

'.'27 

.41 
.56 
.33 

'.'69 

.21 
.17 

'.'79 
60 

.14 

.23 
.05 

.. .. 

.. .. 

.... 

6.00 

nil 

Pee  Dee 

.20 
.36 

.05 

3.16 

Edisto 

.08 

.09 
T. 

4.45 

Eftingliani 

Ill 

Lynches 

Santee 

T. 

3.77 

Ferguson   | 

1 

. 

.16 

.21 
.06 
.30 
.98 

.15 

.07 
.10 

1 

■ 

4.34 

Florence  11 

1 

Pee  Dee 

.06 

.04 

4.18 

Florence  2 1 

1 

do 

T. 
.12 

. . . . 

*   ■ 

3.94 

Garnett 

Savannah  

Coast 

T. 

.14 

.30 

.01 

.55 

.22 
1.04 

.05 

.20 
.45 

6.69 

Georgetowi 
Kingstreell 
Oaks 

1 

1.25 
.15 

6.99 

1 

Black  

1.98 
1.90 
2.24 
2.00 
.76 

.... 

4.05 

....  do 

1.10 

.01 

.45 
.47 
.01 

.10 
.04 
.05 

.25 
.31 
.28 

.20 

.12 

.53 

1.26 

.01 
.02 
.01 

6.87 

Orangeburf 
Orangpbiiri 
Paris  Islauc 
Pinopolis  . 

Rimini  IIII.. 

r  1 

Edisto 

.04 

.... 

3.78 

'2 

do 

3.47 

1 

Coast 

.11 

.... 

2.18 

Cooper  

1.45 

.75 
.19 
.50 
.76 
1.72 
1.13 

2.00 
.54 

.10 

.46 

4.57 

Santee 

T. 

2.75 
1.06 
.49 
1.36 
1.40 
1.50 
1.47 
3.25 

1.11 
.70 
1.15 
1.52 
.60 
.37 

1  m 

.67 
.39 

4.85 

St.  George  I 
St.  Matthew 
Society  Hil 
Summervill 
Walterboro 
Whitehall  ( 
Yemasseellll 
Weiil>-n( 
Aiken 

II 

Edi.sto 

.89 

.14 
.03 

'.'i5 

3.47 

•sllll 

Illl 

e 

Santee 

.05 
.46 
.02 
.10 

'.'is 

.32 

.60 
.21 
.25 

. . . . 

.  .  .  . 

2.90 

do 

Ashley 

Ashepoo 

tV 

.01 

.... 

.11 
.40 
.31 
.06 
T. 

.50 
.06 

'.'n 

.09 
.23 
T. 
.10 

'.'22 
.42 
.04 

.09 
05 

.38 

.17 
.08 

.07 

".\2 

3.53 
5.02 
6.49 

near) 

1.34 

T. 

.11 

.13 
.21 

.11 

.07 
.76 
.61 
.89 
.28 
.49 
.52 

.05 
.06 
1.10 
.10 
.13 
.44 

'.'28 

.06 
.05 

.... 

T. 

3.17 

Ashepoo 

.58 

.90 

.76 
.40 
1.02 

.17 
.20 
.24 
.40 
1.24 
.1? 
.38 
.95 

.46 
.06 
.35 
.98 
.11 
1.24 
.06 
.06 

1.63 

.04 

.. 

.10 

4.78 

I'orlion. 

Edisto 

.41 
1.23 
.08 
.11 
.29 
.17 
.36 
.15 

q9 

.11 

.20 

3.72 

Anderson 

Savannah  

.26 
T. 

.... 

.04 

4.08 

Batesburgllll 

Edisto 

Broad 

T. 

T. 

2.96 

Blairs  l||| 

.06 

3.89 

Calhoun  Falls  |||| 

Savannah  

.4fi 
.70 
.76 
.90 

1.33 
.63 
.72 
.70 

1.47 
.90 
.01 
.01 

2.23 

1.05 

.10 

T. 



.... 

3.86 

Cani.len  ||||. 

Wateree 

.24 
.28 
.93 

.04 
.06 
.10 
..36 
.14 

.... 

2. 11 

Catawba  Illl 
('happens  III 

Clemson  Co 

:::::.':;..: 

Catawba 

.02 
.05 

[os 

.02 

.... 

.35 

4.38 

Saluda  

1.20 

.78 
.15 

1.20 
.69 
.10 

1.85 

. . . . 

'  *  *  * 

4.80 

liege 

Savannah  

Congaree 

Savannah  

•.ai 

.04 
T. 

.03 
T. 

.... 

.02 
.02 

3.88 

Columbia  *■"  

T. 

.41 
.10 
.25 
.75 
.79 

2.82 

Edgefield  III! 

4.04 

Gaston  .«hoals  Illl 

Broad 

.37 

'.'6i 

3.  .51 

(Jreenville     '*' 

Saluda 

do 

Wateree 

.02 

T. 

3.42 

nrppuwood 
Heath  Sprii 
Kershaw  ,||| 

I.andrum  . . 

Ill 

g 

.30 

.... 

5. 61 
1.72 

Lynches 

Broad  

Saluda 

.: 

.11 

'ii 

.12 
.20 

■.■37 
.10 

.06 

.'14 
.02 
.60 

.'i7 

.41 
.07 

■.■i,5l 

.40 
1.18 
.36 

.45 

.'62 
.90 

...1 

.'36 

.011 

.60 

.90 

.50 

.57 

.11 

.17 
50 

.03 

T. 

.... 

T. 

.... 

2.70 
4.10 

Laurens  nil 

.571 
.021 
.10, 

1.24 
.20 

1.001 

.'77 

.90 

1.02 
.95 
79 

.90 
.60 

4.37 

Lilierly 

Savannah  

.10 

.04 

.42 

.20 

97 

.04 

'.'37 

'.'65 

.20 

.05 

.26 

.30 

T. 

.08 

.07 

.25 

'f. 
.04 

.'27 

'tv 

'.'62; 
.051 
T    1 
.04= 
.05 

T. 
T. 
.06 

■f.' 
.02 

1.91 

Little  Mountain 

Saluda  

:.,35 

.  .  .  . 

4.02 

Meriwether 

Monetta 

Savamiah 

Edisto 

.90 
.87 
1.50 

.72 
.17 
.58 
.85 
.78, 
.10 
.20 
.20 

.32 

.18 
.50 

!.(«: 

.26! 
.31| 

.52 
.02 
T. 

.12 

T'.- 

.12 

i.no 

.87 

.60 
1.05 

'.'35 
.17 

•26 
.20 
.51 
.20 
.10 
.05 
.44 
1.00 

3.53 
3.96 

Nevvherry 

.'ialuda 

.04 

.02 

.05| 
031 

.01 
T. 

4.64 

Pel/erl!|| 

Saluda 

^antuck 

....do 

....do 

Broad 

:--|, 

... 

3.94 
4.35 

4.58 

Spartanburg  ||l| 

Tieiiton 

Walhalla '. 

....do 

Edisto 

Savannah  

^i 

.o.";!  .05 

.191.... 
.80    .01 
. 42    .  05 
.  25  . . . . 

tv 

.08 

.77 
.30 
.33 
.39 

1 

.'(ii 

.05 

..  .j 

tv 

...1 

.28 
.57 
1. 00 
.13 

3.84 
3.48 

4.78 

Winthrop  College . . . . .' . 

Cataw  ba 

.......  1 

■1'. 

3.88 
4.  05 

1 

' 

1 

1 

■'■         1 

...| 

■■■| 

1 

...  1 

"■] 

....j 

■■■■| 

ob^ei^vTion"' lir'prnPiMf'l'Hn,?'?;."^^^^^                   ^""^  generally  made  late  in  the  ajternoon.  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endin 
ouseivatioii.     ||||  PrccipUation  measured  in  the  morning;  amount  then  recorded  is  for  the  prppeding24  hours 
24-hour  period,  nudnight  to  midnight     '•  ^-     ■ ...  >-  -       .   /.... 


'  Precipitation  included  in  the  next  following  measurement. 


„....._ „  at  the  time  of 

***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
t.'^eparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOB  FEBRUARY. 


Year. 


Temperature. 


I8S7. 
)8«8. 
1839. 
liW. 
:i»91 . 
1892. 
1893. 
1894. 
1895. 
1896. 
1897. 
"1898. 
1899. 
1900. 
1901. 
1902 
1903. 
19'14. 


52.6 

80 

49.9 

70 

41.9 

75 

56.1 

83 

54.7 

83 

49.2 

73 

51.0 

82 

48.9 

76 

37.4 

78 

48.2 

81 

50.0 

83 

44.5 

78 

43.0 

80 

44.0 

78 

43. 2 

78 

40.6 

77 

49.0 

81 

4.5.2 

86 

Precipitation. 

Average  11  um 
days. 

ber  of 

Average. 

Average 
days  with 
0.01  inch 
or  more. 

3 

Si 

5 
0 

«    .2 

"■OS 


3.41 

4.  83 
5.60 
2.38 
4.23 
3.64 
5.05 
4.35 
3.07 
6.13 
7.80 
0.86 
6.98 

5.  77 
3.08 
5.89 
7.03 
3.59 


sw. 
sw. 

*sw. 


sw. 

nw. 

sw. 

sw. 

w 

w. 

w. 

nw. 

nw. 

sw. 

ne. 


Year. 


Temperature. 

.J 

c 

1) 

g 

eg 

5 

Precipitation. 


*  Also  nw. 


1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

Period . . . 


38.9 

72 

0 

46.0 

76 

12 

45.1 

84 

16 

43.6 

81 

12 

52.2 

84 

12 

44.7 

79 

15 

52.1 

85 

20 

42.3 

80 

8 

48.9 

80 

22 

44.6 

78 

14 

48.6 

80 

20 

48.5 

81 

11 

47.3 

87 

-2 

52.4 

88 

11 

47.5 

75 

17 

42.8 

76 

8 

46.9 

8S 

-11 

5.21 
2.58 
3.63 
5. 28 
4.49 
4.71 
1.60 
5.99 
4.50 
4.41 
3.15 
3.96 
4.11 
1.89 
4.73 
4.05 

4.35 


ts  ^  a  - 

>  50 


Average  number  of 
days. 


a.  a 


-frj  a 

o 


ne. 

ne. 

ne. 

w. 

sw, 

w, 

sw. 

w. 


sw. 
sw. 
sw. 
ne. 
nw. 


'.".vv":' 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   Cflf^OLilfiA   SECTIOI^. 
RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXIII. 


Columbia,  S.  C,  March,  1920 


No.  3. 


GENERAL  SUMMARY. 

The  niontli  was  unusual I3'  cokl,  on  the  whole,  and  was 
marked  by  wintry  and  generally  disagreeable  conditions  during 
the  first  10  days,  when  the  daily  mean  temperatures  ranged  5° 
to  22°  below  normal,  with  the  Section  minimum  equaling  tlie 
lowest  record  for  March.  The  rainfall  was  much  above  norn)al, 
particularly^  over  the  central  and  up-Stnte  counties. 

Winter  cereals  Tnaintained  generally  satisfactory  condition, 
with  comparatively  little  daniage  from  freezing  and  thawing, 
notwithstanding  the  cold  weather  of  the  early  part  of  the  month. 
Early  gardens  and  truck,  liowever,  suffered  materially  from  the 
frequent  freezes.  The  generally  wet  condition  of  the  soil  re- 
tarded spring  land  preparation  consideiably  until  toward  the 
middle  of  the  montli,  when  mucli  of  this  work  was  done,  and 
early  corn  was  planted  in  a  few  sections  as  far  nortliward  as  the 
central  counties.  Vegetation  made  marked  advance  with  the 
warm  weather  of  the  latter  part  of  the  month,  and  cotton  plant- 
ing began  in  scattered  sections  of  the  coastal  plain.  The  month 
closed  with  tree  fruits  and  wild  shrubbery  blooming  freely,  and 
tlie  woods  were  greening  rapidly. 


rainfall  was  above  normal  and  ranged  mostly  from  5  to  nearly 
11  inches.  The  greatest  local  monthly  amount  was  10.65 
inches  at  Bowman,  Orangeburg  County,  and  the  least  amount 
was  2.16  inches  at  Paris  Island,  Beaufort  County.  The  greatest 
amount  during  any  24  hours  was  3.35  inches  at  Calhoun  Falls, 
Abbeville  County,  on  the  12th.  The  average  number  of  rainy 
days  was  normal. 

Snow  flurries  were  reported  from  a  number  of  stations  of 
the  central  and  northern  portions  on  the  1st  and  at  Gaston 
Shoals,  Cherokee  County,  on  the  7th. 

A  windstorm  occurred  at  Meriwether,  McCormick  County, 
on  the  28th,  attended  by  considerable  damage  to  trees  and 
houses. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
9.5  miles.  The  highest  average  was  13.7  miles  per  hour  at  Sa- 
vannah, Ga.,  and  in  the  Section  proper,  12.0  miles  per  hour  at 
Charleston;  the  lowest  average  was  6.9  miles  per  hour  at  Char- 
lotte, N.  C,  and  in  the  Section  proper,  8.0  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-miinute  period  was  45 
miles  per  hour  from  the  southwest  at  Wilmington,  N.  C,  on 
13th,  and  in  the  Section  proper,  44  miles  per  hour  from  the 
west  at  Greenville  on  the  same  date. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  10  inches.  The  higiiest  pressure  in  the  region 
covered  by  reports  was  30.61  inches  at  Asheville,  N.  C,  on 
the  8th,  and  in  the  Section  proper,  30.57  inches  at  Columbia 
on  the  same  date:  the  lowest  pressure  was  29  43  inelies  at  Wil- 
mington, N.  C.  on  the  5th.  and  in  the  Section  proper,  29.45 
inches  at  Charle.-^ton  nn  the  .^^ame  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  43  stations,  was  52.3°,  ov  2.5°  below  the  established 
normal.  The  highest  temperature  was  87°  at  Blackville,  Barn- 
well County,  on  the  27th.  Th^  warmest  periods  of  the  month 
were  generally  on  the  11th  and  12th,  between  the  16fh  and 
19th.  and  l)etween  the  2  !th  and  29th.  The  lowest  temperature  j 
was  10°  at  Walhnlla,  Oconee  County,  on  the  8th.  This! 
equals  the  lowest  March  minimum  temperature  record  for  the 
Section,  namely,  at  Liberty,  Pickens  County,  March  7,  1901. 
The  coldest  period  of  the  month  was  during  the  first  10  days, 
when  the  minimum  temperatures  were  unusually  low. 


SUNSHINE    AND    CLOUDINESS. 

The  average  inonthly  sunshine,  determined  from  8  auto- 
matic records,  was  245.1  hours,  or  66%  of  the  possible  amount. 
The  average  numl)er  of  clear  days  was  17;  partly  cloudy,  6, 
and  cloudy,  8,  as  again.st  normals  of  14,  8,  and  9  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Copious  to  heavy  rainfall  up-State  on  the  4-5th,  13th  to 
17th,  and  28-29th  were  followed  bj^noderate  freshet  conditions 
in  the  Saluda,  Broad,  Congaree,  and  Wateree  Rivers.  The 
Santee  River  was  near  or  above  flood  stage  throughout  the 
month,  but  no  material  losses  were  reported.  A  flash  flood  oc- 
curred in  the  Pee  Dee  River  at  Cheraw  on  the  14th,  entailing 
losses  approximating  $2,000,  while  the  value  of  movable  prop- 
erty saved  by  warnings  was  estimated  at  about  $5,000. 


HUMIDITY. 

The  mean  relative  hutnidity,  determined  from  reports  of  8 
regular  \\>ather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, wa=>  as  follows:  8  a.m..  75%;  noon,  56%;  8  p.  m.,  61%. 
The  highest  percentages  were  on  the  immediate  coast,  and  in 
the  lower  Savannah  watershed,  and  the  lowest,  over  the  north- 
ern interior. 


PRECIPITATION. 

The  average  for  the  Section.  59  stations  reporting,  was 
6.73  inches,  or  2.83  inches  above  the  established  normal.  Pre- 
cipitation occurred  during  4  periods  and  was  generally  well  dis- 
tributed throughout  the  Section  as  to  time  and  amounts.  Ex- 
cepting a  small  section  of  the  lower  coast  counties,  the  monthlv 


MISCELLANEOUS    PHENOMENA  (dates). 

Anrorn. — Columbia,  Garnett,  Greenville,  Landrum,  Lib- 
erty, Oaks,  Santuck,  and  Walhalla,  22. 

ITcii!.  —  Aiken,  Blackville,  Meriwether,  Monetta,  and  Wal- 
terboro,  28;  Little  Mountain,  5. 

Hclos — Lumir:  Columbia,  2,  25.  Solar:  Charleston,  10; 
Colund)ia,  10,  18;  Greenville,  2,  10,  18;  Liberty,  18. 

Fog,  (iens«.— Catawba,  19;  Charleston,  19;  Liberty,  13. 


MISCELLANEOUS 

DATA  FOR  MARCH,  1930 
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Temperatnre. 

Preeipita- 

Wii  d. 

Mean          d  ^ 
relative     ,  -  = 

degrees  K 

inr. 

inolies. 

humidity. 

?'i 
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Aslieville,  X.C.... 

30.12 

43.8 

72 

8 

h.  65 

1.29 

9.2 

\\\s. 

78 

50 

56 

57 

.\u?iista,  (I'a 

30.  P9 

54.1 

82 

23 

9.15 

3.25 

7.1 

s. 

81 

63 

68 

73 

Charleston.  S.  f'.. . 

30. 10 

54.  C 

74 

30 

4.65 

1.  38 

12.0 

ne. 

74 

70 

57 

66 

Charlotte.  N.  0  ... 

30.  08 

40.  8 

77 

Ifi 

7.11 

1.76 

6.9 

svv. 

68 

46 

50 

61 

Colnnibia.  S.  (' 

SO.  u 

.=14.0 

82 

22 

5.72 

2.08 

8.0 

s. 

76 

54 

60 

68 

Oreeiiville.  S.C.  .. 

30.  07 

49.6 

7f. 

IB 

8.26 

2.04 

9.6 

svv. 

70 

53 

58 

65 

Saviinnali,  Gn 

30.  12 

.^fi.  fi 

84 

27 

3.  .39 

1.38 

13.7 

inv 

73 

51 

68 

76 

Wilminsrton.  N.  C. 

30.11 

53.  2 

79 

24 

4.11 

1.60 

9.3 

\v. 

78 

62 

72 

63 

Means  and  ex- ) 

trenies ( 

30. 10 

52.0 

84 

8 

6.  00      3.  25 

9.5 

ts. 

75 

56 

61 

C6 
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t.A.lso  s\v.  and  nu'. 
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Conway  

Darlington 

Kdisto 

Kmngliaiii 

Ferguson . 

Florence  1 

Florpnoe  2 

Garnett 

fieorgelown 

Khmstrec 

Oaks 

Orangebnrg  1  . 
Orangeburg  2... 
Paris  Islanfl.  ..• 

PiuopoHs" 

Rimini 

St.  George  . 

St.  Matthews.. 
Society  Hill  ••• 
SnmmerviUe  .. 

Walterboro 

Whitehall  (near). 
Yemassee. 


Aiken ■ 

Anrlerson  

Batesbiirg 

Blairs ■■• 

Calhoun  Fulls. 

Camden 

Catawba 

Chappells.... 

Clemson  College 

Columbia 

EdgelieM  •••■•■• 

Gaston  Shoals  II 

Greenville 

Greenwood 

Heath  Spring 

Kershaw  . 
Land  mm  . 
Laurens  . . . 

Liberty 

Little  Mountain 

Meriwether 

Monetta 

Newberry 

Pelzer  

fialuda 

Santuck 

Spartanburg — 

Trenton 

Walhalla 

Winnsboro :;- 

VVinthrop  College  II. 


V  S    Fisheries  Station. 
State  A.  ana  M.  College. 
(1   S.  Marine  Corps. 
Miss  !•;.  P.  Kavenel. 
William  »■  Wolfe 
Miss  Alma  T.  Whiteside. 

Miss  Frances  ul .  Antley. 
A.H.  Kogers. 
Miss  K.  11.  Gadsden. 
,1   N.  Frank. 
Combahee  Company. 
W  C.  llutsoii. 


Frank  B.  McCoy. 
11.  H.  Ktissell. 
K..).  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 

W.('.  Brown. 

.lames  (;.  Fans. 

.IJ.Murran. 

Pmf  F.  11.  ll.Callioun. 

V  S.  Weather  Bureau. 

J.  A.Townsend. 

S  C   l.t  .  Power.*  Ry.fo. 

V.  S.  Weather  Bureau. 

M   M.  Callioun. 

,).  Marvin  Bowers. 

I  JohnW.Hamel. 
i;.  HartweinMlds, 
Perry  A.  Simpson, 
.lohn  T.  Boggs. 
.1.  M.  Si'Bse.  M.  1). 

Mrs  Marie  R.  Middleton 
.loseph  M..l<)hnson. 
Warren  G.  Peterson. 
.IoshuaY..lones. 
Mrs.  F.  v.. I.Maxwell. 

K.  W.  .leter. 
r   P.  Robinson. 

Mrs.  S-  K-  I-""''- 
H  W.  Hranilt. 
Rev.  Oliver  .Tohnson. 
W.  P.Goodman. 


D.P.S. 


Mvision  means  and   exu-en.« 52.3     -v:-'  °'  li___L__L_— i TT" 

ection  means  and  :extrenie> |  |  |  l__J__L__i- ^ 7ZZ^^T^^^^^U^^^^^^v\^^ 

pJtedfrom  observed  reamngs      »  P-^^^^^fV^i^  or  melted  snow. 
T.  Precipitation  is  less  tnan  u."" 
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stations. 


Eastern  Pmtion. 

Allendale  nil 

Blackvillellll 

Bowman 

Charleston  *" 

Cherawllll 

Conway  llll 

Darlington  nil 

Eilistollll  ..   

Ettingliam 
Ferjrnson  11 
Florence  1 1 
Florence  2  ll 
Garnett 

fieorsetown 

King.«treellll    

Oaks 

Oi-angeburg  1 

Orangeburg  2 

Paris  Island 

Pinopolis  

Uhiiiiii  nil 

St.  (ieorsrellll 

.'it.  Matttiewsllll 

Society  Hill  llll 

Suiinncrville 

W-iltcrboro 

Whitehall  (near)... 
Yemas.<ee||ll 

\\'ei>leni   I'miifni. 

Aiken 

Anderson 

Batcsbnrgllll 

Blairsllll 

Calhonu  I'-alls  llll  ... 

CanKlen  llll 

(;iitawl)a  nil 

(■happens  nil 

Clemson  College 

Columbia"*  

HMgeHcId  nil , 

Ga.slon  Shoals  nil 

Orei-nville     "* 

(ireenwood  llll 

H"ath  Sjiring 

Kershaw  ,111 

Landrnni 

Laurens  llll 

Liberty 

Little  Mountain 

Meriwether 

Monetta 

Newberry 

Pelzernil 

Saluda 

.fiaiituck 

Spartanburg  llll 

Trenion 

Walhalla 

Winnsboro  

WinthropCoUege.. 


Watersheds. 


Savannah  ... 

Edisto 

do 

Coast 

Pee  Dee 

Waccamaw .. 

Pee  Dee 

Edisto 

Lynches 

Santee 

Pee  Dee 

do 

Savannah . . 

Coast 

Black 

do 

Edisto 

do 

Coast 

Cooper  

Santee 

E<listo 

Santee 

...do 

Aslitey 

Ashi'poo 

Combahee. . 
Ashepoo 


Edisto 

Savanuah  ... 

Edisto 

Broad 

Savannah  . .. 

Waleree 

Catawba 

Saluda 

Savannah  . . . 

Congnree 

Savannah  . .. 

Broad 

Saluda 

do 

Wateree 

Lynches 

Broa<i 

Saluda 

Savannah  . . . 

Saluda   

Savannah  . . . 

Edisto 

Saluda 

do 

do 

Broad 

do 

Edisto 

.Savannah  . . . 

Broad  

Cataw  ba 
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01 


.11 


.22 


T 


.04 


Daily  Precipitation  for  March,   1920. 


Day  of  month. 
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.19 

.87 

1.70 

1.07 
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.1.53 
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1.36 
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.98 
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.1.30 
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2.15 
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LS 

L20 
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.39 
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1.35 


.45 
.35 
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'.'64 
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.07 
.11 
.52 

'.'65 

'.'35 

't. 

'.'30 
.40 

.'6.3 

.'P8 
.09 


.50 


.85:  .90 


1.53 
.10  .63 
I1.93 
.42 
.46 
.20 
.33 
.33 


96 
441 
1.10 
.92 
.77 
.43 
.14 


.50 


1.46 

.42!  .89 
1.05i... 

.531... 

.05   .20 

1.65i 30 

.44 


.50 


.20 


22 


23 


24 


.29   .15 

38 

4 

.48 
.06  1.67 


57 
1.00 

41 

13 

07    .oi 

20  .35 
.40 
.35 


1.50 
.33 
.30 
.13 
.77 
.21 
.90 
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1.40 
.45 

.58 


.04 


...I....! 


.68j 
1.35 
.41 

.48 
...il.52 

.38|  .63 
...!  .331  .09 
...1  .4.51. 
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.48 


.701 
.36 

1.34 
.4(1 
..50 

1.08 
.16 
,85 


.76 


.60 


.34 


T. 


.60 


.03 


25 


26 
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.20 


,15 
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.30 
.36 
.65 

.05 
.43 


.35 
1.55 

'.'26 
..34 
.31 


.05 
1.50 


1.26 
1.20 
1.32 
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.02 


T. 


.26 


1.10 

'.'is 

'.'87 
T. 

.60 
.62 
.32 
1.23 
2.40 
.02 
1.23 

.14 
.83 
.52 

'.■93 
1.51 
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.05 

.70 
.04 
.78 
.21 

.82 
.54 
1.60 
1.52 

.48 

.'42 

.35 
2.00 
1.25 
1.63 
2.00 

.'73 

2.00 
.60 
..31 

1.4S 
.75 

1.15 
.26 
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1.15  2.61 


LOl 
.23 

.48 


.73 
.09 
.1 
.30 

1. 28  . 
,02  , 

1,85  , 
,10],,. 

■.'45::: 


.80 


1.00 
.51 

.09 

1.03 


.30 


.70 
1.49 

1.83] 

2.  lOl 

12i  .  901 

lOl.OOl 

65  1. 30| 

...2.261.. 
1.17   .29 

.  90i2.  60 

.25 
1.62 


.1  T. 

:{T. 


1.12 
1.10 

.81 

2.' 25 
1.00 
1.95 
1.20 
1.50 


.13 


1.47 
.09.. 
....  13.10 


.  061 . . 

.71 
2.40 

.00 

.60 

.80 
1.54 

.50 


.631. 

.25[. 

1.331. 

.05 


.56  1.94 
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.801  .981 
.3611.801 

1.00:2.001 

1.57  .601 
.  04  1.  53 
.80    .65 


.08 


.15 


.17 


6.23 
5.61 
10.65 
4.66 
5.00 
5.06 

4.70 
7.17 
5.11 
6.52 
4.14 
4.19 
5.19 

5.25 
0.95 
6.43 
7.59 
0.94 
2.10 
5.06 

7.60 
7.72 
3.74 
5.72 
5.35 
5.13 
4.51 
0.03 


9.20 
8.59 
8.47 
7.26 
9.74 
5.85 
5.99 
6.40 

10.11 
5. 73 
9.36 
6.55 

8.26 
7.97 
5.77 
5.71 

8.53 
7.60 
9.97 
5.57 
8.11 
8.73 
7.27 

8.78 
7.46 
7.83 
7.21 
8.03 
9.27 
5.49 
O.lO 


Except  as  otherwise  in.licated.  observations  are  generally  made  lute  in  the  afternoon,  ''<^«J^^^"!)f^t  ^^  Pf  ",Pi<«<'o^^  fortbe 

observation,     llll  Precipitation  nieasure.t  in  the  morning:  ainonnt  then  recorded  ,s  for  the  preceding  "^.clny^'^tp  !r«tps  of   alls  n^^^  T   Trace  or  less  than  0.01   inch. 

24-hour  perio<l.rnidnight  to  midnight.    *  Precipitation  inclnded  in  the  next  following  measurement.    tSeparate  dates  01  tali.s  not  re(  or.ien. 

COMPARATIVE  DATA  FOR  MARCH. 


Year. 


Temperature. 


Precipitation. 


<s: 


Average  nnin 
days. 

ber  of 

ailing 
d  direc- 
tion. 

t^U 

(i 

t~ 

t.  3 

•c 

3)  "5 

^ 

Ss 

0 

-' 

^ 

P.  - 

^ 

" 

^■ear. 


Temperature. 


Precipitation. 


cs  5  C  C 

^  -  —  c 


Average  number  o( 
days. 


1887. 
1H«8. 
1889. 
l.(M>. 
■.o91 . 
1892. 
1S93. 
1894. 
189,1. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 


,51.4 

82 

23 

.52. 1 

80 

19 

,51.6 

77 

20 

,52.  ft 

85 

11 

,50.0 

78 

20 

,52,  8 

78 

23 

,53.  9 

85 

18 

59.  3 

90 

15 

,53.  ft 

90 

24 

53. 1 

93 

19 

.56.4 

92 

21 

59.1 

92 

22 

,5,5,2 

89 

12 

•M.fi 

79 

22 

53,4 

86 

10 

54,0 

86 

19 

00,4 

84 

26 

,56,2 

87 

23 

1,85 
0,  71 
3,41 
2,90 
7.88 
3.78 
2.2-2 
2.08 
5.71 
2.12 
4.  ,54 
2,99 
3,89 
4,22 
4.  .30 
4.08 
5.92 
3.42 


9 

7 
11 
5 
12 
7 
9 
9 
8 
10 
10 
9 


9 

5 
11 

7 
15 
11 

9  1 
11  I 

l^i 
15  I 
9  I 


sw. 

w 

sw. 

ne. 

n\v. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

tie. 

ne. 


!  1905 

I  1900 

!  1907 

1  1908 

!  1909 

!  1910 

1911 

1912 

1913 

1  1914 

1915 

I  1910 

I  1917 

1  1918 

1919 

!  1920 

! 

i   Period 


57.8 
51. 0 
62.0 
61.4 
54.1 
59.4 
54.9 
53.2 
56.9 
50.2 
46.3 
5.S.7 
55.0 
»9.  7 
,56.5 
52.3 

54.8 


2.15 
5.34 
1.57 
4.56 
4.80 
1.38 
2.30 
6.79 
7.40 
2.59 
2.60 
2.14 
5.39 
1.83 
2.86 
6.73 

3.90 


■5.C-2 


ne. 

w. 

sw. 

sw. 

sw. 

sw. 

w. 

ne. 

w. 

w. 

IIW. 

sw. 

SW. 

sw. 
ne. 
sw. 


w!?f^ 
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Daily  Temperatures  for  March,  1930 


Stations. 


Eastern  For 

Allendale  

Blaokville 

Bowman 

Charleston 

Cheraw  

Conway 


linn. 

\  Maximum  . 
\  Minimum.. 
\  Maximum  . 
i  Minimum. . 
\  Maximum  . 
(  Minimum.. 

J  Maximum  . 

I  Minimum. . 

S  Maximum  . 

(  Mininunu.. 

)  Maximum  . 

)  Minimum., 


V  Maximum  . . 
Darlington  Si>ii )  Mininunn.. . 

)  Maximum  .. 
Ferguson  S\\^ (  Minimum... 

)  Maximum  . . 
Florence  1  |  Minimum. . . 

)  Maxinunn  . . 
Garnett \  jn  nimum . . . 

i  Maximum  . . 
Georgetown (  Minimum... 

)  Maximum  .. 
Kingstree |  Minimum... 

\  Maximum  . . 
Oaks \  Minimum.. 


Orangeburg  1 

Paris  IslandW 

St.  George  

St.  Matthews W.... 

Society  Hill's^S^ 

Summi'rville 

Wallfirboro 

Yemassee 

Wes'lera 

AiUen  

AUiierson 

Batesborg 

Calhoun  Fallss^>ji.. 

Camden 'S'lS 

Clemsnn  Colli'go  . 

Columbia 

Greenville 

Greenwood   

Heath  Spring  ... 

Kershaw 

Landrum 


\  Maximum  . 
•■  (  Minimum.. 

I  Maxinunn  . 
••  i  Minimum. . 

\  Maxinunn  . 
••  i  Minimum.. 

\  Maxinunn  . 
••  I  Jlinimum.. 

\  Maximun\  . 

•  •  (  .Minimum. . 

s  Maximum  '. 

■  ■  i  Xlinimum. , 

j  Maxinumi , 

••  f  Minimum. 

(  Maxinunn 

•  ■  i  Minimum. 

I'trvliov. 

1  Maxinnim 
■■•  I  Minimum. 

\  Maximum 
•••  j  Minimum. 

\  Maximum 

■  •  •  i  Minimum. 

j  Maximum 

■  ■  •  I  .Vliniinum. 

\  Maxiimnr 

•  •  ■  {  Minimum. 

j  Maxinunn 

•  •  •  i  Mininnnii, 


)  Maximum  .. 
\  Mininuim. . , 
(  Maximum  . , 
i  Mininunn. . 
)  .Maximum  . 
)  Minimum. . 
)  Maximum  . 
■  /  Minimum. . 
(  Nhiximum  . 

•  (  Minimum. . 
j  Maximum  . 

•  !  Minimum. . 


Lauren  ssS'5 

Liberty 

Little  Mountain  . 

Meriwether 

Monetta 

Newberry 

Saluda 

Santnck  

Spartanburg  — 

Trenton 

Walhalla 

Winnsboro 

Winthrop  CoUeg 


S  Maximum  . 

•  •  )  Mfnimum . . 

)  Maximum  . 

•  •  )  Minimum. . 

\  Maximimi  . 

■  •  )  Minimum.. 

1  JIaximum  . 

•  ■  )  Minimum. . 

\  Maximum  . 

•••  '  Minimum. . 

\  Maxinumi  , 

•  •  •  '  Minimum. 

\  Maximum 

■  ••  )  Minimum. 

)  Maximum 

•  •  •  '  Minimum. 

\  .Maximum 
•■•  /  Minimum. 

j  Maximmn 
••  •  /  Minimum. 

j  Maximum 
■■■I  Minimum. 

j  Maximum 

•  •  ■  )  Minimum. 

(  Maximum 
•■■  *  Minimum. 


^ , J T        f  ^.,.r-,T,i>;sincr-  For  example,  »  represents  two  days  missing,  etc. 
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GENERAL  SUMMARY. 

The  month  was  unusually  wet,  particularly  in  the  Pied- 
mont sections,  ivith  an  unusual  number  of  severe  local  dis- 
turbances and  locally  excessive  rains.  While  the  mean  tem- 
perature was  only  slightly  below  normal,  there  was  a  prolonged 
period  of  abnormally  cool  weather  between  the  5th  and  1.5th, 
which  was  nearlj-  offset  I\y  preceding  and  succeeding  warm 
waves. 

Thermal  and  moisture  conditions  reflected  the  progress  of 
spring  farm  woric,  which  was  2  weeks  to  a  month  backward 
at  the  beginning  of  the  month.  Little  or  no  plowing  could  be 
done  up-State  during  the  first  lialf  of  the  month  on  account  of 
wet  soil,  but  fair  progress  was  made  during  the  last  half,  de- 
=ipitetheintermiltent  showers.  Cotton,  corn,  truck,  and  garden 
planting  extended  northward  and  eastward  over  the  central  and 
eastern  counties  by  the  '20th,  with  ft.ir  to  good  stands  generally, 
and  cotton  chopping  was  in  progress  in  the  more  southern  sec- 
tion* during  the  closing  week.  Winter  cereals  maintained  sat- 
isfactory condition,  except  in  tlie  northern  and  northeastern 
3ounties,  where  prospects  were  not  so  good;  oats  and  rye  were 
heading  in  some  localities  at  the  end  of  tlie  month.  A  fine 
iTop  of  asparagus  was  marketed  during  the  month.  Tobacco 
Iransplanting  began  during  tlie  closing  week,  but  plants  were 
rather  scarce  incident  to  the  late  spring  frosts.  Tree  fruits 
ivere  promising,  witli  little  or  no  frost  damage.  Pastures  for 
;toek  was  generally  excellent.  The  month  closed  with  farm 
ivork  generally  about  3  weeks  late. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
^  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
ion,  was  29. S9  inches.  The  highest  pressure  in  the  region 
;overe('i  by  reports  was  80.2  ^  inches  at  Co]uml)ia  on  the  25th; 
he  lowest  pressure  was  29.34  inches  at  Charlotte,  N.  C,  on  the 
)th,  and  in  the  Section  proper,  29.37  inches  at  Greenville  on 
he  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
-orts  of  45  stations,  Avas  61.1°,  or  0.9°  below  the  established 
i^orinal.  The  highest  tempeiature  was  94°  at  Florence  No.  1, 
^orence  County,  on  the  22d.  The  warmest  periods  were  dur- 
Mg  the  first  4  days  and  from  the  17th  to  21th.  The  lowest 
emperature  was  26°  at  Landrum,  Spartanburg  County,  on  the 
•th,  and  at  Santuck,  Union  County,  on  the  14th.  The  coldest 
)eriods  were  between  the  5th  and  15th  and  during  the  closing 
i'pek.  The  latest  general  spring  killing  frosts  or  freezing  tem- 
peratures recurred  in  the  cential  and  northern  portions  on  the 
ith  and  in  the  higher  elevations  of  the  Piediuont  on  the  14th. 


particularly  over  the  Piedmont,  but  the  showers  became  more 
or  less  intermittent  during  the  last  half.  The  rainfall  was 
much  above  normal,  except  in  small  sections  of  the  interior;  in 
the  extreme  northwestern  counties,  and  in  Florence  and  George- 
town Counties,  the  total  monthly  amounts  ranged  from  7  to 
over  13  inches,  and  elsewhere  the  measurements  ranged  down- 
ward to  less  than  3  inches  in  portions  of  Newberry,  Lancaster, 
Orangeburg,  and  Clarendon  Counties.  The  greatest  local 
monthly  amount  was  13.40  inches  at  Liberty;  least  local 
monthly  amount,  2.77  inches  at  Ferg-u.^^on,  Orangeburg  County. 
The  greatest  amount  during  24  hours  at  any  station  was  2.92 
inches  at  Clemson  College,  Oconee  County,  on  the  21st.  The 
number  of  rainy  days  was  43%  above  normal. 

The  month  was  marked  by  an  unusual  number  of  torna- 
does, damaging  hailstorms,  and  excessive  rains  of  short  dura- 
tion. Six  tornadoes  were  reported,  which  injured  15  persons 
and  damaged  property  approximating  $160,000  in  value.  Two 
hailstorms  caused  about  $10,000  damage,  in  addition  to  about 
30%  of  new  crops  that  will  have  to  be  replanted.  A  series  of 
unusually  severe  local  thunderstorms  occurred  from  Oconee  to 
York  County  on  the  20th  and  21st.      (See  special  article) . 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
10.4  miles.  The  highest  average  was  13.9  miles  per  hour  at  Sa- 
vannah, Ga.,  and  in  the  Section  proper,  12.6  miles  per  hour  at 
Charleston ;  the  lowest  average  velocity  was  7.4  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  8.8  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-niinute  period 
was  60  miles  per  hour  from  the  west  at  Greenville  on  the  20th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
egular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
ion,  was  asfollows:  8  a.m.,  77%  ;  noon,  60%;  8  p.  m.,  68%. 
'he  highest  percentages  occurred  in  the  coast  districts,  and  the 
3we.«it,  over  the  extreme  northern  counties. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  231.1  hours,  or  59%  of  the  possible  amount. 
The  average  number  of  clear  days  was  13;  partly  cloudy,  6, 
and  cloudy,  11,  as  against  normals  of  15,  8,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Copious  to  heavy  rains  in  the  upper  Santee  basin,  culmi- 
nating about  the  5th,  were  followed  by  freshet  conditions  in 
all  the  upper  tributaries,  the  run-off  maintaining  flood  stages 
in  the  Santee  River  throughout  the  month.  The  unavoidable 
losses  approximated  $1,150,  and  the  value  of  movable  property 
saved  by  warnings  was  estimated  at  $60,000.  Two  flash  floods 
occurred  in  the  Pee  Dee  River  at  Cheraw,  incident  to  the  same 
series  of  rains,  entailing  losses  estimated  at  $4,000,  and  the 
value  of  movable  property  saved  by  warnings  approximated 
$5,000. 


PRECIPITATION. 

^  The  average  for  the  Section.  59  stations  reporting,  was 
.13  inches,  or  2.21  inches  above  the  established  normal.  The 
•eather  was  generally  rainy  during  the  first  half  of  the  month, 
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Climatological  Data  for  April,  1920. 


Stations. 


Eastern  Portinn. 


Allendale  . 
Black ville  . 

Bowman 

Charleston. 
(Jheraw 


Conway 

Darlington  . . . 

Edisto 

Etiinfrham 

Ferguson 


Florence  1 . . . 
Florenre  2... 

Garnett 

Georgetown  . 
Kingstree..  . 
Oaks 


Temperature,  in  degrees  Fahr. 


Allendale ]86 

Barnwell 296 

Orangeburg 160 


Charleston 
Chesterfield 


Horry 

Darlington  .. 

Bamberg 

Florence  — 
Orangeburg  . 


Orangeburg  1    

Orangeburg 2 

Paris  Island 

Pinopolis** 

Kimini 

St.  George 


Florence 

....do 

Hampton 

Georgetown 

Williamsburg  ... 
Georgetown 


Orangeburg . . . 

do 

Beaufort 

Berkeley 

Clarendon 

Dorchester 


St.  Matthews Calhoun 

Society  Hill Darlington  .. 

Dorchester... 

Colleton   

Colleton . 


Summerviile 

Walterboro 

Whitehall  (near).. 
Vemassee 


Division  means  and 


W'ealeni  Portion. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls. 


Camden  . . . 
Catawba  . . 
Chappells., 
Clemson  College  , 


Aiken  

Anderson  . 
Lexington. 
Fairfield. . . 
Abbeville.. 


Edgefield 

Gaston  Slioals  tt. 

Greenville 

Greenwood 

Heath  Spring  ... 


Kershaw 

York  

Newberry 

Oconee . 


Columbia Richland 


Kershaw 

Land  rum 

Laurens 

Liljerty 

Little  .Mountain  , 

Meriwether 

Monetta 

New  berry 

Pelzer 

Saluda  


Santuck Union 

Spartanburg Spartanburg 

Trenton  Hdgeheld  .... 

Walhalla Oconee    

Winnsboro Fairfield 

Wiuthrop  College  tt. . .  Vork 


Edgefield  ... 
Cherokee  .. . 
Greenville .. 
Greenwood. 
Lancaster.. . 


Kershaw 

Siiartauburg . 

Laurens 

Pickens 

Newberry  ... 


48 
144 

25 
175 
143 
106 

63 

136 

136 

82 

12 

54 


264 
264 
13 
54 
97 
109 

62 
192 
75 
69 
13 
Hampton  '^^ 


63.4 

-0.9 

62.8 

-LI 

62.2 

-L3 

64.0 

+0.2 

60.8 

-0.6 

6.22 

-0.6 

61.8 

+0.1 

'ei.'g 

'-6.'2' 

63.4 

+  1.0 

527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


McCormick 

Saluda 

Newberry 

Anderson 

Saluda 


680 
1039 
671 
568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 


65.2 

62. 4      -1.1 

64.4      +1.3 


63.7 


66.2 
61.8 


64.0 

64.1 
60.8 
63.7 
•64.6 


64.2 
63.2 


63.3 

58.6 
60.8 


94 


+  1.5 
-0.6 


0.0 

+1.1 
-1.0 
+0.4 
-0.6 


57.6 


58.8 
61.8 


+0.4 
+0.2 


+  0.4 
-2.7 
-0.6 


22 
21 
21 
17 
21 

t21 
22 


fid 
23 
22 

t2l 

21 

■f4 
t21 


Precipitation,  in  inches. 


Number  of  days. 


33 


-0.6 
-1.0 


,57.4  -0.9 
59.2  -L9 
61.1      +0.7 


60.8 
57.8 
■57.0 
59.4 
60.4 

''58.4 
•62.0 
61.6 


61.2 

60.2 
58.8 
61.1 
57.4 
60.2 
60.6 

59.8 
61.4 


-0.9 
—1.5 

-4.1 
-2.0 
-0.4 


-1.3 

0.0 
-1.4 
-1.0 
-O.H 
-0.9 
+0.1 

-1.2 
—0.9 


82 


21 

t21 
22 
17 

tl7 


22 


34 

31 
29 
32 
■iSl 


17 
22 
22 

22 

tl7 
17 
17 
22 

21 
22 
22 


22 

22 
tl7 
21 
17 
23 
22 

t21 
22 


28 


29 
30 

30 

30 
26 

»29 
29 
30 

d.27 
29 
30 


30 


6       43 


30 


6 

t6 

6 

6 

6 
6 
6 


26 

14 

27 

6 

,30 

6 

27 

6 

29 

6 

29 

t6 

26 

t  6 

26 

16 

a;  £ 


>OI    O 


4.85 
5.54 
7.40 
3.70 

5.16 
4.56 
5.09 
4.98 
2.77 

4.81 
7.45 
5.60 
9.06 
3  74 
3.96 

4.19 
3.08 
4.17 
5.98 
4.5S 
8.49 

4.67 
4.66 
5.57 
5.52 
4.67 
5.60 

4.97 


4.57 

5.58 
3.79 
3.80 
4.00 

5.27 
5.57 
4.80 
7.55 
3.41 

4.05 
7.29 
7.18 
4.40 
3.00 

2.56 
10.66 

4.  02 
13.40 

2,88 

3.89 
3.56 
3.45 
6.38 
4.81 

4.34 
7.34 
4.42 
10.06 
3.22 
4.31 


+3.29 
+  L55 
+2.  06 
+  4.41 
+0.88 

+2.25 
+  1.65 
+  1.94 
+  1.80 
-0.U3 

+2.04 

+4.68 

'+5.' 76' 
+  1.08 


fl.80 
+3.01 

+5.63 

+  1.63 
+  1.37 
+2.09 
+2.19 


1.82 

0 

1.52 

0 

1.40 

0 

2.64 

0 

0.98 

0 

1.29 

(1 

1..30 

0 

1.20 

0 

1.91 

0 

0.93 

0 

1.55 

0 

2.30 

0 

0.84 

0 

2.25 

0 

1.00 

0 

0.88 

0 

0.91 

0 
n 

+2.  77 
+  1.91 


+1.45 
+2.  31 
+  0.70 
+  1.69 
+0.  42 

+1.69 
+3.17 
+2.60 
+3.  77 
+0.55 


+  4.07 
+3.50 
+  1.47 
+0.07 


5.28 
5.13 


+  8.77 
-0.29 

+0.  72 
+0,93 
+0.68 
+2.  84 
+2.34 

+  L06 
+  4.27 
+  1.09 
+  5.44 
+0.  45 
+  1.29 

+2.  02 
+2.21 


1.10 
1.50 
1.88 
1.25 
1.90 

1.47 
1.60 
1.13 
1.51 
1.32 
1.74 

2.64 


1.35 
1.35 

0.82 
0.93 
1.08 

2.00 
1.  65 
1.25 
2  92 
L26 

0.80 
1.18 
1.91 
1..52 
0.72 

0.96 
1.71 
0.95 
2.80 
O.SO 

1.20 
1.08 
0.75 
1.30 
0.93 

0.70 
1.90 
1.30 
2.60 
0.50 
0.65 

2.92 
2.92 


■o.S 


se. 
n. 
w. 
sw. 

w. 

se. 


8  1  s. 


12 
13 
14 
13     15 


10  1  w. 


R.  B.  Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlcbaum. 
D.  C.  McCall. 
Nathiin  .lenkius. 
Wm.  I!.  Gillespie, 
Henry  C.  Savage. 

H.  K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

Man.r  B.  Robert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 

V .  S.  Fisheries  Station. 
State  A.  and  M.  College, 
f.  S.  Mar'ic  Corps. 
Miss  E.  I>.  K;iMMicl. 
William  11.  Wolfe. 
Miss  Alma  1.  Whiteside. 

Miss  Frances  M.  Antley. 
A.  H.  Rogers. 
Miss  E.  11.  (iailsden. 
.1.  N.  Frank. 
Combaliee  Company. 
W.  C.  lliitson. 


Frank  B.  McCoy. 
II.  II.  Uussell. 
E..1.  llite. 
.1.  X.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

.lames  ('.  Faris. 

I.  .1.  Mnrriin. 

Prof.  F.  II.  11.  Calhonn. 

(I  ,S.  W<ather  Bureau. 

.1.  .\.  Town.send. 

S.  C.  I.t.,  Powi'r  ,t  I!v.  Co. 

!'.  S.  Weather  Bureau. 

M.  M.  Ciiliioun. 

.1.  Marvin  Bowers. 

.lohu  W.  Hamel. 

K.  Hartwell  Wil.ls.  D.D.S. 

Perry  A.  Simpson. 

.lohn  T.  Boggs. 

.J.  M.  Sease,  M.  D. 

Mrs.  Marie  R.  Miildlelon. 
.loseph  M.  .Inhnson. 
Warren  G.  Peterson, 
.loshna  Y.  .iones. 
Mrs.  F.  v.. I.  Maxwell. 

E.  W..leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Braniit. 

Kev.  Oliver  Johnson. 
W.  P.  floodman. 


\ 


Division  moans  and    extremes  . 
Section  means  and    extremes. 

-  The  departures  from  tf^^^i^^^^TTe^^^^^ 
''rris^'orotheVdatrs  "'TtTeceT/ed'oo  l^tlTo  b^iffied  in  n.ea,^''and  s.unmaries.    "JVjnperature^data  are  from  gb-;ve<^,--l-f/„of,/'-, 
putcd  from  observed  rea.lings.     «  Postoffice  addresses  of  these  stations  are  as  follows 
T.  Precipitation  is  less  than  0.01  inch  ol  rain  or  melted  snow. 


"  Temperature  data  are  from  observeo  readings  oi  uie 
Of  Edisto,  Embree;  of  Gaston  Shoals.  Blacksburg:  of  W 


•omplete  reports  are  used  in 
ieuts  two  days  missing,  etc. 
dry  bulb;  means  are  c<mi- 
uthrop  College,  Rock  Hill. 
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Daily  Precipitation  for  April,    1920. 


.'stations. 


Easleni  Pmtion. 

Allendale  nil 

Blackvillejlll 

Bowman 

Charleston  •" 

Cheraw  |||| 

Conway  ill! 

Darliuston  |||| 

EdLstollll 

Ellingham  |||| 

Kersuson   l||| 

Florence  1|||| 

Florence  2  llll 

Garnett 

Georgetown 

Kill jstree llll    

Oak» 

Orangeburg  I 

Orangeburg  2 

Paris  Island 

Piiiopulis   

Kiiiiiiii  ill] 

St.  (ieonrcllll 

St.  Muflliewsllll 

Society  Hill  |||| 

Sniiiiiicrville 

Wiilti'iboio 

Whitehall  (near) 

Veniiisseeilll 

We-'tent  I'dvUtm. 

Aiken 

Andi'iwoii.    . 

Biiii'shu  Willi ;; 

Ilhiii-s.lB 

Cnllioiiii  Fiillsllll  .... 

Ciiimlen  i||| 

CnlawWa  ||l|    .... 
('happens  nil 

Clemson  College. 
Columbia"*  .... 

KdgeHeldllJI 

RastoiiSlioiilslllj 

'iroenville     *•• 

'ireenwood  ll|| '.', 

Hi'iitli  Spring 

KiTsliaw  ,111 \\ 

Laiidriim 

Laurens  |||| .' 

Liberty 

Little  .Mountain  .....'. 

.Meri  wether 

.Moiietta ..' 

Nert'beriy 

Pelzerllll 

Saluda 

Saiituck 

Spartanburg  nil.. ...'.'.' 

Trenton 

Walhalla .,'. 

Winnsboro  

VViiithiopCoUege.. '!.'.'! 


Watersheds. 


Day  of  month. 


Savannah  

Edisto 

do 

Coast 

Pee  Dee 

Waccamaw .. , 

Poe  Dee 

Edisto 

Lynches 

Sautee 

i'ee  Dee 

do 

Savannah  

Coast 

Black 

...   do 

Edisto 

do 

Coa.-it 

Cooper  

Saiitee 

Edisto 

Saiitee 

....do 

.Ashley 

.Vshi'poo  .. . 
Combahee. 
Ashepoo . . . 


Edisto... 
Savanna  li 
Edisto.... 
Broad  .... 
Siivaiiiiali 
Wnlcrce  . . 
Catau  ba  . 
Saluda  . .. 

Savannah 
Congaree  ., 
Savannali  . 

Broad 

Saluda  .... 

do 

Wateree  . . . 
Lynches . . . 

Broad 

Saluda 

Savannah  . 

Saluda 

Savannah  . 

Edi.>;to 

Saluda 


1 

2 

.05 

i.'os 

.51 

.'06 

•is 

.12 

.  (15 

.07 

T. 

.08 

■.'73 

1.85 

'.'74 

I       j 

4    15    16 


...  L02 
.  10  . 
...1.88 


.04 
.73 

,11.51 


.llj... 


i.;^5 

.78  .56 

T.  .74 

.26!  •(i2 
.2111.(18 

.051  .40 

.50  .10 

.20  .50 


1.00 
1.02 
1.40 
L76 
.59 
.46 

.52 
.96 
.52 
.93 
.45 
.87 
.80 

.25 

T.' 
.91 
.55 


do 

do 

Broad 

do,.... 

Edi.sto 

.Savannah  . 

Broad  

Catawba  . . 


.80 
1.10 

.4 

.50 

.30 
1.22 
L32 

.72 


.37 
.70 

i.'io 
.34 

1.10 
.4 
.45 

.50 

i.'so 


.28    .12 
.53   .11 


.20 
.21 
.18 
.79 

'.'so 
1.30 


.04 


.12 


,63 


1.02 

.55 
1.66   T. 

.80   .15 

...|l.20 
1.03    .09 

.75  .. 


.10  .65 
.11  1.2, 
.15  1.00 


T 
.04 
1.10 

.84 

.35 
'.'74 

i.'io 


.66 


1.30 
.16 

.68 
.93  .70 
T.  1.20 
.90  1.98 
.14  .51 
.50   .42 


1.40 
.10 
.25 
.501.18 

i.'52 
.72 
.30 

961.29 
,85   .49 

75  .50 
,36, 


76 
90 

70 
55 
50 
..11.08 
43  .  16 
65    .22 


.03 


T. 


.02 


1.10 
.90 

'.'63 
.97 
1.29 

.95 
1.11 

.92 
.87 
.80 
.14 
.45 

1.85 
1.00 
.10 
.90 


T. 


.05 


. .    .22 


1.02 


1.04 
.54 


.91 
.08 
.71 
.61 
1.03  .. 
.94 


.43    .33 


,05 


1.23 

1.: 

T. 

.82 

A)i 

.59 

.21 

.53 

.04 

.  6:i 

.10 

.40 

.30 

.40 

.85 

.79 

.25 

.45 

.23 

.54 

.77 

.28 

.52 

.48 

.47 

.92 

.95 

.04 


.20 


16      17 


22 


.11  .85 
.12 
.07 
.43 

.05 
.10 


.56 


.  55  . . . 
.'65!.'! 


.02 


.20 


I 

...I  ..55 
...I  .40 
.15.. 
.3' 

'    .34 


.23 


1.10 
.62 
.94 
.62 
.70 


.60 


.52 


.33 


.05 


1.02 
.04 


1.27 
'.'i9 


.97 
.02 
2.54 
T 
.10 
.02 
.10 


.05 


05 

25 

1.05 


.13 


1.96 


.50 


.38 

.85' 

.llj... 

1. 221 ... 


.43 


.10 


.25 


.51 


. ...}  .05 
I 

f.'  2.' 63 


.63 


:^?i:: 





,09 


.01 


.05 


.35 


T.    .. 


.49 


.30 


1.05 


.04 


23  1  24 


25 


26 


27      2S  :  29      30      31 


.05 


T. 


03  2.92 


.02  1.03 
1.91 

.21 
.10    . 


.25 


.  04  . . . 

T.    ... 


.02    .02 
.03 


.02 


1.66 
.46 
2. 


.01 


.17 


.10 


.02 


.03 


.10 


T. 


.23 

1.90 


T, 
.262.60 


.05    .50 


T. 


.25 

.78 
.90 
.81 
.98 
.97 

1.30 
.61 
1.36 

i!53 

2.30 

64 

2.25 
.48 
.88 
.62 
.05 

."96 


l.lOl... 

.851... 
.  30l . . . 
.  33l . . . 
.67 
.96.. 

.60 

L20 

.55 

i.'55 
1.55 

71 


.76 
.73 
.54 

l!67 
.62 


L25 
1.90 
1.47 
1.60 
1.13 

.83 
1. 25  . . 

.10  1.74 


.65 
.95 
.60 
L03 
.70 


1.71 


5iSSB:'!asSs='Si=Mi^ 


.0'2 


.32 


.54 

'.'io 

T 
.20 
T. 
T. 

.04 
.23 

.'is 

1.30 

.28 

T. 

.03 


L35 

.47 
.32 
.42 
2.00 
.65 
.95 

.05 
.82 
.70 
.20 
.32 
.70 
.71 
.59 

.34 
.70 
L.38 
75 
1.20 
1.08 
.45 

L08 
.65 
.66 
.42 

.'56 
.50 
.45 


.23 

.'62 
.41 
.35 
.80 
1.00 
.30 


.19 


.30 


5.87 
4.85 
5.54 
7.40 
3.70 
5.16 

4.56 
5.09 
4.98 
2.77 
4.81 
7.45 
5.60 

9.06 
3.74 
3.96 
4.19 
3.08 
4.17 
5.98 

4.58 
8.49 
4.67 
4.66 
5.57 
5.52 
4.67 
5.60 


4.57 
5.58 
3.79 
3.80 
4.00 
5.27 
5.57 
4.80 

7.55 
3.41 
4.05 
7.29 
7.18 
4.40 
3.00 
2.56 

10.66 
4.02 

13.40 
2.88 
3.89 
3.56 
3.45 

6.  .38 
4.81 
4.34 
7.34 
4.42 
10.06 
3.22 
4.31 


for  the  24  hours  ending  at  the  time  of 
Bureau  station;  precipitation  is  for  the 
■orded.    T.  Trace,  or  less  than  0.01   inch. 


COMPABATIVE 

DATA  FOB  APRIL. 

Temperature. 

Precipitation. 

Average  number  of 
<iays. 

tc  ^ 

III 

'('ear. 

Temperature. 

Precipitation. 

Average  11  um  ber  of 
days. 

"i 

Year. 

i 

1 

< 

Average 

days  with 
0.01  inch 
lor  more. 

a; 
0 

So 
f^  0 

■V 

0 
0 

CD 

E 

1       ^ 
0 

-Average. 

.\verage 
ays  with 
3.01  inch 
or  more. 

5 

0 
0 

>  V. 

a. 

18.87 

62.3 
&4.6 
62.4 
62.8 
63.2 
62.8 
66.7 
62.6 
61.4 
66.9 
62.2 
58.0 
60.0 
62.4 
56.0 
60.4 
60.4 
.59.2 

94 

95 
93 
9'1 
92 
88 
94 
95 
94 
98 
95 
92 
91 
90 
89 
91 
88 
89 

28 
31 
30 
31 
26 
29 
34 
30 
28 
30 
31 
26 
27 
24 
30 

2.09 
1.33 
2.01 
2.02 
1.66 
1.13 
1.30 
2.01 
5.  .55 
1.31 
.3.24 
5.05 
3.02 
5.41 
5.03 

5 
4 
6 
6 

sw. 

ne. 

sw. 

sw. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

n. 

ne. 

nw. 

w 

1905 

1906 

1907 

62.  8 
65.1 
56.4 
66.6 
63.9 
63.4 
61.6 
64.3 
61.2 
63.7 
63.1 
61.6 
64.9 
61.0 
62.4 
61.4 

62.3 

92 
93 
89 
95 
96 
95 
91 
91 
90 
98 
96 
93 
96 
92 
92 
94 

98 

25 
28 
20 
31 
■30 
32 
30 
32 
30 
30 
25 
24 
28 
.32 
24 
26 

20 

1 

15 
20 
10 
11 
14 
15 
12 
14 
20 
14 
20 
18 
20 
11 
20 
13 

15 

8 
6 
13 
10 
9 
10 
9 
5 
4 
10 
6 
8 
6 
9 
5 
6 

8 

),R»8 

1889 

'890 

'-891 

1892 

1SQ4 

3.83 
1.39 
4.40 
4.75 
2.95 
1.71 
2.95 
4.24 
2.00 
2.86 
1.47 
1.79 
3.34 
5.  82 
2.10 
5.  13 

2.92 

9 
4 
10 
9 

5 

8 
9 
6 
7 
4 
5 
7 

11 
5 

10 

7 

7  1  sw. 
4   :  SW. 

190S 

1909 

1910 

/ 

9 
7 
5 
9 
11 
6 
6 
4 

4  1 
4 

10 

5  j 
11 

7 

sw. 
sw. 
sw. 

1894 

5 
6 

10 

4 
9 
8 
7 
9 
7 

8 
6 

15 
15 
12 
14 
16 
16 
12 
12 
15 
15 
14 
14 

10 
10 
9 
11 
6 
7 
9 
9 
6 
9 
9 
8 

5 
5 
9 
5 
8 
7 
9 
9 
9 
6 

1911.';.'.'.'."" 

sw. 

l.'tfti 

1896 

1   1912 

1913 

1914 

sw. 

SiV. 

1897 

1H98 

1915 

1899..; 

1916 

1900 

1917 

1901.. 

1918 

191-2....       "■ 

1919 

1903 

24         -z.  is  1 

li>'0 

1!*H.. 

21 

i.  MO 

1.34  1 

7 
8 

w. 

sw. 

Period .... 

sw. 
sw. 

M 


■r/'-S- 
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Daily  Temperatures  for  April,  1930 


Stations. 


Eaxterii  Portion. 

;  Maximum 

Alleuciale  )  Minimum. 

)  Maximum 
Blackville -■    ■ 


Bowman 


Charleston 
(y'lieraw  . . . 


Conway . 


(  Minimum 

)  Maximum  . . . 
)  Minimum  — 
S  Maximum  . . . 

(  Minimum 

i  Maximum  . . , 

(  Minimum 

J  Maximum  . . 
I.  Minimum... 


, ,  *  Maximum  . . , 

Darlington  SNS"i )  Minimum... 

, ,  )  Maximum  . . 

Ferguson  SS<J (Minimum... 

)  Maximum  .. 
Florence  1  j  Minimum. . . 

)  Maxinmm  .. 
Garnett \  Minimum . . . 

i  Maximum  . . 
Georgetown ,  Minimum. . . 

j  Maximum  . . 
ICingslree (  Minimum... 

\  Maximum  . . 
Oaks j  Minimum. .. 

„            ,         ,  \  Maximum  . . . 

Orangeburg  1 j  Minimum.... 

T,     •    T  ,      i,!A  S  Maximum  . . . 

Pans  IslanasS* j  Minimum . . . . 

\  Maximum  . . . 

«t-  George  (Minimum.... 

..     .,         .1,1  \  Maximum  . .. 

St.  Matthews  W |  Minimum. . . . 

„     .  .     ,,.,,  ,t,t  S  Maximum  ... 

.Society  U\\\n )  Minimum.... 

...  i  Maximum  ... 

.Siunmerville j  Minimum..., 

,„  ,.     .  )  Maximum  .., 

Walterboro I  Minimum... 

i  Maximum  .. 
^P'n«sspe  i  Minimum... 

Wexleni  Poiiinn. 

\  Maximum  .. 

Aiken ;  Minimum... 

(  Maximum  . . 

Anderson j  Minimum... 

(  Maximum  .. 

Batesburg ,  Minimum,.. 

,,,,,,  \  Maximum  . , 

Calhoun  1- alls'?'? j  Minimum. . . 

,,  )  Maximuir  . . 

Camden sw ;  Minimum... 

,,  ,,  S  .Maximum  . . 

Clemsoii  College  ....  ,  Minimum,.. 

„  ,        ,  .  S  Maximum  , . 

Columbia ,  Minimum.., 

)  Maxinnuii  . , 

G>ee"Ville /  .Minimum.., 

)  Maximum  . . 

Ureenwoofl   ,  Minimum,. 

,    „      ,  )  Maximum  . 

Heath  Spring (Minimum.. 

'l  .Maximum  . 

Kershaw j  Minimum,. 

S  Maximum  . 
I'i"'l''""' f  Minimum.. 

.,  S  Maximum  . 

Laurens'?s'i ,  Minimum,. 

\  Maximum  . 
f'l'ierty }  Minimum.. 

,  .^,,    ,,        ,   .  'i  Maximum  . 

Little  Mountain (Minimum,. 

..     .      ,,  )  Maximum  . 

Meriwether (  Minimum.. 

)  Maximum  . 
Monetta j  Minimum,. 

S  Maximum  . 
Newberry (Minimum,. 


Haliida 

Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  , 


1  Maximum  . 
(  Minimum. . 
\  Maximum  , 
/  Minimum, . 
)  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum. . 
S  Maximum  , 

■  (  Minimum.. 
j  Maximum  . 

■  (  Minimum, 
S  Maximum 

•  (  Minimum. 


■^==r:r=sS^^^^ 


CLIMATOLOGICAL  DATA:  SOUTH  CAROLINA  SECTION. 


April,  1920 


MISCEI.LANEOUS   PHENOMENA  (dates). 

^,,  _Thelast  s,nn,  killing  fvos^  ^^'14^'^?; 
tares  occurred   as  follows:     April   6,    18  stations, 
15th,  3;  16th,  1.  oo.vr«.ton  Shoals,  3,  12;  Green- 

Hni?. -Clemson ^^^^'%:/i^.^f;2e^^^^^^  5  Spartanburg, 
ville,  12;  Liberty,  12,  20,  22,  26,  Ne^^belry,  ,  i  ^^^^^^^^^ 
19.    York   and    Lancaster   Counties,    22,    feumier, 

and  Florence  Counties   26.  Polnmbia     1,    23;    Wal 

i/a/o.s-LH*Kr.;    Char  eston     30     Colun^^^^^^^^^      '^       {q^  23; 
halla,  24.     Sohir:    Columbia,  lb,  Zo,   l^ieen 
'''^'C'i!...-Heath  Spring.  20;  Liberty  and  Monetta,  1,  20. 


An  unusual  number  of  toniadoes  and  hajM^nns   ^get^^^ 
with  notably  excessive  rams  occurred  in   his^SUte  d        g^^^^^,  .^ 
incident  to  the  eastward  advance  of  ^ ^^ucce.sion 
depressions  which  f -^ed  the  weatlio^  c-uht  ons^ o^t  ^^^^^^  _^^^^^^ 

Appalachian  region  '^^^V^f  I       T  .Li  on  o    the  various  disturb- 


TORNADOES. 

On  April  2,  a  tornado  -f  ^^  ^l^:;TXSS^cSy; 
appeared  about  2  miles  "orthwest  of  Co in^ell  ^n^ 
at  6  a.m.  and  moved  northeastward  to;^aid  Kicnoi   g, 
ttence  eastward  -d  disappearing  no,  hu.so    H^^^^^  .; 

Lancaster  County,  about  /  a  ''\-^'^  fcLtance  of  about  25 
identity  and  apparently  ''oumled  along  ^  di  <ance 
miles,  occasionally  touching  the  '^^'^^^^i"  ^i^!;,  ,,ebveen  Chester 
wide.  Five  large  steel  electric  ^^'"^''^^/X; damage  resulted, 
and  Great  Falls  were  blown  down,  ,=1";^  f^^^^'J^  of  life  or 
approximating  $30,000  m  value.  Iheie  ^as  no 
iniury  *«  P-ons  _^^^^^^  ^  ^^^.^^^^^^  j^-,,    a 

On  tlie  12th,  at  4  o  ciock  in  i  Jamaee  to  farm  property 

,0  persons  and  ^^"-Vom\V^^^^^^^^^^  2  miles  north 

about  5  miles  southeast  of  ^^  ^^  ;^>  ^^^^^^  ^^^^^^  j .^^  west  to  east, 

::,?t';:>'r  Ibout  ^d  mile';  ir^'^U  .500  yards  wide^ 
tn'orthwestern  Saluda  County  near  the  Green...^ 

line,  in  the  Baptist  Good  "oP^;^^;^;";;;^?'  X  extent  of 
Iw  a  tornado,  and  farm  property  was  dan  aged  to  t  ^.^^ 

about  S6.000.     The  path  was  ^l^ort  and  ^^^^^^^  ".OU  ya         ^^.^^ 

There  were  no  personal  injuries.  „  „?  Mnrth 

AboutS  p.  m.,  April  26,  «  tovnado^ua  th^^^^^^^^ 
in  northwestern  Orangeburg  County    attexided  by  a         I, 
mated  at  .$6,000.     The  storm   came  from  the  soutn 


importance. 

^  HAILSTORMS. 

egg;  one  planter  reported  stones  as  large  as  a^™^"  ^^       g 

ter  Coiinty  and  the  northern  part  ol  '^  a'™°"" J"     ,J^^  „„  ,he 
t,„  afternoon  <>'  AP'il  26    cover.n,  -f  J|- --^/S^.^aed 

great  hailstorm  of  .June  »,laht>  ear.  ,,       x      ^^  0  anta, 

from  a  point  south  of  ^edgefield    Smnter  Countj     to 

western  Florence  County    ^^^  ^  ^^^^^^^^^^e  grea^^^^^^^^^^  being 

ranged  in  width  from  2  to  ^V^^^p;  County    to  the  vicinity  of 
from  the  vicinity  of  Brogdon,  Sun  ter  County,  to    n^  ^^^_ 

&:^,?'th  »orrepLnM£o..e-....d  o.  the 
young  spring  crops  in  a  large  part  of  the  area. 

EXCESSIVE  RAINS. 

A,  Ubertv,  PicUen.  Co-,y  on  April  12  ^J^^'^^^ 
of  4.S0  inches  was  measured  n  ^f., ""^j  "'j^^'  .f  Bosgs,  the 
tell  between  4  and  6  p^m.  or,  the  IJ't^  •  *'',/i°™  „Vntall  he  had 
observer,  stated  that  the  latter  ^Jf  'I^^J^f/^',';,'^^  Another 
ever  recorded  »">- '''^  » -^,::  SuVd  at  Liberty  on  the 
l^r'Th'e"    a  v°™?nf  of  the  12tl,  extended  over  the  north- 

t'rStern'tier  of  counties  '-0™  Ocon-  .o^j;;^^^       ,,  ,,,en.i.,e 
A  notable  downpour  of  1.90  inclies  occu  ^^  ^^^.^^ 

fron>  a  little  before  B  p.  ™„    »  "  P;  '^;™i„a  reached  a  nraxi- 

north-northeast,  between  9  and  10  p.  ni 


y^.>       Tornado  RitliS.. 


'i-A^.M  l"-* 


6~( ,  d6 
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GENERAL  SUMMARY. 

Thermal  conditions  ranged  close  to  the  lowest  average  of 
record  for  May,  with  three  prolonged  periods  of  abnormally 
cold  weather,  when  the  temperatures  ranged  6°  to  14°  per  day 
below  normal;  seasonable  temperatures  prevailed  during  three 
short  periods  onh'.  The  month  was  far  down  in  the  group  of 
dry  Mays. 

Relatively  dry  weather,  interrupted  by  intermittent  showers 
onl}',  was  favorable  for  good  progress  in  farm  work.  The 
long  periods  of  cold  weather,  and  particularly  the  cold  nights, 
materially  retarded  germination  of  spring  crops,  and  the  stands 
were  not  satisfactory  generally,  with  considerable  replanting 
necessary.  Cotton  chopping  began  on  the  coastal  plain  about 
the  opening  week  and  had  extended  to  the  Piedmont  by  tlie 
close  of  the  month ;  the  general  crop  was  planted  by  the  20th, 
and  corn  planting  was  finished,  on  the  whole,  bj'  about  June  1. 
Both  crops  were  small  and  backward  for  the  season.  Oat  har- 
vest began  in  the  southern  part  of  the  district  by  the  20th  and 
had  extended  northward  over  the  Piedmont  by  the  close  of  the 
month,  with  good  returns  generally.  Wheat  was  ripening  at 
tlie  close  of  the  month,  with  fair  to  good  prospects.  Tobacco 
was  small  and  backward,  with  acreage  somewhat  reduced  on 
account  of  scarcity  of  plants  incident  to  late  spring  frosts. 
White  potato  digging  results  were  unusually  good,  and  sweet 
potato  transplanting  was  general  at  the  close  af  the  month. 
Tree  fruits  were  promising;  strawberries  and  blackberries  were 
on  market  at  the  close  of  the  month,  and  the  blackberry  crop 
this  season  was  unusually  promising.  The  month  closed  witli 
the  growing  season  somewhat  over  2  weeks  late,  but  farm  work 
was  well  advanced,  and  fields  were  generally  clear  of  grass. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.03  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  80.46  inches  at  Wilmington,  N.  C,  on 
the  16th,  and  in  the  Section  proper,  30.44  inches  at  Columbia 
on  the  same  date;  the  lowest  pressure  was  29.70  inches  at  Char- 
lotte. N.  C,  on  the  13th.  and  in  the  Section  proper,  29.72 
inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
l-orts  of  45  stations,  was  67.6°,  or  3.7°  below  the  established 
normal  and  but  1.2°  above  the  mean  of  the  cold  May  of  1917. 
The  highest  temperature  was  95°  at  Bowman,  Orangeburg 
County,  on  the  2d.  The  warm  periods  were  on  the  1st  and  2d, 
between  the  10th  and  13th,  and  between  the  20th  and  23d. 
The  lowest  temperature  was  42°  at  Society  Hill,  Darlington 
County,  on  the  7th;  Saluda,  Saluda  County,  and  Santuck, 
Union  County,  on  the  9th,  and  Conway,  Horry  County,  and 
Landrum.  Spartanburg  County,  on  the  17th.  There  were  three 
prolonged  periods  of  cold  weather,  namely:  3d  to  9th.  14th  to 
19th,  and  24th  to  28th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  74%  ;  noon,  52%;  8  p.  m.,  64%. 
The  highest  percontages  occurred  in  the  coast  districts,  and  the 
lowest,  over  the  nnrtliern  interior. 


PRECIPITATION. 

The  average  for  the  Section,  58  stations  reporting,  was 
1.77  iriches,  or  1.69  inches  below  the  established  normal.  The 
precipitation  was  fairly  well  distributed  as  to  area  and  amount, 
but  was  more  or  less  sporadic,  the  rainy  periods  being  rather 
badly  defined.  Excepting  small  scattered  areas,  the  rainfall 
was  below  normal  and  was  above  3  inches  principally  in  the 
upper  Savaniiah  watershed,  ranging  downward  in  practically 
the  entire  region  elsewhere,  with  less  than  one  inch  in  an  ex- 
tensive area  of  the  upper  coastal  plain.  The  greatest  local 
monthly  amount  was  4.77  inches  at  Calhoun  Falls,  Abbeville 
County;  least  local  monthly  amount,  0.30  inch  at  Orangeburg 
No.  2,  Orangeburg  County.  The  greatest  24-hour  amount  at 
any  station  was  1.70  inches  at  Liberty,  Pickens  County,  on  the 
19th.    Theaveragenumber  of  rainy  days  was  25%  belownormal. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
8.0  miles.  The  highest  average  velocity  was  11.8  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  11.6  miles 
per  hour  at  Charleston;  the  lowest  average  was  4.6  miles  per 
hour  at  Charlotte,  N.  C.,and  in  the  Section  proper,  6.6  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  50  miles  per  hour  from  the  west  at  Savannah,  Ga.,  on  the 
2d,  and  in  the  Section  proper,  35  miles  per  hour  from  the 
northeast  at  Charleston  on  the  16th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  288.2  hours,  or  67%  of  the  possible  amount. 
The  average  number  of  clear  days  was  16;  partly  cloudy,  9, 
and  cloudy,  6,  as  against  normals  of  16,  9,  and  6  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  Santee  River  finally  receded  within  its  banks  at  Fer- 
guson by  the  9th,  after  having  been  in  almost  continuous  flood 
since  the  latter  part  of  Januarj'.  The  remaining  rivers  of  the 
Section  were  relatively  low  throughout  the  month,  incident  to 
the  prolonged  dry  weather. 
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MISCELLANEOUS    PHENOMENA  (dates). 

Fog,  rfeH-9(?.  — Callioun  Falls,  4;  Darlington,  20. 
/7(7?7.— Clemson  College,  1. 

Haln^ — Lunar:    Columbia,  29;  Spartanburg,  30;  Walhalla, 
Solar:   Cokimbia,  2,  11,  30;   Greenville,  5,  11,  21. 


ERRATA,  APRIL,   1930. 

eoniMBiA.— Number  of  olear  days,  pafre  28,  should  bo  11,  and  cloudy  day.'J,  1-1. 

Greknvili.e.— Mean  temperature,  page  28,  should  be  57.3;  minimum  temperature, 
23d,  patTP  30,  should  be  66,  and  mean  minimum,  47.9. 

Paris  Island.— Da'e  of  maximum  temperature,  page  28,  should  be  tl- 

WiNTHROP  CoLLEOE.— Mean  temperature,  page  28,  should  be  60.5;  mean  minimum, 
page  30,  should  be  47.4. 


MISCELLANEOUS  DATA  FOR  MAY,  1930. 


stations. 


Ashevillp,  N.C.... 

Augusta,  ria 

Charleston,  S.  C... 
Charlotte,  N.  C  ... 
Columbia,  S.  C... 
flreenville,  S.  C.  . . 

Savannah,  (ia 

Wihnington,  X.C. 

Means  and  ex-  { 

tremes i 


Temperature, 

Precipita- 
tion, 
inciies. 

<x> 

degrees  Fahr. 

2-S 
<h  > 

5 
X 

6 

t5 

1 

So 

30.05 

60.8 

82 

39 

2.06 

0.56 

30. 02 

69  6 

90 

52 

2.13 

0.54 

30.02 

68.8 

88 

68 

1.90 

0.  57 

30.04 

65.6 

86 

44 

l.,33 

0.  69 

30.  04 

68.2 

88 

48 

1.24 

0.89 

30.  02 

6(i.  2 

87 

47 

1.62 

0.81 

30.02 

70.6 

89 

,58 

2.36 

0.76 

30.04 

64.9 

83 

42 

1.22 

0.33 

30.03 

66  8 

90 

39 

1.74 

0.89 

Wind. 


0^  --  O  r; 


be 


7.7 
5.5 

11.6 
4.6 
6.6 
8.3 

11.8 
7.6 

8.0 


se. 

ne. 

ne 

ne. 

ne. 

ne. 

e. 

e. 


Mean 

relative 

humidity. 

a 

o 

S 

ce 

o 

p. 

oc 

f^ 

oc 

74 

49 

58 

74 

54 

63 

(7 

63 

77 

68 

47 

53 

71 

47 

53 

69 

47 

50 

80 

57 

77 

77 

56 

74 

74 

52 

64 
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Allenriale 

Blaokville 

Bowman 

Charleston 

(;hfiaw 

Conway 
Darlington 

E<listo 

Etiinghaui. 
Ferguson 

Florence  1 
Florence  2 
Garnett 

Georgetown 

Kingstree 
Oaks 


Orangeburg  1 
Orangeburg  2.. 

Paris  Islanil ,         ,    , 

Pinopolis" Berkeley 

Kiniini Clareurton 

St.  George Doreliester 

St.  Matthews 
Society  Hill 

Svnnmerville 

Walterboro 

Whitehall  (near) 
Yemassee 


Observers. 


Aiken 
Anderson 
Batesburg 
Blairs 
Callionn  Falls 

Camden 

Catawba 

Chappells 

Clemson  College 
Columbia 

Eilgetield 

Gaston  Shoals  tt 

Greenville 
Greenwood 
Heath  Spring 


R.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

U.S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebaum. 
D.  C.  McCall. 
Nathan  .lenkins. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Kobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 

11. S.  Fisheries  Station. 
State  A.  and  M.  College. 
II.  S.  Marine  Corps. 
Miss  K.  P.  Kavencl. 
William  B.  Wdlfe. 
^riss  Alma  T.  Whiteside. 

Miss  Frances  M.  Antley. 
A.H.  Rogers. 
Miss  E.  H.  (iadsdeu. 
J.N.  Frank. 
Combahee  Company. 
\V.  C.  llntson. 


Frank  B.  McCoy. 
H.  H.Russell. 
E..).  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 


\ 


Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Wiuthrop  College  tt . . 

Division  means  and 
Section  means  and 


The  departures  from  the  normal 
determining  section  or  division  means 
t  Also  on  other  dates,    tt  Received  t( 


W.  C.  Brown. 

.lames  (;.  Faris. 

.1.  .1.  Murran. 

I'rof.  F.  H.  11.  (Calhoun. 

U  S.  Weather  Bureau. 

.1.  A.  Towusend. 

S.  C.  I.t.,  Power  A  Ry.  Co. 

U.  S.  Weather  Bureau. 

M.  M.  Calhoun. 

J.  Marvin  Bowers. 

John  W.Hamel. 
R.Hartwell  Wilds.  DPS. 
Perry  A.  Simpson. 
John  T.  Boggs. 
J.M.Sease.  M.  D. 

Mrs.  Marie  R.  Middleton. 
Joseph  Jt..lohnson. 
Warren  G.  Peterson, 
•loshua  Y..lones. 
Mrs.  F.  V..T.  Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.Brandt. 
Rev.  Oliver  Johnson. 
W.  P.  Goodman. 


axs  of  record,  but  all  complete  reports  are  used  In 

'     "  represents  two  days  missing,  etc. 

dry  bulb ;  means  are  com- 

nthrop  College,  Rock  Hill. 
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Daily  Precipitation  for  May,   1920. 


Stations. 

Watersheds. 

Day  of  month. 

1 

2 

3       4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18     19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Eastern  Portion. 
Allendale  nil 

Savannaii  . . . 

.45 
.10 

.02 

.... 

T. 

T. 

.09 

. . . . 

.05 

.08 

.16 
.45 

0.86 

Blackvillellll 

Edisto 

0  55 

Bowman 

do 

.32 
.57 
T. 

T. 
.03 

* 

*  •  • 

0.32 

Charleston  *'• 

Coast 

.07 

.05 

".hi 

... 

.02 

T. 

.15 

.01 

.44 
T. 

.83 

.30 
.05 
.45 
.38 
.31 
.27 

T. 

.20 

T. 

.22 

..  .. 

.35 

1.96 

Cherawljll 

Pee  Dee 

0.82 

Conway  III! 

Waccaraaw .. 

T. 

.05 
.20 

.18 
.02 

T. 

.09 

T 

1.10 

Darlington  nil 

Pee  Dee    .... 

.20 
.13 

. .   . 

.58 

T. 

.25 

'.'14 

'.'26 

1  40 

Edistollll  

Edisto 

.IC 

. . . . 



0.82 

Effingham  III 

Lynches 

.09 

T. 

.40 

.05 

0.99 

Ferguson  1 1 

Santee 

.21 
.02 

T. 

.20 

.05 
.01 

.02 
.01 

.15 

0.84 

Florence  11 1 

Pee  Dee 

.08 

.66 
.72 

.06 
.15 
T. 

1.14 

Florenee  2 1 II 

do 

.13 
.15 

.75 

T. 

.25 

1.29 

Garuett 

Savannah  . .. 

.85 
.25 

.20 

.30 

.02 

2.08 

Georgetown 

Coast 

.80 

1.50 
.50 
.32 
.12 

.12 

3.87 

Kingstreeljil    

Black 

.15 
.18 
.14 

0.90 

Oaks 

....  do 

.08 
.11 

.13 

'.'62 

.84 

.01 
T. 

.05 
T. 

.20 

'!i7 

.02 

.  .  .  . 

1.63 

Orangeburg  1 

Edisto 

T. 

0.56 

Orangeburg  2 

do 

.10 

0.30 

Paris  Island 

Coast....  ,... 
Cooper  

"Ae 

.01 

.05 

'.'30 

.40 

.05 
.18 

'f.' 

.17 

.10 
.60 

.65 
.42 

.20 
.20 

.15 

1.53 

Piiiopolis  

1.00 

2.48 

Rimini  nil 

Santee 

.05 
.20 

'.'6i 

.25 

1.00 

.16 

1.08 
.19 
.04 

1.03 

.05 

3.62 

St.  George  nil 

Edisto 

.20 

.03 
.28 

.20 

.05 
.09 

1.22 

St.  Matthews  nil 

Santee 

.16 

.17 

.02 

.28 
.26 

'.'62 

i.'is 

.09 
.15 
T. 

.07 
.01 

0.07 

Society  Hill  nl\ 

do 

.25 
.52 

.10 

1.08 

Suinmerville 

Ashley 

T. 

.25 

.02 

T. 

2.47 

Walterboro 

Ashepoo 

Whitehall  (near) 

Combahee 

Ashepoo 

.30 

.12 
.42 

.22 

'.'08 

'.'is 

.24 
.43 

.09 
.08 

.15 

.20 
.27 

.61 
.26 
.33 
.52 
1.10 
.30 
.61 
.30 

.  75 
.24 
.30 
1.27 
.03 
.44 

.31 
.15 

.17 
.46 
.09 

'.'49 

1. 32 

Vemasseellll 

.15 

.15 

.24 
.10 

1.89 

i\'eslerii  I'orUon. 
Aiken 

Eflisto 

Savannah  

.59 
.88 
T. 
.26 
1.61 
.20 

1.78 

AiidPison 

'f.' 

.22 

.05 

'.'93 
.46 
.32 
.34 

.08 
.80 

.23 
T. 

■f.' 

.... 

2.33 

Batesburg  nil 

Edisto 

Broad 

Savannaii 

Wateree 

.08 
.38 

.16 
'.'62 

.... 

1.59 

Bliiirsllll 

Calhoun  Falls  nn 

Camden  nil 

'.'06 

'.'64 

.02 

.18 

.08 
'  Of) 

'.'63 

.... 

1.34 
4.77 
0.95 

(;atawba|in 

Catawba  

.48 

.... 

.45 

1.62 

Chappellslin 

Saluda 

Savannah  

Congaree 

Savannaii 

Broad 

SaliKla 

do 

Wateri'e 

Lynches 

.20 

— 

.18 

,10 
'.'26 

'i'.' 

.13 

.09 
T. 

'.'35 
.10 
T. 
.37 

.30 

.85 
.89 
.10 
.17 
.53 
1.00 
.24 
.11 

.29 
1.55 

.60 
1.25 

.69 

.64 
1.00 

.70 

1.40 

.62 

.28 
.  77 

85 

I..53 

Cleinson  College 

T. 

.30 

.08 

'.'78 

.70 
T. 

'.'ii 

3.12 

Columbia*"  

T. 

f. 
T. 
.C9 

.03 

't" 
.10 

".OS 

'.'08 

'f. 

T. 

.18 
.10 
.06 
.24 
.02 

1.24 

Kdgelieldnil 

fia.ston  Shoals  nil 

'.'reenville     ••• 

.."50 

.04 
.01 

.'o-i 

.55 
.01 

'.'72 

.20 
T. 

1.87 
2.07 
1.62 

(ii-eeinvood  llll 

.06 

2.65 

Hi'ath  Spring 

.43 

.17 

1.23 

Kershaw  ,||| 

35 

.25 

.04 
.46 

.29 

.89 
.70 
1.70 
.28 
.31 
.35 

.01 

1.13 

I-aiuIrum 

Broad  

j 

.79 

'.'64 
T. 

'.'65 
T. 

.24 

'r.' 

.09 

.06 

.36 

3.18 

Laurens  nil | 

Saluda 

Savannaii 

Snhidii  

'.oi 

.02 

1 

".im\ 

".m 

".'io 

2.25 

Liberty 

T. 

.40 
30 

.... 

T. 

.02 

.04 

2.88 

Little  .Mountain 

1.93 

.Meriwether 

Savainiah l 

Edisto ' 

.62 

•:i8| 

'.'08 

.52 

T. 

.10 
.45 

T. 
.17 
33 

.80 
.17 
.15 

.22 
.16 
.02 
.13 
.38 
.41 
.04 

.10 

3.04 

.Monetta 

.03 

1.56 

Newberry 

Saluda 

.10 
.20 

2.15 

Pelzernn 

do 

.04 

T. 

'.'is 

.30 

.30 

T. 

.11 

.10 

.02 

.02 

.12 

.72 
.25 
21 

2.04 

■Saluda 

....do 

2.13 

Samuok 

Broaci 

.021 
T. 
T. 
.25 

.22 

.04 

T. 

.10 

.01 

.44 

T. 

'.'61 

't.' 

1.72 

Spartanburg  |||| 

....do 

'k> 

.48 

.18 

■f 

.05 
T. 

.43 

.10 

1.25 

.30 

1.30 

63 

'.'40 

2.72 

Trenton 

Edisto 

.20 

T. 

2.37 

Walhalla 

Savannah  

Broad  

.09 

.02 

3.56 

Winnsboro 

38 

.37 

1.63 

Winthrop  College 

Catawba 

1 

.12 

:.35 

.22 

.03 

1.16 

i        1 

1        1 

1 

oh^f^!^^,-  IN  ^''^^■''■I'^V':^'^''-"''^^  '"'"^  "'  ""^  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 

?j  iT         '■  .,""  r^'^'P'^t'oiMiieasured  HI  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.    ***  Pvegular  Weather  Bureau  station:  precipitation  is  for  the 
.Ji-iiour  period,  midnight  to  midniglit.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  le.ss  than  O.ol   inch. 

COMPAKATIVE  DATA  FOB  MAY. 


Year. 


Temperature. 


Precipitation. 


■■Co  o 


Average  number  of 
days. 


>  c 


1887 
1888 
1389 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
1900, 
1901, 
1902, 
1903, 


72.5 

97 

41 

70.2 

99 

33 

71.7 

KU 

35 

71.0 

95 

30 

69.0 

100 

36 

71.1 

94 

39 

70.2 

97 

.38 

70.7 

98 

38 

69.0 

101 

34 

76.7 

104 

42 

69.3 

97 

38 

73.8 

lOfi 

39 

73.7 

100 

45 

70.2 

96 

38 

71.4 

99 

40 

74.0 

101 

42 

70.7 

104 

44 

70.6 

99 

38 

3.17 
7.51 
1.07 
5.44 
.3.57 
3.53 
4.13 
3.43 
4.36 
2.74 
2.  .39 
1..35 
1.68 
2. 37 
7.31 
2.69 
2.69 
2.01 


9 

9  I 

6  I 
.■) 
5 

5  7 
11    ' 
8 
9  ! 


nw. 
sw. 
ne. 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 


Year. 


Temperature. 


be 

E 


1905 

73.4 
70.7 
70.8 
71.8 
69.5 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
7.3.8 
66.3 
72.6 
71.0 
67.6 

71.3 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914,... 

1915 

1916 

1917 

1918 

1919 

1920 

Period 

99 

99 

96 

96 

100 

99 

106 

101 

101 

105 

98 

103 

98 

100 

96 

94 

106 


Precipitation. 


42 
30 
41 
36 
35 
40 
.35 
43 
38 
42 
46 
42 
31 
31 
42 
42 

30 


5.70 
3.00 
4.51 
2.92 
4.26 
4.03 
0.6.5 
4.08 
2.13 
0.  83 
7.20 
2.44 
3.09 
3.48 
5.  23 
1.77 

3.  16 


?!  >  C  O 


10 


Average  number  of 
days. 


6«i 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

w. 

sw. 
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CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


May,  iy20 


Daily  Temperatures  for  May,  1920. 


Stations. 


Eastern  Portion. 

\  Maximum  . . 
Allendale  )  Minimum... 

S  Maximum  . . . 
Blackville )  Minimum... 

j  Maximum  . . 
Bowman \  Minimum... 

\  Maximum  . . 
Charleston \  Minimum... 

i  Maximum  . . 
Cheraw  \  Miuimum . . . 

\  Maximum  . . . 
Conway J  Minimum... 

„     ,.     ^      ,,.,  )  Maximum.. 

DarlingtonW )  Minimum... 

, ,  )  Maximum  . . . 

Ferguson  \NS\ \  Minimum.... 

)  Maximum  . . . 

Horenee  1  j  Minimum.... 

_           .  \  Maximum  . .. 

Qarnett (  Minimum.... 

\  Maximum  . . . 

Georeetown ,  Minimum . . . . 

Maximum  . .. 
Kinsrstree j  Minimum.... 

\  Maximum  . . 
Oalis \  Minimum... 


Orangeburg  1 

Paris  Island^ 

St.  fieorge  

St.  Matthews  W 

Society  IlillS^'s^ 

.^ummerville 

W'alterljoro 

Yemaspeo 


Aiken  

Anderson 

Ratesburg 

Calhoun  Falls'JsV . 

Camden 's^'S 

Cleinson  College 


)  Maximum  . 
)  Minimum. . 
\  Maxinunn  . 
(  Minimum. . 
)  Maximum  . 

■  i  Minimum.. 
(  Maximum  . 

•  (  Minimum.. 
(  Maximum  . 

■  (  Mininuim.. 
\  Jlaximum  . 

■  I  Minimum.. 
S  Maximum  . 

■  \  Minimum. . 
i  Maximum  . 

■  i  Minimnm., 

llV.v/eni  I'mlioii. 

S  Maximimi 


Columbia 

CIreenville 

Greenwood   

Heath  Spring 

Kershaw 

Landrum 

Laarens\S'J 

Liberty 

Little  Mountain  ... 

Meriwether 

Monetta 

Newberry 


•■  (  Minimum 

\  Maximum  . . 

•■  I  Minimum. . . 
i  Maximum  . . 

■  •  /  Minimum. . . 

j  Maximum  . . 
••  I  Minimum. . . 

S  Maxinnnr  . . 
■•  i  Minimum... 

j  Maximum  . . 
••  I  Minimum. .. 

)  Maximum  . . 

•  •  )  Minimum. . . 
j  Maximum  . . 

•  •  t  Minimum. . . 
)  Maximum  . . 

■•  /  Mininuim. .. 

S  Maximum  . . 
••  (  Minimum... 

(  Maximinn  . . 

■  ■  ■  (  Minimum. . . 
Maximum  . , 
Minimum. . 


Saluda 

Santnok 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Wiutlirop  College  . 


\  Maximum  . 
)  Minimum. . 
(  Maximum  . 
(  Minimum. . 
S  Maximum  . 
/  Minimum. . 
1  Maximum  . 
)  Minimum. . 
)  Maximum  . 
)  Minimum. . 
\  Maximum  . 
/  Minimum. . 

)  Maximum  . 

'  '  Minimum. . 

)  Maximum  . 

■  '  Minimum. . 
j  Maximum  . 

•  )  Minimum. . 
(  Maximum  . 

•  I  .Minimum. . 
(  Maximum  . 

•  I  Minimum.. 
)  Maximum  . 

■  (  Minimum.. 
(  ifaximum  . 

■  /  Minimum. . 


83  79  S7 
62  58  62 
90  73 


601  55 

95 

621  54 

78  71 
64 
73 
56 
72 
5' 


85  81 

61  50 
79  81 
61  561 
85  82 
.57  53 
89  90 
CO  57 
86l  81 
59 
84 
55 
80 
61 


79  80  72  76 

58  52  54  60 

72   81  79 

49  58 

74  71 

49  48 


58  51 

70  72 

55  48 

69  66 


79  70 
49  56 


55  50; 


75 

55]  58 


45   49 


77  80 
54  52 


13   14   15 


85  82 

49|  50 

82 

49 

78 

60 

73 

50 


51 


72 
45 
75 
50 
74 
45 
73 
56 
72 
48i  52 
70l  80 
481  50 
75 
44  49 


79  70 

45  54 


5' 
89 
54 

83i  84 
53  54 
80,  80| 


60 


64  661 

82i  821  87 

471  55  59 

82   85  87 

48  52  55 


78  85 
48  47 


69  71 


57 
79 
71 
801  78 
55  57 


60 


85  85 


54 


56 


5' 
78 
52 
74 
53 
73 
53  55 


76  74 


79 

48  56 

77 

58 

79 

53I  58' 


54 


82 
48 
87 
51 

84 
51 

82l  83 
52  551 


79 
67 
78 
65 
84 
66 
85 
59]  65 


861  87  89|  82 
50  53 


79 
63 
81 
62 
75 
59 
70 
63 

5' 
75 
59 

74 
58 
80 
63 
75 
58 
80 
62 
74 
61 
79 


75 
44  56 
77 
52|  53 
72  75 
501  49 


49  ... 


78 
46 
80 
55 
78 
50 
76 
55 
78 
54 
821 
49 

77 
47 
84 
45 
70j  81 
541  46 
71 
53 
77 
4 

80 
51 
79 
50 


53 


72 
47 
74 
4' 
75 
45 

47 
79 
46  44 


52 


57|  67  61 

75  85  72 

62 


83  83 
49  55 


69 
49 
69 

52 
70 
50  50 


75 
46 

78 
51 
78 
53 
78 
52 
75 
51 
76 
50 
77 
47 

79 
44 
82 
49 

75 
55 


83  82 

60  67  64 


68 
58 
74 
43 
73 
55 

71 

48 
77 
64 
73 
50 
79 
56 
72 
56 
72 
55 
71 
55 

74 
52 
70 
58 
79 
54 
85 
54 
70 
47 
72 
54 


18  19  20  1  21  I  22  23  24 


73  79 


43 


87   83  7! 
56  66  62 


76  79 

48  49 


55 


44 
75 
62 
80 
48 
80 
55 
74 
55l  50 
73  79 
,51  51 
70  70 
49  55 


77 
59 
76 
60 
75 
50 
73 
66 
82 
56 
75 
5' 

76 

5' 

76 

54 

79 

53 

81 

60 

78 

60 

81 

60 

76 

55 

77 
59 
81 


76 
49 
76 
60  65 

77  76 
52  60 
76  76 


74 
62 
75 
60 
74 
52 
70 
61 
78 
59 
74 
CO 

76 
58 
79 
59 
78 
58 
72 
61 
75 
58 
77 
60 


83  85 
54  56 
80  85 


79  75  78 
54  53  53 


76  76 
65  59 


53}  55 
85  86 
46  50 


44  49 

831  85 

■18  51 

82  83 

541  571 


61 

84 
60 
86 
60 
88 
60 
85 
59 

86 

55 

8' 

61 

84 

60 

90 

55 

86 

59 

8.'i 

5S 

88 
601 
89 
55 
88] 
5S 
86 
58 


61 

89 

62 

93 

61 

79!  S'^l  80 

5' 

8' 


85  88 
57  56 


25 


26 


56  53 


61 


72  70 

51  48 


73 
57 
77 
59 
73 
58 
75 
44 
74 
65|  59 
70;  75! 
60  59 


77 
49!  45 


60 


61   61 

82 

55  58 


90  90 

59  58 
85  83 


64 
91 

57 
92 
61 
85l  85 
59  61 


84 


57  62 


80 

82 

85 

45 

47 

52 

M 

85 

88 

54 

.59 

CO 

82 

84 

88 

51 

55 

60. 

76 
59 
76 
56| 

64|  55 

72  75 

64!  601 

771  74] 

63  54 

75  74 

64 1  57 

821  7H! 

651  54| 


64 
44 
(,& 
49 

70 

49 

76 

46 

73 

50 

75l  74 

48   55 


81  84 
58  60 
if, 


70  71 
50  45 


501  501 

681  721 

48  48 

70l  73 


5-< 
63 
,55 1 
71 
54 
3!  69 


72 

6' 

74 
60 
72 
56 
70 
58 
75 
54 
75 
58 
74 
55 

74 

58 
76 
54 
72 
58 
741 
57 
73 
59 
76 
57 

74 
58 
78 
59 
81 
54 
76 
52 
74 
56 
76 
58 


87 


88 
63 
74 
64 
80 
54 
68 
62 
76 
62 
70 
62 

G6 

63 

691 
64! 
78 
59 
75 
63 
70 
63 
78 
64 
79 
60 


86  78 


90  88 
59  62 


76  78 
55  60 


55  52 


47   56  58 


28  29 


58 
82 
62 
74 
54 
76 
61 
74 
60 

82 
61 
78 
62 
81 
62 
85 
62 
80 
58 
76 
62 


30 


31     Mean. 


90 
CO 
89 
59 
90 
64 
75 
65 
9'2  90 
59  52 
84 1  82 
59j     58 

85  81 

58  55 

821  79 

59|  59 


90' 

61 !  C2 

90:  91 

61  61 

80  82 


80     85 
CO      56 


76     81 


80     75 
63     63 


82! 
CO 
83 
CO 
80 
59 
84 
53 
85 
54 
82 
58      55 


80 
55'     58 


86 

56      C3 


8C| 
60 


82!     851 
,56;     62 


851     86 
63     58 


88      86 
61      58      .58 
88      88      84 
C8      61      671 

831 
Cli 
8C! 
58' 
80 
55 


72 
CO 
66 
59 
65 
62 
81 
59 

eo! 

69 
61 

66 
62 
70 
61 
75 
61 
81 
61 
80 
01 
89 
5' 

75 
61 
70 
61 

76 
531 
78 
61 

61 1 
Cf. 
63 

75! 
60 


73 
57 

76 
55 
73 
55 
75 
55 
7' 
5' 
78 
.52 
79 
54 

80 
55 
71 
55 
75 
60 
78 
54 
76 
55 
8' 


59 
88 
61 
90 
57 

90 

60 

S3 

64  i     65 

92     86 


60 


80.7 
58.7 
83.6 
57.3 
81.8 
54.4 
75.2 
62.3 
80.3 
53.5 
77.5 
54.8     1 

'>78.3 
'■54.2 

78.3 

57.6 

81.8 

55.5 
•■82. 8 
''58.  8 

79.2 

66.0 

80.7 

57.0 
«77.2 

'56.0 

81.3 
5.5.9 
79.4 
63. 1 
83.3 
58.2 
83.2 
55.6 
'■77.6 
•53. 4 
77.9 
58.6 


81.1 
57.1 


I 


85 
64 1  C2 
82 
62 
85 
59 
88 
61 


60     57 


79 
54 
79 
50 

»IY 

53,  551 
821  83' 
531     54 


53 
86 
53 
87 
55 

84 

'86 
55 
84 
65 
87 
52 
85 
5' 
88 
54 

8' 
50 


86     84 
64      60 


86 

58      59 

89     84 

67 

84 

62 


90 

551    57 


88 
55 
8 
55 

82'     85 


90  92 

49]     56  57 

88  88 

59  ,59, 

88  89l 

57I  C3l 
87 


561     60      54 

77|     81      84 
52     58|    56 

'5ir.55|"54 


86 
59!  641 
89  87 
60      C3 


53 


col    58 


;^r==r^^=sS^r=;=^^ 


80.2 
58.7 
76.0 
57.1 
79.1 
57.0 
80.4 
53.7 


•75.4 
•55.8 

78.5 
58.0 
75.5 
56.9 
75.9 
56.7 
79.3 
55.7 
79.8 
54.5 
77.4 
53.4 

•77.9 

•53.2 
79.2 
56.2 
77.5 
57.7 
J82.1 
j  .53.  0 
t-0.2 
56.9 
81.4 
53.4 

80.1 
.53.  9 
'80.7 
•52.  3 
79.8 
53.7 
79.  S 
56.  £ 


'■: 


r4. .' 
79.  i 

c.  ■ 

78.  ( 
54.  i 
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GENERAL  SUMMART. 

Precipitation  was  considerably  below  normal,  and  sunshine 
was  unusually  abundant.  While  the  monthly  mean  tempera- 
ture was  near  the  seasonal  average,  the  weather  was  abnormally 
cool  during  the  first  and  last  decades,  when  the  averages  ranged 
5  to  12  degrees  per  dny  l^elow  normal,  and  a  marked  heat  wave 
of  5  to  10  degrees  per  day  above  the  average  prevailed  from  the 
12th  to  the  18th. 

The  bountiful  rains  of  the  4th  and  5th  were  of  incalculable 
benefit  to  growing  crops,  and  all  fields  were  in  a  high  state  of 
cultivation.  The  hot,  dry  weather  of  the  middle  of  the  month 
was  especially  favorable  for  cotton,  which  recovered  materially 
from  its  generally  backward  condition;  the  first  blooms  of  the 
season  were  observed  in  Richland  and  Orangeburg  Counties  on 
th>'>  19th,  or  9  days  later  than  last  season,  and  crop  was  vigorous 
and  blooming  freely  at  the  end  of  the  month,  though  still  some- 
what backward  up-State.  The  grain  harvests  were  completed 
about  the  22d,  and  threshing  showed  fair  to  good  wheat  output 
and  good  to  excellent  oat  and  rye  yields.  Corn,  tliough  still 
backward,  was  in  generally  satisfactory  condition,  but  in  need 
of  rain  at  the  close  of  the  month,  when  much  of  the  early  crop 
was  laid  by,  with  a  roasting  ear  stage  in  tlie  southern  counties. 
White  potato  digging  ended  about  the  15th,  with  highly  satis- 
factory retur!)s.  Sweet  potato  transplanting  was  finished  nliout 
the  close  of  the  month.  Tobacco  was  in  fair  to  good  condition, 
and  curing  began  in  some  sections  at  the  end  of  the  month. 
The  strawberry  season  closed  about  the  15th,  and  peaches  and 
blackberries  were  plentiful,  with  good  prospects  for  other  fruits. 
The  month  closed  with  cotton  still  somewhat  backward  in  the 
Piedmont,  corn  in  all  stages  of  advancement  and  all  vegetation 
in  need  of  generous  rains.  Tiie  weevil  was  damaging  in  some 
southern  sections  about  the  end  of  the  month. 


PRESSURE. 

The  mean  sea-level  pressure,  deteiniined  from  reports  of 
S  regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.02  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.36  inches  at  Asheville,  N.  C.  and 
Columbia,  S.  C,  on  the  27th;  the  lowest  pressure  was  2!). 00 
inches  at  Charlotte.  N.  C,  on  the  17th.  and  in  the  Section 
proper,  29.67  inches  at  Greenville  on  the  same  date. 


PRECIPITATION. 

The  average  for  the  Section,  59  stations  reporting,  was 
3.41  inches,  or  1.54  inches  below  the  established  normal.  The 
rainfall  was  confined  principally  to  two  periods  and  was  well 
distributed  as  to  area;  but  the  amounts  were  far  below  normal 
in  much  the  greater  portion  of  the  Section,  ranging  down- 
ward from  4  inches  to  less  than  1  inch  (Colleton  County), 
while  in  small  sections  of  the  upper  and  lower  coastal  plains 
and  the  extreme  northwestern  counties  the  amounts  were  in 
excess  of  5  inches.  The  greatest  local  monthly  amount  was 
6.57  inches  at  Georgetown,  Georgetown  County,  and  the  least 
local  monthly  amount  was  0.76  inch  at  M'alterboro,  Colleton 
County.  The  greatest  amount  during  any  24  hours  was  3.47 
inches  at  Greenville  on  the  4th  and  5th.  The  number  of  rainy 
days  was  40%  below  normal. 

A  small  tornado  occurred  just  east  of  Greenville  at  4.30 
p.m.,  June  14,  injuring  two  persons  and  wrecking  a  store 
building  on  the  Laurens  Road,  causing  damage  estimated  at 
about  $5,500.     The  storm  moved  from  northwest  to  southeast. 

Light  hail  occurred  at  Florence  No.  2,  Florence  County, 
on  the  I9th,  and  at  Garnett,  Hampton  County,  on  the  12th. 


WIND. 

Th.e  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 

7.3  miles.  The  highest  average  velocity  was  10.7  miles  per 
hour  at  Charleston  and  Savannah,  Ga. ;  the  lowest  average  was 

4.4  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section  proper, 
6.3  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-minute  period  Mas  37  miles  per  hour  from  the  north  at  Green- 
ville on  the  5th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  323.0  hours,  or  75%  of  the  possible  amount. 
The  average  number  of  clear  days  was  19;  partly  cloudy,  7, 
and  cloudy,  4,  as  against  normals  of  12.  11,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

Copious  to  heavy  rainfall  up-State  on  the  4th  and  5th  was 
followed  by  marked  rises  in  the  upper  streams  of  the  Santee 
District,  with  a  flood  stage  at  Pelzer  on  the  6th  and  a  flood 
stage  at  Rimini  on  the  10th.  Otherwise,  the  rivers  of  the  Sec- 
tion were  low  throughout  the  month. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  45  stations,  was  77.4°,  or  0.1°  below  normal.  The 
highest  temperature  was  105°  at  St.  Matthews,  Calhoun  County, 
on  the  16th.  The  warmest  period  ivas  from  the  12th  to  the 
18th.  The  lowest  temperature  was  52°  at  Bowman,  Orange- 
burg County;  at  Meriwether,  McCormick  County;  at  Santuck, 
Union  County,  and  at  Society  Hill,  Darlington  (bounty,  on  the 
8th.  The  coolest  periods  of  the  month  were  on  the  1st  and  2d, 
from  the  4th  to  the  10th  and  between  the  19th  and  28th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  th(^  Sec- 
tion, was  as  follows:  S  a.m.,  75%;  noon,  51%;  8  p.m.,  66%. 
The  highest  percentages  occurred  over  the  southern  coast  dis- 
trict, and  the  lowest,  over  the  middle  Savannah  watershed  and 
the  north-central  counties. 


MISCELLANEOUS   PHENOMENA  (dates 

). 

Enrlliqvnhe. — Summerville 

slight,  fl 

:01  a 

m.. 

5th. 

HnJos — Solar:   Greenville,  17,  18. 

MISCELLANEOUS  DATA  FOR 

JUNE 

,   1920. 

Temperatnrp. 

rrppiplta- 

Wii 

(i. 

Jlpan 
relative 

Is 

ilesioos  I'alir. 

inclies. 

linniiciity. 

a,  'i. 

Stations. 

&>■■■-  ■ 

^c 

a,  > 

^ 

•r-  o 

S 

(L 

H 

0)   2 

So 

tu  --  o  -. 

■si 

g 

a 
o 
c 

a 

is 

^, 

►-1 

-^ 

<j=  > 

i:^ 

x> 

'A 

00 

a. 

Aslicvillo,  N.C.... 

•M.  0-1 

f,8.6 

88 

50 

2.42 

0.85 

6.1 

nw. 

81 

53 

60 

07 

Anfrnstiv,  Oa 

30.  01 

79.5 

100 

60 

3. 22 

1.48 

5.2 

se. 

72 

46 

bo 

83 

Cluirlpston.S.C... 

30.  02 

7A.4 

97 

63 

2.  45 

1.82 

10.7 

s\v. 

74 

60 

,4 

/8 

Cliarlotto,  N.  C  . . . 

30.00 

7r,.  fi 

96 

56 

3.  .56 

1.26 

4.4 

sw. 

72 

48 

58 

rolnnilii.n.S.C... 

30.  02 

78.  f. 

100 

58 

2.16 

1.25 

6.3 

s. 

74 

4/ 

64 

Vt. 

Oreenvillo,  S.C.  .. 

30.  00 

75.0 

94 

57 

6.11 

3.47 

7.5 

w. 

72 

50 

61 

72 

Savannah, Ga 

30.03 

78.2 

100 

63 

6.16 

2.  (53 

10.7 

sw. 

78 

b< 

75 

V9 

WilminpTton,  N.  C. 

30.03 

76.6 

98 

57 

3.96 

1.80 

7.4 

w. 

75 

50 

(2 

a 

Means  and  ex-  j 

tremp": i 

30.02 

76.2 

100 

50 

3.76 

3.47 

7.3 

sw. 

'/b 

51 

CO      75 

\\\ 
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CLIMATOLOGICAL  DATA:   SOUTH  CAROLINA  SECTION. 


June,  1920 


I 


stations. 


Eastern  Piyrtiov . 

AllenilalP  

Blapkville 

Bowman 

Cliaiipstoii 

Clieraw 


Comvay  — 
Darlington  . 

Kdisto 

EfTnigliani. . 
Ferguson... 


Florence  1 

Florence  2 

Oarnett 

Oeorsetown  . . 
Kinprslrcc  .. 
Oaks 


Allendale  — 

]5arn\vell 

Oranpreburcr  . 
Charleston  . . 
Clieslerlielil  . 

Horry 

Darlinj?ton  .. 

Kamtiers; 

Florence  — 
Orangeburg  . 


Orangeburg  1 
Orangeburg  2. 
Paris  Island.  . 
Pinopolis  "  . . 

Itiniini 

St.  cioorge  — 


St.  Mat  Ulcus 

Society  Hill 

Smnnierville 

Walterboro 

Whitehall  (near) 
Ycmassee 


Division  means  and 
M'rxlfni  I'orlioii. 


Aiken  

Anderson  

nalcsbnrg 

Rlairs  

Calhoun  Fulls. 


Camden 

Catawba 

Chappi'Us 

Clemson  College  , 
Columbia 

Edgelield 

(iastoii  Shoals  tt. 

Oreenvillc 

Greenwood 

Heath  Spring  ... 


Orangeburg . . 

do 

Beaufort 

Berkeley 

(Uarendon 

Dorchester  . . , 


Calhonn 

Darlington 
Dorchester., 
Colleton   ... 

Colleton 

Hampton  . 


xtrcmes 


Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain 

Meriwether 

.Monerta 

Nin\  berry 

Pelzer 

Saluda 


CUinatological  Data  for  June,   1920. 


Temperature,  in  degrees  Fahr. 


c  — 


Florence  

....do 

Hampton 

Georgetown  . . 
Williamsburg 
Georgetown  . . 


Aiken 

Anderson  . . . 
Lexington . . . 

Fairlield 

Abbeville... 

Kershaw 

York  

Newberry  . . . 

Oconee  

Uichlaiid 

Edgetield  .... 
Cherokee  — 
G'roenvillu  .. . 
Greenwood.  . 
Lancaster — 


Kersliaw 

Spartanburg . 

Laurens 

Pickens 

Newberry  . .  . 

McCormick. . 

Saluda 

Newberry  . . . 

Anderson 

Saluda 


Santuck J,'"'""    ^, 

Spartanburg Spartanburg 

Trenton  Kdgeheld  . 

Walhalla OcMee 

Winnsboro Fairheld 

Winthrop  College  Jt...  i  ork 


Division  means  and 
Section  means  and 


extremes  . 
extremes . 


18fi  j 
2911  I 
1(10  1 
48 
144 

25 
175 
148 
100 

c;3 

130 

136 

82 

12 

54 


204 
2ti4 
13 
54 
97 
109 

62 
192 
75 
69 
13 
24 


78.8 
79.4 
78.0 
78.4 
78.2 


'77.5 
17S.2 


527 
704 
650 
293 
508 

222 
562 
402 
850 
351 


080 
1039 
071 
568 

500 
1003 
589 
900 
711 


78.6 
77.5 
79.  1 


79.4 
74.8 


79.5 
76.  7 
77.6 


-0.2 

-0.1 

0.0 

-0.1 

+  0.8 

+  0.4 
-1.3 


+  0.1 
+0.2 


PrecipilatiiHi.  in  inches. 


-1.1 
+  1.0 


too 

102 
102 
97 
101 

101 

noi 


4,50      18 
400      13 


7t^.4 
76.4 
77.5 


74.8 
78.2 


502 
850 
536 

512 
875 
020 
1061 
545 
690 


+  0.1 

-1.8 


+  1.7 
-0.4 
+  0.2 


-1.4 
+  0.2 


+  0.  K 

0.0 

-0.3 


17 

tl2 
14 
17 
10 

16 
14 


10 
tl3 


101 

102 

103 
li;0 


1C5 
Kill 
100 
'  100 

ioo 

105 


98 
96 

98 

ioo 


16 
10 
17 
30 

tl5 

ti.V 

tl-l 


10 

tl2 

10 

10 

"io 

16 


tl3 
til 
tl4 


Nl2 

00 


28 

t  8 


9 

s 

t  8 


t  8 
..... 

8 


to 

8 
t  8 

■fo' 


-1.0         93 
+  0.4        100 


75.0      +0.6 

76.2  -1.6 

70.3  -0.8 


74.  6 
75.0 
75.8 
77.4 

177.8 
78.0 
78.7 

70.  0 

76.1 
75.9 
78.0 
74.4 

78.2 
'78.3 

76.7 
77.4 


-0.5 
-0.  5 

+  0.  3 
+  0.8 
H-0.3 

-2.0 

-0.  0 
-0.2 
-0.5 
-0.2 
+  1.5 
+  2.  3 

-0.3 
-0.1 


94 
98 
99 

99 
90 
97 
9S 
911 

■M02 
100 
104 

'io'i 

98 
99 
99 
97 
101 
■'101 

104 
105 


13 

10 
10 

10 

+11 

tl5 
12 
10 

113 

tl4 

10 


16 
10 
10 
+  12 
tl5 
16 

16 
10 


41 
30 
39 
'■37 

40 

"32' 


8 

7 

t  8 

8 


ax 
- 


31 
28 
33 

37 
37 
33 
30 
32 

■'37 
34 
38 

'3s' 

37 
34 
34 
35 
31 
'35 

38 
44 


2.  37 

4.  05 
4.97 
2.  4.5 
4. 23 

2.50 
2.  10 
2.  11 

5.  46 
2.38 

5.74 
4.51 
4.23 
6.57 
1.17 
5.21 

1.85 
1.25 
3.01 
3.15 
1..50 
2.  93 

2.15 
2.78 
1.04 
0.  76 
2.  77 
+  12 

3.14 


4.17 
3.  .55 
3.  19 
2.51 
2.74 

1.30 
3.10 
2.05 
5.43 
2.16 

1.85 

3.  07 
0.11 
2.71 
4.11 

4.  86 
0.  38 
3.  .55 
5.99 
2.  30 

2.  51 
3.80 

2.  83 
6. 28 
5.42 

3.  34 
3.  62 
2.  08 
5.  02 
3.38 

2.  53 

3.  05 
3.41 


-3.03 
-1.57 

-2^94 
- 1 ,  03 

-2.57 
-3.03 
-4.48 
-0.79 
-3.  46 

+0.33 
-0.90 

+  0.'tlS 
-4.25 


Number  of  days. 


:>c"i    t^ 


-2.06 
-2.88 

-2.'.50 

-3.82 
-3.05 
-4. 12 
-.5.42 


-2.06 
-  2.  08 


0.  95 
1.85 
2.  02 
1.82 
1.31 

1.05 
1.05 
0.75 
2.25 
1.01 

2.  05 
2.  ('5 
1.65 
1.50 
0.40 
1.85 

0.64 
1.10 
1.08 
1.02 
0.  42 
1.63 

0.89 
1.12 
1.17 
0.  .55 
0.81 
1.23 

2.  05 


■  0.  .50 
-1.14 
- 1 .  89 
-2.53 
-2.  13 

-3.21 
-2. 27 
-  2.23 
+0.49 
-2.02 


2.  43 
1.33 
1.49 
1 .  22 
1.02 

0.  80 
1.41 
I.eo 
1.91 
1.25 


0.75 
1.  CO  0.  87 
+  0.  90  3.  47 
-1.59  1.05 
-1.50      1.87 


1.88 
2.  00 
1.41 
1.90 
1.17 


+0. 59 

-   2.25 

-2. 22 

-1.88 
-1.53 
+  1.76 
+0.  40 

-0.89 
-1.19 
-1.99 
-0.18 
-1.00 
-2.  85 


1.40 
1.70 
0.  90 
2.14 

2.15 

1.40 
1.60 
1.40 
1.82 
1.24 
0.  82 


1.23  1  3.47 
-1.54  1  3.47 


28  :     0 


23 


s. 
se. 


ne. 
w. 
sw. 


Observers. 


R.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

V.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebaum. 
D.  C.  McCall. 
Nathan  .lenkins. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.K.  Gilbert. 

Pee  Pee  Kxperiment  Sta. 

Maner  U.  Kobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

0.  M.  Mitchell. 

TT.S.  Fisheries  Station. 
State  A.  and  M.  College. 
V.  S.  Marine  Corps. 
Miss  K.  P.  Kavenel. 
William  B.Wolfe. 
Miss  Alma  T.  Whiteside. 

JHss  Frances  M.  Antley. 

A.  II.  Uogers. 

Mrs.  William  Robertson. 

J.N.Frank. 

Combahee  Company. 

W.  C.  IDitson. 


Frank  B.  McCoy. 
II.  11.  Bussell. 
K..I.  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

.lames  C.  Fnris. 

.1.  .1.  Mnrran. 

Prof.  F.  11.  H.  Calhoun. 

IT  S.  Weather  Bureau. 

J.  A.  Townsend. 

S.  C.  Lt.,  Power  .t  Rv.  Co. 

V.  S.  Weather  Bureau. 

M.  M.  Calhoun. 

J.  Marvin  Bowers. 

John  W.IIamel. 
R.ltartwell  Wilds,  D.D.S. 
Perry  A.  Simpson, 
.lohii  T.  Boggs. 
.l.M.Sease,  M.  D. 


s. 

sw. 

nw. 


4 

4     s. 


Mrs.  Marie  R.  Middleton. 
•loseph  M.Johnson. 
Warren  G.  Peterson. 
Joshua  Y..lones. 
Mrs.  F.  V.J.Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.W.Brandt. 

Itev.  Oliver  Johnson. 
W.  P.  Goodman. 


-Th.  ■!..»«„„.  from  tl,=  .»o,™.u™po.jS^J«^l[fto';»^^^^^^^^^ 

"^■r  PrecI^uSn  l^ess  tban'0.01  inch  of  rain  or  melted  snow. 


_J I  I  J ■ ' 

M.,tions  as  h'.ve  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
-lations  as  n.u  e  ^c'  <■''''"„„.  fm-  ..vunnle  ''  represents  two  days  missing,  etc. 
'Ineriun-e  dita  are'  1  r  obs.:.'  veV ,"  adi'Jigs  olt'Jiedry  bulb ;  means  are  coni- 
llisto   Knibre;- of  Ga'uM,  Shoals.  Blacksburg;  of  Winthrop  College,  Rock  H.ll. 


June,  1920 
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Daily  Precipitation  fo 

r  June 

,   1920 

Waterslieds. 

Day  of  month. 

stations. 

I 

2 

A 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26      27 

28 

29 

30 

31 

Eastei'it  Portion. 
Allpnflalr>  llll 

.95 
1.1)5 

.35 
.20 

.40 

.20 

.80 

2.02 

'.'65 

.10 

■.'75 
1.70 

.22 

.15 

2.37 

Klarkville  II 

4.05 

do 

.16 

i.'si 

.08 

.18 
T 

.15 

.08 

4.97 

Charleston  "* 

Cherawllll  

Conway  ill! 

Coast 

T. 

1   K> 

T 

T. 

.06 

.42 

.87 

.07 
T. 

2.45 

1.30 
.33 

43 

.75 
39 

4.  23 

.... 
1.05 

.12 
11 

73 

2.50 

T. 

1.05 
.21 
.11 

".m 
.10 

.14 
1.50 

.50 
.54 
1.02 
.44 
.65 
.80 

2.10 

I'Mi-itn  llll 

Edisto 

.28 
T. 

.34 
.60 
1.01 
.70 
47 

.10 

33 

.21 
2.25 

.20 
2.65 
2.05 

T. 

1.25 
.10 
1.69 

2.  U 

Ktliiigrhain  I II 

Lynches 

.21 
3,0 

1.05 
T. 

.04 
.03 

.16 

T. 

.06 

.28 

.17 

.15 

.07 

5.46 

T. 

.43 

T. 

2.38 

I'ec  Dee 

.31 
30 

53 

5.74 

do 

't'.' 

T 

.48 

4.51 

(.Jiiruett 

.05 
.1-2 

.01 

.91) 
1.  lu 

1.05 
1    .10 

.01 

1.00 

.24 

T. 

4.23 

Coast 

1.05 
30 

6.. 57 

Kin^streellll 

Ulaek 

.lui  .40 

.17 
.20 
.25 

.10 

1.17 

Oaks 

do 

.20 

1.85 

.04 

1.10 

.00 

.  Of, 
T. 

1.05 
.16 

.10 

5.21 

Oranffptmrg  1 

Edisto 

.20 

.11 

.35 

.14 

1.85 

do 

.  1.5 

T. 

T. 

1.18 

1.25 

Coast 

.06 

.07 
.20 

.95 

".U 

q9 

3.01 

l*iiiopu!is 

Cooper  

.  5:3 

.00 
■'5 

.65 

1.02 

.11 

.35 

.05 

.41 

.49 

T. 

T. 

3.05 

Rimini  |||| 

30 

33 

.20 
.07 
.89 
1.12 
T. 

1.,50 

St.Gi'OiwiJll 

St.  Malthowsllll 

Sooietv  Mill  ||l| 

K<listo  

Santoo 

.05 

.43 

.70 

.4 

.10 

.11 

.81 

.86 

■'  43 

.45 
.12 
.26 
.15 

.... 

1.64 

04 

2.93 

'.'ii 

i.'ii 

.03 

't.' 

2.15 

do 

".55 
.05 
1.2;i 

.17 

.34 
.11 

2.  7S 

Puiiiiiiorvillo 

.\shley 

.... 

T. 
T. 

T. 

T. 

.11 

1.64 

T. 
.62 

0.  76 

Combahee 

Ashepoo 

Edisto 

.Savannah  .... 

.  58!  .  3(1 

.04 
.17 

.17 

.11 

.95 

'.",57 

2.77 

5i 

T. 

75 

51 

.17 
.33 

.19 
.15 

4.12 

Weslcni  Pniiion. 
Aiken 

4.17 

Anileison 

.61 
1  4't 

.28 
24 

.17 

1.33 
.71 

1.22 

1.02 
.22 
.53 

1.00 

1.46 

.30 
.60 
.14 
1.29 
1.15 
.4- 
1.45 

1.51 
1.41 
.25 
.40 
1.40 
1.76 
.  90 

.68 
1.20 
1.40 

.28 
1.4'' 
1.82 

.68 

.80 

3.  55 

Italo.sl.nrjf  llll 

Edisto 

3' 

.  43 

3.19 

Hhiirsllll 

Broad 

.70 
01 

.oy 

.03 

... 

.14 

.16 
.  62 
.28 
.65 
.05 

■.'23 

IS 

.02 

2.51 

Cullioiin  Falls  |||| 

Savannali 

T. 

.16 

2.74 

(^iinidi'n  ill! 

Watoree 

.80 
.33 
.30 

1   01 

.12 
.27 

1.30 

(Inlaw  La  llll 

Catawba 1 

T. 

1.27 

.•24.... 
.20 

T. 

.'63 

1.41 
.30 

'.'O8 
.40 
.f>l 
T. 
.50 

3.16 

Cliai>i)cll.-;|||| 

SaUida 

.... 

T. 

.20 

.67 
T. 

2.  05 

CleinsoM  Oolleirp 

Savannah  

5.  43 

Columbia"'  

Conffareo 

77    .  4>< 

'io 

.71 

T. 

2.16 

Kcljfi'liolil  llll 

Savannah  .... 

liroad 

SaUida 

do 

T. 

tv 

f. 
T. 

■■ 

.'ii; 

l's7 

.75 

.8- 

i.08 

.9s 

8'' 

1.85 

n!isl(in.S|ioal.>i|||| 

'.'08 

.17 
T 

T. 
T. 

.40 
T. 

'.'64 

.04 
.39 
.12 
97 

t'. 

.06 

.45 

.61 

.12 

3.67 

firernvillo     ♦*• 

T. 

6.11 

firwiuvnoil  |||| 

2  71 

Iloath  WpiiMff 

Watoree 

Lynehes 

4.11 

K.Tshaw  .III 

1.K8 

.If; 

.ss 

.21 

1.10 
..39 

1.10 
.45 

■^ 
.10 

.22 
.4  = 

.05 

.10 

T. 

.46 

.12 

.10 

.41 

.49 
.27 
.02 

.75 

1.28 
.20 

'.',58 
.05 

'.'i4 

4.86 

f-anilrnin 

rJroad 

■il 

>.  Of, 

T. 

'.'6i 

.17 

■f. 

.11 
.48 
.04 
.15 

'.'32 

.18 

T. 

.60 
.07 

t. 
.12 

.17 

'.'so 

6.  38 

Lauren.s  |||| 

■r. 

1.90  1.85 
.0411.17 

■f. 

■f.' 

'.'62 

'.'i.5 

'.'i4 
.18 

.52 

.08 
.34 
.43 
.30 
.17 
.01 
.8? 

.15 

3.55 

I.ilierty 

Savannah  . . . 

T. 

t_  ^ 

5.99 

r.lltle  MoMiitain 

Salnda  

Savannah  

I'Alisto 

Saluda 

2.. 36 

Meiiwctlier 

Monotta 

Newl)erry 

'.'28 

'1'. 

1.05 
.72 

'  14 

.90 

2.51 
3.  SO 
2.  S3 

IVlzerllll 

do 

T. 
.04 

T. 

1.44 

T. 

6.  28 

Siiliida 

do 

"  '1 

".2] 

2.15    .741 

.i;7  .81 

.15  1.(;o| 

.25    .081 
..ill    ..541 
.0.5,1.24 
.12|  .fi5 

5.  42 

Saiitnok 

Spartanliiirg  |||| 

liroad. 

do 

'.'38 

i!n2j 

t.' 

. . .  1 

'.'65' 

'.'i2 

f.' 

'.'io 

'f.' 

't.' 

3.  34 
3.  62 

Trenton 

Wallialla 

Edisto 

Savannah  

liroad 

('atawba 

".\5 

2.  f.S 
5.  02 

W innshoro  

3.3K 

1 

1 

2.  53 

1 

1 

1 

1 

E.vcept  as  otherwise  indieated.  observations  are  trenerally  made  UUe  in  the  afternoon,  near  snnset,  and  preeipitation  recorded  is  for  the  24  hours  endinsr  at  tlie  lime  of 
observation.  ||||  rrecipitation  measured  in  the  movninsr;  amount  then  record(>d  is  for  the  preeedin!r24  hours.  ***  Uefjular  Weather  liurean  station;  preripifatinn  is  for  the 
24-lionr  period,  nn'dnight  to  midniKht.     *  ['reeipitiitinn  in<'lnded  in  the  next  followiuj;  measurement.     tSeparato  .lates  of  falls  not  recorded.    '1'.  'rrace.  or  less  than  0.01    inch. 


COMPAKATIVE   DATA   FOR  JUNE. 


Year. 


Tempemturo. 

Proripitation. 

.Vveras 

e  n  u  m 
days. 

ber  of 

4-J 

0--=  . 

■y 

ti 

^~-t 

^>> 

t-. 

5 

0 

a. 

1 

^ 

u  ^ 

5 

^. 

l-Ui 

-J 

< 

"i'.^^-''Z 

- 

, 

^ 

1S87 
188S 
1889 
1890 
1891 
189'2 
1893 
1S94 
1895 
1896 
1,897 
1898 
1899 
1900 
1901 
19l>2 
1903 
1904 


77.9 
78.1 
74.4 
80.9 
79.3 
75.1 
76.5 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
76.2 
76.7 
78.5 
74.2 
77.0' 


107 
102 
99 
103 


99 

96 
105 
105 
102 
103 
105 
105 

97 
102 
105 

96 
102 


3.53 
2.73 
5.111 
2.41 
3.  20 
5.  25 
7.  64 
3.  91 
3.  04 

5.  42 
5.44 
4.15 
3.  ,89 
7.94 

6.  .55 
4.48 
8.09 
4.06 


sw. 

se. 
sw. 


sw. 
se. 
sw. 
sw. 


Year. 


Temperature. 


I'recitiitation. 


1905 

78.9 
78.4 
75.8 
76.6 
79.2 
75.  5 
80.9 
75.5 
76.2 
81.1 
76.0 
76.4 
76.9 
77.0 
76.4 
77.4 

77.5 

101 
102 
99 

100 
105 
98 
106 
101 
105 
108 
103 
100 
102 
106 
101 
105 

108 

43 
52 
50 
48 
58 
46 
.54 
48 
40 
50 
49 
48 
43 
.50 
46 
.52 

39 

1906 

1  W)7   . . 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917         .      . 

1918 

1919 

1920 

Period... 

1.92 
8.88 
5.  92 
4.90 
6.87 
7.78 
3.  42 
5.68 
5.53 
3.80 
4.26 
5.12 
4.49 
3.44 
5.97 
3.41 

4.95 


>  go  t. 


Average  n  umber  of 
days. 


14 

8 
13 
13 
14 
11 
12   i 

9 
12 
10 
11 
10 

9 

9 


e. 

sw. 

sw. 

ne. 

sw. 


sw. 

sw. 


ii' 
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CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


June,  1920 


Daily  Temperatures  for  June,  1920. 


Stations. 


Eastern  Porlinn. 

)  Maximum  . . . 
AUeiuiale  j  Minimum.... 

>  Maximum  .. 
BlacUville (  Minimum... 

]  Maximum  . . 
Bowman ;  Minimum... 

)  Maximum  . . 
Charleston )  Minimum. . . 

J  Maximum  . . 
Clieraw  ;  Minimum... 

j  Maximum  . . 
C^onuay i  Minimum... 

, ,  V  Maximum  . . 

DarlinfnonS^V> )  Minimum... 

,,  S  Maxinuim  .. 

Ferguson  s'iS'' )  Minimum... 

\  Maxinunn  . . 
Florence  1   j  Minimum... 

)  Maxinunn  . , 
Garnett ;  Minimum.. 

1  Maxinunn  . 
Georsetown ,  Minimum. . 

(  .Maximum  . 
KinGTstree )  Mininunn.. 

S  Maximum  . 
Oaks j  Minimum.. 

„           ,         ,  )  Maximum  . 

Orangeburg  1 j  Minimum.. 

1     ■    T  ,      i,(A  )  Maxinunn  . 

ParisIslandW i  Mininunn.. 

)  Maxinunn  . 
St.  George  ;  Minimum.. 

,.   ».   ..1         AA  i  Maxinunn  . 

.St.MaltheusW i  Minimum.. 

,,.,,,,  \  Maxinunn  . 

Soeiet.v  U\un (Minimum.. 

.,,  )  Maxinunn  . 

.SummervilU- \  Minimum.. 

,.,   ,.     ,  \  Maximum  . 

Walterl.oro j  Minimum., 

S  Maxinunn 
Yeniassee j  Minimum. 

llV.'.Ven/  I'orliiii). 

\  Maximum 
'^'1"*" (  Minimum. 

)  Maxinnmi 
'i'l'ii^''*"" I  Minimum. 

)  Maxinunn 
l!ates))nrg ,  Minimum. 

^   ,.          n  ,1  ,«  *  Maxinunn 

Calhoun  FallsW ,  Minimum. 

,,  )  Maxinnur 

CanxlenSS'ji j  Minimum. 

,,  ,,  (  Maximum 

Clemson  College  ....  ,  Minimum. 


Columbia 

Greenville 

Greenwood   

Heath  Spring 

Kershaw 

I,aniirum 


Laureuss^s^ 

Liberty 

Little  Mountain  . . . 

Meriwether 

Mouetta 

Newberry 


Saluda 

SautneU  

Spartanburg 

Trenton 

Wallialla 

Winnsboro 

Winthrop  College  . 


)  Maximum  . . 
/  Mininunn. . . 
)  Maximum  . . 
(  Mininunn. . . 
)  Maximum  . . 
/  Mininunn. . , 
)  Maxinunn  . , 

■  (  Minimum. . 
S  Maxinunn  . 

■  I  .Minimum. . 
\  Maxinunn  . 

•  I  Minimum. . 

)  Maxinunn  . 

•  '  Minimum. . 
j  .Maxinunn  . 

■  )  Minimum. . 
j  Maximum  . 

■  I  Minimum. . 
^  Maximum  . 

■  i  Minimum. . 
)  Maximum  . 

■  )  Minimum. . 
j  Maximum  . 

■  >  Minimum. . 

i  Maximum  . 

■  '  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 
(  Maximum  . 

•  /  Minimum. . 
j  Maximum  . 

•  )  Minimum. . 
<l  Maximum  . 

•  I  Minimum. , 
)  Maxinunn  , 

■  I  .Minimum. 
(  >[aximum 

■  I  Minimum. 


85 

61  65 

95  95 

63  64 

92  91 

64 

7« 

70 

93 

60 

82 

63 


5   6 


89l  90 
70 
911 

70 


89 

69!  69 
85 
66 

781  88 
66  62 


78 
69 
84 
62 
80 
63!  61 


10   11 


93  92 


65 
90 


T 
69 
80 

68 
86!  86! 
68i  691 


82]  91 

62 

81 

65 

89 


86! 


76 


62  64 
85|  86! 


69  6S 

84  82! 

06 1  07 

93'  81 

601  68 

87  82 

65  68 


62 

84 

67 

80 

60 

82 

64 

83  82 

03  62 


82 
63 

88 
65 
8l!  83 
63  64 


84   79 

68  69 

82!  79 

68,  69 

83  77 

68: 

90! 

58' 

85 

66 

79 

67 

80 

"si 

66 


84 

65 

80 

68 

85 

671  f'' 

85  89 

67   63 

79  81 

69   61 

78 

69 

81 

72 

81 

68 


80 
60 

86 
56 
86 
52 
79 
63 
86 
55 
81 
55 

85 
54 

80 

5ti 

85 

5' 

82 

56 

79! 

54 

85 

56 

82 

55 


79  81 

68   68 


84 
64 
84 
60 
89 
5' 
82  i  86|  7 


92 


4 

65i  66 


80  84 

66  55 

82  83 
68' . 

84  »5 

65  58 

851  86 

621  55 

79  84 

59'  52 

78;  78 

65  57 


83 
60 
90 
60 

881 
54 
82 
63 
90 
59 
89 
56 

90 
58 
82 
56 
90 
59 
90 
55 
88 
56 
90 
56 
91 
69 

90 

55, 

821 

'93I 
56, 

93 

55I 
86 
58 
87 1 
57 


83 
59 

85 

59 

80  82 

62   57 

S3  88  91 

63!  58  54   58 


90 
59 

88 
59 
91 
62 
93! 
66! 
82 
62! 
91 
61 
84 
59; 

93 
60 
85 

"85 
61 
95 
57 
88 
59 
89 
61 


95  97 

0  72 

102  10*2 

71  73 
100  101 

651  69 

93  94 

73 

97 

69 

99  99 

69  69 


95 

'<)■ 
69 

100 
69 

100 
65 
98' 
65! 
98 
69 
96 
69 


98 
71 

100!  100! 
69 


96  100 

74   75 


1.51 


6S 
79 

63!  6'. 
761  79 


89 

60 

92 

55!  59, 

88l  86|  90, 
58!  62,  661 
87  89  90| 
61  62i  63: 
85'  84  87 
58  63!  62 
81   89 


91 


97  100 
66  68 


88 
62 
96 
67 
100 
63 
97 
61 
91 
65  65 


100 
68 
96 
66 

102 
71 
97 
71 

100 
71 

101 
69 
96 
74 

98 
69 
97 
74 
102 


91  93 
65!  67 


83  87 

58  62' 

83l  86 

571  67 


79  80 
68   65 


681  fi'^ 
80:  80 
62   68 


63  66 

■58 


80 
66 
34 

68 
81 
66 
77 
69  68 
78]  32 
63  66 
85l 


80 

.591  58l 

75  80 

59  55 

80  85 

59'  53 

78;  85 

55 1  53 

78  80 

57I  .58 

81 

60 

80 

60 

83 

64 

81! 

63 

88 


691  6**  '■'^ 
'67,"69i"63 


83  89 

59  54 

821 

55  52 

80,  85 

57  .56 

82 

Jl'^l 
78 

58 

80 

58 


85 
63 
^4 
62 
88 
61 
88 
58 

81 
59 
91 
57 
86 
60 
89 
55 
88 
60 
96 
54 

91 
56 

88 

55 

90 

61 

92 

58!  64 

841  88 

57'  56 

81 

56|  61 

'.59  "56 


85 
63 

91 

I-.5 
87 
66 
8S 
66 
84 
62 
91 
62! 
89 
59 

89 
,59 
85 
65 
90 
60 
90 
54 
92 
63 
98 
65 

92 
60 

90! 

59! 

881 
63 
92 
65 
90 
60 
92 
64 
90 
63 


101 
68 
98 
69 
98 
72 
99 
68 
99 
67 
99 
70 
95 
67 

100 
69 
98 
76 

103 
70 
98 
72 
9' 


98 
701  73 
]00|  98 
67  68 
94  97 


20 


21 


99  95 
69  70 
94  99 
68  71 
96!  101 
72;  69 
96  101 
67 1  72 
99  101 
74  73 

100  101  103' 


77 
100 

73 
100| 

741 

100 
67 
97 
74 

102 
74 
98 
72 

100 
73 


74 

90 
72 
94 
70 
92 
76 
98 
72 
95 
72 

99 

75 

96 

72 

96l  92 

72   67 


721  75 
99  99! 
71  74' 


70  71 
951  91 


93  98 
74  73 
93  93 


90 
63 

96 
68 
94 

63! 
93! 
65 
931 
65 
96 
65, 
96; 
62j 

94! 
61 
94 
62 
94 
67 
98 
58 
97 
65 
101 
68 

98! 
63 
96 
63 
96 
63 
96 
661 
95i 
61 
98 
06 
98 
66 


96 


68!  68 


95 

66: 

98 

62 

97 

74 
101 

62 

98 

69 
102 

69 

100 
64 

95 

6(1 
97 

70 
97 
70| 
97! 
61 
100 
69 
98 
70! 


91 
67 

98 
74 
94 
76 
95 
71 
95 
70 
97 
70 
94 
71 

96 

66 

96 

68 

97 

73 
102 

61 

99 

75 
104 

70 

100 
68 
95 
65 
97 
69 
98 
74 1 
96 
661 

100 

73 
991 
701 


98  100 
74   72 


95 
70 

100 
73 

100 
73 
95 
70 

98 
68 
98 

"9(1 
71 
98 
72 
95 
72 
92 
75 
95 
63 
96 
69 


22 


92 
73 

89 

70|  68! 
95  95 
70  69 
94  89 
69   67 


96 

65 

95 

68 

98 

73 
101 

66 
100 

73 
103 

70  69 


95 


97  96 
64   69 


90  84 
66  62 


91 
70 
89 
70 
89 
66 
86 
73 
85 
67 
90 
68 

88 

68 

88 

69 

8' 

68 

92 

70 

87 

75 

90 

72 

89 

73 

90 
09 
97 


24 


93 
66 
93 
63 
95 
66 
88 
74 
881  91 
63  61 
90  89 
70  68 


25  26 


88 

70 

90 

6' 

90 

68 

93 

66 

85 

72i 

94' 

69! 

91 

701 

92 

65 

92 

73 

94 

(i 

93 

68 

89 

64 

8' 

09 

93 

69 

91 

65 


93 
63 
93 
66 
92 
65 
94 
67 
89 
71 
99 
6' 
91 
69 

96 
65 
95 
74 
95 
70 
96 
64 
90 
61 
92 
09 
92 
68 


96 
66 
86 
65 
90 
62 
78 
71 
89 
63 
85 
69 

89 
66 
94 
69 

891 
67 
86 
64 
82 
68 
89 
68 
88 
67 


85  90 

69  66 

94  92 

09  64 

88  87 


29  30 


87 
64 
84 
69 
85 
66 
87 
65 
87 
66 
82 
68 
92 
6' 

90  81 
66  64 


70 

82 
71 
71 
60 
81 
69 
88 
67 
87 
6 

90 

70  61 


78   8" 
03   62 


102 

68 

95 

67 

96 

68 

98 

73 

9 

16 

lOOl  101 

69|  70 

96  99!  I'^ll 

68   70  68 


69!  68 

951  94 

70!  70 

95  90 


79 
68 
79 
65 
83 
6' 
95 
63 
85 
08 
8' 
69 

68 
65 

85 
66 
75 

64 
86 
681 
86! 
65 
87 
67! 
80! 


65 
86 
72 

85! 
65 
91 
67 
88' 
68 
80 
67 
89 
67 

89 

67 

90 

71 

91 

6' 

93 

68 

87! 

64! 

871 

68: 

95! 
65, 
90 1 
65 


87  89 

60  5' 

86  83 

60 


58  55 
86!  87  90 
63  62  59 
89  90l  92 
66  59 
85  85 
62  63 
87  89 
62  60 
87  89 
63j. 

88 
62 
83 
71 
92 
64 
95 
65 
84 
00 
85 
65 
92 
70 
8' 
(i5 


90 
66 
98 
61 
93 
65 
88 
6' 
9' 
66 
92 
62 

93 
67 
94 
59 
94 
65 
91 
56 
91 
56 
96 
62 
90 
70 


94 

68 
100 
69 
98 
67 
95 
71 
98 
71 
98 
69 

98  . 
71  . 
98  . 
69  . 
97  . 
68  . 
100  . 
67  . 
95. 
69. 
98. 
68l 
1001. 
77  , 


89  91] 
58  .'i5! 


92  94 


81  S3 
63  65 


81   81 

62  63 

80  80 

62 

80 

66 

97 

61 

84 

68 

78 

65 


58 


83   82 
61   66 


66 
90 
60 
88 
63 
90 
05  62 


74   85 
65  65 


68  66 

75  79 

60  57 

85  83 

66  66 

82  85 


70      66      63      6(' 


S6 
65 
81 
67 
90 
62 
87 
66 
87 
67 

87 

65 

87 

65 

84 

64 

86 

6' 

81 

63 

85 

66 

S5 

65 


83,  81 
64l     65 

8' 

69!  6" 

84  82 

63l  66 

85!  S3 

65  62 

86,  85 

64 1  61 

871  87 

64  61 
86  84 
59  57 

84      84 

65  59 
88 
67 
89 
65 


96  99 
59  66 

87j  98! 

65j  (ir>j 

94I  loOi 

6OI  03, 

97  102 
65  70 
94  98 
65  72 
86|  95 
601  68 


88 
67 
89 
65 

88 
64 
86 
64 
86 
63 
88 
67 
8.'^ 
60! 

ss! 

66 

S' 
64 


87 
64 
90 
6' 

8* 

59 

8' 

5 

86 

62 

8' 

64 

S? 

65 

87 

60 


85      89 
65      6 


88 
61 
91 
60 

88 
57 
89 
57 
87 
61 
88 
63 
85 
65 
89 
64 


87      88 
61      63 


90 
63 
92 
62 

90| 

58 

ro| 

60| 
90 
63 
90 

64 
37| 
62 
93 
62 
91 
61 


96 
71 
92 

70 
921  94 
65  711. 
92I  91. 
65!  •"'.51. 
92  911. 
63  65. 
95.  99  . 
661  72. 
94  96. 
70     72| . 


^^  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  rha,ged  to  the  n,ec 


90.4 
07.2 
93.0 
65.8 
92.0 
64.1 
85.4 
71.3 
91.9 
64.4 
88.9 
''66.1 

«91.4 

''78.2 
89.5 
65.0 
92.1 
65.  7 
91.  7  1 
65.51 
88. 9| 
66.11 
92.8  1 
65.4 
90.5 
"67 

91.9 
64.5 

89.3 

''69.  4 

92.7 

06. 1 

94.  r. 

64.7 
89.4 
64.0 
88.0 
67.1 


m 


utiivERSiTV  m  mm'^ 

URHANA 


oo 


U/V^^ 


U.  S.  DEPARTMENT  OF  AGRICULTURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 


CLIMATOLOGICAL    DATA 


SOUTH    CAROLINA   SECTION 


IIILY.  1920 


BY 

RICHARD  H.  SULLIVAN 

METEOROLOGIST 


WEATHER  BUREAU  OFFICE 

COLUMBIA,  S.  C. 

August  21,  1920 


July,  1920. 


CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION. 


61 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


S0UTJ4   Cfll^OlilNfl  SECTION- 

RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vol.  XXIII. 
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GENERAL  SUMMARY, 

Thermal  conditions  and  precipitation  ranged  somewhat 
below  the  seasonal  average  during  July.  Temperatures  were 
close  to  normal  until  about  the  26th,  followed  bj'  a  cool  period 
of  5°  to  12°  per  day  below  the  average  until  the  30th.  The 
precipitation  was  badly  distributed  as  to  amounts,  there  being 
a  superabundance  in  sections  of  the  eastern  and  northwestern 
counties,  while  in  an  extensive  area  of  the  interior  the  measure- 
ments were  much  below  the  average. 

Cotton,  corn,  field  truck,  garden  vegetables,  and  forage  of 
all  kinds  made  material  progress  during  the  month  under 
favorable  weather  conditions,  as  the  intervening  dry  periods  be- 
tween showers  permitted  maximum  cultivation.  Cotton, 
though  somewhat  rank  in  sections  where  the  rainfall  has  been 
excessive,  was  blooming  and  fruiting  well  at  the  close  of  the 
month,  and  stray  open  bolls  appeared  in  Richland  and  Orange- 
burg Counties  about  the  31st;  weevil  activity  continued  in  the 
southern  lialf  of  the  State,  but  no  serious  general  damage  was 
reported.  Tobacco  curing  increased  in  volume  during  the 
month,  with  a  good  crop  in  sight.  The  opening  and  closing 
days  of  the  month  were  too  dry  for  best  corn  development,  but 
the  general  crop,  both  early  and  late,  was  in  good  condition  at 
the  end  of  the  month.  Peaches,  apples,  watermelons,  musk- 
melons,  tomatoes  and  all  kinds  of  vegetables  were  plentiful. 
Tlie  month  closed  with  all  crops  in  need  of  rain,  except  cotton 
in  sections  where  rainfall  was  excessive. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
S  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  SO.O.'i  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.30  inches  at  Asheville,  N.  C,  on  the 
13th,  and  in  the  Section  proper,  30.28  inches  at  Columbia  on 
the  same  date;  the  lowest  pressure  was  29.70  inches  at  Char- 
lotte. N.  C,  on  the  2d,  and  in  the  Section  proper,  29.77  inches 
at  Columbia  and  Greenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  -40  stations,  was  78.9°,  or  0.9°  below  the  established 
normal.  The  highest  temperature  was  102°  at  Walterboro, 
Colleton  County,  on  the  5th.  The  warmest  periods  were  dur- 
ing the  first  week  and  from  the  23d  to  the  2.5th.  The  lowest 
temperature  was  53°  at  Saluda.  Saluda  County,  and  Santuck, 
Union  County,  on  the  29th.  The  coolest  period  of  the  month 
was  between  the  26th  and  30th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  81%;  noon,  58%;  8  p.m.,  73%. 
The  highest  percentages  occurred  over  the  extreme  north- 
western, extreme  eastern  and  extreme  southern  counties,  and 
the  lowest,  in  the  interior. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was 
6.60  inches,  or  0.30  inch  below  the  established  normal.  The 
showers  were  more  or  less  intermittent,  with  but  few  short  pe- 
riods of  dry  weather  generally,  and  were  well  distributed  as  to 


area,  but  badly  distributed  as  to  amounts.  The  rainfall  was 
considerably  in  excess  of  the  normal  on  the  middle  and  northern 
coastal  plains  and  in  the  greater  portions  of  the  Savannah  and 
Saluda  watersheds,  where  the  amounts  ranged  from  6  to  over 
12  inches;  in  a  broad  belt  extending  from  the  north-central 
counties  to  the  Edisto  watershed  and  thence  to  the  Charleston 
County  coast,  the  amounts  ranged  downward  from  6  inches  to 
2.50  inches  (Newberry  County) .  The  greatest  local  monthly 
amount  was  12.23  inches  at  Etiingham,  Florence  County ;  least 
monthly  amount,  2.60  inches  at  Newberry,  Newberry  County. 
The  greatest  amount  during  any  24  hours  was  4.90  inches  at 
Spartanburg,  Spartanburg  Countj^  on  the  19th,  most  of  which 
fell  between  6  and  11:30  p.m.  Tiie  average  number  of  rainy 
days  was  normal. 

Death  by  Ugldning. — At  Townville,  western  Anderson 
County,  July  19,  Elias  Grant,  young  son  of  Mr.  and  Mrs. 
Benjamin  Grant,  in  the  yard  of  his  home. 

At  9:25  p.  m.,  July  20,  lightning  struck  the  main  build- 
ing of  the  Gulf  Refining  Co.,  Greenville,  the  resulting  fire  de- 
stroying a  warehouse  with  a  loss  approximating  810,000. 

A  series  of  unusually  heavj'  rainstorms  Iti  parts  of  Ander- 
son County  on  July  19  and  20  were  followed  by  losses  in  crops, 
bridges  and  roads  estimated  at  about  $1.50,000:  all  the  bridges 
ac'oss  Big  Beaverdani  Creek  were  washed  out. 

Light  hail  occurred  at  Darlington,  Darlington  County,  on 
the  lOtli,  at  Greenville  on  the  16th  and  at  Liberty,  Pickens 
County,  on  the  21st. 

WIND. 

Tile  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.1  miles.  The  highest  average  velocity  was  10.7  miles  per 
hour  at  Savannah,  Ga..  and  in  the  Section  proper,  10.1  miles 
per  hour  at  Cbarleston  ;  the  lowest  average  was  4.4  miles  per 
hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  6.7  miles 
per  hour  at  Greenville.  The  highest  velocity  for  any  5-minute 
period  was  56  miles  per  hour  from  the  north  at  Greenville  on 
the  16th.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  288.2  hours,  or  66%  of  the  possible  amount. 
The  average  numl)er  of  clear  days  was  13;  partly  cloudy,  10, 
and  cloudy,  8,  as  against  normals  of  12,  12,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  the  tributaries  of 
the  Santee  River,  incident  to  copious  to  locally  excessive  rain- 
fall up-State  between  the  19th  and  22d,  with  a  flood  stage  in 
the  Saluda  at  Pelzer  on  the  22d  and  stages  somewhat  above 
flood  in  the  Santee  at  Rimini  and  Ferguson  from  the  23d  to  the 
30th.  With  these  exceptions,  the  various  river  stages  were  low 
generallj'  throughout  the  month. 
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stations. 
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Ennto-ii   Pnrfimt. 

Allenilale  

Blapkville 

Bowman 

Charlostoii 

Churaw 


Conway 

Darlington  .. 

li^ilisto 

EHinprharn... 
I''ergnson 


Florence  1..'. 
Fiorenoe  2. . . 

GaniPtt 

Georgetown  . 
KinPTSti'ce..  . 
Oal;s 


Orangeburg  1     ... 

Oraiigpburg'i 

Paris  Islanil 

Pinopolis" 
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St.  George  tt-..-. 

St.  JlaltlK'Us 

Soeioly  Hill 

Snniinerville 

Walterlinro 

Whitehall  (near). 
Yema.sseo 


Division  means  and 

]Veiilmi  I^nlinv. 

AiUon  

Anderson 
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Blairs  

Callioiin  Fulls 


Oamilen 

Catawba 

Chapiiells 

Clenison  College  , 
Columbia 


Edgefield 

Gaston  Shoals  tt 

Greenville 

Greenwood 

Heath  Spring 


Kershaw 
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Litierty 

Ijittle  Mountain  . . 
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Pelzer 
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Spartanburg 
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Lancaster... 


Kershaw 

Spartanburg . 

Laurens 

Pickens 

Newberry  . . . 
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54 
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192 
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293 
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1039 
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8.50 
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Precipitation,  in  inches. 
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R.  B.  Yance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Qualtlebaum. 
D.  C.  McCall. 
Nathan  .Jenkins. 
Wm.  B.  Gillesi>ie, 
Henry  C.  Savage. 

H.K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

JIaner  B.  Kobert. 

A.  P.  Hazard. 

W.  n.  Matthews. 

O.M.Mitchell. 

tl.R.  Fisheries  Station. 
State  A.  and  Jl.  College. 
n.  S.  Marine  Corps. 
Miss  v..  v.  liaveuel, 
William  1'..  W.dfe. 
John  W.  Davis. 

IMiss  Frances  ivl.  Antley. 
A.  H.  Rogers. 
l\frs.  William  Robertson. 
J.  N.  Frank. 
Combaliee  Company. 
W.  C.  Hutson. 


Frank  B.  McCoy. 
H.  11.  Russell. 
E..I.llite. 
,1.  N.  Owens. 
L.  M.  I'arkiT. 

W.  C.  Brown. 

.lames  (;.  Faris. 

.1.  .1.  Miirran. 

Prof.  V.  H.  n.Callioiui. 

D   S.  Weatlier  linrean. 

J.  A.  Townsend. 

S.  C.  Lt.,  Power*  Ry.  Co. 

U.  S.  Weather  Bureau. 

JI.  M.  Calliouu. 

J.  Marvin  Bowers. 

John  W.  name). 

R.  nartwell  Wilds,  D.D.S. 

Perry  A.  Simpson. 

,lohn  T.  Bo.ggs. 

,1.  M.  Sea.se.  M.  D. 

Mrs.  Marie  R.  'Midiileloo. 
Joseph  Jl.  .lohuson. 
Warren  G.  Peterson. 
Joshua  Y.  .loues. 
Mrs.  V.  V.  J.  Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
n.  W.  Brandt. 

P>ev.  Oliver  Johnson. 
W.  P.  Goodman. 


The  departures  from  the  normal  tem 
determining  section  or  division  means, 

t  Also  on  other  dates,    tt  Received  too 
pnted  from  observed  readings.     It  Postofii 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


ne-itnre  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  Ijnt  all  complete  reports  are  itse.i  n 

R(  ference  fetter^  a  b°c)   appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ^  represent,?  two  days  missing,  etc 

io  late  to  be  included  in  means  and  summaries.    -  Temperature  data  are  fro.n  observed  readings  of  the.dry  bulb;  means  are  conv 

s°oifice  adrtreises  of  tl'^^^^^^  are  as  follows:     Of  ICdisto,  Einbree;  of  f:aslou  S!,o:ils.  hlacksbnrg:  of  Wmthrop  College,  Rock  HiH, 
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Daily  Precipitation  for  July 

1920 
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.34 
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'.'oo 
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.26 

1.90 
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T. 
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do 
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Pee  Dee 
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1.'20 
.20 

.18 
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.41 
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.12 

.25 

'.'05 

'.'■22 

.04 
.29 

.•20 
.15 
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Georpptown 

Coast 

5.12 

ICinffstrei'Jlll    

Black 

.05 
1.02 

T. 
.61 
.41 

'.'is 

5  95 

Oaks 

do 

Kdisto 

.09 

"03 

.09 

.13 
.87 
.50 

.30 
.03 

.18 
.04 

8.97 

OrangelMirg  1 

.02 

4.65 

Oranpri'burff  2 

do 

1   88 

.10 

.■20 

3.98 

Paris  Island 

Coast 

1.80 
.90 

1.30 
.03 
.Of) 

.50 
.20 

.90 
.86 
.17 
1.00 
.72 

.50 

1.50 
.70 

.30 

2.00 

.02 

.64 

.10 

50 

5.20 

I'inoiJtjlis  

Cooper  

.82 

.10 

.24 

".m 

1.48 
.08 
.54 
.40 
.20 

1.00 

.05 
.90 
.52 
.46 
1.26 
L85 

.10 

.97 

.35 

59 

.95 

.15 
.45 

85 

.60 

6.01 

nimini  |{|| 

St.  Geor^ro  III! 

St.  IMallhewslllj 

Santee 

ICdisto 

Santee 

do 

.9fi 
.70 
1.72 

.'64 

1.90 

.17 
.15 
.12 

'.'io 

36 

.18 
.05 

'.'64 
.57 

.95 
.65 

.16 
.15 

.45 

8.20 
8.95 
5.43 

Society  Mill  ||i| 

2.06    .20 
.15|1.05 
71  1.45 

.40 
.05 
.36 

.07 

T. 

.87 

58 

6.21 

Suiniii''rville 

Ashley 

Ashei>oo  . 

.05 
.15 

..45 

.22 

.20 

.29 

T. 

.04 

T. 

.96 

.05 

6.  05 

WiiJtcrlioro 

f.  75 

Whitehall  (near) 

Conibahee 

Yeinasseellll 

TI V.v/n"//  Porliaii . 
Ailcen 

Ashcpoo 

Kdi.sto 

Savannah  

Kdisto 

Broad 

Savanna! 

Wateree 

Catawba  

Salnda 

Savannali 

Consaree 

Savannah  .... 

Broad 

Saluda 

do 

Wateree 

Lynches 

Broad  

Salnda 

Suvainuih 

Saluda  

Savannah  

.... 

T. 

tv 

'.ni, 

1.20 
.71 

.90 
.'l2 

.52 

.12 

.19 

.38 
.19 

'.'ft! 

.12 

.09 
.79 

1.74 
T. 

'.'fi4 

.10 

.2r, 

.08 
.14 

.28 

.'06 

.11 

T. 

.28 

.39 

.42 

.12 

.4,s 
.63 

'.'30 

.48 

.60 
1.05 

.16 

1.00 
.17 

.10 

.61 
.06 
1.62 
.06 
.05 

.43 

.71 
30 

.47 

.32 

.15 
.17 
.79 
.  75 
.03 
^•20 
.55 
.60 

.38 
.04 
.20 
.08 
1.65 
1.05 
.61 
.21 

'!30 
.04 

.32 

.05 
.60 
.09 

'.'S8 
.44 
.12 

.10 

.07 
.47 
.06 

'.'38 
.10 

.13 

.43 
1.05 
.69 
.64 
.07 
.82 
3.00 
.05 

.52 
.39 
1.05 
.•25 
.94 
.30 

'.'■26 

.28 

'.'20 

.93 

'.'65 
.04 
.98 
.58 

'.'60 
.03 

1.07 

T. 

.10 
1.85 
1.72 

.21 
4.26 

.33 

.51 
..56 
T. 
.60 

.50 

.24 
1.43 
.37 
.•22 
.15 
.06 

.15 

'.'64 
.24 

.07 
.■29 

.15 

.'22 
'.'63 

6.  30 
3.  53 

Anderson 

Haleshin-jTllll /.y, 

Blairsllll 

fivlhoiiM  Falls  nil 

i.'33 
.04 
.06 
.16 

.50 
.20 

.27 

.11 

.35 

.03 

'.'si 

5.27 
6  43 
3.  75 
4.06 

Camden  llll 

'^30 

.50 

.56 

.40 
.10 

^.24 

Catauba  |||l 

5.83 

Chappellsllll 

.■24 
.66 

.31 

.74 
.70 
T. 

.10 
.06 
.40 

'.'04 

1.78 

.41 

1.94 

2.48 

1.70 

.30 

2.20 

't. 

.10 
.30 
T 
1.10 

'.'30 

6.00 

Ctemson  Collejrp 

Columbia  •**  

.13 

'.'17 
T. 

'.'45 
.58 

.38 

'.'62 

.32 
.16 
.22 

1.40 
1.47 

'.'■25 
.23 

.11 
.76 
.06 
.10 

T. 

5.95 

.2! 
1.35 
.02 

.(17 

".m 

T. 

.06 

.94 
1.05 
.34 
.02 
.09 

3.36 

Kdirehi'lil  nil 

Giis|onSlio;ilsl||| 

Greenville      "• 

.25 

'.'64 

'.'25 

.12 

't.' 

.5.  12 
5.14 
7.90 

G'veenuood  |||| 

Heath  S|ivinff .." 

Kershaw  ,||| 

1.22 

.24 

.52 

7.30 

6.41 

.r,o 

.30 

.07 

'.'6i 

.25 

1.09 

'.'30 
.22 

.20 
'.'64 

■f.' 

.22 

4.94 

I,anilrn)n 

.31 

.181 
.90 
.65 

.42 
.20 

6.32 

I,anrens  |||| 

l.ili'Tly 

Lillle  MoiiMliiiu [ 

Meriwether 

't. 

'.'64 

'.'62 

4.92 
3.90 
2.57 

Monetta 

Newberry  

Pel/erllll 

Kdisto 

SaUida 

do 

T. 

:f. 

1.28 

..58 
.fi5 

.'62! 
.70 

.'ii 

.11 
1.05 

'.'l3 
.14 

.49 
2.10 

.28 
.12 

30 

.02 

'.'12 
T. 

.65 

.20 
.30 
T. 
.05 
T. 
39 

2.00 

.36 
.■20 
.29 
.32 
1.05 
1.55 

.05 
.09 

.28 
.70 
.22 

'.'35 
.01 

.■20 
.26 

.66 

.18 

.15 

.12 

T. 

.17 

.02 
.05 

.04 

'f. 
'.'36 

.64 
.■20 

.94 
.40 
.30 
.,30 
1.17 
.40 

1.18 
.05 

3.66 
.17 
1.55 
4.90 
.10 

..53 
.05 

.74 
.12 
.■21 

'.'i9 

.58 

.06 
.05 

13 

7. 35 
'2.50 

9  64 

■Salnda 

Santiieic 

Sparta nbtn-K  |1II 

do 

Broad 

do 

Kdisto 

.Savannah 

Broad 

...    .93 
T.     .05 
T.  !  .67 
...    .50 
.05    .821 

't'.' 

4.57 
3.04 
0.80 

Trenton 

Wolhalla 

T. 

.20 
.54 

.,32 

'.'29 

.12 
.27 

T. 
.55 

4.  35 
0.04 

Winnsboro 

U  inthrop  College 

Catawba 

35 

.12 

.50 

.13 

.08 

'.'ro 

.'l6 

.91 

'.'35 

.75 

. . . . 

3.95 

1 

' 

....|....| 

K.Ncept  as  otiierwise  indi(;ated,  observ.itions  are  generally  made  late  in  the  afteriionn.  near  snnset,  and  precipitation  recorded  is  for  the  '24  honrs  ending  at  the  lime  of 
oiservalioii.  nil  I  recipitation  measured  m  the  morning:  amonnt  then  recorded  is  for  the  precedinsr  24  honrs.  ***  Regular  Weather  Bnrean  station;  precipitation  is  for  the 
-ii-iionr  iieiioil.  nmlinglitto  midinslit.    -^  Precipitation  inchided  in  the  next  followinff  measurement.    tSeparate  dates  of  falls  not  recordeil.    T.  Trace,  or  less  than  n.ol   inch. 


COMPARATIVE  DATA  FOR  JTTLY. 


Yiiir. 


Teinpomture. 

Pri'cipitation. 

Gj 

^ 

be 

tr  .til  ^  1 

1 

Avera 
days  w 
0.01  ii 
or  moi 

Averapre   n  u  m  be  r  of 
days. 


82.0 

110 

78.9 

108 

79.  5 

102 

78.4 

104 

77.9 

93 

7.8.9 

102 

8^2.0 

104 

77.  7 

100 

79.5 

102 

80.7 

105 

80.2 

107 

80.0 

102 

80.0 

105 

81.2 

104 

81.4 

102 

80.8 

107 

80.4 

103 

79.4 

105 

00 
53 
51 
52 
50 
61 
00 
55 
54 
51 
54 
94 
47 
55 
62 
58 
45 
50 


7.49 
3.68 
7.13 
6.88 
5.  95 
7.44 
.3.87 
8.24 
4.17 
8. 17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.  96 


13 
8 
10 
10 
13 
10 
12 
14 
!■' 
1.5 
18 
13 


14 

4 

12 

11 

15 

0 

13 

s 

12 

6 

10 

11 

11 

8 

11 

6 

U 

5 

9 

I 

12 

0 

SI 


sw. 
sw. 


sw. 
sw. 
sw. 

S'W. 

sw. 
sw. 
sw. 


Year. 


Temperature. 


1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

Prriod 


80.4 
78.4 
81.4 
79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79. 3 
78.9 

79.  8 


101 
100 
106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 


00 
56 
56 
60 
55 
58 
53 
58 
56 
53 
55 
60 
52 
50 
51 
53 


Precipitation. 


0.16 

8.40 


5.  ^22 
4.78 
.5.  16 
3.26 
14.  69 
0.  .56 
5.  02 
8.  86 
5.  60 

5.  90 


g  >  C  C 


12 
16 
11 
12 
10 
13 
10 
11 
9 
9 
8 
17 
12 
11 
13 
11 


Average  number  of 
days. 


13 
5 
13 
12 
13 
9 
12 
14 
15 
14 
18 
5 
14 
15 
13 
13 


10 
17 
13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
9 


S"W. 
SW. 
SW. 
S. 

sw. 
sw. 
sw. 
sw. 

S'W. 
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July,  11)20 


Daily  Temperatures  for  July,  1920. 


Stations. 


EnKterH  Portion. 
.„      ,  ,  )  Maximum  .. 

Allendale  \  Minimum... 

„,     ,     .,,  )  Maximum  . . 

Blackvillp \  Minimum... 

i  Maximum  ,. 

Bowman j  Minimum... 

„,      ,     ^  )  Maximum  .. 

Charlfiston \  Minimum... 

„,  \  Maximum  . . 

Clieraw  ;  Minimum... 

)  Maximum  . . 
^"""■'I'y i  Minimum... 

„     ,.      ,       , ,  >  Maximum  . . 

Darlington  M (Minimum... 

^                .,.,  \  Maximum  .. 

Ferguson sSiJ j  Minimum... 

)  Maximum  . . 
'"'oreiifel   )  Minimum... 

)  Maximum  . . 
Uarnett j  Minimum... 

)  Maxinunn  .. 

Georgetown ,  Minimum... 

„.       ,  \  Maximum  . , 

Kmsstree j  Minimum.., 

)  Maximum  . , 
""'•" (  Minimum. . 


Orangeburg  1 

Paris  Islan<lS'iS\ 

St.  Oeorge  

St.  Matlliews 

Society  Mill  W 

.Summerville 

Wallerhoro 

Vi'niMssee  

Aiken  

anilerson 

Hatesliurg 

Calhoun  FallssS'J 

(;l^n1l1en^^S^ 

Clemson  College  . . . , 


\  Maximum  . 
(  Minimiun. . 
\  Maxinunn  . 
(  Minimum. . 
S  Maximum  . 
(  Minimum.. 
j  Maxinumi  . 
/  Mininuim. . 
\  .Maximum  . 
/  Minimum. . 
)  Maximum  . 
I  Minimum. . 
)  Maximum  . 
\  .Minimum. . 
j  Maxinunn  . 
)  Mininunn. . 

rlioii. 

\  Maximum  . 
I  Minimum. . 
j  Maxinunn  . 
I  Minimum. . 
S  Maximum  . 
(  Minimum. . 
j  Maximum  . 
)  Minimum. . 
)  Maximum  . 
i  Minimum. . 
I  Maximum  . 
)  Minimum. , 


Columbia 

(Ireenville 

lireenwonrl   

Mealli  Spring  . .. 

Kershaw 

l.anilrum 


S  Maximum  . 
•■•  /  Minimum. . 

(  Maximum  . 
•  ■  •  I  Mininunn.. 

)  Maximum  . 

■  •  ■  i  Minimum. . 

S  Maximum  . 

•••  )  .Minimum.. 

j  Maximum  . 

■  ■  •  I  Minimum. . 

j  Maximum  . 

■  •"  /  Minimum. , 


I.aurenss^'S 

Lilierty 

Liltle  Mountain 

Meriwether 

Monettn 

Newberry 

.Siilnda  

Santuek 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Wintlirop  College  . . 


)  Maximum  . 
I  .Minimum. . 
j  .Maximum  . 
(  Minimum. . 
S  Maximum  . 
)  Minimum. . 
1  Maximum  . 
I  Mininuim. . 
)  Maximum  . 
'  Minimum. . 
j  Maximum  . 
I  Minimum. . 

)  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Mininuim. . 
(  Maximum  . 
I  Minimum. . 
j  Maximum  , 
I  Minimum. . 
j  Maximum  . 
i  Minimum. . 
j  Maximum  . 
)  Minimum. . 
(  Maximum  . 
/  Minimum. . 


96  97 
75  75 


96 

Til  70 
98  99 
66;  69 


97 
76 
100 
74 

98l  100 
72   75 


94  100 

75:. 


95 
68 

95'  98 
73  77 


95  9fi 
71 


93  93 
71 


2 

88 
76 

92l  96 


86 


100 


95 

74 

98 

74 

92 

69 

84 

7 

99 

08 

88 

671 

94 
69 
98 
65 
94 
69 
95 
72 
91 
73 
96 
71 
89 


10   11 


13   14 


90  92 


94 

69 
92 

73j  67 
95t  90 
71 1  72 
lOOi  1(12 
70  71 
99!  96 
73  72 


94  9« 
72  73 
9? 


92  93 

75|  71 

871 
72i 


91   94 

73!  72 


90  87  86  84 
68  67   71   72 


95  94 

73  73 

931  88 

69'  69 

941  89 

69  69 
97 
71 
96 
71 

95  93  91 

69,  69!  64 


92  94 1  90 

69,  69|  6' 

93!  931  93 

72'  68  68 


96      9^2 

72     71 


93  93,  95:  92 

70  68'  71  i  70 

99  inn]  100:  97 

74  70  72i  70 


95  9fil  96 

67  68  66 

95;  98  93 

691  691  66 


891     85 


90i     94|     94      901     90, 


68      fi6i     66      67, 


93  92 

731  701 

931  89 

66  65 

"98!  "93 


94 


701     66      71 


88     89 


90 


93!  90 
70  68 
96 
70      70 


90 


67      65 


19 


86 


89  93 

69  68 

95  96 

73  70 


90 
66 
92      

66l     66i     66 


90 
71 
91 
69 

88 
65 
87 
70 
84 
66 
90 
68 

90 
67 
89 
68 
92 
6' 
93 
69 
90 
68 
93 
67 

93     94 

68 


91      90 


8li  90,  9-2 

66i  66  66 

83|  88  92 

691  70  69 

81  841  89 

65l  63  63 


95     95|     93.     861     88j     97 
72;     69,     701     70;     70,     69 


92 
69 
95 
69 

95 

701 
89! 
69i  71 1 
90  88' 
64 


20 


92 
73 
93 

72 
87 
70 
88 
781  70 
82I     81 


22 


90     90 


66      68 


23 


85      92 


88     89     90 
671     64,     66 


85 


24 


92      84 
72      69 


25 


26 


27      28 


30 


Mean. 


78  82 

63  61 

84  88 

59  58 

80  88 


80  79 

73  60 

83  84 

76  67 


66 


95     93 


90      92 
61      60 


81      83 
62      60 


74 
59 

85i     85 


95     96 
69     74 


89 
63 
96 
63 
94 
62 
85 
72 
9(1 
6'; 
88 
62 

82 
61 
90 
59 
93 
63 
92 
61 
87 
63 
91 
62 
92 
61 

93 
60 
92 
70 


85 

60     64 


82     83 
60     60 


82  S3 

61  60 

85  86 

63  57 


93 

68 
89 
(1 

89 
65 
87i  90 
631  65 
891     92 

58  63 
93     93 

59  C6 

89!  90 
58!  61 
91!     91 


64 
87 
60     65 


85      87 
55     57 


90.9 
70.0 
93. 0 
69.0 
90.6 
65.  6 
86.8 
73. 3 
89.3 
67.3 
88.9 
69.6 

88.9 
68.9 
89.5 
68.0 
91.0 
68. 9 
92.4 
68.4 
88.6 
69.4 
91.7 
69.4 
90.5 


90     94 

56|     61 
95     95 


85     91 
55     62 


Referenee  letter.  («,  '>.  c),  appearing  in  the  table  inrlieate  number  of  days  missing:  For  example.  "  represents  two  days  missing  etc. 
5>SS  SZTnts  are  read  In  the  morning;  the  maximum  temperature  then  read  i.  charged  to  the  precedipg  day.  on  wh,eh  >t  almost  always  oeenrs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   CflFJOIilNfl  SECTIOfl. 

RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXIII. 


Columbia,  S.  C,  August,  1920 


No.  8. 


aENERAIi  SUMMARY. 

The  prevalent  daily  showers  during  August,  1920,  de- 
veloped an  average  much  above  the  normal  for  the  Section; 
the  total  monthly  amounts  were  excessive  in  extensive  areas  of 
the  northern  and  eastern  counties,  while  toward  the  Savannah 
River  the  measurements  were  below  normal.  The  month  was 
somewhat  cooler  than  usual,  with  no  marked  extremes. 

Notwithstanding  the  almost  continuous  precipitation  from 
day  to  day,  with  all  vegetation  making  more  or  less  rank  growth 
according  to  the  distribution  of  rainfall,  cotton  showed  no  ma- 
terial deterioration  until  during  tlio  last  decade,  when  shed- 
ding, rust,  and  Ijoll  rot  increased,  and  weevil  ravages  were 
mucli  more  noticealjje  in  the  crop  of  the  central  and  southern 
counties;  blooming  and  fruiting  up-Stnte  continued  satisfac- 
tory. Picking  Ijegan  about  the  20th,  and  first  bales  were  ginned 
in  Bamberg,  Orangelmrg,  Lexington,  and  Richland  Counties 
onthe2lth  and  2.3th.  The  tobacco  harvest  ended  about  the 
21th.  The  rains  were  especially  favorable  for  corn,  and  this 
crop  promised  bountiful  yields.  Sweet  potatoes  were  somewhat 
too  rank  for  best  results  in  product.  All  kinds  of  field  and 
garden  truck  reflected  the  moisture  conditions,  and  forage  and 
pastures  were  unusually  proniising.  Fruits  and  vegetables  were 
plentiful  on  market  at  the  end  of  the  month. 


irregular.  In  the  northern  and  eastern  counties  the  measure- 
ments ranged  from  7  to  over  15  inches,  while  in  large  parts  of 
the  Saluda,  upper  Edisto,  and  Savannah  watersheds  the 
amounts  ranged  downward  from  5  inches  to  less  than  3  inches. 
A  remarkably  excessive  rainfall  of  5.64  inches  occurred  at  San- 
tuck,  Union  County,  in  2  hours  and  25  minutes  on  the  27th. 
Another  excessive  rainfall  of  5.00  inches  occurred  at  Darlington, 
Darlington  County,  in  2  hours  on  the  13th.  The  greatest  local 
monthly  amount  was  15.40  inches  at  Santuck,  Union  County; 
least  local  monthly  amount,  2.81  inches  at  Trenton,  Edgefield 
County.  The  greatest  24-hour  rainfall  at  any  station  was  6.69 
inches  at  Santuck,  Union  County,  on  the  27th.  The  number 
of  rainy  days  was  40%  above  normal. 

Deaths  by  Lightning. — On  a  farm  about  9  miles  north  of 
Camden,  Kershaw  County,  Mrs.  Susie  Baker,  wife  of  Mr. 
William  Baker,  on  August  17,  while  sitting  near  the  chimney 
of  her  dwelling;  her  infant  child  suffered  some  injury.  On  a 
farm  about  3  miles  from  GafTney,  Cherokee  County,  Mr.  Wil- 
liam Pierce,  on  August  20;  several  members  of  his  family  were 
injured. 

A  moderate  hailstorm  occurred  in  the  southeastern  part  of 
York  County  on  August   1,  with  comparatively  little  damage. 


The  average 
records,  was 
7  miles  per 


WIND. 

The  prevailing  wind  was  from  the  southwest, 
hourly  velocity,  determined  from  8  anemometer 
6.1  miles.  The  highest  average  velocity  was 
hour  at  Charleston;  the  lowest  average  was  3.8  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.4  miles  per 
hour  at  Columbia.  'J'he  highest  velocity  for  any  5-niinute  period 
was  34  miles  per  hour  from  the  southeast  at  "Cliarlotte.  N.  C, 
and  at  Charleston  on  the  5th. 


PRESSURE. 

'J'lie  mean  sea-level  pressure,  determined  from  reports  of 
S  regular  Weaflier  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  30.00  inches.  The  highest  pressure  in  tlie  region 
covered  by  reports  was  30.24  inches  at  Asheville,  N.  C,  on  the 
18th,  and  at  Greenville  on  the  19th;  the  lowest  pressuie  was 
29.79  inches  at  Columliia  on  the  1st. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  77.7°,  or  1.1°  below  the  established 
normal.  The  highest  temperature  was  1('0°  at  Black ville, 
Barnwell  County,  on  the  1st.  The  warmest  periods  were  on 
the  1st,  from  the  20th  to  the  22d,  and  on  the  30th  and  31st. 
The  lowest  temperature  was  56°  at  Santuck,  Union  County,  on 
the  27th.     The  coolest  period  was  between  the  2d  and  the  7th. 


HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  87%  ;  noon,  68%  ;  8  p.  ni.,  82%. 
The  highest  percentages  occurred  over  the  northwestern  counties, 
and  the  lowest,  over  a  triangular  region  embracing  Augusta, 
Columbia,  and  Charleston. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  223.6  hours,  or  54%  of  the  possible  amount. 
The  average  number  of  clear  days  was  8;  partly  cloudy,  12, 
and  cloudy,  11,  as  against  normals  of  13,  11,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Heavy  rains  up-State,  culminating  about  the  10th,  14th, 
20th,  27th,  and  28th,  were  followed  by  moderate  freshet  con- 
ditions in  all  tlie  tributaries  of  the  Santee  River,  with  the 
higliest  flood  crests  generally  after  the  rains  of  the  27th  and 
28th.  The  unavoidable  losses  approximated  $61,175,  while 
the  value  of  movable  property  saved  by  timely  warnings  was 
estimated  at  $76,500.  ' 

MISCELLANEOUS    PHENOMENA  (dates). 

Earthquake.  — At  Summerville,  faint  tremor,  6:53  a.  m.,  1st. 
HaJos — Lunar:    Columbia,  30.     Snlar:    Greenville,  4,  21. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was 
8.08  inches,  or  1.95  inches  above  the  established  normal.  The 
month  was  unusually  showery.  The  rainfall  was  generally 
well  distributed  in  point  of  time,  but  the  amounts  were  verv 


MISCELLANEOUS 

DATA  FOR  AUGUST,  1920. 
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stations. 


Counties 


Eastern  Portion. 


Allendale  ., 
Black ville  . 
Bowman... 
Charleston. 
Cheraw 


Conway 

Darlington 

Edisto 

Ertingham 

Ferguson 


Allendale  — 

Barnwell 

Orangeburg  . 
Charleston  . . 
Chestertield  . 


Florence  1 

Florence  2 

Garnett 

Georgetown 

Kingstree 

Oaks 


Orangeburg  1    . . 

Orangeburg  2 

Paris  Island 

Pinopolis" 

Rimini 

St.  George 


Florence 

....do 

Hampton 

Georgetown  . ., 
Williamsburg 
Georgetown  .. 


St.  Matthews 

Society  Hill 

Summerville 

Walterboro 

Whitehall  (near). 
Yemassoe 


Division  means  and 


HV.s(«-»  Portion. 


Aiken Aiken 

Anderson Anderson 


Darlington 

Dorchester.. 
Colleton   ... 

Colleton 

Hampton  .. 


'xtremes  . 


BatPsburg  . 

Blairs  

Callioun  Falls. 


Camden 

Catawba 

Chappells 

Clem.^on  College  . 
Columbia 


Edgefield 

Gaston  Shoals  tX- 

Greenville 

(ireenwood 

Heath  Spring  ... 


Lexington. 
Fairtield.. . 
Abbeville.. 


Kershaw 

Landrum 

Laurens 

Liberty  

Little  Mountain 


Meriwether 

Monelta 

Newberry 

Pelzer 

Pallida 


Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt. . . 

Division  means  and 
Section  means  and 


Union 

Spartanburg 
Edgetield... 

Oconee 

Fairtield  . . . 
York 


extremes  . 
extremes . 
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Temperature,  in  degrees  Fahr. 


5  9 


Precipitation,  in  inches. 
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8      s. 
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4      18 
19      10 


0  18 

0  17 
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0  20 


0      15 


0     15 

0  1  14 


0     23 

7      10 


R.  B.Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

V.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebaum. 
D.  C.  McCall. 
Nathan  .lenkins. 
Wm.  B.Gillespie,  . 
Henry  C.  Savage. 

II.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Mnner  H.  Robert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

().  M.  Mitchell. 

r.S.  Fisheries  station. 
State  A.  and  ^r.  College. 
I'.  S.  .Marine  Corps. 
Mi.-^  E.  P.  Ravenel. 
William  B.  Wolfe, 
.lohn  W.  Davis. 

Miss  Frances  M.  Antley. 
A.H.  Rogers. 
K.  P.  Lawton. 
J.N.Frank. 
Combahee  Company. 
W.  C.  Hutsoii. 


Frank  B.  McCoy. 
11.  H.  Russell. 
E..I.  Hite. 
.I.N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

.lames  C.  Paris. 

.1.  .1.  Murran. 

Prof.  F.  H.  H.Calhoun. 

V   S.  Weather  Bnreau. 

J.  A.Townsend. 

S.  C.  I-t.,  Power  *  Ry.  Co. 

r.  S.  Weather  Bureau. 

M.  M.  Calhoun. 

J.  Marvin  Bowers. 

JohnW.  Hamel. 

K.  Hartwell  Wilds,  D.D.9. 

Perry  A.  Simpson. 

.lohn  T.  Boggs. 

,).  M.Sease.  M.  D. 


sw. 
sw. 


Mrs.  Marie  R.  Middletoii. 
.loseph  M..lohnson. 
Warren  G.  Peterson, 
.loshtia  Y.  .lones. 
Mrs.  F.V.J.  Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.Brandt. 
Rev.  Oliver  Johnson 
W.  P.Goodman. 


"t.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  Aug-ust,   1020. 

Watersheds. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 
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18 
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24 

25 
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27 

28 
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30 
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Blackville  || 
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1.02 
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.72 
.02 
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1.38 
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'.'.5i 
.15 
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.24 
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.13 
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.40 
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'.'ii 
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.15 
.30 
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.11 
.17 
.06 
.31 
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.42 
.05 
.11 
.27 
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.17 
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.25 
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.35 
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.21 
.49 
.08 
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'f.' 
T. 

.10 

'.'36 
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2.' 35 

4.95 
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.11 
1.45 
.•24 
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■.■46 
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.05 
T. 
3.23 
.06 
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.32 
1.01 
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't.' 
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.24 
.05 
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.32 

.02 

'.'i'2 

'.'47 
.22 
T. 
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't'.' 

T. 

'.'66 

.18 
.11 
.08 
.01 
.•28 

'.'35 

:::: 

'.'49 
1.33 

'.'97 

'.'67 

i.96 
'.'43 

.06 
1.11 
T. 
.62 
.07 
.10 
.34 

.20 
.42 

'.'58 

"t.' 
i.'i9 

'.'65 

.30 
.10 
.45 
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8.85 
7.02 
11.51 

14.78 

12.51 
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Cheraw  llll  . 
Conway  llll. 
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'."so 
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9.  42 
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Santee 
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'.'■Jo 
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1.00 
1.27 
1.50 



't. 
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9.47 
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6.^28 
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'.■36 
.23 
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■.■56 

'.'22 

.21 
.20 
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.09 
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1.93 
.03 

.03 
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Georgetown 
Kingstreelll 

Oaks 
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St.  George  11 
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Black 

do 

Edisto   

.'25 
.35 

■.'67 
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4.00 
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1.51 
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1.55 
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1.30 
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.07 
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.17 
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.32 
.89 
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.25 

.12 
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1.30 

'.'33 
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.37 
.49 
.62 

.70 
.95 
.40 

1.58 
1.25 
.25 
l.(i3 
.63 
.58 
.63 
.55 

1.37 
.82 
.24 

84 

.46 
.19 
.19 
.70 
.31 

.40 
.62 
.22 
.56 
.38 
.84 
.65 
.80 

1.33 
.52 

i.'95 
.54 

..52 
.70 
.77 

.66 

i.'io 

.14 

.12 
1.18 
.03 
.bA 
.24 
.06 

.41 

.72 
.16 
.46 
1.72 
.90 
.34 
.40 

'."38 
.48 
.56 
.06 
.48 
.23 

1.44 

.39 
.55 
.10 
.25 

.16 

i.'23 
.36 
.12 

.22 

i.'io 

1.20 
.35 
.40 
.30 

.71 
.01 
.22 
.04 
.47 
.83 
.43 
.34 

.78 
.35 
.40 
.32 

1.50 
.35 

1.68 
.41 

.70 

.02 

.14 

.71 

.07 

'.'21 

11.04 

Ar\ 

'.36 

.69 

.'29 
.12 

'!63 
T. 
1.04 

.28 
.20 

i.'48 

'.'so 

.45 

'.'■78 
.05 

.17 

'.'25 

.65 

.07 

'.'is 

5.  16 

e 

near) 

Ashley 

Ashopoo 

Combahee 

.11 

.09 

■'24 

.06 
T. 

1.08 
.14 

.05 

'f.' 

10.47 
6.46 
4.96 

.05 

'.'28 

.04 
.10 
'.'60 

.04 

'!67 
'.'35 

.87 

■.'20 
.18 
1.47 

'.'42 
.'22 
1.10 

.92 
1.23 

3.' 92 

.58 

.40 

.80 
'.'■76 



4.54 

Portion. 

Edisto 

Savannah  

Edisto 

Broad 

Savannah  

Wateree 

Catawba 

Saluda 

.23 

'.'06 
.95 

.11 
.40 

'.'io 

■^9 

■i'" 

2.48 
p..) 

'.'52 
.'22 

.■2^7 
.20 
1.89 
.43 
.10 
.15 
.80 

'.'(56 
.22 
.99 
.21 
.27 
.23 

.99 
.25 
1.76 

.06 
.57 
.54 
.20 
.16 
.80 
.12 
.05 

1.09 
.03 
.25 

1.12 
.39 

1.30 
.85 
.15 

.56 

'.'60 

.82 

't. 

— 

3.53 

Anderson 

".12 

.85 
.02 

.08 

'.io 

.58 

'.'69 
.12 
.... 

5.47 

Batesburg  || 
BInirsllll 

1 

5.^24 

1 .  56l . . . . 

13.57 

Pftlfintin  Pali.'  (Ml 

.08 

.24 

'.'i2 

.21 

i.'so 

05 

6.92 

Camden  |||| 

1.15.... 
.30    .22 
.10    .80 

.66   .28 

... 

7.68 

Catawba  III 
ChappeIN  1 1 

.33 
1.50 

.02 
.45 

.18 
.05 
.07 

'.'20 
'.'65 

1.36 
.10 

'.'61 

".?.k 

.10 
.05 
.20 

.13 
.70 

'.'2i 



15 

1.C5 

10.69 

6.  .^5 

Clemson  College 

Savannah  

Congaree 

Savannah  — 

Broad 

Saluda 

do 

tV 
i.'io 

1. 10 
.0:1 

."(12 
.16 

AH 

'.'•21 

.38 

.'12 

T. 
.43 

'.'.S3 
.14 
.06 

T 

.38 

■.'4i 

.02 

'.'i(i 

.05 

.88 
.01 

'.04 

'.'8^7 
.15 

.77 

.81 

i.'so 
'iio 

1.'25 
'.'63 

1.49 

.25 
1.10 

't. 

'.'39 

".'ii 
9 ',53 

.41 

'.io 

T. 
.01 

'.'io 

'.'63 

'f. 

'.'46 
.15 
.28 
.02 
.11 

.06 

8.95 

Columbia'"  

EdgeHeld  llll 

T. 
.35 

't'.' 

'.'i9 

.57 

.44 

'.'70 

1.21 

95 

T 
.15 
.04 
.32 

i.oo 

.50 

.85 

.43 

.56 
.48 

.08 
1   47 

7.  f.8 
4.47 
13.93 

Greenville 
Greenwood 
Heath  Sprii 
Kershaw  ,111 

Landrum  . . 

•  •• 

III  ..'.'.'.'.'.'.'. 

T. 

T. 

.28 

5.96 
6.04 

^ 

Wateree 

Lynches 

Broad  

Saluda 

0  00 

8.09 

1.92 
.52 

.21 
.15 

.02 

1.53 
.10 
.35 

1.80 

.18 

7.73 

9.92 

Laurens  llll 

10.43 

Liberty  

Savannah  

.35 

.04 
.12 

02 

0'^ 

.14 
.63 

.20    .45 
2.60 

.05 

'.'33 

.24 
.11 

.... 

.65 

6.76 

31      •>n 
.01 

11.21 

Meriwether 
Monetta.  .. 
Newberry 

Edisto 

Saluda 

do 

do 

T. 

.... 

1.3(1 

T. 

.09 
T. 

.02 
.16 
.36 
T, 

'f.' 

.61 

.02 
57 

.19 

.21 

.05 

.02 
.05 
.53 
.28 
.18 
.41 

.03 
.10 

.94 

.05 

4.36 

2.05 

.09 

2.55 

.15 

.90 

.96 
..30 
.23 

2.00 
.18 

1.11 

.16 
.36 

.50 
.81 
.46 
1.24 
.35 
.10 

03, 

.08 
1.50 

.22 

.07 
.03 
.03 
.11 

.58 

.48 

'.'i4 

.40 
.44 

T. 

.10 

.32 
.15 
.02 
T. 

'.'61 

'.'26 

.04 

..30 

T. 

.03 

T. 

.91 

.52 
1.44 

.10 
.90 
.26 
.12 
T. 
2.50 

.64 
.86 

.24 
.94 
1.31 

.58 
.50 
.25 

45 

.45 
1.15 

.02 
.35 

.02 

3.23 

.23 

.74 
.10 
.09 
.18 
.16 
1.27 

.20 
.02 
'.'46 

2.' 23 

1.06 
.05 

.28 
.02 

■.■12 
't. 

.56 
■.'05 

.56 
.'08 

'.'63 

.05 
f.' 

7.98 

Pelzerllll 

Saluda 

.26 

T. 

■.'6^7 

8.22 
5.16 

Santnck 

Broad 

do 

Edisto 

Savannah  

Broad 

t. 

f. 

■.'i8 

.02.... 

.20.... 
1.00   .24 
.041  .04 

.02]  .37 
87!  T. 

6.  69  ... . 
.Slj  .43 

15.40 

Spartanburg  ||!1 

Trenton 

8.92 

T. 

.05 

2.  SI 

Walhalla 

.04 

.87..   . 

.19 

.97 

14.74 

Winnsboro 
WinthropCc 

liege 

Catawba 

.65 



6-' 

j 

.06 

'.'55 

1.75 

.25 

.70 

.07 

.43 

.21 

.85 

..35 

.31 

.13 

3.  50  ... . 

9.83 



Except  as  otherwise  indicated,  observations  are  prenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  fur  the 
24-hour  period,  midnight  to  midnight.    *  Preci|)itation  included  in  the  next  following  measurement.    JSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.oi   inch. 

COMPARATIVE  DATA  FOR  AUGUST. 


Temperature.  ' 

Precipitation. 

Average  nnm 
days. 

ber  of 

Si 

Year. 

Temperature. 

Precipitation. 

Average  nuni 
days. 

ber  of 

Mi 

Year. 

'k 

0 

1 

a. 
> 
< 

Average 
days  with 
0.01   iiicli 
or  more. 

>> 

■c 

g 

> 
5 

2 

> 

< 

.\verage 
days  with 
0.01  inch 
or  more. 

5 

si 

a.  0 

0 

>  s 

S'5 

a. 

1887 

77.8 
77.8 
74.4 
77.1 
78.9 
79.5 
77.6 
77.9 
79.4 
80.4 
78.0 
78.7 
81.2 
8.3.0 
78.0 
78.6 
80.6 
77.6 

101 
102 
97 
96 
98 
96 
97 
102 
101 
105 
102 
99 
103 
106 
97 
104 
105 
102 

49 
50 
45 
51 
55 
69 
57 
55 
65 
52 
67 
57 
59 
60 
57 
55 
60 
54 

6.54 
4.63 
6.37 
4.25 
8.79 
4.42 
12.45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 

11 

10 
12 
9 

1905 

77.9 
80.6 
79.4 
78.6 
78.8 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.6 
78.5 
80.2 
78.5 
77.7 

78.8 

107 
100 
101 
100 
104 
101 
104 
104 
109 
101 
102 
100 
102 
106 
103 
100 

109 

46 
60 
54 
49 
53 
60 
51 
54 
56 
56 
52 
58 
49 
62 
53 
66 

45 

5.69 
6.62 
5.41 
9.11 
4.  S3 
6.  (10 
6.05 
3.  69 
3.76 
.5.8S 
7.62 
3.^27 
3.  ■23 
4.45 
5.08 
8.08 

6.13 

11 
15 
9 
10 

8 
10 
12 

9 
9 
13 
14 
8 
8 

9 
14 

10 

15 

13 
12 
15 
11 
10 
16 
15 
9 
11 
16 
15 
20 

13 

8 
17 
13 
11 
12 
12 
15 
8 
9 
15 
11 
10 
10 

11 
12 

n 

8 

5 
8 
4 
8 
6 

7 

9 
5 
6 
4 
6 
11 

7 

sw. 

1888     

sw. 

se. 

s. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

sw. 

1906 

sw. 

1889 

1907 

sw. 

1890 

1908 

6. 

Is9l 

1909 

ne. 

189'2 



1910 

ne. 

1893 

13 
11 
13 

9 
18 
10 

5 
15 
12 
12 
14 

10 
10 

9 
14 
13 

8 
12 
21 

7 
14 
15 
12 

9 
13 
14 
12 

9 
U 
11 

9 
14 
10 

9 

9 

12 
8 
8 
5 
9 

12 
8 
1 

10 
7 

10 

1911 

sw. 

1894     . .      . 

1912 

sw. 

1895 

1   1913 

sw. 

1896 

1914 

sw. 

1897 

1915 

sw. 

189S 

1916 

sw. 

1899 

1917 

sw. 

1900 

1918 

sw. 

1901 

1919 

19^20 

Period .... 

sw. 

1902 

sw. 

1903 

1904 

sw. 

>l 


19 


ifi 


62 


CLIMATOJ.OGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


August,  1920 


Daily  Temperatures  for  August,  1920. 


Stations. 


Enxlern  Portion. 

...      ,  .  )  Maximum  . . 

Allendale (Minimum... 

„,     ,     .,,  i  Maximum  .. 

Blackville j  Minimum . . . 

)  Maximum  . . 

Bowman j  Minimum. . . 

„,      ,     ^  S  Maximum  . . 

Charleston j  Minimum . . . 

„,  i  Maximum  . . 

Cheraw j  Minimum . . . 

„  j  Maximum  .. 

Conway j  Minimum. . . 

„     ,.      .       ,.,,  \  Maximum  .. 

Darlington  S^SS i  Minimum... 

„                ,,,,  S  Maximum  ., 

Ferguson  M i  Minimum.. 

„,  ,  \  Maximum  . 

'"'o'-encel  (Minimum.. 

_         ..  (  Maximum  . 

Garnett i  Minimum.. 

_  .  (  Maximum  . 

Georgetown (Minimum.. 

...        .  )  Maximum  . 

ICingstree i  Minimum.. 

„  ,  i  Maximum  . 

""■'^^ (  Minimum.. 

r-,           ,         .  S  Maximum  . 

Orangebnrgl I  Minimum.. 

T,     ■    T  1      i.t.i  S  Jtaxinuim  . 

Pans  IslandW j  Minimum.. 

„.    r, „  S  Maximum  . 

St-  "eorge  i  Minimum.. 

„.   ,,  ,,,  )  Maximum  . 

St.  Matthews i  Minimum.. 

a ;„.„  u;,] ,!,(  S  Maximum  . 

Society  Hill  W j  Minimum.. 

o                -,,  i  Maximum  . 

finmmervillo j  Minimum.. 

,,,  ,, ,  „ )  Maximum  . 

Walterboro J  Minimum.. 

,,              „  i  Maximum  . 

^'^"""^""'^ i  Minimum.. 

HV.s/«'H  rmtimi. 
.,  \  Maximum  . 

'^""'" \  Minimum.. 

-  )  .Maximum  . 

A'"lP>-son i  Minimum.. 

„  .    ,  i  Maximum  . 

"'^'^^''"'•sr I  Minimum.. 

„  ,,  ,,  ,,  ,t,r  (  Maximum  . 

Callioun  FalHs^ J  Minimum., 

„       3      ,c,c  )  Maximum  . 

Camden  W (Minimum., 

„,  /I  n     „  \  Maximum  , 

Olnmsou  College....  J  jii„i„^j„„^^ 


Columbia 

Greenville 

Greenwood   

Ileatli  Spring 

Kersliaw 

Landrum 


j  Maximum  . 
)  Minimum. . 
i  Maximum  . 
\  Minimum. . 
j  Maximum  . 
(  Minimum. . 
)  Maximum  . 
>  Minimum. . 
\  Maximum  . 
(  Minimum. . 
j  Maximum  . 
'  (  Minimum. . 


T„.,»„„oi5.t  S  Maximum  . 

LaiirenssS* (Minimum.. 

r  ;i  „„t„  S  Maximum  . 

L'''e»^'y (Minimum.. 

Little  Mountain Uif-tZ,: 

M-i-ether !j}f,^~.; 

„       .,  )  Maximum  . 

^'''"•'tta (Minimum.. 

„      ,  S  Maximum  . 

Ne"-'^">-y (Minimum.. 


Saluda 

Santnck  

Spartanburg 

Trenton 

Wallialla 

Winn.sboro 

Winthrop  College  . 


j  Maximum  . 
)  Minimum. . 
)  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
)  Maximum  . 
(  Minimum. . 
(  Maximum  . 
(  Minimum., 
j  Maximum  . 
(  Minimum, , 
(  Maximum  , 
(  Minimum. , 


8' 
68  70 


61  i  63 
82,  71 
73  68 


84  n 

66  60 

79] ... , 

661  61 

8-2,  75 

70|  63 

91  70 

70  63 


84 


70  62 


84 

67]  66 


83 
61   63 


89  86 


69 
86 
61 
86 
0  67 


68  69 


89 


87  90 

69  69 

83  84 

67  66 

83]  84 
73 

961  89 


69  69 
85  85 


72 
89 
71 
921  91 
701  70 
871  87 
731  75 
89  85 


88  86 
66 
86 
70 


86  85 

66  65 

83'  87 

63i  70 

86  83 

64 1  64 

9ll  93 

6-2  63 


88i  92 

70,  (19 

89  88 

75  74 


88  i     90 


87!     91 
70;     70 


85 

68:     72     69! 
78l     81 
68|     69'     69 
85 


65 


83!  87 

67,  70 

85;  89 

651  67 


84i     82 
69     68 


73     71 


85  85 

67l  71 

79[     85,  82:  82 

(ill     661  68'  68 

84'     8fil  80  82 

64  i     66|  68;  69 


88      81 


68      64 

79: 


68     64     65     61 


93'     S5|     82 
68'     65:     62 


82'  S3:  83 

66;  68  60 

86;  85  84 

65'  6S!:  69 

86l  8ll  82 

67j  66[  68 

85  86'  84 


63 1  67 
88:  84 
69:  67 
86l . . . . 
65!.... 


63 

84 
64 
91 
60,     61 

70!  85 
60,     66 

83|....| 
67; ....  I 
82; 


85  88 

67  72 
90  . 

65  65 

86  87 

66  66 
93,  79 
68,  69 

89;  84 

68  68 


91 


89      89 


82,     82 
65      66 


72      83i     85      87 
62      64      65;     70 


81      80 
68     65 


90 


92     93 
69     68 


85 


22 


90      88 


84      84 
69     69 


85     85 
64      68 


85 
73 

88  89 
72 
84 
69 
83 
68 
85 
67 
88 
68 
86 
70 

85 
68 
86 
66 
84 


23  1  24 


69 


25      26 


29 


85      86 
70     71 


89 

70  71 

89l  89 

69  69 


88 
(■ 

89      93 
2      74 


87 


89 

68 

82 

67 

87 

70      691     8" 

88      88 

63     64 


69  69 

81 

69!  71 

86 1  87 


90 

68 

91 

67 

90 

671 

94 

68     70 

841     81 

66      66 


90     85 
69      68 


79  88 
68  71 
86!  87 
72 


36 

68      68 


81 

71| 

ss! 

72 

soj 

69| 
85 
70 
83 
70 
85 
71 
80 
70 

81 
69 
84 
70 
85 
70 


6' 
89 
68 
84 
70 
89     88 


68 


68 


30 


Mean. 


90 
68 
91 

08 
91 
66'  68 
88      91 

68  69 
88:    88 

69  70 
90,  91 
68     68 

'68  "(;■; 

85  90 

68  6 

88  91 

68  71 


^2     81 
68     8' 


89  9? 
68 

90  88 
65  63 


73  68 
82  82 
67      66 


88      81 
70      69 


85      8' 
65      65 


90      92 


87      94 

67;     69 


89      9? 
69 


84      85 
62      64 


91 

82.5 

70 

66.5 

90 

84.4 

67 

67,2 

92 

81.8 

68 

67,4 

91 

"84,9 

71 

"68.2 

■95 

88.' i 

70 

68,6 

96 

'90.8 

75 

68.1 

95 

88.2 

r,8 

67,3 

93 

88.6 

76 

66.  5 

91 

8J.4 

67 

67.  C 

96 

69 

65      65 


Reference  letters  («.  '>.  =).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  '■  represents  two  days  missing,  etc. 
5*  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   Cflt^OLilJSlfl   SECTIOJ^. 
RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXIII.        Columbia,  S.  C,  September,  1920. 


No.  9. 


GENERAL  SUMMARY. 

September  was  considerably  ^Yarnler  than  usual,  with  15 
days  on  which  the  temperatures  ranged  5°  to  11°  per  day  above 
normal.  Precipitation  was  much  above  the  average,  on  the 
whole,  and  very  irregularly  distributed. 

The  month  opened  with  cotton  in  all  stages  of  condition, 
according  to  previous  cultivation,  fertilization,  rainfall,  and  in- 
sect ravages,  with  much  of  the  crop  matured  and  opening  rap- 
idl\',  and  picking  quite  general;   there  was  considerable  shed 


was  badly  distributed  as  to  amount  and  "area;  in  extensive  sec- 
tions of  the  upper  and  lower  coastal  plains,  the  lower  Savannah 
watershed,  and  the  northwestern  edge  of  the  State,  the  amounts 
ranged  from  4  to  nearly  11  inches,  while  in  a  small  area  of  the 
middle  coastal  plain  and  a  large  part  of  the  Piedmont  counties 
the  measurements  ranged  from  less  than  4  inches  downward  to 
less  than  2  inches  in  Pickens  County.  The  greatest  local 
monthly  amount  was  10.85  inches  at  Florence  No.  2  (Pee  Dee 
Experiment  Station,  Florence  County,  and  the  least  local 
monthly  amount  was  1.81  inches  at  Liberty,  Pickens  County. 
The  great(>st  24-hour  rainfall  at  any  station  was  4.05  inches  at 
Florence  No.  2,  Florence  Comity,  on  the  29th  and  30th.  The 
number  of  raiiiv  davs  was  nom^.al. 


WIND. 

The  prevailing  wind  was  from  the  northeast, 
hourly  velocity,  deterniined   from   8  anemometer 


J'he  average 
records,   was 


ding,  boll  rot,  and  rust,  with  steady  deterioration  as  the  month  j  0.5  miles.  The  highest  average  velocity  was  9.1  miles  per 
advanced;  weevil  and  other  insect  damage  increased  in  the  ,  hour  at  Chaileston  ;  the  lowest  average  was  4.1  miles  per  hour 
central  and  southern  counties  to  such  an  extent  that  little  or !  at  Charlotte.  N.  C,  and  in  the  Section  proper,  5.4  miles  per 


no  top  crop  could  be  expected  in  those  sections,  on  the  whole. 
The  intermediate  and  late  corn  crops  maintained  generallj'  sat- 
isfactory condition  throughout  the  month,  and  sweet  potato 
l)ro«pects  improved  with  the  drier  weather  after  the  first  de- 
cade. Peanut  harvest  progressed  slowly,  with  satisfactory  re- 
sults. Apples,  pears,  and  grapes  were  fair  to  good.  Field  and 
garden  truck  became  rather  scarce  during  the  relatively  dry 
weather  of  the  middle  of  the  month.  Sorghum  and  cane  mo- 
lasses of  fine  quality  appeared  on  market  during  the  first  week. 
.  Peavine  and  forage  harvests  progressed  during  the  month  under 
generally  favorable  conditions,  .vitli  good  yields.  Outdoor  op- 
ernt'ons  Avere  practically  suspended  by  the  rains  on  the  29tli 
and  30th.  " " 

PRESSURE. 


hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  38  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on 
the  30th,  and  in  tlie  Section  proper.  2i)  miles  per  hour  from 
the  northeast  at  Charleston  on  the  20th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  anto- 
nintic  records,  was  235.4  hours,  or  (53%  of  the  possible  amount. 
The  avtM-nge  number  of  clear  days  was  Ifi:  partly  cloudy,  8, 
and  cloudy.  6,  as  against  normals  of  15,  S,  and  7  days,  re- 
spectively. 


The  mean  sea-level  pressure,  determined  from  reports  o 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec-  jtlie  18th, 
tinn,  was  30.01  inches.  The  highest  pressure  in  tlie  region  iinniith. 
covered  by  reports  was  30.23  inches  at  Charlotte,  N.  C.  on  the  j  low. 
21st,  and  in  the  Section  proper,  30.21  inches  at  Columbia  on  \ 
the  same  date;  the  lowest  pressure  was  29.33  inches  at  Wil- i 
mington,  N.  C,  on  the  30th,  and  in  the  Section  proper,  29.44 
inches  at  Charleston  on  the  same  date. 


RIVER  CONDITIONS. 

Incident  to  the  August  rains,  flood  stages  continued  in  the 

Snntee  River  at  Rimini  until   the   14th,  and  at  Ferguson,  until 

but   the  river  continued   high   until   fhe  close  of  the 

The   remaining  rivers  of  the  Section  were  relatively 


♦"' 

MISCELLANEOUS    PHENOMENA  (  dates  1. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  75.5°,  or  1.5°  above  the  established 
normal.  The  highest  temperature  was  1C'0°  at  Garnett,  Llamp- 
ton  County,  on  the  2d.  The  lowest  temperature  was  46°  at 
Darlington,  Darlington  County,  on  the  30th.  The  warmest 
periods  were  on  the  1st  and  2d,  from  the  10th  to  the  14th,  and 
from  the  23d  to  the  28th.  The  coolest  periods  were  on  the  3d 
and  4th  and  at  the  close  of  the  month,  when  a  marked  break 
to  lower  temperatures  occurred. 


Fog,  7)c«.sr'. —Bowman.  25,  26;  Calhoun  Tails,  15;  (~;hnp- 
pells.  6;  Charleston.  26;  Edisto.  25;  Florence  No.  2.  25,  26, 
27,  28,  2i»:  Kingstree,  8,  29;  Paris  Island,  27;  Rimini.  25; 
Santnck,  15. 

//rr//.— Monetta,  28;  Saluda.  2;  Walhalla,  9. 

Hdlo.^ — Solnr:    Columbia,  7,  13;  Greenville,  14,  15. 


ERRATA. 

Ari.T-ii",  1920.  — Columbia :  Wiiiil  toxt.  •5th  line,  .5.-1  .^lioulil  bo  5.3:  misoellanonu.s 
tabic,  avpiiigp  wiml  velocity  should  he  5.3.  and  mean  relative  huuiiility.  S  p.  m..  shnuld 
be  77. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  th(>  Sec- 
tion, was  asfollows:  8  a.m.,  85%;  noon,  61%;  8  p.  m.,  76%. 
The  highest  percentages  occurred  over  the  extreme  northwestern 
and  extreme  eastern  counties,  and  the  lowest,  in  the  west- 
central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was 
5.42  inches,  or  1.48  inches  above  the  established  normal.  There 
were  five  fairly  well  defined  periods  of  rainfall.     Precipitation 
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Ptiitions. 


Knatei'ii   Povtimt. 

Allfiuilale  

Blackville 

Bowman 

Oharlestoi) 

Cheiau' 

Conway 

Uarlinston 

Kdisto 

HUnisliiiiii 

Ferguson 

Florence  1 

Floreiioe  '2 

Ganiett 

(ieorgetown 

Kinsstreo 

Oaks 

Orangeburg  1  . 
Orangeburg '2... 
Paris  Islanil.  . . . 

Pinopolis  " 

Rimini 

St.  (ieorge 

St.  Mattliew 

Society  Hill 

Suninierville 

Wiilterboio 

Whitehall  (near) 
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Anderson  
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Hhiirs 
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Catawba 
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Columbia 


Eiigelield 

Gaston  Shoals  tt. 

Greenville 

(ireenwood 

Heath  Spring 


Santuol' 
Spartanburg 

Trenlon  

Walhalla 
Winnsboro 
Winthrop  College  tt. . 

Division  means  and 
Section  means  and 


The  departures  from  the  normal 
deterniiuing  section  or  division  mea 

t  Also  on  other  dates.    TT  Receive - 
puted  from  observed  readings,     tt .  

■V.  Precipitation  is  less  than  0.01  inch  of  ram  or  melted  snow 
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K.xcept  as  othprwise  indicated,  observations  are  g-enerally  made  late  in  the  afternoon,  near  .snnset,  and  precipitation  recorded  is  for  the  24  honrs  eiKling  at  the  time  of 
ohseivation.  |!||  Precipitation  meiisiired  in  the  inoniinsr:  amomit  then  recorded  is  for  the  prepedinB-24  honrs.  ***  Repnlar  Weather  Bureau  -taUon:  jirpcipitation  is  for  the 
24-lionr  i>piiod.  midnight  to  miihiiffht,    *  Precipitation  incUiited  in  tlie  next  following  measurempnt.    tSpparate  dates  of  falls  not  recorded.    T.  'I'racp.  or  Ipss  than  O.oi   im 
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Precipitation. 
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99 
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45 
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39 
46 
50 
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43 
43 
35 
40 
36 
45 
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1.91 
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5.91 
2.86 
3.74 
3.10 
3.33 
5.91 

4.  66 
3.  63 
2.38 
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5.75 
,3.87 
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Stations. 


Allendale  . . . 
Blarkvillp... 

Bowman 

CluuiPstoii  .. 

CluM-au'  

Conway 


Edxterii  I'diiioii. 

\  Maxinunn  . . 
(  Miniimim. . . 

)  Maximum  . . 
■•  (  Miiiiiiium. .. 

)  Maximum  . . 
•  ■  )  Minimum. . . 

i  Maximiun  . . 
••  I  Miuimuni. .. 

\  Maximum  . . 
■  •  *  Minimum. . , 

\  Maximum  . . 
'•  ■  I  Minimum.. 


.,     ,■      ^      ,i,t  '  Maxiiiuuii  . 

Darlington  S'^S^ /Minimum.. 

.,,,  )  Maximum  . 

(•crgusoilSS'!. i  Minimum.. 

)  .Maxinuim  . 

'' ''»re"''e  1   )  Mininuun.. 

_          ^.  )  Maxinunn  . 

Oaniett ,  Mi,iii,u,i,i. . 

)  .Maximum  . 
(icnrifetown (Minimum.. 

\  Maximum  . 
K">KSl.ree /Minimum.. 

\  .Maximum  . 
*''^"' /  .Minimum. . 


Oraugeburg  1..  . 
Paris  Islands^sV  . 

St.  Goorge  

St.  .Matlliews  .. . 
Society  Hill  W.. 
Snnunei'ville  . . . 

\\'alleilioro 

YlMHllSSCP 


\  .Maxinunn  . 

(  .Minimum. . 

)  Miixinunii  . 

/  Mininuun. . 

)  .Maximum  . 

/  Mininuun.. 

(  Maxinumi  . 

(  Mininuim. . 

)  .Maxinunn  . 

/  .Mininuun. . 

)  Maximum  . 

/  .Mininuun. . 

)  .Maxinunn  . 
'  I  Mininuun. . 

S  Maxinunn  . 
•  I  .Minimum. . 


Aik 

rtU 

Mat 
Cal 
Cai 
r,\ 


HV.vVcni  I'liiliiiii. 

\  .Maxinunn  . 
/  .Minimum. . 

\  .Maxinunn  . 
/  MiainuHU. . 

\  .Maxinunn  . 
(  .Mininuun. . 

)  .Maxinunn  . 

(  .Minimum. . 

)  .Maximiur  . 

/  Mininuun. . 

j  Maximiun  . 

I  Minimum., 


l-'all 

1   Coll 


iW. 


Columbia  . . 

Oi'penvillc . . . 
'iit'iniwood  . 
Ilralli  Sprins 
Iversha  w  . . . . 
I.nnilrnm  . . . . 


Lauren.'iW 

LilH'rty 

IJllle  Mo\uUniu  . . . 

Mc'iiwi'lluu'  

Mnnetta 

New  liiury 

Salnila  

Santucl; 

Sparta  nliurg 

'I'riMUon 

Wallialla 

Winnslioro 

Wiiithrop  College  . 


)  Maxinunn  . 
/  .Mininuun. . 
\  .Maximum  . 
/  .Mininuun. . 
\  Maxii'uun  , 
/  Mininuun. . 
\  Maximum  . 
/  .Minimum. . 
\  Maximum  . 
)  .Minimum. . 
S  Maximum  . 
(  .Mininuim. . 

)  Maximum  . 

•  '  Minimum. . 
\  Maximum  . 

■  /  Minimum. . 
)  Maxinnim  . 

■  I  .Miiu'nnun. . 
\  Maxinunn  , 

■  /  .Mininnun. . 
\  Maximiun  . 

■  '  Minimum. . 
^  .Maximum  . 

■  '  Minimum. . 

\  Maximum  . 

■  '  Minimum. . 
\  Maximiun  . 

■  '  .Minimum. . 
\  Maxinunn  . 

•  '  Miin'mum. . 
)  Maximum  . 

■  /  Minimum. . 
(  Maximum  . 

■  /  .Minimum. . 
)  Maximum  . 

■  '  Mininuun. . 
\  Maximum  . 

■  /  .Minimum. . 


Daily  Temperatures  for  September,  1920. 


19     20 


25 


28 


90  '»\  85| 

71  67^  63, 

95      96  7S;  82j 

70      72  6H  63! 

95|     94  851  80 

CHi     68  66]  "' 
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82|     8;i' 


77      69|     66 

93 


70      681 
94      H5 


7.5      70 


85 
66'  65 
78  811 
65      64 
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661 
821 
64 1 
79| 
631 
81 


65  62 

87  83, 

70l  63l 

78  86' 

09;  C4l 


65,     64      62 


76  79 

66  63 1 

h2\  82 

71 1  66 


89 
661 
91| 
65' 
901 
61 
88 
71 
9l! 
65 
>>9 
70 

82 
64 

88 

591  67 

85  88 

64  67 

90  93 

05  68 

891  86 


901 

671 

69, 

88; 

62 
821 
75 
93 
65 
89' 
69! 


67     67 


90 


89 


881     89     90      93|     94 


701  71  6. 

92  i  90  921 

081  69,  W\ 

89  90i  9l' 

621  64;  65 

861  93:  88 

71 '  75?!  71 


94|  91 

66|  67 

88  9ll     90 

70  70i     ti8 


92- 

67,  67 

91  90 

69  70 


89!     85 


76     80 

64      66 


65 

911    "<» 
661    69 


90;    8' 
651    68 


69  73 

92 1  93 

69:  71 

92!  93 

65l  66i 

951  95 

77  76 

98  95 

65'  65 

95!  94 

73'  71 


65 


90!    90     95'     93 


69|  65 

89i  90 

69  65 

88l  94 

691  S5 

92!  94 

711  67 

90!  90 

70!  68 

90  91 

70'  67 


90 

68 

90      93      95 
08     47      74 


6: 


701     69 
9.il     93 


961     94 


88'  88     90 

65l  68     68 

...i  84 

...!  64 

871  87 


64  67 
85  89 
01      62 


801    81 
63     03 


80 
63 

87 

65'  671 
841  87l 
63!  631 
79!     82; 


69      66 

86;     85 

68 

89 

r: 


72 

70 

66 

62 

77 

67 

63 

60 

75 

69 

65 

60 

59      61 


79     81 
63     64 


65     69 


88 
611  65 
SS;  DO 
fiO  63 
85l     84 


6fi| 
83!  8fi 
73|  66 
79  82 
63      59 


63 


89  91 

68'  6K 

85  84 

661  <>'"' 
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68  66 

85  92 

61  61 
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70  69 


88   89 
66  6 


68 


84 


831  90 


72 
90 
65 
85 
66 
80 
70 
90 
65 
85 
691  58 


881  85 
67 


641  65 

83  80 

70  70 

93  89 

63l  52 

83  81 

66  60 


89  85 
6;1  68 


8' 
65 
8' 
67 
85 
61 
85 
60 

62   64 


86  85 
65  68 


88l  9'^ 
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90 
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871 
67|  61 1 
SR  90; 
06 1  62 


82 


83 
67 
87 
66 
88 
70 
82 
68 
84 
69 

"69 

86 
66 
85 
70 


85 
58 
83 
60  65 


82 

55  53 


85  90 
63  04 


85  80 
69  62 
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80  86 


86  80 
65  64 




'86  "88 
67  65 


67  65 


91 
68 
8' 
59 
84 
68 
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6' 

88 
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88  89  92 
62   64,  70 
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85 
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89  83 
58  60 
81 
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87 
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61 
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61 
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89.  88 

70l 
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91 

85 

66 

67 

65 

84 

70 

68 

68 

65 

63 

90 

82 

78 
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69l  71 
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64   66 


82   R.3 
68  69 


86  89 
68   66 


82|  72 
701  55 


69 
...   44 

85  69 


70 

86;  86; 


68  661 . 
83,  71|. 
66!  56' . 

,871  '8' . 

7,51. 

78  . 

69;  70|  67. 

'67J"68|"57|! 

90  851  79I . 
67|  65  .59; . 
90'  851  76'. 
08  . 


72 


73| 


871  90,  80 . 


92;  80; 

70! 


66'  65! . 

851  711, 
68  56 


89  90  82  71 
67  65  65  66 


86  83 
68   6P 


86   92 
67  70 


84   87 

64   67 

8n|  83 

5' 

79 

59 

82 

59 

79 

60 


80|  90 
641  6i 
86 
66 
81  86 
65  66 
90  87 
73I  67 
821  86 
69 


63 


92     92 

07     63 


Mean. 


Re  fere  nee  letters  (».  •' 
<ivS  Instruments  are  read  in 


)    aPDearin-  iu  the  table  indicate  number  of  days  missing:  For  example.  »  represents  two  days  missing,  etc. 
the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL,  SUMMARY. 

Tlie  niontli  of  October  was  warmer  tlian  usual.  The  pro- 
longed warm  period  from  the  llth  to  the  28th,  when  the  daily 
mean  temperatures  ranged  5°  to  1-1°  above  norma],  materiall3' 
offset  the  cool  periods  of  the  first  nine  and  last  three  days  of 
the  month,  when  tlie  dail.v  means  ranged  5°  to  17°  below 
normal.  Precipitaticm  was  much  below  the  a\'erage,  but  two 
previous  Octobers  during  the  last  34  years  having  lower  average 
amounts. 

Outdoor  work  was  resumed  after  the  rains  of  tlie  latter  part 
of  Septenil)er  and  continued  througliout  the  month  with  but 
little  interruption.  Astiie  montii  progressed,  however,  the  soil 
conditions  for  plowing  became  unfavorable,  and  sowing  of  oats 
and  rye  was  d(>layed  incident  to  dry  weather.  Cotton  reached 
practical  maturity  by  the  close  of  tiie  month,  and  the  weevil 
toll  for  the  season  had  about  been  taken ;  picking  was  hampered 
to  some  extent  by  labor  shortage,  but  the  results  have  exceeded 
expectations  in  many  parts  of  the  State.  Corn  and  peanut 
harvests  were  carried  on  during  the  month,  with  satisfactory 
yields.  A  good  sweet  potato  crop  was  in  sight  at  the  end  of 
the  month.  There  was  little  or  no  frost  damage.  All  late 
truck,  gardens,  and  pastures  were  in  need  of  rain  at  the  close 
of  the  month.  Cane  and  sorghum  sirup  of  fine  quality  and  yield 
was  being  made.      Fall  apples  of  good  quality  were  on  market. 


riods  and,  in  amount,  ranged  downwaid  fros.i  over  2  inches  in 
the  interior  to  less  than  one-tenth  inch  in  ChadeH'.cn  County. 
The  greatest  local  monthly  amount  w^^,;?  2.44  inches  at  Kings- 
tree,  ^^'illiams!Hlrg  County,  an<l  the  least  local  monthly  amount 
was  O.OG  inch  at  Charleston.  'The  grei  test  24-hou:-  amount  at 
any  station  was  1.70  inches  at  Chappells,  Newberry  C:iunty,  on 
the  27th.  The  average  number  of  raii^'  days  w£3  57%  below 
normal  an<l  was  the  least  of  record. 


WIND. 

T!ie  prevailing  wind  was  from  the  rortneast.  The  average 
hourly  velocity,  determined  from  S  ancniOKieler  recor<ls.  was 
(5.1  miles,  'j'he  highest  average  velocity  in  the  rogic^n  cov<'r<«l 
by  reports  was  9.3  miles  per  hour  at  Savannah,  Ga.,  and  in  the 
Section  proper,  9.1  miles  per  hour  at  Charlef^ton  ;  the  lowest 
average  velocity  was  3  6  miles  per  hour  at  Charlotte,  N.  C^  ,  and 
in  the  Section  proper,  5.1  miles  per  hour  at  ColuTiibia.  The 
highest  velocity  for  any  5-minute  perio<l  was  31'  miles  per  hour 
from  the  southwest  at  Savannah,  (Ja..  on  the  27th,  and  in  tlie 
Sectinii  proper,  29  miles  per  hour  from  the  soutiiwest  at 
Charleston  on  tlie  saine  date. 


PRESSURE. 

The  niean  sea-l(>ve]  pressure,  determined  from  repoi-ts  of 
^  regular  Weatlier  l?ureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.16  inches.  The  highest  pres.sure  in  the  region 
covered  by  reports  was  30.57  inches  at  Asheville,  N.  C  on  the 
3!)th,  and  in  the  Section  proper,  30.49  inches  at  Columbia  on 
the  same  date;  the  lowest  pressure  was  29.06  inches  at  WW- 
niington,  N.  C,  on  the  1st,  and  in  the  Section  proper,  29.74 
inches  at  Charleston  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunsiiine,  delermined  froii'  S  auto- 
matic records,  was  2.S3.5  hours,  or  Sl%  of  the  possible  amount. 
The  average  number  of  clear  days  \\as  24;  partly  cloudy.  4, 
and  cloudy.  3,  as  against  normals  of  17,  7,  and  7  <lsi\^,  re- 
spectively. 

RIVER  CONDITIONS. 

l!un-off  from  late  September  rains  was  att.>_'..'jpd  by  mod- 
erate Hood  stages  in  the  Santee  I'iver  at  Rimini  ;..".til  the  "jth, 
and  at  Ferguson,  until  the  9tli.  Otherwise,  tht-  riveisof  tiic 
Sectirm  were  comparatively  low. 


TEMPERATURE. 

The  monthlv  mean  for  the  Section,  determined  from  re- 
Irtirts  of  37  stations,  was  61.1°,  or  0.5°  above  the  established 
normal.  The  highest  temperature  was  92°  at  Oaks,  George- 
town County,  on  the  I  3th,  and  at  Cheraw,  Chesterfield  County, 
and  Georgetown,  Georgetown  County,  on  the  23d.  There  was 
an  extended  warm  period  from  the  llth  to  2sth.  The  lowest 
temperature  was  25°  at  Wallialla,  Oconee  County,  on  the  30th. 
The  cool  periods  were  during  the  first  9  and  the  last  3  days. 
Light  frosts  occurred  in  the  extreme  northwestern  counties  at 
intervals  from  the  2d  to  the  Sth,  and  heavy  to  killing  frosts 
were  quite  general  over  the  State  on  the  29tii,  30th.  and  31st. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, Avas  as  follows:  S  a.m.,  f^2%  :  noon,  47%;  8  p.  m..  66%. 
The  greatest  percentages  occurred  over  the  southwestern  coun- 
tips,  and  the  lowest,  over  the  northern  interior. 


MISCELLANEOUS    PHENOMENA  (dates). 

F  f/.  /V//.xr. -Charleston.  12.  21);  ICdisto,  19.  20.  25;  Gar- 
nett.  12.  13,  15:  Georgetown,  12,  19.  20.  '_'1,22;  King'^tree. 
12.  i:".,  20.  21  :  Paris  Island,  12;  Rimini,  20;.  ^"ema-s.■e,  12,  21  . 

/•Vo.^:^■;■,  ]:/I!iiiq.  iiiniilxr  (if  ■•^Infinux  rrixuiinf/. — 29th,  2:  ''0th. 
17:  31st,  1.         ' 

If(iln>< — Lmiar:  Colimdiia.  24,  2i') ;  Liberty,  26,  3)1;  San- 
tuck.  25,  31  :  ^^'alllalla,  19.  Snlnr:  Charleston,  31  ;  Columbia, 
3,  5,  18,  31  :  Greenville,  18.  21,  31. 

Thmirlers/oniis. — Columbia.  6;  Garnetl,  6,  27:  ^loneUa,  6; 
Saiiiuek.  27. 


ERRATA. 

Sii-   KMi'.KT!,  1020.— Flnrriifi'  Xn.  2:    N"\iiiihor  uf  ilc 
(;ooi-g:rto\Mi:    Total  rainfall,  pagp.s  (in  uml  r.'.i.  ^l)olllll 
iioriitiirp.  page  6S,  shouM  bp  75.1. 


t  a^p  (■>>-.  >li(>ulil  111 
wi^r.'iJirwi  :    Mciiii  i 


PRECIPIIATTON. 

The  average  for  the  Section.  53  stations  reporting,  was 
'^.7fi  inch,  or  2.29  inches  below  the  established  normal.  The 
ight  precipitation  was  confined  principally'  to  three  short  pe- 
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Division  means  and    .'Xtrenie 


U'fi'tfni  I'lirlioii. 
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Catawba  
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Creenwood 

Ili^ath  Spring  . . . 


ICersliaw  

Landrum 

Laurens 
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IM vision  means  and  [extremes  . 
.Section  means  and  lextremes. 


Climatologrical  Data  for  October,  1920. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches.    tNnmtier  of  days. 


0)  r 


=  C,      I      >J 


i       r>      1       ts      (   t-       I 


186 

39 

■29<i 

37  1 

160 

20 

48 

49 

144 

39  j 

25 

32 

175 

25 

148 

23 

106 

30 

6.3 

35 

l:16 

39 

1.<J6 

5 

82 

2 

1-2 

28 

54 

39 

'64.1  I 
64.0  ! 
63.4 
67.5 
64.6 

C.5. 3 
«64.3 


6.3.1 


-0.7  . 
-0.4 
-0.8 
+0.4 
+3.0 

+  1.1 
+0.<) 


-0. 


66. 0  I   -t  2.  4 


264 

4i 

13 

36 

54 

72 

97 

6 

109 

39 

62 

39 

192 

30 

75 

23 

69 

18 

13 

1 

24 

32 

64.7 
66.9 
63.2 


63.5 


69.1 
6.3.0 


+0. 5 
-0.il 


+  1.7 
-1.2 


.52/ 

59 

764 

25  . 

6511 

37 

293 

16  ' 

508 

22 

222 

73  ' 

562 

15 

402 

16 

8.50 

29 

351 

34 

6 

680 

18 

1039 

37 

671 

37 

568 

19 

500 

4 

1063 

5 

!  589 

2 

9(K) 

21  j 

1  711 

28 

450 

IS 

400 

13 

502 

17 

I  8.50 

17 

536 

19  1 

64.8  I  +0.9 
"63.  8  i  H  2. 0 
65.8  !   -0.9 


65.0       'O.S 

65.4  I  +2.1 
'64!«Y  +  i'5 
'(;i.'6  j'. 


60.  4      -0.  9 
64.8  :   4  0.8 


»S6 
88 
IIU 
84 
92 

88 
'OO 


85 
92 
86 
92 


8S 
SO 


89 


tlO  1 
tl6  ! 

I?  I 
Id 
23  ! 

13 
13 


17 

'-! 

■fiiV' 

23  I 

IT 

13 

26 

'ti-j' 

t  5 


33  : 

30 

33 

31 

31 

29 

45 

30 

29  ' 

30 

33 

"30 


31 
32 
33 


30 


42 

38 


30 
30 


3ti 

30  , 

■{30 
30  1 

30  j 

29 

30 


40 
32 


tl9  ,  30  1  30  ]  41 
14  I  31  ■'  t3(t  I  ".39 
17  I       33         31   i     36 


SH  16         32  I     t30  :     45 

92       113         29         30  ;      19 


87  ,   in 

87  i       10 
87  \       12 

'ssT'tiiT 


63.0 
63. 2 

61.6 


+3.1 
+  1.2 

+3. 1 


512 
875 
620 
1061 
545 


63.  8  I 

fi'^-S  i 

60.  0  i 

62.4  j   +1.0 

63.8  I  -0.3 


65.1   i   -i-1.0 


80 
86 


84 
83 
86 

S7 
87 
^5 
85 
82 


88 
86 


690  :  21 


60.6 

-0.9  1 

84 

62. 3 

+  1.5 

85 

65.  4 

+  1.1  i 

"90 

62.2 

+2.3 

87 

64.3 

+  2.4 

87 

63. 2 
64.1 


+  0.9 
+0.5 


90 
92 


10 

12 

Tl2 

Til 

tlO 

12 

til 

Tl3 


tn 
II 


11 

tl2 

11 

t5 

■ti2 

11 
tl3 


37 

1 
29 

34 

t30 

37 

30 

si 

... 

' ' '30' 

1 

29' 

::;::-| 

36 

30  j 

1 

1 

40 
"43 
42 


36  1  29 
:'.6  ,  :10 
32  I      30 


32 
31 
2S 
311 
.35 


26 


i;  a 
5  O 


.5  o 


(Mtservers. 


'39 

1 
1.40 

42  i 

0.50 

44 

0.88 

28 

0.06 

46 

0.58 

37 

1.33 

'■40 

0.  80 

1.43 

0.64 

4? 

0.84 

40 

0.82  1 

0.17  \ 

49 

0.73  ; 

40 

0.20 

35 

2.44 

M2 

0.40 

1.38 

0.90 

2.48 

0.25 

1.87 

0.4 -I 

3.87 

0.04 

2.27 

0.58  1 

2.17 

1.00 

2.  .54 

0.45 

0.94 

0.89 

-2.  41 

0.60 

-2.15 

0.32 

-1.30 
-1.95 


-3.48 
-0.  40 


1.16 

0.41 

0.31 

-3.01 

0. 22 

-2.  91 

0.88 



0.54 

0.15 

0.41 

0.20 

0.80  I 

0.30 

0.68 
0.40 
0.  30 
0.12 
0. 46 


0.81 
0.81 
0.15 

11.  3i' 
1..59 


1.  10 
0.19  i 
0.72  I 
11.49  i 
0.32 

1 
0.65  i 
1.27 
1  70  1 
0.28  ' 
0..58 


-1.88 
-2.32 
-3.  79 


-1.34 


0.47 
0.28 
0.13  ^ 

o.'si 

0.91 
1.C0 


-l.,V,  !  0.61   ' 

-2.67  I  0.19 

-2.53  !  0.49 

-2.21   ;  0.28 

-2.  .53  I  0.32 

-2.03  '  0.30 
-2  36  1  0.70 
-1.11  I  1.70 
-3.06  ;  0.28 
-2.27  '  0.42 




l.:!3 
0.30  1 

33 

0..53 

36 

0.65  1 

41 

\.-,T, 

40 

l.,52 

48 

0.31 

45 

1.19 

38 

1.63  ; 

33 

P.  80 

'41' 

•■o:62i 

0.70  I 

, 

0.76  1 



0.66  ' 

46 

0..57  i 

40 

0.14 

■•37 

0.75 

:i 

0.80 

-2.  49 
-2.  43 
-2.17 
-1.08 


-2. 13 
-2.21 


-2.  05 
-■'.  55 
-2.38 


0.90 
0.29  ■ 
0.  53 
0.65  ! 
1.35  ' 

0.99 
0.31 

i.m 

1.60 
0.80 


0.39 
0.  60 
0.  76 
0.  :'S 


39 


48 
49 


.57  i  -2.68  0.  .57 
-2.53  i  0.14 
-2.55  i  0.70 
-2.16  ,  0..59 

0.21      -2.70     0.  16 


0.77 
0.  76 


-2.21   ;   1.70 
-2.29      1.70 


0 

•> 

0 

2 

(1 

3 

0 

1 

17  1  12  < 

21  !  10  ; 

18  II 


0       3  i  23 

0  '     3  i  26 
0,4' 
0       3 
0       3 


28 

1 

20 

11 

17 

10 

27 

4 

26 

^ 

29 

1 

26 

1 

28 

2 

19 

6 

23 

8 

0 
0 
0 

0  . 

ft ; 

0  1 

0  i 
0 
0 
0 


2  ,  25 


3  ,   19 


0 

0 

27  ! 

0 

2 

0 

9 

29 

0 

1 

24  j 

0 

2 

i 

0 

2 

26  j 

0 

2 

24  1 

2 

n. 

I 
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4 
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1 
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U 

nw. 

0 

0 
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R.  B.  Nance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebanm. 
D.  C.  McCall. 
Nathan  .lenkius. 
Wm.  B.OillespiP. 
Henry  C.  Savage. 

H.  K.  Gilbert. 

Pee  Dee.  Experiment  Sta. 

Maner  B.  Kobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 

l'..s.  Fisheries  Station. 
State  A.  and  M.  College. 
U.S.  Marine  Corps. 
Miss  K.  P.  Kavenel. 
William  B.Wolfe. 
!  John  W.  Davis. 

Miss  Frances  «l.  Antley. 
A.  H.  liogers. 
E.  P.  Lawton. 
J.  N.  I'rank. 
Combalire  Company. 
W.  C.  Ilutson. 


Frank  H.  McCoy. 
II.  H.  Russell. 
H..1.  llite. 
.1.  N.  Owens. 
L.  .M.  Parker. 

Henry  A.  Broun. 

.lames  ('.  Paris. 

.1.  .1.  Murran. 

Prof.  F.  H.  II.  CaPioMii. 

I'   S.  Weather  Burciiii. 

.1.  \.  Townsend. 

S.  C.  Lt.,  Power  .»  l!y.  Co. 

U.S.  Weather  Bureau. 

M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

John  W.  Hamel. 

K.  Hartwell  Wilds.  I>  D.s. 

Perry  .\.  Simpson. 

John  T.  Boggs. 

J.  M.Sease.  .M.  D. 

Jlrs. 'Marie  R.  Mid.llelon. 
Joseph  M..lolinson. 
Warren  G.  Peterson. 
Joshua  Y.  .lones. 
Mrs.  F.  V.J.  Maxwell. 

K.W.  Jeter. 
F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.Brandt. 
Rev.  Oliver  .Johnson 
\V,  P.  Goodman. 


determining  section  or  division  means.     Rf  "P"f  .^^"X  *'•  Ve ans^S^^^^^^  Temperature  data  are  from  observe,!  readings  of  the  dry  bulb:  means  are  eom- 

p.lte^lr,;;  "otfr^^eT^eactln'r'nlo^t'^ffi'VXei^^e^  or  -^'^i^'-  '■^'""--  "^  ^^--"  ^'-'"^  Hlacksburg:  of  W.nthrop  College.  Hock  H.ll. 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


*.^SS 


October,  1920. 


CLLMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily 

Precipitation  for 

October,   1920. 
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Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  stnisi't.  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
oliservation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  llie  preceding  24  hours  ■***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
-24-hour  period,  midnight  to  nn'duight.     *  Precipitation  ln<dnded  in  the  ne.xt  following  measurement      tSeimrate  date-  of  falls  not  reconled      'I'    Trace,  nr  less  fhiinOm    inch. 


COMPARATIVE  DATA  FOR  OCTOBER. 


Year. 


Tempei'atuit^. 


1887 
t8»S 
1889 
1890 
1891 
18»2 
1893 
1S94 
1895 
189(1 
1897 
1898. 
1899, 
1900. 
1901. 
1902. 
1903. 
«904. 


Precipitation. 


f.L4 

9J 

30 

5^3 

SS 

31 

60.8 

8S 

6;i.o 

90 

22  i 

60.2 

92 

28  1 

6:^.8 

89 

27 

64.4 

90 

25 

64.2 

98 

:i3 

61.3 

95 

28 

6L3 

91 

28  ! 

65.8 

96 

:!5  1 

62. 9 

90 

28  1 

64. 2 

91 

:'.4 

67.0 

95 

33 

02.4 

92 

29  , 

63.  2 

95 

30 

62.0 

93 

25 

fi'2.  4 

98 

26 

5.96 
4.18 
1.  65 
4.06 
1.6:! 
0.60 
4.92 
4.95 
1.15 
1.41 
3.  23 
3.  82 
5.011 
■■',.  65 
0.  S9 
4.40 
2.  63 
1.10 


8 
3 


Average  u  u  m  be  r  of 
days. 


IS  ; 
20 
20 
15 
14   I 

14   I 

I''  ; 
22 

19   i 
18 
23  I 


■5!.i 


n  ^^ . 
lie. 


5 

lie. 

4 

ne. 

8 

ne. 

9 

ne. 

9 

ne. 

10 

ne. 

11 

ne. 

■i 

ue. 

Year. 


Temperature.  Precipitation 


1905 64, 

1900 61, 

1907 61. 

190s V.J 

liKIO I  61. 

1910 1  (iC. 

191 1 I  67. 

1912 I  6.5. 

1913 I  62. 

1014 64. 

1015 I  67. 

1916 !  64. 

1917 I  .59. 

1918 67. 

1919 7:i. 

19-20 64. 

Period '  63. 


'.0 


93 
90 
91 
89 
96 
100 
99 
94 
95 
92 
93 
92 
90 
93 
101 
92 

1H1 


22 


M      I  Skf^X  i 

"       i  s  >  "  r 


.\verage  11  u  m  b 
days. 


1.97 

6 

15 

6 

■',.  69 

7 

14 

6 

0. 7:1 

:! 

19 

7   I 

4.22 

6 

19 

6  1 

2.  43 

5 

23 

5 

4.  :?9 

0 

20 

7 

.5.89 

s 

12 

9 

2.21 

'1 

IS 

4 

3.  56 

6 

19 

6 

:^.44 

8 

13 

7 

4.95 

8 

IS 

7 

2.54 

,1 

16 

7 

I..-1O 

4 

23 

5 

:i.  75 

5 

15 

8 

2.  53 

5 

13 

10 

0.76 

2 

24 

4 

3.  05 

2 

17 

7 

10 

ne 

11 

lie 

.*> 

i» 

(i 

IIP 

:! 

ne 

4 

ne 

10 

ne 

9 

ue 

ne. 
ne. 

HP. 

sw. 
ne. 
sw. 
ne. 


i6 


ClAM  ATOl.OGlOAi;   DATA  ;"  130UT11 .  CA  ItULLN  A    SECTION. 


October.  1V)20-.- 


Daily  Temperatures  for  October,  1920. 


Stations. 


1   2 

' 

4 

5 

11      12 


13      14      1.^ 


21      22 


24 


2S 


30      31 


Jlean. 


,   ,  i  MaKimuiii  . . 

AlI'Mulule  t  Minimum... 

)  .Maximum  .. 
iSI:ifkviH<> (  Miuimuin. . . 

)  Maximum  .. 
■••""inaH (Minimum... 

S  Maximum  . . 
Oltariostou (  Minimum. . . 

*  .Maximum  . . 
<''"*'->w  (Minimum... 

)  Maximum  .. 
'  "<'«av I  .Minimum... 


l>arl!Hgton\\v^ 

F+Tgusou  ^S* 

Floreucf'  I   

Garnett 

'iporsptouii 

(Cinssli'oo 

Oaks 

<>riiiiKi'l)iirg:  I 

r:>i'i<  r>lanils^\V  ... 

St.  lli'OlKO   

.-;t.  MiillhiMvs 

.■^niicty  lliim.    ., 
.■^iiiniiicrvill''  .... 

Wiilli'i-lioi-o 

V.-iniissi'.' 


*  Maximum  . 
)  Mininuim. . 
<)  Maximum  . 
(  Minimum. . 
)  MaximiMTi  . 

*  Minimum.. 
)  Maximiun  . 
I  Jliuinmni. . 
S  .Maximum  . 

■  (  Minimum. . 
)  .Maxinuun  . 
(  Minimum. . 
\  .Maximum  . 

•  (  Minimum. . 

)  Maxinuun  . 

■  /  .Minimum. . 
)  Maxinuun  . 

•  (  Mininuun. . 
\  Maxinuun  . 

■  /  Minimum. . 
\  .Maximum  . 

'  I  .Mininuun. , 
\  Maxinuun  . 

•  (  Mininuun. . 
)  Maximum  , 

'  )  Mininuun. , 
\  .Maxinuini 

•  /  Mininuim. 
S  Maximum 

•  (  .Minimum. 


\\>s/ei;i  I'liili: 


Ail<. 

ATlil 

Hat( 
rail 
Can 


■son. 
IniiK 
lUU  r. 


alls\5\V 


,]\>"^v 


Columbia 

'IlWUlVilll' 

<;r(>i'nuo()il 

Ilpalli  f^piins 

I\i'rslia\v 

I.anilrnni 

r,auriMlsv\\^ 

I.ilioiiy 

Lillli'  .Mnnnlain 

Mrii\M>lhi'r  

Monolla 

Ni'wliniry 

Kainila   

.'■^autucl; 

Sparlanliiusr 

TnuitdU 

Wallntlla 

Wiunsl.mro 

Wintlirop  CnllPSTP  . . 


)  .Maxinuun  . , 
(  .Vliuinuuu. . . 
S  .Maxinuun  . . 
/  .Mininuun. . 
\  .Maxinuim  . 
'  Minimum. . 
s  Maxinuim  . 
I  .Minimum. . 
)  .Ma.xiniuir  . 

■  (  .Minimum. . 
S  Maximum  . 
/  .Minimum. . 

S  Maximum  . 

•  (  .Minimuin. . 
S  .Maximum  . 

•  (  .Mininuun. . 
\  .Maximum  . 

•  '  Mininuini. . 
\  Maxiinum  . 

•  I  .MiHiiniim. . 
\  Maxinuun  . 

■  (  .Minimum. . 
)  .Maximum  . 

•  '  Minimum. . 

\  .Maximum  . 

■  '  Miiiimiini  . 
*  Maxinnnn  . 

•  I  Minimum. . 
\  .Maximum  . 

■  I  Minimum. . 
)  Maxinuini  . 

■  '  .Mininuini. . 
)  Miiximum  . 

•  '  Minimum. . 
i  .Maxinuim  . 

■  '  .Minimum. . 

)  .Maximum  . 

■  '  .Minimum. . 
)  Maxinuim  . 

■  '  Minimnni. . 
\  .Maxinuim  . 

■  I  .Minimum. . 
)  Maxinuini  . 

■  '  Mininuini. . 
j  Maxinuini  . 

■  /  Mininuim. . 
(  Maximum  . 

•  I  .Minimum. . 
S  Maximum  . 

•  '  >rinimum. . 


72  74 

41  4.5 

7fi  8Ui 

42i  48| 

7(i|  76 

40|  44 

(191  74 

.51  5' 

74  7S 

40  40 
71 


4o 


)sj  49: 


79 
55 

81 
49 
7(1 
46 
74 
59 
82l 

48i 

80J 
47| 
76! 
45j 
80! 
49: 
78 
50 
71 
,53 
72' 
45i 
78, 
48 


S3| 

oOi 

64 

54 

82 

4 

82 

58 

85 

49 

84 

50 

83 
50 

82 
48 
84 
521 
851 
.50 
851 

co! 

79: 
.5(ll 
90 

■19: 


691  65 

59:  47 1 

60;  66: 

48'  44i 

701  64, 

,5.5  421 


70'  83 
48  44 


73  64 

59j  .51! 

54  40| 

69;  69! 

5.5  43: 


80 
51 
80 
43 

83 
43 

84 

.531  511  58 
72I  83,  88 
43|  42]  48 
73;  so!  "^ 
52!  47 


58  70; 


86  85' 

52:  53; 

85!  S7 

53|  52 

851  86 


79;  85 
45  51 
78i  82 


55  451  42;  42|  46 

85|  83 

47!  53 

81 ;  89 

40!  46 

791  85 

46!  -"O 

76  78 

4.5I  47!  4ft!  49 

7ol  72!  83  84 


66; 

531 

67 
43 

76, 

45 

73, 

KS 

73 

.55 

47 

41 

70; 

65 

74 

60' 

45 

47 

7ll 

62 

69 

60  62 

89  88 

48!  49 
85 

50;  55 

I 

871  88 

50  50 

83!  83 


49  45;  46'  46,  50 


47;  491 

90l  91! 

52,  54l 

88,  88j 

48  50| 

8t;  8.5 

45,  50! 

801  84' 

50!  ,52, 

86:  90 

50  54' 


S6|  84 

54|  54 

86  86 

53'  52 

87'  86 

47!  47 

82!  82 

Gil  63 

89  89 

5i)l  50 

88]  86 

55!  5'. 

i 

90:  8' 

53  51 

851  8! 

54,  51 


86;  8' 
.55!  54 
88  88 


511  50 
S4|  8' 
52,  61 


86!  86 

501  53 

88 

52 

88 

50 


89 
48 
86 
61 

851  85' 


6.5,  69. 
42  45 


69| 

43| 

4.-)| 


65' 
44 
68 
48 
57 
43 
64 
42 


09' 
43 
67 

44i. 
69i 
42« 
69; 
37 


75;  83 

59"  57 


80!  84 

50'  50 

■4.3:  'ftO, 

75'  85 

56  50 


76,  74I 
.54,  48; 


68'  70, 
43  45; 

'41'"44! 
65   72; 

46  471 


53, 


86 

4.5] 

'43' 

79; 
44' 


77I  78,  84.  74  67  73'  811  8" 
44,  49,  50;  56.  46,  44;  42;  4^ 


82 

56;  54 

92,  90;  90| 

56  50i  55' 

...'...   \. 

'S7'"S7;'  88 
61   61   61 


85 
55 

84; 
50. 
87 
5V, 


55 


8' 

61  61 

85'  83  'S3i"85 

55  53;  52;  50 

87'  861  84!  83 

49'  48:  47:  51 

K7  88;  88  89 
54 


53 


87      86'     86     86i     86 
50'    .52     53,     51!    "^^ 


63 

37, 

69 
43! 
.58 
39 
63 
41 
73 
42 
69' 
39 
68, 
431 

65i 
36: 
68 
35 
67! 
44 


68 

39; 


75  82' 

52  .54' 

75  84 

48'....!. 

'5  % 

441  o.l| 

781  8fi| 

39  45 


491 
76i 
47 
71 
50i 
82; 
57i 
7<ii 
45, 
80, 
43, 


49 

82, 
56, 
81 
57 

80 
.55, 
81 
53 
S:! 
51  i 
81! 

40: 


76  81, 
43;  45: 
S3 

49; 

8')i 
.50     55; 


44 


60' 

.55; 

1 

67 
.55, 
68, 
■54; 
7.5' 
.551 
69' 
42' 
70 
.54  i 
79' 

42: 

68 
55 


6,5  n 

4.5  41' 

I  70 

4.5:  40 


42      37 


4.31  44 
65  69 
40l     34 


70      71 
40i     42 


37, 
119: 

38 ; 

73 
38 
75 

.52: 

74, 
38, 


'7Sl"84 
49      55 
75;     73,. 
43      40 


63! 
46, 
67: 
51 
64, 
46 

«'! 
46i 


67' 
47, 

62' 
49 
63. 
46 

r.2 
45 

68 
43 
65 
12 
SO, 
44 

62 
45 

68 
47' 
61 
45 


68 
42 

69 
49 

71 
42, 
70: 
42- 
73' 
43 
69 
44' 
81 
41 

69: 
46i 
72 
39, 
64; 
44, 


78!  84| 

441  65, 

78  87 

44  61 


38     41 


87,  85 

57,  57 

86;  86! 

,53....! 

86;  87! 

60;  57; 

88  88' 

47  47, 


53 


851     84      84  84 

60,    59     ,581  58, 

86     84      83i  85 

...  53 

841  84 

57  5' 


86|  85 

.56;  ,59 

87!  **5 

48:  49 


84     86 
49     49 


76      78      79I     79 
41      47;     40,     48 


78:     77,     7C,      7R,     80 
49i    49     47     55 


85'     86 
.55!     56, 


451     46 


83 
53 

84l     84!     84, 
60!     59 
82      82, 
.54'     52 
83;     85! 

.55, 

871 

.53; 

86! 

•511 


84, 
.53; 
87] 
,59l 


86;  86 

.561  56 

83;  82 

55;  .54 

83      81 .  SO 

55     55!  55 

.86,     85l  86 

^5      ,55:  .55 

86      87'  86 

53      55,  ,52 


S''l 

^5! 
48, 


so!    Si! 
,551    55! 


83      80 
45;     45 


SO      81 
57      58 


79,     86 
45,     .58 

.,.!     85 


45      46' 


45 
62, 

44; 
63| 
46; 

69; 

44 
68 
44 


88     88     87;    86 
.57      56!     56,     58 


55 

81 
4 

84,  85| 

57!  56 

85;  83 

51  57 

83,  80 

50;  57 

76!  '9 

59  56 

81i  85 

58;  58 


80,    85 
63,     63 


851 

55'  55 

77!  80 

54I  53 

83,  84 

59;  58 


841  83 
62:  55 


83;  78 

59,  56 

73  76 

86,  "so 

60  53 

81  80 

50  53 


84 

57 

SI 

60 

80,  82 

551  58 

84:  85 

58  .55 

85!  85 

55i  57 

86]  83 

46  55 

831  82 

45  46 

83  83 

48!  56 

81  81 

59  08  59 


46   45 
82  82 


47]  48 


55 


59 


83 


60 


52  53 

75  78 

65!  66 

S3!  83 


51 

80 
56 

79 
49 
84 
63 

85 
54 

791  7! 
57;  6' 
80;  83 
.56 
76' 


661 
54| 
76 
66:  60 
751  69 


85 

54 

83 

54!  56 

87 

54  60 

78  85 
60 
84 


85 


60  60 

79  81 

57|  61 

89,  89 


33,  34 


64  641 


66]  56 
79 


68 
81 
67 
84 
59  61 


86  78 
62i  66 


83;  85 
65  6 


85 

55  62,  53 
79 

.54!  S' 
83!  **4!  85 
62I  64:  5' 


81 1  84   84 
59  61 !  54 


83,  77] 
521  56 


51! 
88; 


84 


85!  8' 

54 1  62;  63 
81 
52I  52!  ,59 
79  84!  84 


■74  ■■77  "82'"  69'  68   72   SO  '^9.      86  .S7,  86,  86  84   87]  85 
48  47  49  54!  46  48  46  53,  ,56;  .55;  .531  541  52  ,5.5]  ,53 


53 


50 


54      ,59,     61 !     60 


77;     78 
60     60 


81  81 
60|  60 
80;  78 
54!  61 
79;  79 
54 


f.5 

81 !  82 

,56  55 

83!  82 

.55!  -"-^ 

S5| 

50!  52     53 


83     84 

59 

83 


84 


82 
5' 
80 
5f 
82 
5 
87 
,55 
82      85 


,58;     57 
86     72 
61 


81      81 


54l     51 


52 


83 

.59  63 
76, 

63  65 

78  82 

.58  58 

72  82 

50  52 


66;    60 
82i    73 


63     ,54 


671    M 
421     44 


76 
61 

82 
6S 
77 
62 
80 
60 
83 
5' 
83 
60 
78 
56 

I?' 
,57] 

7S!     75 

66 

75 

60 


33 


60      60 
38     41 


63     62 
31      33 


60 


,50      37 

72]     69 
54      37 


701 
35; 


UefprPUPO  Ipttpr, 
sS'ji  Instruinpntsarp 


1'.  O.ai 
1  in  tlip 


ppaiins  iu  tlie  table  indicatP  numhpr  of  days  missing:  for  pxample,  "  represents  two 
morniu?:  the  maximum  temperature  then  read  is  phargp.1  to  tlip  prppeiling  .lay.  on  w 


days  missing,  etc. 
liich  it  almost  always  1 


'77.4 

•50.  8 
77.7 
50.4 
79.6 
47.3 
76.1 
58.9 
81.7 
47.4 
78.7 
51.9 

79.8 
48.8 
78.0 
48.2 
80.7 
51.4 
80.0 
49.4 
79.2 
52.6 
76.6 
.50.8 
83.3 
^52. 6 


79.7 

58.5 


79." 
50.0; 
»79. 8: 
48.1 
79.6 
51.9' 


79.2 
49.8 


77.3 
53. 5 
76.5 

76.' 7 
5-2.'. 
77.61 
45.  J 


72. 
48  0 

76.5 
.53.0 
74.3 
51.6 
74.  5 
,51.8 
78.8 
50,4 
77.5 
50.2 
77.9 
47.8 

74.2 
4,5.7 
76.3 
48.4 
74.6 
53.0 


27 

26l 

60 

67! 

27 

33 

62 

67 

29 

34 

60 

61 

35 

41 

64 

63 

25 

30 

'63 

"68 

33 

32 

52.  5 


44.8 
7.5.4 
45.9 
7.5.7 
48.9 
77  6 
53. 1 
77  1 
47.2 
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GENERAL  SUMMARY. 

The  month  was  well  up  in  the  group  of  wet  Novembers. 
An  extended  warm  period  from  the  1st  to  the  11th,  when  the 
mean  temperatures  ranged  5°  to  16°  per  day  above  normal,  was 
more  than  offset  bj-  a  prolonged  cool  period  of  subnormal  tem- 
peratures of  5°  to  17°  per  daj^  between  the  12th  and  19th,  and 
consequently  thermal  conditions  were  below  the  seasonal 
n vernge. 

Rather  poor  plowing  conditions  until  the  rains  of  the  15th 
to  17th  materially  retarded  fall  grain  seeding.  Meanwhile, 
cotton  picking  and  the  corn  and  sweet  potato  harvests  pro- 
ceeded under  favorable  conditions,  and  about  three-fourths  of 
the  cotton  crop  was  picked  at  the  end  of  the  month.  The 
growing  season  practically  ended  with  the  killing  frosts  of  the 
13th  and  Utli,  but  truck  in  the  coastal  regions  was  not 
damaged  materially.  Wheat  sowing  was  carried  on  quite  ex- 
tensively toward  the  close  of  the  month,  and  the  crop  was  com- 
iiig  to  good  stands,  while  oats  and  rye  were  in  satisfactory  con- 
dition. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  sm'rounding  the  .Sec- 
tion, was  30.1.5  inches.  The  highest  pressure  in  the  region 
covered  !iy  reports  was  30.58  inches  at  Asheville,  N.  C,  on  the 
6th,  and  in  the  Section  proper,  30.53  inches  at  Columbia  on 
the  13th;  the  lowest  pressure  was  29.44  inches  at  Wilming- 
ton, N.  C,  on  the  16th,  and  in  the  Section  proper,  29.54 
inches  at  Charleston  on  the  same  date. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
3.62  inches,  or  1 .34  inches  above  the  established  normal.  There 
Avere  five  periods  of  showers  in  the  eastern  portion,  and  four  in 
the  western,  the  bulk  of  the  precipitation  being  measured  gen- 
erally between  the  15th  and  17th  and  the  27th  and  30th.  The 
rainfall  was  fairly  well  distributed  as  to  amount  and  area,  the 
lighter  measurements  of  4  inches  or  less  being  in  the  eastern 
and  southern  counties,  and  in  a  large  section  of  the  upper  Pied- 
mont the  amounts  ranged  from  4  to  nearly  7  inches.  The 
greatest  local  monthly  amount  was  6.99  inches  at  Gaston 
Shoals,  Cherokee  County;  least  local  monthly  amount,  1.60 
inches  at  Orangeburg  No.  2,  Orangeburg  County.  The  greatest 
amount  in  any  24  hours  was  3.00  inches  at  Liberty,  Pickens 
County,  on  the  Kith,  and  at  Paris  Island,  Beaufort  County,  on 
the  lltli.     The  number  of  rainy  days  was  20%  above  normal. 

No  snowfall  was  reported  during  the  montli. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  52.3°,  or  1.5°  below  the  established 
normal.  The  highest  temperature  was  87°  at  Darlington, 
Darlington  County,  on  the  8th.  The  warmest  periods  of  the 
month  were  from  the  1st  to  11th,  20th  to  22d,  and  26th  to 
28th.  The  lowest  temperature  was  18°  at  Landrum,  Spartan- 
burg County,  and  Santuck,  Union  County,  on  the  14th.  The 
coolest  period  was  between  the  12th  and  19th,  when  killing 
frosts  extended  practically  to  the  coast. 

HUMIDITY. 

Tiie  mean  relative  humiditj',  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  82%  ;  noon,  60%;  8  p.  m.,  66%. 
The  greatest  percentages  occurred  along  the  coast  and  in  the 
extreme  northwestern  counties,  and  the  lowest,  in  tlie  north- 
central  interior. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determiijed  from  S  anemometer  records,  A\as 
7.7  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  11.2  miles  per  hour  at  .'savannah,  (la,,  and  in  the 
Section  proper,  10.2  miles  per  hour  at  Charleston ;  the  lowest 
average  velocity  was  4.8  miles  per  hour  at  Augusta,  (ia.,  and 
in  the  Section  pi'nper.  6.4  miles  per  hour  at  Columliia.  The 
highest  velocity  for  any  5-minute  period  was  38  miles  per  h<inr 
from  the  east  at  Asheville,  N.  C.  on  the  27th  and  from  the 
northeast  at  Charleston  on  the  13th. 

SUNSHINE    AND    CLOUDINESS. 

Tlie  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  191.7  hours,  or  (>1  %  of  the  possible  amount. 
The  average  numlter  of  clear  days  was  18;  partly  cloudy,  4, 
and  cloudy.  8,  as  against  noneals  of  17,  6,  and  7  days,  re- 
spectively.    : 

KIVER  CONDITIONS. 

Tlie  rains  fif  the  15tli  and  16th  were  followed  Ity  flood 
stages  or  somewhat  al)Ove  in  the  Santee  River  at  Rimini  on  the 
20th  and  21st  and  at  Ferguson  on  tlie  22d.  Moderate  ri-^es 
only  occurred  in  the  otlier  streams  of  the  Section. 

MISCELLANEOUS    PHENOMENA  (dates). 

Fro.-ils,    hiUiiiq,    (i<UliliniiiiJ    iininhrr    of    x/iittnns    rcpdrfnKj . — 
'  13th,  12;  14th,  3:  17th,  1. 

HaJoR — Mar:  Columbia,  7,  26;  Creenville.  8,  9.  13; 
Libertv,  9,  1:'>. 

i'V/,  /)e»-ir. -Charleston,  8,  30;  Conway.  9;  Kdisto.  S; 
Garnett,8,  9;  Georgetown,  2,  20;  Greenville.  22;  Kingstree, 
8,  9;  Lii)erty,  3;  Orangeburg  No.  1.  8,  22;  Paris  Island,  8; 
Rimini,  8. 

MISCELLANEOUS  DATA  FOR  NOVEMBER,   1630. 
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CLIMATOLOGICAL  DATA:  TOUTH  CAROLINA- SECTION 


No^^:MBEK,  1920. 


Climatological  Data  for  November,  1920. 


Temperature,  in  deff.-ees  Fahr. 
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"■  ^.,7; — ~, ;         ;  ^ n,„  nr^rmal  temneratnrc  and  precipitation  are  computed  only  for  .such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  .7 re  used  in 

The  "lepartures  from  the  normalte^  euer^ab"*   appearing  in  the  table  indicate  number  of  days  missing:  for  e.xamplo,  '<  repre.sents  two  days  mis.smg.  etc. 

determining  section  or  <1iJi>-ion  '?«aris.     '  ^^'7' "^f. '",;;,V„i  =•    '  „.  „,  ^„,i  summaries     "  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
nu\e^d'Trom  ob*i;n^Tread1ngs:^"nP^^^^^^^^  '^f  "^l'-^'-  '<■'"'--  "^  "-'-'  '^"-'^-  ^'-'^^"-^^  of  Winthrop  College.  Rock  Hill. 

T    Precipitation  is  less  than  0.01  inch  of  ram  or  melteil  snow. 
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Daily  Precipitation  for  November,   1920. 


stations. 


Watersheds. 


I)ay  of  month. 


,[2.3 


5       6 


9      10 


13     14  I  15 


16      IT 


IS      19     20     21      22     23 


24  !  25     2fi  !  27      28  i  29  !  30     31 


F.dsteni  Porlinu. 


Allendalf!  liil  ... 
BlaoUvillellil... 

Bowman 

Charleston  "*. 

Cherawllll 

Conway  ill! 


Onrlingtonljll. 

Edistollll 

Krtiiighnni  l|l|. 
Ferguson  111  . . 
Florence  1  llll.. 
Floreneeillll.. 
{larnett 


.Savannah  . 

Edisto 

do 

Coast 

Pee  Dee 

Wacpamaw 


Georsretown 

Kiiigstree  llll    

Oaks 

Orangeburg  1 

Orangeburg  2 

Paris  Island 

Pinopolis   


IJImini  |||| 

St.  (Jeorgellil 

St.  Matthews  nil. 
Society  llifl  l|l|.. 
Sinnnierville  ... 

Wiilterboro 

Whitehall  (near 
V.'iMiissee|||| 

Jfrxtfiii   I'/irHi: 

Aiken 

Anderson 

Batcsburg  III! 

Blairsllll 

C»llionn  Falls  III! 

Camden  (||| 

(JatawbalH 

(;i\iiii|>ellsl||| 

Clemson  College. 
CohTmbia"'  .. 

I'Mgi'tield  nil 

(iaslon  .Shoals  III!., 
<;rcenville  ••*  . . 
'Iroenwood  ||||  . . . , 

Heath  .fpring 

Kershaw  .III 


I.andrniii 

I-aurens  l!l| 

Ulierly 

Little  Mountain 

Meriwether 

Monetta 

New  berry 


) 


Pee  Dee ... 

Edisto 

Lynches  . . , 

Santee 

Peo  Dee 

do 

Savannah . 


Coast 

Black 

do 

Edisto 

do 

Coast 

Cooper 


Santee 

Edi.sto 

Santee 

....do 

Ashley 

Ashepoo  

Comliahee. . . 
Ashepoo 


T.  i. 
.11!. 


.  12| , 
.02i. 
.381. 


.20 
.10 


.02 


.02:. 

...i. 


.33 


.10 


1.25 


.32 


02 
.3.00 


.1.10 
.2.00 


.80 


.13   .75;. 
...    .78,1.30 
...    .7f.ll.39 


.051. 


.4,51 1.20 


.101. 


.69 


.10 


.351 
l.OOi 
2.10i....[  .26 

.nil...,!  .13 

.90, 


70  , 


.27il.50....l....  ....j...  '....I  .371. 

.4611.051....  ........!....!... .!....!. 


.21 
..'!0 

I1.57 


1.89 
1.90 


11.65 

I  .  51  1. 20 

|1.05   .10 

1.40 

1.20 
.501.00 


l.Ool  .75 


.  29' . 


IVl/er  ill! 

^ahnla 

laninelc 

Spartanburg  i|||.. . 

IVenton 

iVallialla 

iVinnsboro 

A'inthrop  College. 


Edisto [. 

Savannali |. 

Edisto I. 

Broad \. 

Savannah |  , 

Wa  teree I 

c;atawba ! . 

Saluda 

Savannah  .. . 

Conga  reo 

Savannah  . . . 

Broad 

Salnda 

do 

W.ateree 

Lynches 

Broad  

Salnda 

Savannah  

.«aluda  

Savannah  ... 

Edisto 

Saluda 

do 

do 

Broad 

do 

Edi.sto 

Savannah  

Broad  

Catawba 


.... 
.38 

....! 

T. 

.07 

.05 

.17 

09 

.13 

.  '22 

.05 


.4(1 

.01! 


.05 
.31 


.4.3; 

.m\. 


.  fi3' . 
.  20  . 
I 
.01 
.15 
.19  . 
.  05  . 

'.'si'! 
....I. 
.11  . 


.0.3' 
.15'. 


05  . 


.80. 


...|l.63 
...|  .40J1.06 
.02jl.7o|. 


..|l.3S!....|. 
.  .11.281  .271. 


.491    741.... 
...!.55   .78: 


.211. 
.  30' , 


jl.09 
1  .53 


T.  !........!. ...I....    .1.51  .10 


T.|. 

■.■o4|: 
'.'65L 


.351  .45 

...I  .64 
.10!  .28 
.2li  .54 
.  .30! .... 


.03:. 


.16 


.15 
T. 
.    .05 

.25 

'.'17 

.121 
.01! 


-.01. 


.'  12! ! ! ! !  r 
.-051 . . . . . 


.  06; . 


...,   .90 
.351  .30 


.53 


.  20  . . . 

.05... 
.1.5... 


»1    .If'-- 


i  ;  I 
. .i  .09  2.3;i!..  ;. 
..jl. 33,1. 89.. ..I. 
..i....i  .96il. 
..j....  L04U.26 
..|....2.04|  .94 
..!....  .80,1.05 
..]....  .80)1.30 
I  .90'  .92 

..  I ....  2.  80' ....  I . 
..I  .04!l.S8!....', 

.......  ii.  10 1.05:, 

,.:  .Oljl.97:  .99'. 
.  .j  .951.93,....:. 
..!....  1.25,1. lOi. 
,.i 1.78...,!. 

,  .1  —  :i.  85' :. 


.02|.... 

.ojl... 


.\'.'.'.':'t:'c'.'.  ■'■ 

............... 

.!....,....:  .02 i 

'1         : 


.  33|2. 
....:i. 

.eois. 

....j2. 

'.'622.' 

....:i. 

.  io;2. 

.  05i2. 
.0li2. 

'f.-| 
.921. 


05! . 


.10  .. 

'/03^! 
.11  .. 

'.'•joi!.' 


'■'■'' 

....;  .65 

23 

1 

;  .  30'  .  40 

25 

|....l  .61 

32 

...   1 

1....!  .84 

32 

....| 

....;!. 28 

...1  .26 

1 

....!  .65 

....j  .20....! 

....:     .90 

....!  .60    ... 

1.10 

....!  .30 

.... 

VW  ...     ....  .42  .. 

.8ti;  .]n    T.  I  .31  .. 

..:i     .90I....I  .28.. 

..,|2.2ni  .oi]i.;;6!.. 

.79!  .121  .01'  .31,.. 

,..:l.50!....l  .82. 

.fi.-v.. ..:....;  .70. 

.  Ofi!  .  58' . . .   ,  .  60  . 


,92,.. 


. . . 
'.'01 

.* " "  ■  j"  ■  * ' 
.  0,«' 

.04: 

:.... 

.08 

::'•;:.':.:;:: 

.431.31    .10: 
....:i.80,'1.4' 
.30i  T.    ... 
.0.5'  .57|... 

'.'oi'.'iis  't' 

.05I  .S7i... 


,20. 
.25 


.22  . 


'2.00!  .06 


Except  as  olherwi.se  indicated.  obs<-rvations  are  generally  made  late 
observation.  ||||  Precipitation  measmed  in  the  morning:  amount  then 
24-liour  period,  mi<lnight  to  midnight.    *  Preci|iitation  included  in  the 


in.  the  afternoon,  near  sunset,  and  preciiiit 
recorded  is  for  the  preceding  24  hours.  *** 
next  following  measurement,    t.-ieparale  .In 

COMPARATIVE  DATA  FOR  NOVEMBER. 


24,   .95    .0-:' 

.45 

. .  -L  02    . . 

\  .  .70   T. 

.is 

30j   .03,  .01 

.38 

.75:  .0(r....i  .4.5, 


2.8:1 
3.  Ifl 
2. 31; 
3.07 
2.9s 
3.34 

3.06 


2.97 
:1.45 
3.51 
3. 12 
4.44 

:i.  75 

2.5(1 
2.  06 
2.  42 
1.  60 
5. 30 


.1     2.67 

'X'-I.kk 
.j  2.53 
, ;     3, 68 

,3.41 


3.3(1 
4. 02 
:$.77 
3.68 
4.91 
2. 7:1 
.■i!  83 
3. 42 

4.51 

3.  26 
3.2:! 
6.  99 
4.. "v.' 

4.  '.Ill 
3.2K 
3.  :>_• 

5.  6.'< 

6.  11 
4.90 
:}.2I 

'3.' 21 


.5.  12 
3.41 
4.7:'. 
4.99 
3.28 
3.65 

■3.'  ii 


24  hours  ending  at  the  time  of 
station;  i)recipil!ilion  is  for  the 
T.  'I'rnce.  or  less  thnn  0.111    inrli, 


IS87 

.52.3 
52.7 
54.8 
58.4 
51.9 
5.3.9 
52.9 
52.3 
54.4 
59. 1 
5.5.3 
51.0 
55. 0 
55.6 
48.2 
59.2 
50.9 
51.fi 

1883 

1SH9 

1890 

1S91 

1892 

1893 

1891 

18^5 

1896 

119:     . 

1898 

!S99 

900 

m 

902 

903 

91M 

78 

IS 

82 

22 

84 

IS 

82 

15 

86 

14 

87 

15 

83 

17 

83 

21 

90 

26 

88 

2:1 

82 
86 

14 

22 
17 


10 
22 


0.  82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.11 
2.02 
2. :» 
4. 00 
1.99 
4.72 
2.41 
3. .32 
1.01 
3.80 
1.40 
2.78 


14 

IS 

12  I 

12   i 

16 

14 

16 

13 

21 

13 

14 

17 


no. 
s\v. 
ne. 
nw. 
ne. 


10  :   ne. 


Ill      no. 


1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1910 

1917 

1918 

1919 

1920 

Period 


54.5 
.53.  8 

52. 2 
M.  6 
58.  3 
51.1 
51.2 
,52.1 
,53.5 
52. 4 

56. 3 
,54.  5 
50.4 
.53.0 
.56.  6 
.52, 3 

.53.8 


90 

89 
87 
88 
SS 
h.'i 
83 
84 
89 
86 
88 
8S 
83 
86 


92 


1 

31 

0 

96 

4 

l:i 

1 

m  '' 

0 

97 

1 

04 

;^ 

30 

1. 

79 

3 

:!3 

2 

:16 

1. 
0. 

82   t 

3. 

13  1 

0 

86 

:;. 

62 

2. 

2S 

3 

;i 
10 
:i 


7 

sw 

4 

lie 

-1 

ne 

4 

s\v 

3 

sw 

4 

w. 

7 

ne 

4 

w. 

4 

vr. 

/ 

w. 

4 

w. 

/ 

ne 

5 

ne 

9 

ne 

6 

ne. 

s 

ne. 

S6 


CLIMATdl.dGlCAh'DAfA:    SOUTH    CAROLINA   "bEOTION: 


November,  1920. 


Daily  Temperatures  for  November,  1920 


Stations. 


A.llPii(1al«  . 
IJlaokvillft. 


Charleston 


Comvay  . 


Endern  Portion. 

)  MaxiiBum  .. 
(  Minimum... 

i  Maximum  . . . 
(  Minimum... 

J  Maximum  . . 
—  (  Minimum... 

j  Maximum  . . 
(  Minimum... 

S  Maximum  . . 
/  Minimum... 

(  Maximum  . . 
'  Minimum. .. 


Darlington  W 

Ferguson  S^\^ 

Florence  1  

Garnett 

fieorgotown 

Kinsstree 

Oal;? 

Oranffohurff  1 

Paris  Tslandi^'Ji.  . . . 

St.  George  

St.  MattliPus 

.Society  nilUS\V... 

Snninierville 

Wallerhoro 

Vnmasspp  

U'eslerii 

A\kf\\ 

A\w1erPon 

HatoslMirg 

("allionn  Fall';'?*. 

Camden  S^S^ 

(ifmson  College 

Columbia 

I  lipenviUo 

Green uooil   

Ileatli  Spring 

Kershaw  

l.anflrinn 

Lain-ens\W 

Mlierty 

Utile  Mnnntnin 

MiM-iwether 

MonPtta 

N'pwherry 

Sahida 

snntiielv 

Spartanburg 

Trenton 

Walhalla 

\Vinn.el)oro 

Wiiitlirop  College 


Keferenee  letters  (•  b  o,   appearing  in  the  table  indieate  number  of  days  missing:  for  example.  »' represents  two  days  missing  etc. 
.W  InSrentfare  read  in  th'  morning:  the  maximum  ten,pe.r«,ure  then  read  is  charged  to  the  preceding  day,  on  wh,ch  ,t  almost  aUva.ys  occurs. 


I      : 


■^If 


I 


I   lr,.^.„,^ 


UNIVERSITY  OJ^  ILLINOIS 


/5C 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


if  iip-Stafr 


SOUTH   CAf^Obl^lfl   SECTION. 
RICHARD  H.  SULLIVAN.  Meteorologist. 

Vol.  XXIII.      Columbia,  S.  C,  December,  1920 


No.  12. 


aENERAL  SUHMABV. 

The  month  was  comparatively  mild  and  open,  with  short! 


Snow  flurries  and  sloet  occurrod  at  a  numlier 
points  on  the  8th  and  19th. 

A  tornado  at  Snelling,  Barnwell  County,  at  i  p.  ni.  on  the 
22d,  destroyed  the  residence  and  farm  buildings  of  Mr.  W.  C. 
Bird,  resulting  in  the  death  of  his  wife  and  injury  to  five  per- 
sons. The  property  loss  approximated  ^5,000.  The  storm 
moved  from  southwest  to  northeast  in  a  short  patli  50  to  100 
yards  wide. 

A  very  severe  thunderstorm,  having  many  of  the  charac- 
teristics of  a  tornado,  occurred  at  Laurens,  Laurens  County, 
.  -  ,al)0ut  3  p.  m.   on  the  22d,  moving  in  a  path  about  one-half 

alternatmg  periods  of  warm  and  cool  weather,  resulting  in  a:  mile  wide  and  causing  property  damage  estimated  at  about 
mean  temperature  somewhat  below  the  average.     Precipitation   .$.5,000.     There  was  no  loss  of  life  or  injury  to  persons. 

was  slightly  above  normal.  

Winter  cereals  showed   generally  good  stands  and  made  sunshine  and  cloudiness. 

satistactorv  advance  througiiout  the  month,  but  plowing  and 

seeding  were  materiallv  retarded  by  wet  soil  and  rather  poor  ^'^^  average  monthly  sunshine,  determined  from  8  auto- 
drying  conditions.  Cabbage  and  lettuce  were  .set  out  extensively  ^  '"^^'^  records,  was  1G1.9  hours,  or  53%  of  the  possible  amount. 
in  the  trucking  districts  during  the  first  decade,  and  prepara- '  ^^^^  average  number  of  clear  days  was  15;  partly  cloudy,  5, 
tions  for  planting  white  potatoes  began  toward  the  end  of  the  |  ^"'^  <:^o"''-^'-  ^^'  "^  ngainst  normals  of  14,  7,  and  10  days,  re- 
month,  which  closed  with  considerable  late  corn  and  some  late  '  ^P^^*^'^'*^  •'^''  

cotton  to  be  harvested,  and  early  winter  cabbage  about  ready 


for  market. 


pressure. 


The  mean  sea-level  pressure,  defermined  from  reports  of; 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- ; 
tion,  was  30.08  inches.  The  highest  pressure  in  the  region' 
covered  by  reports  was  30.47  inches  at  Charlotte,  N.  C,  on  the; 
21st,  and  in  the  Section  proper,  30.42  inches  at  Greenville  on  ' 
the  same  date  and  at  Columbia  on  the  25th  ;  the  lowest  pressure  ' 
was  29.57  inches  at  Asheville,  N.  C,  on  the  14tli,  and  in  the 
Section  proper,  29.63  inehes  at  Greenville  on  the  same  dale. 


RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  the  Pee  Dee  River 
at  Cheraw  on  the  3d,  9th  to  11th,  IGth  and  17th.  and  28th  and 
29th;  in  the  Broad  River  at  Blairs  on  the  9th  and  1.5th,  and  in 
the  Saluda  River  at  Chappells  on  the  9th.  Timely  flood  warn- 
ings for  the  Pee  Dee  River  resulted  in  saving  appioxinintoly 
li(3,000  in  movalile  property. 


st^ temperature  was  75    at  Garnett,  Hampton  County    on    ,^1^,,^,^  velocitv  for  anV  5-minute  period  was  49  miles  per  hour 
3th,  and  at  Conway,  Horry  Comity,  on  the  4lh       1  he   f,^,^^  ^j^^  ^,^^{ ^^  Savannah,  Ca..  on  the  ICth.  and  in  the  See- 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
(.orls  of  40  stations,  was  46.1°,  or  0.2°  below  normal.  'J"he 
Iiighest  temperature  was 
the    1 

warmest  periods  were  from  the  3d  to  5th  and  12th  to  15th,  and 
on  the  22(1  and  23d.  The  lowest  temperature  was  18°  at  Wal- 
lialla,  Oconee  County,  on  the  25tli.  The  coldest  periods  were 
about  the  8th  and  9tli,  16th  to  21.-t.  and  24lh  to  29th.  Tlie 
autumn  killing  frost  line  was  carried  to  the  extreme  southern 
coast  l)y  the  18th,  although  freezing  temperature  has  not  yet 
occurred  at  Charleston. 

HUMIDITY. 
The  mean  relative  liumidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  th<>  Sec- 
tion, was  as  follows:  8  a.m.,  80%  ;  noon,  60%;  8  p.  in..  68%. 
The  highest  percentages  occurred  over  the  southern  coast  dis- 
tricts, and  the  lowest,  over  the  northeastern  counties. 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
8.4  miles.  'J1ie  Iiighest  average  velocity  in  the  region  covered 
l\v  reports  was  12.0  miles  per  hour  at  Savannah.  Ga.,  and  in  the 
Section  proper,  9.7  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  5.7  miles  per  hour  at  .Augusta.  Ca..  and 
in  the  Section  proper,   7.1  miles  per  hour  at  Columbia.     The 


tion  proper.  42  miles  per  hour  from  the  west  at  CJreenvil 
the  15th. 


e  (111 


MISCELLANEOUS    PHENOMENA  (dates). 

Jfnil. — Landrum.  1. 

Hahs—LiriHir:  Charleston,  18;  Colnml)ia,  18.  23.  25; 
Greenville.  18,  23;  Liliertv,  18,  23,25;  Little  Mountain.  17. 
18;  Waliialla,  18,  23.     Solar:    Creenville,  3,  7,  11.  IS.  23. 

ThiiiuJrr.-iinrrihs.  —Calhoun  Falls,  Charleston,  Columbia,  Tiar- 
nett,  Monetta,  Santuck,  and  .'^ummerville.  22;  Clemson  Col- 
lege, Greenville,  Liberty,  and  Walhalla,  13. 

Foff,  Dense — Columlua,  22;  Darlington,  23;  I'^lorence  No. 
2,  9;  Greenville,  17;  Landrum,  13;  Liberty,  5. 


MISCELLANEOUS  DATA  FOR  DECEMBER,  1920. 


Stalinns. 


PRECIPITATION. 

The  average  for  the  Section.  53  stations  repoiting.  was 
LOl  inches,  or  0.60  inch  above  the  established  normal.  The 
month's  rainfall  occurred  in  five  periods,  and  the  distribution 
was  fair  only.  Over  the  Piedmont  and  in  portions  of  the 
coastal  plain  the  measurements  ranged  from  4  to  nearly  8 
inches,  wliile  in  a  broad  belt  of  the  interior  the  amounts  ranged 
downward  to  less  than  3  inches  The  greatest  local  monthly 
amount  was  7.97  inches  at  Liberty,  Pickens  County,  and  the 
least  local  monthly  amount  was  2.26  inches  at  Columbia .  The 
greatest  amount  during  any  24  hours  was  2.40  inehes  at  Paris! 
Island   Beaufort  County,  on  the  27th.     The  average  number  of   wiiminKton  "n.V;: 

_„•  1  ,  "  Means  and  ex- ) 

rainy  days  was  normal.  :       tremes i 


Tomppraturo, 
flegi'oos  Falir. 


,  Asheville,  X.C. 
1  Augusta,  <i'a 

Charleston,  S.  C. 

Ch.arlotto,  N.  0  . 

Columliia.  S.  C. 

Oreenville,  S.  C. 

Savannah.  Oa. 


30.10 
30.11 
SO.  08 
30. 06 
.10. 09 
30. 05 
30.09 
30.07 

30.08 


Preoipita- 
tion, 
inclioi!. 


Wind. 


Moan 

relative 

lunnii!i(y. 


38.8 
47.6 
51.4 
43.0 
4fi.4 
42.7 
52.0 
48.8 

46.  Z 


62 

20 

73 

27 

70 

34 

04 

26 

69 

2>< 

f>3 

26 

71 

32 

70 

30 

73 

20 

4.97 

2.  64 
3.00 
4.47 
2.26 
5.39 
5.20 
4.  OS 


1.90 
1.15 
1..50 
1 .  .'5 

1.  OS 

i.,a-!  . 

2.  S4 
1.64 


4.  00  '  2.  R4 


10.  0 


.5.9 
7.  1 
9  4 
12.0 


S.  4 


00     j 

mv. 

76  1 

nw. 

84 

w. 

«1  ! 

sw. 

79  1 

w. 

84 

w. 

78  1 

vv. 

82 

w. 

7.S  1 

w. 

SO 

60  '  ns     .5:1 
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December,  1920. 


Cliinatological  Data  for  December,  1930. 


Tpinpprature.  in  rleg.'pps  Fahr. 


Precipilatioii,  in  iiu'lies.    jNiimberof  days,  i  .o 


Easier »  I'nrtion. 

.\lleiiilale 

lilaokville 

r.owman 

Chai'lestoii 

ciiciaw 


Allenrtalo 

IJanuvell 

Oraiigelmrg  ■  ■  • 

Cluirleston 

Clu'stnrtielil  ... 


Conway  

Darlinston 

Kdi^to 

Ktlingliaiii 

iMTgllSOll 

Floi'onco  1 

Florence  2 

GaniPtt 

(iPOIgPtOUll 

Ivinerslrpp 

Oaks 

Orangplnirg  1     

<iiangpt)tirg2 

Paris  IslaiKl 

I'innpolis  " 

Uiiiiiiii 

^t.  IIPOI-RP 

.^t.  .MatUiPws 

SociPty  Hill 

SinniiiPivillP 

WallPrliOio 

WliitPhall  (iipar) 
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CLIMATO LOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  December,   1920. 
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Kxc-cpt  as  otlierui.se  indlrated,  observations  are  srenerally  made  late  in  the  aflernoini.  near  snnset.  and  precijiiiation  rceoided  is  for  the  24  honrs  endinu'  at  the  time  of 
observation.  ||||  Precipitation  nieasin-ed  in  the  morning:  anionnt  then  recorded  is  for  the  preceding- 24  honrs.  ***  Kegiilar  Weather  I'.ureau  -talion:  pn-cipltaiion  is  for  Ihc 
24-hoiir  iierio.i,  midnight  to  niidniirht.     *  I'rccii.itiition  inclnded  in  the  next  followins  measurement.     tSet.arale  dat.e<  of  falls  n.it  n-eorded      T     Trace,  or  less  tlian  o.ol    hieli. 
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December,  1920. 


Daily  Temperatures  for  December,  1920. 
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CLIMATOLOGICAL    DATA. 


SOUTH   CAf^OIilN^   SECTIO^l. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXIII. 


Columbia,  S.  C,  Year,  1920 


No.  13. 


GENERAL  SUMMARY. 

Incident  to  sulmonnal  temperatures  during  the  principal 
nionth:^  of  the  growing  season,  the  j-ear  1920  was  colder  than 
usual.  Notwithstanding  tiie  fact  that  the  average  annual  rain- 
fall was  the  greatest  since  1912,  the  flood  losses  in  the  various 
drainage  basins  were  considerably  less  than  for  some  years.  De- 
structive tornadoes,  thunderstorms,  and  hailstorms  were  quite 
numerous  from  April  to  August,  with  loss  of  life  by  lighting  in 
.July  and  August.  One  person  was  killed  by  a  tornado  in  De- 
cember. 

January  was  somewhat  warmer  than  usual,  with  rainfall 
near  the  average.  During  the  period,  Februar.v  to  August, 
inclusive,  the  temperatures  ranged  generally  lielow  normal,  and 
February',  Marcii.  and  May  were  unseasonalily  cold,  while  the 
rainfall  during  Maich,  April,  and  August  wns  much  above  the 
average.  September  temperatures  and  rainfall  ranged  above 
normal,  and  October  was  unusually  dry.  November  was  rela- 
tively' coo]  and  wet,  and  the  year  closed  with  conditions  near 
normal. 

On  account  of  the  sustained  cold  weather  during  February, 
witii  almormal  rainfall  in  March  and  April  and  unseasonably 
low  temperatures  in  May,  all  crops  began  tlie  season  with  irreg- 
ular growth,  and  2  to  4  weeks  late.  By  tlie  close  of  May,  how- 
ever, much  progress  was  made  in  all  kinds  of  farm  work,  and 
vi-geiation  averaged  aliout  2  weeks  late.  Notwithstanding  the  re- 
duced rainfall  during  June,  witii  ratiier  cliangeable  temperature 
CO  iditions,  all  crops  made  generally  favorable  progress,  and  the 
first  c  )ttoi.i  bloom  of  the  season  was  only  9  days  later  than  in 
1')19.  Staple  crops  maintained  good  condition  generally  during 
July,  and  cultivation  was  carried  on  practically  at  a  maximum. 
The  wet  weatiier  of  August  was  attended  by  some  shedding, 
rust,  and  boll  rot  in  cotton,  and  weevil  ravages  became  much 
more  noticeable  in  the  central  and  southern  counties;  cotton 
picking  began  generally  about  the  20th,  and  the  first  bale  was 
ginned  on  the  2tth,  or  6  da3^s  later  than  in  1919.  The  mild, 
wet  weather  of  St>ptember  caused  some  deterioration  in  cotton, 
and  the  boll  weevil  was  taking  the  top  crop  in  the  central  and 
southern  counties.  Cotton  picking,  plowing  for  winter  cereal 
seeding,  and  other  fall  activities  proceeded  satisfactorilj'  during 
the  dry  weather  of  October,  but  plowing  conditions  were  rather 
unfavorable  on  account  of  dry  soil.  Plowing  and  winter  grain 
sowing  were  materially  retarded  until  the  rains  of  the  middle 
of  November,  and  wheat  sowing  in  extensive  areas  was  in  pro- 
gress at  the  close  of  the  month.  Winter  cereals  and  winter  truck 
were  in  generally  good  condition  during  the  closing  month, 
which  was  mild  and  open,  but  much  plowing  and  planting  re- 
mained to  be  done,  and  considerable  cotton  up-State  had  not 
been  picked. 

The  last  general  spring  killing  frosts  occurred  between  April 
fi  and  11,  and  the  first  general  nutum  killing  frosts  occurred  on 
October  29,  30,  and  31,  and  between  Novendier  12  and  19. 
The  average  latest  spring  killing  frost  date  for  1920  was  April 
2,  or  11  dayslater  than  normal,  and  the  average  earliest  autumn 
killing  frost  date  was  November  8,  or  2  daj's  earlier  than  normal. 
The  growing  season  was  220  days  in  length,  or  13  days  shorter 
than  normal. 


The  mean  annual  temperature  was  61.9°,  or  1.0°  l)elow 
the  31-year  normal.  The  warmest  month  was  July,  with  a 
mean  of  78.9°,  or  0  9°  below  normal;  the  coldest  month  was 
February,  with  a  mean  of  42.8°,  or  4.1°  below  normal.  The 
highest  annual  mean  at  any  station  was  66.7°  at  Paris  Island, 
Beaufort  County;  lowest  annual  mean,  58.7°at  Laurens,  Laurens 
County.  The  highest  temperature  was  105°  at  St.  Matthews, 
Calhoun  County,  June  16;  lowest  temperature,  6°  above  zero  at 
Walhalla,  Oconee  County,  January  5. 

Seasonal  temperatures,  with  departures  from  the  34-year 
normals:  Winter.— 45.2°,  -1.0°;  spring.— 60.4°,  -2.4°; 
summer. -78.0°,  -0.7°;   autumn. -64.0°,  +0.2°. 

The  average  precipitation  was  52.24  inches,  or  4,49  inches 
above  the  34-year  normal.  The  greatest  annual  amount  at  nny 
station  was  77.57  inches  at  Walhalla,  Oconee  County;  least 
annual  amount.  33.50  at  Orangel)urg  No.  2,  Orangeliurg  County. 
The  greatest  mouthy  amount  at  any  station  was  15.40  inches 
at  Santuck,  Union  County,  in  August;  least  monthly  amount, 
0.06  inch  at  Cliarleston  in  October.  The  average  annual  num- 
ber of  rainy  days  was  93;  greatest  number  nt  any  station,  132  at 
Greenville;  least  number,  62  at  Clieraw,  Chesterfield  County. 

Seasonal  precipitation,  with  departures  from  the  34-year 
normals:  Winter. — 11.16  inches,  —0.02  inch;  spring. — 13.63 
inches,  +3.33  inches;  summer. — 17.09  inches,  +0.11  inch.; 
autum. — 9.80  inches,  +0.53  inch. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfiitl  was  36.14  inches,  or  4.91  inches  above  the 
31-year  normal. 

The  total  aimual  snowfall  ranged  from  Traces  to  5.0  inches, 
and  the  snows  were  confined  to  the  latter  parts  of  January  and 
February. 

Freshets  in  the  Pee  Dee  and  Santie  River  Districts  during 
portions  of  every  month  of  the  year  were  attendfd  by  unavoid- 
able losses  approximating  $81, ()50,  and  the  value  of  movable 
properly  saved  bv  timelv  warnings  has  been  conservatively  esti- 
mated at  $180,500. 

4'heaverage  annual  atmos[)heric  pressure,  determined  from 
reports  of  8  regular  Weather  Bureau  stations,  was  30.07  inches. 
The  highest  pressure  in  the  region  covered  by  r(>portswas  30.76 
inches  at  Ciiarlotte,  N.  C,  on  February  1,  and  in  the  .section 
proper,  30.66  inches  at  Columbia  on  the  same  date;  the  lowest 
pressure  was  29.33  inches  at  ^^'ilmington,  N.  C,  on  September 
30.  and  in  the  section  proper,  29.37  inches  at  Greenville  on 
April  5. 

The  average  annual  sunshine,  determined  from  8  automatic 
records,  was  62%  of  the  possible  amount.  The  average  annual 
number  of  clear  days  was  183;  partly  cloudy,  83,  and  cloudy, 
100,  as  against  normals  of  171,  102,  and  93  days,  respectively. 

The  average  annual  relative  humidity  at  8  a.  m.  was  80%  ; 
at  Noon,  58%,  and  at  8  p.  m..  69%. 

The  prevailing  wind  was  from  the  northeast.  The  average 
annual  hourly  velocity,  determined  from  8  anemometer  records, 
was  7.9  miles.  The  highest  velocity  for  any  5-minutes  period 
during  the  year  was  60  miles  per  hour  from  the  west  at  Cireen- 
ville  on  April  20.  

WEATHER  BY  MONTHS. 

.Tannary. — The  month  was  somewhat  warmer  than  umal, 
but  was  marked  by  a  cold  period  between  the  2d  and  the  6th, 
with  mean  temperatures  5°  to  22°  per  day  b"]ow  normal,  and  a 
heat  wave  between  the  19th  and  24th,  with  daily  means  ranging 
5°  to   18°  above  the  average.      Precipitation  was  slightly  above 
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Year,  1920. 


Climatological  Data  for  the  Year  1920. 


Stations. 


Oounties. 


K.\STr.l!N   PORTION. 


AllendalP. .. 
lUackvillo  .. 
Bowman  . .. 
OiarU'ston  . 

Choraw 

Ooiiwa.v 

narlingtou  . 

K<li.-<ti)  tl  . . . 


Barnwell... 
lianiwpU. . . 
Orauffobuig 

Cliaiipstou  , 


t'hesterfield  . 

Horry 

Darlington. . 
iianibnrj?  . . . 


Ktiingiiani. 
I'frgu.-ion  . . 
Florence  1. 
Florence  2. 
(iarnett 


Florence  

Orangeburg . 

Florence 

I<'loreiice 

Hanip'on  . . . 


(leorgetown 

Kingstree 

Oaks  

Orangebnrg  1 

Orangeburg  2  — 

Paris  Islam!  — 

Pinopolis*' 

Kimini 

St.  (leorgc 

•St.  .Matthews  ... 

Society  Hill  .... 
S\nnnierville  . . . 

Walterboro 

Whitehall,  near 
^'eniassee  


(Georgetown . 
Williainsburj 
(Georgetown. 
Orangeburg  . 


Keanfort 

Berkeley  . . . . 
Clarendon  .. 
r)orche>ter  . . 
Calhoun  

I)arlington.. 
llorchester . . 
Colleton  .... 

(lolleton 

Hampton  . . . 


Division  means  and  e.vtreme 


WESTI'.H'^  POKII 

.\iken  

.Viider.son 

Batesburg  

I'dairs 

Calhoun  Falls  . . . 

Camden 

Catawba 

Chappells 

(^leiuson  College 
Columbia 


Aiken 

.\ndersoii  . 
Ijcxington 
Fairfiel<l  . . 
.Vbbeville  . 

Kershaw  . . 

^•ork 

New  l)erry  . 

Oconee 

liichlauil  . 


Edgefield 

(I'aston  Shoalslt. 

(Greenville 

Greenwood 

Heath  Spring  . .. 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain  . 


Meriwether 

Monetta 

Newberry 

I'elzer 

Saluda  

Santiick 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt. 


Edgefield  

Clierokee. . . . 
(ireenville  . . 
(Greenwood  . 
Lancaster . . . 

Kershaw 

Spartanburg 

Laurens 

Pickens 

Newberry . . . 

Edgefield 

I  Salnda 

!  Newberry  . . . 
j  Anderson  . . . 

Saluda 

]  I'nion 

[  Spartanburg 
'  Edgefield  . . . 

Oconee 

....do 

;  York 


Division  means   and  extreme.s. 

I 

Section  means  and  ex  tremes. 


18C 
29(1 
IHO 

4S 

144 

2i 
175 
14:i 

UlC 

fi;! 
130 
l:«l 

S2 

12 


1(19 
2Wl 


192 


Temperature  (degrees  Fahrenheit). 


527 
7C4 
fi56 
293 
508 

222 
562 
402 
S,50 
351 


C80 
989 
671 
568 

500 
1063 

5'<9 
900 
711 

4r)0 
400 
502 
S50 
536 
512 

875 
620 
1061 

"690' 


Precipitation  (inches). 


63.8 

100 

63.  4 

102 

62.  3 

102 

64.9 

98 

June  17 
June  12+ 
June  14 
July     3 


61.7  i  101  I  June  16 
62.9  I  101  !  June  16 
62. 1   i     101   I  June  14 


62. 2 
63.1 


63.4 
63.' 2' 


66.  7 
62.  0 


60.9 
64. 2 


64.1 
63.  4 

64.1 
'6i.'.5 
'59.' 8 


59. 5 
(>2.  5 


59. 2 
59.7 
61.7 

61.2 
59.2 

58,7 
60.2 
61.6 


62.6 


19  ! 

28  1  59.7 


.59.9 
'69'.2' 
'60.' 7 
60.6 
61.9 


99  i  June  i6  1 
102  I  June  13t 


64.8  I     101  '  June  lot,      43     Jan 


.Ian.  5 

Jan.  5 

Jan.  5 

Jan.  £ 

Jan.  5t| 

Jan.  6 

Jan.  5t 


Jan. 
Jan. 


101   ,  June  16 
103  I  June  17 

100  '  June  30 

101  1  June  10 


100  !  July     4  I 
95  I  June  14tl 


103 
105 

100 
100 
102 


June  14  I. 
June  16  j 

June  12ti 
June  16  1 
June    5  ! 


100  ;  June' 16 
105     June  16 


98     June  13t| 

97  July     4  1 

98  '  June  14+1 

ioo  i  June  i3t' 


93 
100 


June  10 
June  10 


94  I  June  13 

98  June  10 

99  June  16 


June  16  I 
June  lltl 
June  15t| 
June  12  i 
June  16 


102  June  13+ 
100  June  14+ 
104     June  16 


102 

98 

99 
99 
97 
101 
101 

104 

105 


June  15 
June  10 

June  16 
June  16 
June  12+ 
June  15t 
June  16 

June  16 

June  16 


Jan .  5 

Jan.  6 

Jan.  6 

Jan.  4+ 


39 

46.  82 

37 

43.  00 

20 

54.  82 

.50 

46.81 

39 

40.81 

32 

.58. 21 

25 

.52. 54 

23 

30 

50.  94 

35 

47.87 

39 

,52.  U) 

4 

,54.  56 

3 

53.  95 

2S 

6.=i,  25 

39 

49,  79 

5 

50. 10 

5 

4I.;^6 

2 

33.  50 

Jan. 
Jan. 


5 

.5+. 


Jan.     5 


Jan. 
Jan. 
Jan. 

.Jan. 

Jan. 


5+ 
0 
6 

'(■)' 

5+ 


36 
72 
10 

;» 
.39 

30 
23 

18 


42. 22 
01. 15 
50.  C9 


42.  9« 
51.  03 


32  ,     48.09 
....      50. 05 


.Tan.  5          59  I     47.42 

Feb.  16  I      25  !    .55.09 

Ja  1.  5 

Jan.  5 


Jan. 
Jan. 


Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 

Jan. 
Jan. 


5t! 


37 

40.61 

18 

.53.11 

22 

55.07 

73 

42.  96 

15 

53.09 

17 

48.23 

29 

67.63 

34  '•     39.84 


8  1  Jan 
13  i  Jan. 
Jan. 
Jan. 
Jan. 

Jan. 

Jan. 


■'' 

5 

6 

6 

5 

^ 

!>  1 

21 

5 

28 

5 

18 

,5+ 

14 

5 

17 

16 

5 

19 

5 

28 

5 

42 

5 

28 

5 

22 

0 

30 

5 

20 

5 

5 



49.  32 
62.  87 
59. 37 
.54. 17 
49.02 

46.29 
76.  75 
5ft.  06 
67. 07 
46.32 


46.  82 
40.  77 
65. 48 
50.  35 
57.04 

60.64 
43.97 
77.57 


51.55 
53.93 
52. 24 


.32  Aug.  0.86  May 
6.23  '  Aug.  0.50  i  Oct. 
10.05  Mar.  0.32  May 
8.  :W    .Sept  '  0.00     Oct, 


11.51 
14.78 
12.51 
9.42 


Aug.:  0.58  Oct, 

.■Vug.    1,05  Jan. 

Aug,    0, 80  Oct, 

Aug,:  0,82  May 


12,23  July 
9,47  !  Aug. 
9.19  t  July 

10, 85  Sept, 
0, 09     Feb. 


( .  64  Oct. 
0.84  i  Oct, 
0, 82  Oct, 
0,  17  I  Oct. 
0,  73  t  0(t, 


10,11 
li,24 
8,97 
7,, 59 
0.94 

6,  Oil 
11,73 
10.03 


A\ig, 
-4ng, 
July 
Mar. 
Mar. 

.Sept 
.Vug. 

Sept. 


0.  -20 
0.  Wl 
0.40 
0.56 
0.  30 

0.31 
(1.22 
0.  ?>( 


Oct. 
May 
Oct. 
Jay 
J. ay 

0(t, 

0(t. 
Oct, 


11,04     Aug,     0.81      Oct, 


6,21 
1(1,47 


7,87 
0,  30 


July 
-Vug, 

,juiy' 
July 


0,81 
0,15 


(1,31 
1 .  .'".9 


Oct. 

Oct. 


Oct. 
Oct. 


12.51      Aug.     0.(10      Oct. 


9.20  .Mar. 

8.69  Mar. 

8.47  I  Mar. 

13.57  I  Aug, 

9,74  Mar, 


7,  ,5S 
10,  ?,9 

6.  r.f, 
1(1. 11 

7.68 


Aug. 
Aug. 
.Vug. 
Mar. 
Aug. 


9.36  ,  Mar, 
13.93  !  Aug. 
8.26  ;  Mar. 
7.97  i  Mar, 
8,09  I  .\Ug, 


73 


Aug, 
10,66  1  Apr. 
in.  43  i  Aug. 
13.40  '  Apr. 


11.21 


Aug. 


0.  (-5 
1.27 
I,. 53 
0,28 
('.58 

1,33 

0,  30 
0.  53 
(1,  65 
1.23 

1,13 
0.31 
1,19 
1,03 
0,80 


^ 

■3 

0 

^ 

s 

w 

<u 

.Q 

* 

a 

a 


0 

0 

0 

0 

1.0 


T. 

0 
T. 

0 
0,2 


0 
'6.'2 


95  , 

68  213 
80  216 
122        122 


1,1(1  0(t.  0 

(1,1  ii  (Ht         T, 

(1  72  (let,  i         0 

0.49  Oct.  ■         0 

0.32  Oct.  '     T. 


Oct. 
0(t. 
May  1 
Oct.  ! 
Oct. 

Oct. 
Oct.  ; 
Oct. 
Oct. 

May  ' 
i 
i  May 

Oct. 
I  Oct. 
\  Oct. 

Oct. 


8. 73  Mar. 
7. 98  Aug. 
8.78  !  Mar. 
7.40  i  Mar. 
15. 40     Aug. 

8. 92  i  Aug, 
8,03  I  Mar, 
14,74  I  Aug, 


0.62  i  Oct. 
0,70  1  Oct. 
0.70  ;  Oct 
0.06  1  Oct. 
0.57     Oct. 


0.14 
0.75 
0,80 


9, 83  1  -Vug. 
15.40  I  Aug. 
15.40  I  Aug. 


0.21 
0.14 


0(t. 
Oct. 
Oct. 


Oct. 
Oct. 


0.06     Oct, 


0 
0 
0 

T. 

T, 

T, 
T, 
0,5 
0 
T, 

0 
2,7 
T, 
1.5 
T, 


T, 
T, 
0 
T. 
1,5 

5,0 
T, 
1.0 
T, 
0 

0.4 

0.2 


164 
204 


87 
9-2 
92 
82 
127 

95 
89 
1(19 
84 
65 

69 
85 
92 


ion 

112 


96 
92 


IOC. 
91 
93 

102 

91 
9'' 
86 
91 

1:13 


Sky. 

>• 

>, 

*.»  . 

■a 

^  K 

3 

0 

T.  « 

>->. 

®-o 

J=3 

B2 

s 

S  ' 

3 

55 

K 

M& 


76 
92 
102 


I'.O 
231 
117 

192  1 

229 

'i73 
199 

171 

186 


84 

69 
160 

131 

IS 

"w 

96 

01 
61 


77 
58 
142 


199 
135 


92 
05 
83 

43 
119 

'  ioi*' 

71 

134 
119 


215 

112 


59 
160 


2('>i 

1 

"'38'! 

1.85 

87 

242 
ISO 
195 

1 
11 
33 

87 

ICO 

108 

io3" 

134 

"\(>k 

1(9 

ne. 
sw. 
sw. 


ne. 
nw. 


91 

121 

132 

143  i 

87 

193 

72 

109 

95 

213 

108 

190 

68 

130 

is? 

84 

221 

113 

120 

92 

180 

121 

103 

240 

106 

161 

110 
71 
131 

"9.5' 

88 

93 


102 
15 

85 

28 
85 

'i29 
4! 


175 
100 


51 
111 


113 
143 

84 


95 
123 


121 

1.58 
112 

125 
91 


80      SW. 
104 


ne. 
w. 
nw. 


sw. 
ne. 


ne. 
w, 
w. 


182 
176 

'185' 

180 

183 


94 

"96' 
97 

"89' 

104 

IOO 


ne, 
sw. 


stv. 
n 

ne. 
lie. 


••  n'rn?npvatnie''da^ta^'ii re  from  observed  readings  of  the  dry  bxilb;  means  are  computed  from  observed  readings. 

tt  PoSce  addresses  o^-  tl?e^esta!i?ns  are  al  follow  s :  Of  Edisto,  Embree;  of  Gaston  Shoals.  Blacksburg ;  of  Winthrop  College.  Rock  Hill. 


Year,  1920. 
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monthly  and  Annual  Precipitation  for  the  Year  1920 

,  with  Departures  from  the  Normal. 

January. 

February. 

March. 

April. 

May. 

June. 

July. 

August. 

September.! 

Oftober.  1 

November. 

December. 

Annual. 

stations. 

c 
o 

s 

3 
o. 

. 

c 
o 

1 

i 

S 

1 
■p. 

'o 

V 

6 

1 
ft 

c 
2 

'a 

'a 
'3 
£ 

3 

p. 

c 

B 

■5, 
■5 
9 

t 

■5. 
■3 

9 

5 

u 
ci 
P. 

0) 

Q 

■3. 

Ph 

u 
t 
0 

'0. 

■3 
V 

6 

u 

C 

B 
'S. 

1 

i 
5 

% 

0 

■5, 

"0 

c 

1 
Precipithti  111. 

Departure. 

a    ! 
■5. 

s 

p., 

1 

5 
p. 

1    1 
■M    1 
"0. 
■3 
£ 

Ph 

;.. 
3 
u 
IS 

C. 
a) 
R 

KASTEK.V   PORTION. 

1 

1             1 

1 

! 

Allendale 

2. 29 

-0.69 

4.41 

+0.26 

6.231  +  1.41 

5.87 

+3.29 

0.86 

-2. 51 

2.37 

-3.03 

5.09 

-0.26!  7.32 

+  1.56;  4.30  +0.41 

1.40'-1.38 

2.83  +1.17    3.85 

+  1.09 

46.  82 

+  2.32 

ISlackville  

2.21 

-0.73 

3.60 

-0.87 

5.611  +  1.92 

4.85 

+  1.55 

0.  .55 

-2.91 

4.05 

-1.57 

3.  35 

-1.97    6.23 

+0.46'  5.00  +0.63 

0.,50  -2.48 

3.10+1.05   3.95 

+  (J.  47!43.(0 

-4.4.5 

Ilowmau 

1.44 

-1.68 

4.46 

+0. 23 

10.651+6.40 

5.54 

+2.  06 

0.32 

-3.09 

4.97 

-0.77 

7.461  +  1.92    8.85 

+.5.93    3.17  -0.29 

0. 88  - 1 .  87 

2.36  +0.39   4.72 

+  1.20,54.82 

-4  7.  19 

Charleston 

1.60 

-1.85 

2.61 

-0.90 

4.65+0.93 

7.40 

+  4.41 

1.96 

-1.51 

2.  45 

-2.94 

4.69  -2.57j  7.02 

+0.05   8.30  +2.84 

0.06  -3.  ,87 

3. 07, +0.20!  3.00 

-0.15 

46.81 

-5.26 

Chei'aw 

3.  .SO 

+0.48 

3.93 

-0.39 

5.00+1.28 

3.70 

+0.88 

0.82 

-2.  72 

4.23 

-1.03 

3.85  -1.97  11.51 

+  4.74'  3.38  -0.25 

0.58-2.27 

2. 98' +0.79   3.53 

fO.27 

46.  81 

-0.19 

Conway 

1.0.5 

-2.  36 

6.00 

+  1.41 

5.06+1.36 

5.16 

+2. 25 

1.10 

-2.26 

2.50 

-2.57 

7.60i  +  I.ll!l4.78 

+7.72i  7.08+2.23 

1..33  -2.  17 

3.34+1.06!  3.21 

+0.01 

68.21 

+  7.79 

Darlington 

3.49 

-0.99 

3.16 

-1.44 

4.70+1.39 

4.56 

+ 1.  65 

1.40 

-1.95 

2.  10 

-3.63 

4.  04I -0.79!  12.  51 

+  7.56,  9.37  +5.54 

0.801-2.54 

3.  06  +0.  78'  3.  35 

+  0.56 

52.  54 

+  7.88 

Edisto 

2.57 

-0.  50 

4.45 

-0.56 

7.17+3.11 

5.09 

+  1.94 

0.82 

-2.21 

2.11 

-4.48 

3.75  —1.89 

9.42 

+3.08,  8.99+5.34 

1.43-0.94 

! . .       '  . . . 





Effingham 

Eerguson  

1.9h 

-1.  12 

3.77 

-1.66 

5.1li  +  1.04 

4.98 

+  1.80 

0.99 

-2.  38 

5.46 

-0.79 

12.23; +7.  75 

7.11 

+0.71    8.89'  +  5.37 

0.64! -2.  41 

2.97'+0.73    2.81 

-0.  49 

56. 94 

-48.14 

2. 2S 

-1.06 

4.34 

+0. 26 

6.52  +3.13 

2.77 

-0.03 

0.84 

-3.  33 

2.  38 

-3.46    ,5.701-0.22!  9.47 

+2.15:  4.49+0.69 

0.84|-2.15 

3.45  +1.07    4.79 

+  1.76 

47.  h7 

-1.20 

Elorenee  I 

1.72 

-1.02 

4.18 

-0. 22 

4.14  +1.19 

4.81 

+2.  01 

1.14 

-2.41 

5.74 

+0.33!  9.  19! +3.  79 

5.  63 

+0.  13|  7.41+3.34 

0.  X2  -I.31' 

3.61  +1.40    3.81 

+  1.03 

62. 10 

+  7.  :;o 

Elorence  2 

2.05 

-0.91 

3.94 

-0.46 

4.19  +1.24 

7.45 

+4.68 

1.29 

-2.  26 

4.51 

-0.90 

6.81 

+  1.41 

6.28 

+0.78, 10.  85. +  6.  78 

0.17  -1.95 

3.12  +1.01    3  90 

+  1.12 

54.56 

+  9.76 

Cfamett 

2.9'2 

6.6i) 

^■'« 

5.60 

2.08 



4.23 

6.06 

4.88 

....    1  6.39 

0.73 

4.44 :  4.74 

,■■3. 95 

rjoorgetown 

1.75 

-1.60 

6.99 

+  3.45 

5.25  +1.80 

9.06+5.76 

3.87 

+0.  93 

6.67 

+0.68 

5.12-1.8.3110.11 

+3.07'  7.40+3.23 

0.20' -.3.  48 

3.75  +1.32    5.18 

-i  1.63 

66.25 

+  13, '.6 

Kingstree 

2.01 

-0.96 

4.05 

-0.18 

6.  95  +3.  50 

3  74  +1.08 

0.90 

-2.25 

1.17 

-4.25    5.  951 +0.25' 11.  24 

+  4.74    5.68+1.85 

2.44  -0.40 

2. .50, +0.32!  3.16 

+  0.04 

49.79 

-I3..S4 

Oaks 

1.00 

6.87 

6.  43 

3.96 

1.63 

5.21 

8.97 

1  8. 07 

\  S.46' 

(}.  40 

2.  06 13.  04 

.56. 10 

Orangeburs  1 

2.02 

3.78 

7.59| 

4.19 

0.56 

1.85 

4.65 

i  4.08 

1  5.701 

1.16 

2. 42 ;  3. 36 

41.36 



Orangeburg  2 

2. 09 

3.47 

6.94j 

3.08 

0.30 

'.'.'.'.'.'.  ^   1.25 

; 

.3.98 

'  4.60 

i^'-'-'; 

0.41   

1.60 2.64 



33.  50 



Paris  Island 

1.38 

-1.4S 

2,18 

-1.71 

2.161-1.35 

4.17 

4-1.80 

1.53 

-1.63!  3.01 

-2.06   .5.20 

-0.87,  4.75 

—2.41'  6.00 

+0,77 

0.31  -3.01 

,5.30  +3.06    6.  23' +.3.  43 

•■2. 22 

-5.  .38 

Pinopolis 

2.58 

-0.  52 

4.57 

-0.95 

5.  66!  +2. 01 

5.98 

+3.01 

2.48 

-1.37,  3.05 

-2.88    6.01 

-0.27:11.73 

+3.  64  10.  48 

+5.89 

0.22-2.91 

4.90  -i  2.35    3.491  +  0.30 

61.15: +11.  r8 

Hiniini 

2.62 

4.85 

7.60! 

4.58 

3.62 

'    1.50 

8.20! !  6.25 

,10.03 

0.8H 

2.  67 3. 29 

56. 09: 

St.  George 

2.11 

-6.' 56 

.3.47 

-o.'r.s 

7.72i+4.19 

8.49 

+.5.' 63 

1.22 

-1.96    2.93 

-2.50!  8.951+2.9)!.  ..    . 

1 



! 

1 

St.  Matthews 

2.63 

-  0.  43 

2.90 

-2.04 

3.74+0.22 

4.67 

+  1.63 

0.67 

-1.64    2.15 

-3.821  5.43,+0.02'll.04 

[                                               1 

+5.311  8-67 

f5.03 

0.81-1.88 

2.48  +0.34'. !!..'!;!.'! 



Society  Hill 

2.74 

-0.17 

3.  53 

-1.23 

.5.72+1.36 

4.66 

+  1.37 

I.0& 

-2.14!  2.78 

-3.05,  6.21+0.02'  .5.16 

-0.80    5.07 

fl.05 

0.81 1-2.32 

2.,-3+0.26i  2.  69; -0.  ,57 

42.  98 

-  5.  22 

Summerville 

1.60 

-1.50 

5.02 

+0.  .58 

5.351+1.92 

ft.  .57 

+2. 09 

2.47!-0.54!   1.64 

-4.12    6.  05, +0.03,10.  47 

+  2.45    .5.73 

+  1.40 

0.  is! -3.  79 

3.68+1.33:  3. 90, +  0.35 

51.  IS 

+  0.21 

Walterboro 

Whitehall,  near 

1.85 

-1.07 

6.49 
3.17 

+2.17 

5. 131  +1.  27 

5  .52 

+2. 19 

0  76—5  4'''  ■'^  '^ 

-1.69'..       t 

5.  46 

-1.5,5 



4".  511...... 

4>)7 

1.32 

2^77 

i  7.' 87 

4.96 

7.33 



'(').' 31 

3^27 !!!!!/'!!!!  '.'.'.'.'.. 



Yemassee 

2.' 72 

-6.' 07 

4.78 

+6!75 

6.  03 1+2.46 

5.60 

+2.' 77 

1.89-1.41 

4.12 

-2.06]  6.36,-0.39 

4.54 

-2  15    3.41 

-6.83 

l.,59 

-i.'34 

3. 41, +  1.35    4.24-4  1.03 

■18.'  (19 

+  0.01 

Division  means  and 

2.15 

-0.83 

4.34 

-0.05 

5.75+2.14 

4.97 

+  1.91 

1.39  -1.98 

3.14 

-2.68    6.07+0.21    7.97 

+  1.43'  6.73 

-1  2.49 

0.76 

-2.5> 

3.08+1.02    3.7s  -i-0..59 

50. 05 

+  1.46 

dppartures. 

i 

i 

1 

1 

WKSTEIiN   POllTIOX. 

1 

1              ! 
1 

1 

Aiken 

4.10 

f  0  50 

3.72 

-0.  36 

9. 20. +.5. 1ft 

4.  57 

+  1.45 

1.7^' -2.  89 

4.17 

-  O..5O:  .3.53-1.17    3.53 

-2.10   5.28 

+  1.94'   1.10 

-1..56 

3.  .30  +0.59    ,3.14-0.61 

47.42 

+ 1 .  69 

Anderson 

5.14 

+  1.39 

4.08 

-1.20 

8.591+3.  .56 

5.58 

+2.31 

2.33-0.31 

3.  55 

-1.14'  ,5.27;-0.26i  ,5.47 

-0.67    5.23 

+  1.83    0.19 

-2.67 

4.(i2  -1-1.82    .5.04  +0.26 

.55.(9 

+  4.92 

Hatesburg 

4.29 

+  1.04 

2.  9fi 

-2.92 

8.47+3.90 

.3.79 

+0.  70 

1.59-1.83 

3.  19 

-1.891  8.  13+1  00,  ,5.21 

-0.78    3.54 

-0..35    0.72 

-2.  53 

3.77  +1.19    2.62  -1.34 

46.61 

-3.81 

Blairs  

4.90 

+  1.79 

3.89 

-0.  01 

7.26! +3.  69 

3.80 

+  1.69 

1.34-2.20 

2.  .51 

-2.53;  3.751-1.2,5,13.57 

+  8.94    4.28 

+  1.46    0.49 

-2.21    3.68  +1.34    3.64  -0.36 

53. 1 1 

+  11.27 

Calhoun  Falls 

5.66 

+2.31 

3.86 

—1.30 

9.74+4.92 

1 

4.00 

+0.42 

4.77 

-1.24 

2. 74 

-2.  13   4.061-0.08   6.92 

+2.06    3.65 

-0.35    0.32  -2.53!  4.  91' +  1.60    4.44+0.02 

I            '             '           ' 

55. 07 

+  6.58 

Camden 

4.59 

+  1.20 

2.11 

-1.84 

5.85+2.06 

.5.27 

+  1  69 

0.  95 

-2.31 

1.30 

-3.21'  4.24i-0.84    7  58 

+2. 15'  3.  58 

-0.17    0.65-2.03 

2.73  +0.28    4.11  +0.65 

42. 96 

-1.75 

Catawba 

3.75 

+0.55 

4.38 

-0.  13 

5.99+1.86 

5.57 

+3.17 

1.62 

-1.70 

3.16 

-2.27!  5.  83: +0.09;  10.  59 

+  .5.22    4.02 

+0.81     1.27,-2.36 

R.83'  +  1.39   3.08  -1.22 

.53.(9 

-^5.41 

Chappells 

6.23 

+3.38 

4.80 

+  1.09 

6.46  +2.  S,0 

4.80 

+2.60 

1.53  -1.00 

2.05 

-  2.23:  5.061+0.79,  6.  ,55 

+  1.(15'  2.  .50 

-0.56    1   70-1.11 

3.42'  +  1.03    3.13  -1.64 

48.  23 

+  6.30 

Clemson  College 

6.84 

+2.29 

3.88 

-1.54 

111.  11! +5  27 

7.55 

+3.77 

3.  12  -U.29 

5.  43 

+0.49'  5.95+0.72,  8.95 

+  3.48    4.68 

-1-0.46    0.28: -3.  06 

4. 51' +  1.75   6.33  +1  2( 

67.63 

+  14.  ,54 

Columbia 

3.18 

-0.11 

2.82 

-1.89 

5.72|+2.02 

3.41 

+  0.55 

1.24  -1.U5    2.16 

-2.02    3.36|-2.70j  7.68 

+0.90,  4.17  +0.72    0.58-2.27 

3.26  +1.03    2.26 

-0.64 

39.  84 

-  0.  3(i 

Edgefield 

5.30 

4.04 

9.  3ri: 

4.05 

l.S: '   1.85 

5.12 !  4.47 

'  5.98 !  1.33 .3.23 2.72 

49.  32 

(jaston  Shoals 

3.45 

-6.'39 

3.51 

-6.' 89 

6.55, +1.84!  ".29 

+4.07 

2.07  -0.901  3.67 

-i.oo 

,5.  14  -2.84  13.93 

+  8.47    4.51  +1.54    0.30  -2.49   6.99;  H  4.42    5.46 

V('.'78 

62.87 

'-4^i2.'('i 

Greenville 

.'5.83'  + 1.68 

3.  42 

-1.S6 

8.26|+2.  76,  7.18 

+  3.50 

1.62-2.70'  6.11 

+  0.90 

7.90+2.48    ,5.96 

-0.12    2.65-0.26    0.  ,53  -2,  43    4.  52; +  1.  34    5.39 

+  0.  64 

.=9.  37 

+  4.82 

Greenwood  

5.15+1.56!  5.61 

+0.80 

7.97, +3.90    4.40 

+  1.47 

2.  i;6  -0.  97    2.  71 

-1.59 

7.301+1.21    6.04 

+  0.70,  2.88  -0.91    0.65-2.17   4.901  +  2.  io    ,3.91 

-  (i.,57 

54.  17 

+  6.  8* 

Heath  Spring 

4.95 

+  1.70 

1.72 

-2. 56 

5. 77, +2. 10,  3.00 

+0.07 

1.23  -1.97 

4.11 

-1.50 

6.  41; +2.  16!  8.00 

+  1.74    5.12+1.94     I. ."^5  -1.18    3.28:+0.71    3.79 

-0.47 

49.  ( 2 

+  2.84 

Kershaw 

4.71 

2.70 



.5.71' 

2.56 

1.13 

4.86 

4.94 ■  7.73 

3.17 !    1..52 3.32' 3.94 

46.  29 

Landrum 

5.53 

4.10 

8.53i    

10.  66 

3.1h 

6.  38 



6.321 9.92 

9.  43 1  0.  31  ,5.  63 6.76 

76.75 

Laurens 

3.25 

4.37 

7. 60, 

4.02 

2.25 

3.  ,55 

4.921 ;10.  43 

4.17 

1    1.19 6.11: 3.20 

.=5. 06 

Liberty  

5.95 

+i.'68 

1.91 

-3.8S 

9.  97! +4.  56  13.40 

+8.' 77 

2.88 

-i.'.5i 

5.99 

+6.',59'  3.  901-1.  90:  6.76 

0.00    1.81 

-2.25    1.63  -2.13    4.901+2.11    7.97 

+  i!76 

67.07 

"  +7.'si'l 

Little  Mountain 

4.50 

+  1.44 

4.02 

-0.77 

5.57+1.70    2.88 

-0. 29 

1.93 

-0.92 

2.  36 

•  2.25 

2.  ,57  -2.17:11.21 

+  5.91    4.16 

+  1.18    0.80-2.21    3.24+0.73    3.08 

-0.21 

-16.32 

+  2.16 

Meriwether 

4  46 

+  1.52|  3.53 

-1.05 

8.11+3.65    3.89 

+0.72 

3.04+0.56 

2.  51 

-2.22 

. 

. 1 

Monetta 

3.87 

+  0.63'  3.96 

-0.87 

8.73+4.86'  3.56 

+0.93 

1  5.!.: -0.91 

3.  SO 

-1.88 

7;.3,5  +2!99   3.'23 

-O.'iV  3.' 64  -1-0.(16    0.62  -2.72 

3.'2li  +  i.64'3.'36 

-o.oi 

16.' 82 

'  +2.' 39 

Newberry 

5.  .38 

+  1.93    4.64 

+0.  hO 

7.27+3.32;  3.45 

+0.68 

2.15-0.81:  2.83 

-1.53 

2.  ,501-1.94    7.98 

+2.54    4.05+1.02    0.70-2.05   2.72  —  0.25   3.10 

—  1.82 

46.  77 

+  1.(9 

I'elzer 

5.12 

+  1.38!  3.94 

-0..54 

8.  78! +3.  98    6.38 

+2. 84 

2.04'-0.  70|  6.2H 

+  1.7ii 

9.641  +  1.31    8.22 

+3.73,  4. 02: -H). 81!  0.76 -2. ,55!  ,5.12+2.57   5,18 

-0.28 

65. 48 

+  16.34 

Saluda 

5.21 

+  1.88    4.35 

-0.  39 

7.46|+3.40.  4.81 

+2.34 

2. 13 -0.41. .5. 42 

H-0.  40 

4..57|+0.36   5,16 

-0.71;  4.19'+0.89    0.66  -2.38    3.41  +0.88   2.98 

-1.03 

50. 35 

+  5.23 

Santuck 

4.40 

+0.94    4.58 

-0.36 

7.  83! +.3.  37    4.34 

+  1.06 

1.72!-1  23    3.34 

-0.89 

3.04'-1.91jl,5.40 

+9.58'  2.60:-1.17'  0.57  -2.68   4.73'  +  1.92'  4.49 

+0.21 

.57.  04 

+9  14 

Spartanburg 

4.63 

+  1.47,  3.84 

-0.92 

7. 21; +2.  26,  7.34 

+  4.27 

2.72 

-1.31    3.62 

-1.19 

6.  80, +  2.  ,55    8.92 

+  3.16'  4.  19+0.8S'  0.14-2.53,  4.99H2.12    6.24 

+2.24 

CO.  64 

+  12.76 

Trenton 

4.63 

+  1.471  3.48 

-1.94 

8.  03; +3.  601  ^-42 

+  1.0il 

2.  37 

-0.19 

2.68 

-1.99 

4.  35! -1.. 30   2.81 

-3.67:  4.47 

+  1.10    0.75-2..55    3.28+0.70   2.70 

-1.29 

43.  97 

-6.17 

Walhalla 

6.91 

+2.72    4.78 

-0.44 

9. 27, +3.  25  10.06 

+5.44 

3.56 

-0.47 

5.02 

-0.18 

6.04;+0.08il4.74 

+  8.721  6,96 

+  1.51 

0.80  -2.16    2.65,-F0.24    6.78 

+2.  42 

77.  .57 

+  21.13 

Winnsboro 

4.62 

+  1.34    3.88 

-0.40 

5.49!  +  I.40    .3.22 

+0.45 

1.63 

-1.47 

3.38 

-1.01 

.....1 

L... 

!■  ....1 3.54 

+0.  05 

..... 

Winthrop  College 

8.00 

+4.98    4.65 

-0.53 

6. 15  +2. 20.  4.  31 

+  1.29 

1.16 

-3.00 

2.  53 

-2.  85 

3.95  -0.94   9.83 

1             1 

+  4.02;  4.17 

+  6.'89 

0.21  -2.70    3. 44, +  1.08    3.15 

-1.44 

,51., 55 

'  +3.' 0(1 

Division  means  and 

departiu-es. 
Section  means  and 

4.98 

+0.19    3.79 

-o.co 

7.63+3.26    5.28 

+2.02 

2.33 

-1.11 

3.65 

-   1.23 

4.85 

+0.47   8.17 

+2.56    4.24 

+0.61 

0.77-2.21'  4.fl6!  +  l.J6   4.18 

-0.20 

,53. 93 

+  .5.26 

3.66 

+0.22    4.05 

-0.30 

6.73  +2.83    5.13 

+2.21 

1.77 

-1.69 

3.41 

-1.54 

5.60 

-0.30!  ,8.08 

+  1.9.5'  5.42+1.48    0.76  -2.29'  3.62+1.34    4.01+0.60 

.52, 24 

+  4.49 

departures. 

1 

1 

j 

11        i       '        :       1        '1 

The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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CLIMATO LOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Year,  1920. 


■:■■■' 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1920.  with  Departures  from  the  Normal. 


Stations. 


J.imiary.    February.      Marcli, 


April. 


May. 


EA.STERX   PORTION. 

Allendale 

Blackville 

Bowman 

Charleston 

Cheraw  

Conway  

Darlington 

Ferguson 

Florence  1 

Garnett 

Georpretown 

Kins.stree 

Oak.s 

Orangeburg  1 

Paris  I.iilanfl 

Pinopolis 

St.  George 

St.  Mattliews 

Society  Hill 

Siiminervillo 

Walterboro 

Yemassee 

Division  means  and 
departures. 

W KSI'ER.S'   PoUTIOX. 

Aiken  

Anderson 

.  Batesburg 

Calhoun  Falls 

Camileu 


4i<  8 
4H.  1 
49.2 
51.0 
43.6 

48.6 
43.6 
46.8 
46.3 

51.0 1 

52.4 
49.6 


P.      \    E- 


+  1.1 
+  1.0 
+  1.2 
+  1. 
+0.2 

+0.5 
-2.0 
-0.5 
+  1.3 


46.4 
4G.0 
44.2 
48.2 
42.  8| 

45.41 
42. 8 
43.61 
44.6' 
47.9;. 


-1.8'  53.8 
-1.2|  .52.6 
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The  de-^artiires  from  t'le  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
Reference  letters  (".•'."),  appearing  in  the  table  indicate  number  of  days  mis.sing:  For  example,  •>  represents  two  days 


mis.sing,  etc. 
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normal,  but  was  badly  distributed,  with  plentiful  rainfall  up- 
State  and  dronglit  on  the  coastal  plain. 

Fehuary. — Cold,  raw  weather  prevailed,  with  much  cloudi- 
ness. The  mean  temperature  was  consideral)ly  below  normal, 
with  two  extended  periods  of  low  temperatures.  Precipitation 
was  slightly  below  the  average,  and  the  snowfall  was  niuch  less 
tlian  usual. 

Miirrh. — Unusually  cold  weather  prevniled  duriiigthe  month, 
and  the  weatiier  was  wintry  and  generally  disagreeable  during 
the  first  decade,  tlie  section  minimum  temperature  equaling  the 
lowest  March  record  (lM()1).  Precipitation  averaged  much 
above  normal  and  was  particularly  abundant  in  tiie  central  and 
Piedmont  counties. 

April — The  month  was  stormy  and   wet,   with  an   unusual 


number  of  tornadoes,  hailstorms,  local  disturbances  and  execs-  I 
sive  rains.  Tornadoes  injurd  15  persons  and  caused  proiu  rty  ■ 
damage  approximating  $1()0, 000.  Two  hailstorms  caused  about 
$10,000  damage,  in  addition  to  destruction  of  young  crops,  in 
several  counties.  Abnormally  cool  weather  prevailed  horn  the 
5th  to  15th,  and  the  monthly  mean  temperature  was  somewhat 
below  normal.  The  last  general  killing  frosts  occurred  in  the 
central  sections  on  the  6th  and  in  the  higher  elevations  on  the 
14th. 

^f(n/. —  Unseasonably  cold  weather  prevailed  during  the 
month,  on  the  whole,  tlie  monthly  mean  temperature  being  close 
to  the  lowest  average  of  record  for  the  S(>ction.  There  weretliree 
long  periods  of  abnormally  low  temperatures,  vhcn  the  daily 
means  ranged  5°  to  14°  l)elow  normal.  The  rainfall  was  very 
light,  on  the  whole. 
1  Jane. — 'I'hemean  temperature  was  neartheseasonalaverage. 


Year,  1920 
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but  the  first  and  last  decades  were  unusually  cool.  Precipitation 
was  considerably  below  normal,  and  the  sunshine  was  abundant. 
A  small  tornado  near  Greenville  on  the  14th  injured  2  persons 
and  caused  property  damage  estimated  at  about  $5,500. 

Jult/. — Thermal  conditions  and  rainfall  ranged  somewhat  be- 
low normal.  The  rainfall  was  badly  distributed  as  to  amounts, 
tlie  measurements  in  large  sections  of  the  interior  being  much 
below  the  average.  There  was  one  death  by  lightning  and  a  loss 
of  $10,000  by  fire  resulting  from  lightning.  Excessive  rains  in 
Anderson  County  on  tlie  UHii  and  20th  were  followed  by  damage 
to  crops,  bridges,  and  roads  estimated  at  about  $150,000. 

August.  — Ruin  fell  in  some  part  of  the  State  every  day,  and 
the  montlily  rainfall  ranged  much  above  normal,  with  excessive 
amounts  in  extensive  areas  of  tlie  nortliern  and  eastern  counties. 
There  were  two  deatiis  and  several  injuries  by  lightning.  'J'he 
mean  temperature  was  somewhat  below  normal. 

September. — There  were  15  days  on  which  the  mean  tem- 
perature was  5°  to  11°  per  day  above  normal,  resulting  in  a 
monthly  mean  consideial)ly  above  the  seasonal  average.  Pre- 
cipitation was  much  a))Ove  normal  and  very  irregularly  dis- 
tril)uted. 

October. — The  month  was  warmer  than  usual  and  very  dry. 
A  cool  period  during  the  early  part  of  the  month  was  follwed  by 
a  prolonp-ed  period  of  high  temperatures,  and  the  month  closed 
witli  heavy  to  killing  frosts  quite  generally  over  the  State. 

November. — Abnormal  heat  prevailed  during  the  fir^st  10 
days,  followed  by  subnormal  temperatures  until  the  19th,  result- 
ing in  thermal  conditions  below  the  seasonal  average.  Killing 
frostsextended  practically  to  the  coast  between  the  12th  and  19th. 
Precipitation  was  considerably  above  the  average. 

DTember. — Mild,  .open,  and  generally  pleasant  weatlier 
])revailed  during  the  month,  but  the  showery  periods  were  rather 
frequent,  resulting  in  precipitation  somewiiat  above  normal. 
Two  tornadoes  on  tlie  22d  caused  the  def.th  of  one  person  and 
injured  five,  with  property  loss  estimated  at  about  $10,000. 


COMPABATIVE  DATA  FOB  SOUTH  CAROLINA. 

Temperature. 

Precipitation 

Average  number  of 
days. 
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1902 

sw. 
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sw. 
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w. 
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sw. 
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ne. 
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sw. 

MONTHLY  AND  ANNTJAr,  CLIMATOLOGICAL  DATA  FOR 
SOUTH  CAROLINA,  YEAR   1920. 
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46.2 

+0.7 

85 

6 

3.66 

+0.22 

8.00 

80 

62 

70 
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12 
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12 
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42.8 

-4.1 
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66 
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52.3 
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78.9 
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46 
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76 

63 
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ne. 

October 

64.1 

+  0.5 

92 

25 

0.76 

-2.  29 

2.44 
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66 

81 

2 

24 
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15 

5   11 

8.4    w. 

Annual . . . 

61.9 

*-1.0 

105 

6 

52.24 

*+4.49 

15.40 

80  58 

69 

62 

93 
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•  From  34-year  averages. 


KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


1920. 


La.st  in 
spring. 


Eastern  Poktion. 


Allendale. 

Blackville 

Bowman  

Cliarleston 

Cheraw 

Conway 

Darlington 

Ferguson  

Florence  ( 1 ) 

Garnett 

Georgetown 

Kingstree 

Oaks 

Orangeburg  No.  1 . 

Paris  Island 

Pinopolis 

St.  George 

St.  Matthews 

.Society  Hill 

Summerville 

Walterboro 

Yemassee 


Normal 

Averages  for  1920 

Westkrn  Portion. 

Aiken  

Anderson 

Batesburg 

Calhoun  Falls 

Camden 

Clemson  College 

Columbia 

Greenville 

Greenwood 

Heath  Spring 

Kershaw 

Landruni 

Laurens 

Liberty 

Little  Mountain 

Meri  wether 

Monetta 

Newberry 

Saluda 

Santuck  

Spartanburg  

Trenton 

Walhalla 

Winnsboi'o 

Winthrop  College 


Normal 

Averages  for  1920 

Section  Normal 

Section  averages  for  1920. 


Mch. 
Apr. 
Apr. 
Mch. 
Apr. 
Mch. 
Mch. 
Apr. 
Apr. 
Mch. 
Mch. 
Mch. 
Apr. 
Mch. 
Mch. 
Mch. 
Mch. 
Apr. 
Apr. 
Apr. 
Apr. 
Mch. 


Mch.  23 


Apr. 
Apr. 
Apr. 
Apr. 


Apr. 
.Vpr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
.\pr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 


Apr. 


Apr. 


First  in 
autumn. 


Averages— all  records. 


Last 
spring 
date. 


First     i  o  >  be  £ 

autumn    ^0  =  3 

date.     ;;J  ti"'^ 


Nov.  14 
Nov.  13 
Oct.  29 
Jan.  19 
Oct.  30 
Nov.  13 
Oct.  .30 
Oct.  30 
Nov.  13 
Oct.  30 
Oct.  30 
Nov.  13 


Oct.  30 
Nov.  17 


Oct.  30 
Oct.  30 
Nov.  14 


Mch.  13 
Mch.  19 
Mch.  23 
Feb.  19 
Apr.  1 
Mch.  19 
Mch.  22 
Mch.  25 
Mch.  22 


Mch.  10 
Mch.  13 


Oct.  31 

Nov'.'ii 

Nov.  13 
Nov.  14 
Nov.  13 
Oct.  30 


Oct.  30 
Nov.  13 
Nov.  13 
Nov.  13 
Oct.  30 
Oct.  30 
Oct.  29 
Oct.  30 
Oct.  30 
Nov.  13 


Nov.  13 
Nov.  13 
Oct.  30 
Oct.  30 
Oct.  29 
Nov.  13 
Oct.  29 


Oct.  31 


Nov. 


Nov.  8 


Feb.  28 
Mch.  4 
Mch.  9 
Mch.  13 
Mch.  19 
Mch.  15 
Mch.  15 
Mch.  11 

Mch.  16 


Mch.  30 
Mch.  28 
Mch.  29 


Mch.  22 
Apr.  3 
Mch.  20 
Apr.  6 
Mch.  23 
Mch.  27 


Apr.  1 
Mch.  24 
Mch.  23 
Mch.  25 
Mch.  30 
Apr.  3 
Apr.  4 
Mch.  24 
Mch.  17 


Mch.  27 

Mch.  28 

Mch.  27 


Mch.  22 


Nov.  16 
Nov.  14 
Nov.  5 
Dec.  11 
Nov.  3 
Nov.  8 
Nov.  1 
Nov.  7 
Nov.  9 


Nov.  21 
Nov.  19 


Nov.  30 
Nov.  29 
Nov.  15 
Nov.  14 
Nov.  10 
Nov.  14 
Nov.  9 
Nov.  14 

Nov.  14 


248 
240' 
227 
295 
216 
228 
217 
227 
232 


256 

251 


Nov.  10 
Nov.  4 
Nov.  11 


Nov.  8 
Oct.  31 
Nov.  18 
Nov.  1 
Nov.  9 
Oct.  31 


Nov.  1 
Nov.  12 
Nov.  2 
Nov.  4 
Nov.  1 
Nov.  2 
Oct.  29 
Nov.  1 
Nov.  16 


Nov.  14 
Nov.  7 

Nov.  6 


Nov.  10 


275 
270 
251 
246 
236 
244 
2.39 
248 

243 
243 

225 
221 
227 


231 
211 
243 
209 
231 
218 


214 
233 

224 
224 
216 
213 
208 
221 
244 


232 
224 

224 

208 

233 

220 


t  Also  other  directions. 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard  :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32"  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  succeeding  day  with  proper  temperature  and  weather  was 
used.  The  average  number  of  growing  days  is  the  dill'erence  between  the  average 
spring  and  autumn  killing  fro.-;t  dntes. 
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KEY  TO  SYMBOLS 
0  Meteorological  observations.    (Regular  Weather  Bureau  Stations,  including  Greenville.) 

O  Meteorological  observations.    (Substations.) 
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No.  J . 


GENERAL  SUMMARY. 

The  month  was  gpnerallj'  mild  and  open,  and  the  mean 
temperature  was  considerably  above  normal.  Tlie  period  from 
the  1st  to  12th  was  unseasonal)ly  warm,  followed  by  alternating 
short  periods  of  cold  and  warm  weather.  Precipitation,  while 
above  the  average  as  a  whole,  was  deficient  on  the  coastal  plain 
and  al)undaiit  in  the  Piedmont  counties.  An  unusually  severe 
cold  rain,  ice,  sleet,  and  snow  storm  occurred  in  the  upper  half 
of  the  State  on  the  2.")th  and  2bth,  the  depth  of  iee,  sleet  and 
snow  breaking  records  at  n  number  of  stations. 

Outdoor  work  made  favoral)le  progress  in  the  lowei' part 
of  the  .State,  but  plowing  was  materinlly  retarded  in  the  Pied- 
mont Counties  on  account  of  wet  soil.  Winter  cereals  main- 
tained generally  satisfactory  condition  during  the  month. 
The  mild  weather  caused  some  swelling  in  fruit  buds.  Winter 
cabbage  and  lettuce  were  plentiful  on  market  about  the  middle 
of  the  inonth,  and  some  spring  cabl)age  and  lettuce  were  being 
set.  Tlie  month  closed  with  some  late  cotton  up-State  remain- 
ing to  be  picked. 

PRESSURE. 

'I'be  mean  sea-b'Vel  pressure,  determined  from  reports  of 
n  regilar  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  .SO  22  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  80.90  inches  at  Charlotte.  N.  C.  on  the 
19!h,  and  in  the  .Sp,-tion  proper,  rJO.ST  at  Due  West  on  the 
the  same  date;  at  Cidumbia  the  pressure  on  the  I9th  was  the 
highest  of  record;  the  lowest  pressure  was  29.07  inches  at  Char- 
lotte, N.  C,  on  the  14th,  and  in  the  .Section  proper,  29.fi9 
inches  at  Greenville  on  the  same  date. 


and  northern  counties,  with  4  to  over  7  inches,  while  in  prac- 
tically the  entire  southern  half  of  the  State,  the  rainfall  was 
considerably  below  3  inches.  The  greatest  local  monthly 
amount  was  7.16  inches  at  Laurens,  Laurens  County,  and  the 
least  local  monthly  amount  was  1.31  inches  at  Ferguson,  Or- 
angeburg County.  The  greatest  amount  during  any  24  hours 
was  3/75  inches  at  Winnsboro,  Fairfield  County,  on  the  2(>th 
and  27th.  The  averago  numlier  of  rainy  days  was  12%  below 
normal. 

An  unusually  heavy  cold  rain,  ice,  sleet,  and  snow  storm 
occurred  over  the  northern  half  of  the  State  on  the  2.5th  and 
2(>th,  and  the  accumulation  of  frozen  precipitation  ranged  in 
depth  from  1  to  >!  inches.  Much  damage  resulted  to  telegraph 
and  telephone  wires,  and  the  injury  to  many  fine  shade  trees 
cannot  be  repaired  in  years. 


WIND. 

The  jtrevailing  wind  was  from  the  west.  Tlie  ave 
hourly  velocity,  determined  from  9  anemometer  records, 
>>.7  miles.  The  highest  average  velocity  was  12.3  mUo? 
hour  at  Savannah.  Ga.,  and  in  the  Section  proper,  11.2  n 
per  hour  at  Charleston;  the  lowest  average  velocity  was 
miles  per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper, 
miles  per  hour  at  Columbia.  'I'be  highest  velocity  for 
.")-minute  period  was  3.'^  miles  per  hour  from  the  west  at 
vannab,  Ga..  on  the  l,'>th.  and  in  the  Section  proper.  30  n 
per  hour  from  the  west  at  Greenville  on  the  .")th. 
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TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
l-orts  of  41  stations,  was  46.9°,  or  1  3°  above  the  estaldished 
normal.  The  highest  temperature  was  79°  at  Darlington,  Dar- 
lington County,  on  the  23d.  The  warmest  periods  were  from 
the  1st  to  the  12th  and  between  the  21st  and  24tb.  The  lowest 
temperature  was  17°  above  zero  at  Society  Hill,  Darlington 
County,  on  the  2oth.  The  coldest  periods  were  between  the 
13th  and  1.5th,  18th  and  20th,  and  the  2.5th  and  2.^th. 


SUNSHINE    AND    CLOUDINESS. 

Tbo  average  monthly  sunshine,  determined  from  9 
iiiatic  records,  was  163.7  hours,  or  .52%  of  the  possible  am 
The  average  number  of  clear  days  was  1.5:  partly  elou( 
and  cloudy.  10.  as  against  nonrals  of  13,  7.  and  11  day 
speetively. 

RIVER  CONDITIONS. 

Moderate    freshet    conditions    prevailed    in    the    up- 
rivei*  about  the  10-12th  and  lo-17th,  and  in  the\A'ateree 
on    the  2Sth.     The  Sant(>e  Piver  was  close  to  or  al)Ove 
stages  throughout  the  month. 


auto- 
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MISCELLANEOUS    PHENOMENA  (dates*. 

TT(iJo.-<—  Liniiir:  Charleston.  1  7  ;  Due  West,  21.  Solar:  Col- 
umbia. II:  Due  West.  7,  11.  16,  24;  Greenville,  11.  16,  IS. 

77/ /o;r/rrN/(>/'((/x. —Charleston.  5;  Monetta.  3;  Summer- 
ville.   1  1. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1921. 


HUMIDITY. 

The  mean  relative  humidity,  deternjined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  S  a.m.,  80%;  noon,  61%;  8  p.m..  6'.i%. 
The  greatest  percentages  occurred  over  the  southern  coast  <lis- 
Iricts,  and  the  least,  over  the  northern  interioi\ 


PRECIPITATION. 

The  average  for  the  Section.  .53  stations  reporting,  was 
3.84  inches,  or  0.39  inch  above  the  established  normal.  The 
measurements  M-ere  confined  principally  to  t  hree  perirds,  and 
the  amounts  were  generally  above  normal  over  the  Pirdmont 


St:iti,iiis. 


.XslipvillP.  N'.r 

.\nfrii^i;i.  <;a 

Chiirlo^lon.  S.  C. . 
( 'linrldiio.  N.  ('  . . . 

i"iiliiinl>i:i.s.  (' 

I  >iii>  West,  s.  (■.*... 
I  ircpiivillp.  s.  C  . . 

SavMnii.ili.  (Ill 

\'\  iliiiin!;ioii.  N.  C 

Monus  an.!  hx-  i 

triMTii's > 


".  t  !  51/  >■  „: 


Mean  c 

rrlntivo        ~ 

lnniiiility.      r* 


■r        '■■       -r      '- 


no.  1 

r.-i 

-IS   .i 
51.7 

t:! 

71 
74 

4-1. 
-i:!, 
.'■1. 

IS. 


■jn 

:!.  X-, 

1.  ^?i 

.'^.  s 

liW  . 

79 

ii:! 

i;;i 

;!s 

.'(1 

■2.M 

i.Ti 

.'..  1 

IIW  . 

s-l 

."i('j 

i;.') 

i'>(( 

:>ii 

1 .  fix 

1 .  w, 

ILL' 

>  W . 

s-_> 

ly 

77 

('.•-' 

•l\ 

I .  !(■_' 

C.  1 

SW. 

,  , 

1';; 

(i7 

V.I 

2i 

:!■-'(; 

1,  l."i 

7.  ( 

\v. 

7S 

(■■(i 

I'u 

.''('. 

'I'l 

X.  !F.". 

1.  IS 

;».  1 

s\',- 

SI 

(VI 

I'.l 

•hi 

■i.  1(1 

I.C.-i 

VI. :' 

lie. 

7s 

(V) 

(17 

I'.l 

:l(i 

1    (s 

(1.  7:; 

ij.:; 

sw. 

79 

I'll 

7:; 

III 

■j:! 

1.  IC. 

'.'   '.!.") 

'i.  (1 

w  . 

711 

;i:; 

C.-.i 

.'ll't 

J(i 

::,  -1 1 

•J.  07i 

S.  7 

s\v. 

S(l 

ni 

(;!l 

.Yj 

'Nun:  -  N'.'w  m^inlngifal  .-talidii. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Januaey, 1921. 


.stations. 


En>'lern   I'nrtion. 


AllPiiflale  . . 
Hlackville  .. 

Howman 

charlostnii.. 
clifraw 

noinvay 

Dailiugtoii  . 
Kftnigham.. 
Ferguson . . . 
Floronpp  1 . . 


.\llon(lalf! 

Barnwell 

OransebniK  . .. 
Charleston  — 
Chpstorlit-Ul  ... 

Horry 

Darlington  — 

Florence  

Oransjeburgr  . . 
l'"lorenre 


Florence  '2 

(Jarnett 

Oeorgetown  — 

KiiiKStroe 

Oaks 

Orangebnrg  1  . 
(trangebnrg-'. . . 
I'aris  Island.  . . . 

I'inopolis  *' 

liimini 

.'^t,  Ccorffe 


do 

Hampton 

Georgetown  . . 
Williamsburg 
Georgetow  n  . . 


St.  Maltliews 

Society  Hill 

Suinnierville 

Walterbovo 

Whitehall  (near) 

Yemassee 

Division  means  and 
Wrufrni  I'lirlinn. 


Orangebnrg . . 

do 

IJeaufort 

Berkeley 

Clarendon 

Dorchester  . . . 

Callioiin 

Darlington  ... 

1  Dorchester 

Colleton    

Colleton 

Hampton   


Aiken 

Anderson  

Hatesburg 

Hlairs  

Calhonn  Falls 

Camden 

Catawba  

Cliappells 

Clemson  Cullegi- 
Columbia 

Due  We.st 

Kdgefield 

Gaston  Shoals  11. 

Greenville 

Green  wooil 

Healli  Spring 

Kershaw  

Landrum 

Laurens 

Liberty 

Little  Mountain 

Meriwether  

Monetta 

New  berry 

I'elzer 

f'alnda 

Santuek  

Spartanburg 

'I'lenton  

Walhalla 

Winnsboro 

Wintlirop  College  tt... 

Divi'^lon  means  and 
Section  means  and 


Aiken  

.■ViKlerson  

Lexington 

l''airfield 

!  Ablieville 

Kershaw 

!  York  

;  Newberry 

,  I  f  )conee 

, '  (tichland 

,  j  .Vbbeville  . . . . 

.1  KdgoHeld 

.  i  Cherokee 

.  I  Greenville  — 
.  i  Greenwood.  . 

Lanea.ster 

Kershaw 

Spartanburg . 

Laurens  

Pickens 

Nev  berry 

.MeCorniick. . 

Saluda 

.Newberry  ... 

.\nderson 

Sahida 

I'nion 

Spartanburg 
Edgefield  .... 

Oconee 

Fairfield  .  . . . 
York 

[extremes 

extremes 
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192 
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23 
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48 
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50 
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35  1 

2.5' 

'■il9' 
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22 

27 

48 

2.  53 
4.79 
5.  24 

4.  84 

5.  1 1  : 

3.63 
5.-12 

4.68  ' 
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3.93  I 
4.  09  ! 
.'\98  '■ 
5. 10 
4.15 

4.  65 
4.00 
3.81 
7.16 
4.56 

4.47 


-1.07  ; 
+  1.04  I 
-i  1 .  99 
1-1.73 
+  1.76 

+0.2) 
+2. 22 
+  1.S3 
-1-0.  72 
-0.03 


+  2.14 
-tO.85 
+  0.56 


+  0.29 
+  1.41 


1.03  ' 

0  1 

l.,50 

1.0 

1..8:; 

0 

1.41 

0  ; 

1.49 

0.9 

0.96 

3.0 
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1.  IS 

0.8 

1  20 

1.0 
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R.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Kvans. 

r.  .S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quatllebanm. 
D.  C.  McCall. 
Wni.  B.  Gillespie, 
Henry  C.  Savage. 
H.K.Gilbert. 

Pee  Dee  Kxperiment  Sla. 
Maner  B.  Robert. 
A.  P.  Hazard. 
W.  H.  Matthews. 
O.  M.  Mitchell. 

U.S.  Fisheries  Station. 
State  A.  and  M.  College. 
U.  S.  Marine  Corps. 
Miss  K.  P.  Havenel. 
William  B.  Wolfe. 
,Tohn  \V.  Davis. 

Miss  Frances  M.  Antley. 
A.  H.  Hogers. 
E.  P.  Law  ton. 
J.  N.  Frank. 
Combahee  Company. 
I  W.  C.  llutson. 


Frank  B.  McCoy. 
II.  H.  Kussell. 
K..I.  Ilite. 
.1.  N.  Owens. 
L.  M.  Parker. 

Henry  A.  Brow  n. 

.lames  C.  Fari>, 

.1.  .1.  Mnrran. 

Prof.  F.  H.  II.  Calhoun. 

V.   S.  Weather  Bureau. 
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Tl.  S.  Weather  Bureau. 

1 
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.1.  Marvin  Bowers. 
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13 
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.lohn  W.Hamel. 

14  I  10     sw. 


3.65  I  -1-0.41 
4.60  -1-1.15 
5.  .58  '     tl..84 


1.34 

2.  CO 
1.30 


0 
T. 
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21 

20 

51    \ 

20 

27  ; 

47 

24 

27  i 

34 

2? 

+  19  j 

52 

22 

tl9  ! 

40 

21 

19 

47 

-I  2.29      1.43  1     4.0 


53 
53 


.1.  I,-) 

5.  17  \  -t2,27 

4.18  I  +1.02  , 

4. 89  +0.  70 

7.07  \  +4.79 

4.31.'  -I  1-29 

1.74  +1.27 

3.81  -10. 39 


1.80  ; 

1.21 

1.81 

3.75 

l.,50 


2.5  , 

6.  .-1 

5.0 

2.2 
1.4 


9  I  12  i  10 

n  ;    9  :  11 


sw. 


C  :  11     nw. 


11 

11  j 
9 
10  I 

11 
10 


ne. 
ne. 


w. 


U.  Hartwell  Wilds,  D.H.S. 
Perry  A.  Simpson. 
,lohn  T.  Boggs. 

.l.M.Sease,  M.  D. 
Jfrs.  Marie  R.  Middleloii. 
.loseph  M.  .lohnson. 
Warren  G.  Peter.son. 
.loshua  Y..lones. 
Mrs.  F.  V..1.  Maxwell. 

K.  W.  .leter. 
F.  P.  Robinson. 
Jtrs.  S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  .Johnson 
I  W.  P,  Goodman. 


i 


The  departures  fri 
determining  section 

t  Also  on  other  dates 
puted  from  ob.served  TL „.-     ,, . 

T.  I'recipitation  is  less  than  0.01  inch  ot  ram  or  melted  snow 


but  all  complete  reports  are  used  in 
etc. 


,n  or  division  means.     Rpferenfie.  ly'tP''- '^ ''• '''■ '^Pl^t,^' ?,,  m.,.-^^^^^^^  data  are  from  ob>erved  read.ings  of  the  dry  bulb:  means  are  com- 

^^?ealL^"'tn^<^^^'^-S:^'o;1,:;;;^ar^nr^  cT^^^X^l^  <^Gistou  .boals.  Blacksburg:  of  Wintbrop  College,  .ock  HUl. 


ERRATA. 

Ci.F.M.sON  Coi.i.EGE.-.July.  1915,  page  .53.  raiuiall.  29th.  should  be  1.02. 

River  Table.  July,  1916,  page  55.-Redet.ermined  Hood  cre.sls  .should  rea  1 :    Blair.s.  3 

He.^th  Si'iilNT.. -December,  1920:    Mean  minimum  temp.Tat'.n.v.  page  9!.  should  be  3 

PiNOPOUs. -December,  1920:    Number  of  rainy  days,  page  92,  should  be  5. 

s.u.r DA. -December,  1920:    Greatest  24-hour  precipitation,  page  92.  should  be  1.04.  ^ 

Sdcicty  nfU..-December.  1920:    Monthly  mean  temperature,  page  92,  should  be  47.C 


.9  feet;  Cim.len,  40.4:  Ferguson.  24.5;  Mt.  Holly,  N.  C. 
:r).3:  monthly  ni'-an,  page  94,  should  bo  44,9. 


41.5. 


January,  1921, 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  January,   1921. 


Watersheds. 


Day  of  month. 


■2        3 


H     15 


18  I  19 


20  1  21 


22      23  1  2-1      25  ;  26     27 


Kngteni  Portion. 


Alleii.ialollll  . 
Blackvillt'll'i. 

Bowman 

Cliarlpston  ** 
Chi>ra\vl!!|  ... 
Conwa.v  illl. . . 


Darlington  111 
Eltingliam  III 
Ferjrnson  III] 
Floroiice  llili, 
Florence  2 Illl. 
Oariiott 


Georgetown  . . 
Kinsstreellll    . 

Oaks 

Oraiigiburg  1 . 
Orangeburg  2. 
Paris  J.slaml... 
rinopolis  . . . . 


...I  T.  I  .20   .30 

...!....i  .lo'. 
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...l....i  .241... 
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Savannah  . 

Edisto 

do 
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Vee  Dee 

Waccamaw 
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.  ...i 00 


.3B 
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Whitehall  (near). 
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Edisto ....|....|  .12!  T 
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Coast !  .20....,  .  lu 

Cooper 12     -  ■  — !  — ' 


.37 
.70 

..    I  .70 

.05:1.01 

...i  .47 
.03 


.05 


T. 

.ti5 
1.02 


.!  .12  .48 
.1  .col  .(55 
.    .19 


....t  .05:     70   .05'...   I.... I  .10:  2.00 

,...;....  11. 50;....  L...^...'....i  2.7fi 

,...!....|i.o«j....|....\...i....i  2.5a 

.031  .13:  .]fi....|....l  .021  .051  1.5« 

.......  !3. 00  ........  I '  4.  fi8 

.11  2.1s 


.20   .20    ..)(;'.... 

Hi.ToL. .;.... 

.lfi|l..ii]  .19.... 
.15,  ..55  .15'.... 
.15]  .90   .95  .... 


1 

.02 


031...... 

■■  ■•r.Y 


.12    .13....! 


.  W-  . 95  , 
..50i 


.  75:  3.  S7 

.IS  3.2(; 

.10'  1.31 

.19  3.  .58 

.25  4.1s 

.00'  l.:;:l 


.25;   .30' '.'33'! 

1   .       , 


.  2>M , 


.  25i 


.1   .40'. 


..52;  .031. 
.fiO;....  . 

:7o:.;*: 

.J..  . 


...    .42,  .90  .01  . 
. .     1.20'  .10...     . 

40    .2(1  , 

.50  1.00    .10    ..     , 


T.  ,     2.0.'; 
.20      1.30 


T 


.  35      2.  03 

2.72 

....      1.80 


■(• 


Santee 

Edisto I ........  I I ....  I ....:....  I ,...!....;... . 

Santee ......  ^  .  12  ....  ....[...  .1. .. .' .28  ..   .  .... 

do I....  ....I....I  .4l|....|....l....i....i  .10,   .41  ....\. :..]...      .05    .01 

.\shley 02, ....  j ....  j  . .  I ....'.. .  '  .02    . . . :  .  04; ....;....'....  I  .  74, . . . . 

Asheiioo 1  -.  I ! 1 : ; I 

Combahee — 

.\shppoo ,  .        .     


.31  1.(0  .. 


.  19  3. 05  , 
.79  1.4(;  , 
.  25    . 7(1  , 


.10 2.  .52 

. ..:  .8(1      2.94 
4.'i'.) 


31 

05      3.  S7 

CI      1.S2 


.45 


.25 


.  CO    .  09  , 


ll>.-.Yf/-/,    r.irlinii. 

Aiken 

Anderson 

Brttpsbnrg  Ijij 

Blairs||i! 

Calhonn  r'nlls  lljl  ... 

Ci(iiiit<'n  illl 

Ciitawba  iiil 

Chavviellsllil 

Cleiii.son  College 

Columbia  ••*  

Dne  West 

EdK'i-lield  Illl 

(iaston  Shoals  Illl 

(ireenville     •*'  . . . . 

(iveeiiwood  i|l| 

Ueatli  Spring 

Kershaw  ,111 

Landrinn    

Laurens  !i|| 

Liberty 

Little  Monntain  . . .. 

Meriuetber 

Moni'tta 

Neuberry 


I'Misto 

Savannah  . 

Edisto 

Broad 

l^avannah  . 
Wuteree  . . . 
Catawba  .. 
Stilnda  .... 

Savannah  . 
Congaroo  .. 

Savuiniali  . 

I'.roinl 

Salndii 

....do 

Willeree  ... 

Lynches  . . . 
Broad 

.Saluda. 


„., 

...'...  1 , . . . 

■!:'" 

1....1 

.  00| ....'....' 
.  2s'  . .  1 . . . . 

ns  .. 

1  . . . 

.  12 

.30 

.f.f, 

.49 

']'. 

.  KV 

■I'. 

.9" 

.'is 

.23 

.24 

.97 


....     .09,  .35... 

.101.10  .381... 
....,....,  .39;... 
..,.|  ..37i  .88;... 
..,  .22j  .93;... 
....i  .101  .321... 
....;  .251.851... 

...i  .15    .95 ;. .. 

..  ..'2.0(1.    ...j  .0; 

T.  '  .311........ 

.03  1.13,  T.  I  T. 
'  .70|.    .. 

. ...  .(;3i.32;... 

.07  1.02    .03    T. 
...      .18    .92  ... 

,  .  70    .  . 


...jl.50  T   ';. 

1.80!....i.. 

. . . ,  j  .  9Hi  .  35, . . 

T.    1.49i  ..54,.. 

....t  .9C)i  .41!.. 

051  .fiO'.. 

....  .931  ..30.. 
j 

....1.70:  T.  I,. 
T.  I  .92',...!.. 

.21  .98  T. ;.. 

....  1.20'  .12:.. 
...  1..50  .35.. 
.lfil.47    ..,!.. 

SO    .82!., 

...     1.12....!.. 


1.  (-3  ; 

I    .8(1    .24,... 
.('9  1.83,  .02 
..58  1.41!... 

1.00  ..55  .01 
. :!((  .  «(i  .  20 
.25  1.7(1  .... 
.90  1.15  ... 


.05    .07 

...'  .51 


•I--- 


.|  Siivannah I  .     I  .  02   .01  .. . 

.1  Salndii.  1....'... 

.!  Savannah  ... .'        i.        . | 1 .. 

.1  Edisto I....I  .41) :....i..... 

.  I  Saluda , .  !  . , ,  1  .25    ...  j ... ,     ...  I T 


..,  .22,... 

..  l.rS'  .8-4 

..1  .36  1.12 

02  2.00    ... 

. .  1  .  12  .  . . . 


.  301 


1.  10 
.  ..i  .10,  .ill 
...I...   ;  .90 
02    .  0:',  2. 00  . . 
. ..    T.    I.  SO 


*  '  1.28;.... 
.  12  !.(«  l.i>5  .... 
.17  1.10  .131.... 
..  .42.75.... 
. ..  .49  1.. 5"!  .02 
.17  1.23    .12,.... 

*  *''2.l0''.'.'. 


...    .(15 

...  T. 

.(19 

T.   .01 

'  .04 

T   .  05 

4.  79 
5. 24 
(17  4.84 
Of.  5.11 
3.  K) 
. .  ■  5.  42 
.   I     4.68 


3.  2(i 
3.  93 
1.09 
5.  9S 
5.  10 
4.1-5 
4.05 


.60,, 


...  .7s:i.30. ... 
.06,1.10!  .12  .... 
...il.30l  .45  . 
.04,  .3(1  .40 
.02  1.70    .,50 


Pelzerllll 

.Saluda 

Sam  lick 

Simrtiinbtirg  !||i ['. 

Trenlon  . . . 

Walhalla '....'.'.'. 

Winnsboro  

Witilbrop  College 


do 

do 

Broad 

do 

Edisto 

Savannah  . 

Broad  

Catawba  . . 


....  .24^  T.  I 

.'i3''!!'i;!!!i 

.23,...   ;' 
.87   T.    ....1 

......   '  .01 

..^.27..., 


.11    . 42  . 
,  ^5    .  50 1 . 


.  .58  1.30. 


....  l.i''3    .84'. 
....     .60,1.01  . 

T.  !  .651 

.04  1.. 56,  .17 
....,    .12,  .,5S  . 
.    ..,1.50    .80  . 


'I'.    1.30...,! 

...         1  .   30; 

....,i.3o|  .80:... 

!!/i^43i];!A]; 
....  1.80!....!... 
T.  1.21:  T. ;... 

.02  LSI  T.  ... 
...  1.19,  .37  ... 
....  1.151....'... 


T     1.04,  .34 
.15     *    1 .  .5( 


,         ....  4.00 

....  3.^1 

.SO....  7.1c. 

.01,  .02  4.  .56 

1...  4  47 


. ...'  .62    .60    .04  .. 

.0Si.'32  '.'85'!'!.  't'. 
'■■■    1.73    .05  ... 

'1'.    1.05:  .40l...     ... 

.08    .30!  .cp,....'... 

.....75  3.75    ...... 

. . . . '  .50;  .251 


05 

..,|.10 
.'64    .03, 


3.  65 
I.  CO 


5.  ,-.K 
5.75 


.  03  , 


.05  5.47 
T.  :  4.  IS 
....'  4.89 
7.09 
4.31 


.04: 


K.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  alternoon,  near  sunset,  and  precipitalion  recorded  is  lor  the  24  hours  ending  at  the  lime  of 
oii.servation.  ||,|  Precipitation  measured  in  the  morning:  amount  then  reciu'ded  is  for  the  preceding24  hours.  ***  Uegulnr  Weatlier  Uureau  ^lalioir  precipitation  is  for  Ibe 
24-bour  period,  midnight  to  midnight.    *  Preeipitiition  included  in  the  next  follo'.siiig  me.isiiri-mi>nt.     tSi.|.a(ale  date«  m'  fnlU  not  n>ci)nled.    T.  ■I'l-iice,  uv  loss  tbiiii  Odl    imb. 

COMPAKATIVB   DATA   FOR  JANUARY. 


Year. 


Tempo  ratnre. 


I'recipilation. 


Avera.ge   nil  m  be  r  of 
days. 


Temperatniv. 


^■c  - 


Precii)it;itlon. 


.Vverage  number  of  1    ^  i 
day,s. 


40.1 

46.  2 
44.9 
54.1 
46. 2 
42.7 
38.0 
17.9 
44.2 
4.3.8 
42.  2 
49.  2 
44.4 
44.0 
45.1 
42.4 
43.7 
40.  2 
41.4 


76 

3 

82 

8 

7S 

n  1 

■'  1 

81 

I'*  1 

80 

11  i 

-- 

I'l 

74 

s  ' 

t  i 

8 

2.80 
2.91 

5.  SI 
1.16 
3.  56 

6.  75 

2.  .52 

3.  15 

7.  :!1 
3.  (12 

2.  29 
1.8(1 
4.72 
2.43 

3.  .55  i 
2.05  I 
.3.85  ' 
2.97  j 
2. 00 


c. 

I^ 

6 
11 

12 

10 

8 

16 

9 

14 

.') 

l.T 

11 

10 

s 

15  1 

7 

15  1 

n  ' 


15 
U 
10 


nw. 
ne. 


nw. 
nw. 


1906,, 
l'.)il7.. 
1908.. 
1909.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 
191(i.. 
1917.. 
1918.. 
1919.. 
1920. . 
1921. 


Period . 


47.0 

83 

;   53. 4 

S9 

44.2 

76 

49.6 

,s3 

45.  5 

,S(I 

49.8 

S2  j 

40.2 

79 

53.  S 

8? 

46.  7 

SI 

4.5.1 

74 

1   .5".  3 

SI 

49.  7 

79 

37.  3 

82 

47.1 

80 

•16.  2 

85  1 

46.9 

79  i 

4.5.  6 

89 

1 

.5.85 

0.71 
4.  86 
L.54 
2.98 

1.  .5.S 
4.92 
3.21 

2.  66 
6.  31 
1.76 

3.  71 
4.45 
4.15 
3.  66 
3.-84 

3.  45 


12 

15 
1:1 
12 
II 
1  I 
13 
III 
16 
12 

III 

10 

1:; 

19 


15 

lie. 

7 

sw. 

10 

w. 

1(1 

ne. 

7 

w. 

9 

sw. 

14 

w. 

15 

sw. 

6 

w. 

13 

ne. 

12 

ne. 

14 

sw. 

12  , 

w. 

ne. 

1(1 

w. 

mi 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


January,  1921. 


Stations. 


Alleiiiiale  . 
HlacUvill.'. 
lioHinan  . . 
Oliarlpstoii 
('lipraw  . . . 
Conuav  . . . 


Kiislerii  I'nrliim. 

)  Maximiiiii  . 

(  JUiiimnm. . 

S  Maximum  . 

(  .Minimum.. 

S  Maximum  . 

/  .Minimum.. 

S  Maximum  . 

(  ^liuimlnn. . 

\  Maximmii  . 

(  Minimum. . 

)  .Maximum  . 
'  Nliuimuiii. . 


nivrlinprton\\v\ 

FtM'KMSDn  S^V^ 

Kloi'puce  1    

flaruett 

fiporeotou  n 

Kiue>:tr(>o 

Oaks 

Orangfbnrs  1 

I'aris  Fslauil^W 

St.  Ciporgo  

St.  Malllieus 

SociPty  llillS^sV  ... 

Snniniprville 

WallPVlioro 

Vpmasspp 

Ailccn 

Aiiilprson 

natPslinrg 

Calhoun  Falls'S'S.. 

nam<lpn<i\N 

ripinson  CoUp^p  . 


*  Maxinuim  . 
/  Minimum. . 
\  Maximum  . 
(  .Minimimi. . 
\  .Maxinunn  . 
(  Minimum. . 
\  .Maxinunn  . 
I  Minimum. . 
)  .Maximmn  . 

■  (  .Minimum.. 
)  Maximmn  . 
(  .NJinimmn. . 
)  .Maxinunn 

■  /  .Miniinnm. 


S  Jfaximum  . 

■  ■  \  Minimum. . 

S  Maximmn  . 

■  ■  (  Miuimnm. . 

\  Maxinunn  . 

■  •  /  Minimum. . 

\  .Maximum  . 

■  •  (  Minimum. . 

)  Maximum  . 

•  •  )  .Minimum. . 

)  Maximmn  . 

■  •  (  Minimmn. . 

S  Maxinunn  . 

•  •  I  .Minimum. . 

S  .Maximum  . 
■■  )  .Mininnnn. . 

roiiini). 

S  Maximmn  . 

■  ■  t  iMinimum. . 

\  Maxinunn  . 

■  ■  I  .Minimum. , 

J  Maximum  . 

"  (  Mininunn. . 

\  Maxinunn  . 

■  •  •  /  Minimum. . 

j  .Maximmr  . 

■  ■  •  f  .Minimum. . 

\  Maxinunn  . 

■  ■  ■  (  .Miuimnm. . 


Columbia 

Due  Wpst 

(ireenville 

fiippinvond   

llpatli  Spiinsr 

Kpr.sliaw 

l.nnilruni 

Lani-PU.'i'sW 

I.iliPity 

I.illlo  M<nnnain  . . . . 

NrpiiwPtliPr 

MouPtta 

Npwtiprry 

Siiln.la  

Saiitnck 

.^paiianburg' 

TfPuton 

Walhalla 

Winnslioro 

Wintlirop  College  .. 


\  .\iaxnmnn  . 
I  Minimum. . 
\  Maximum  . 
(  Minimum. . 
)  Maxnnum  . 
/  .Minimum. . 

*  .Maximum  . 
/  .Minimuju. . 
1  .Ma.xinnnn  . 
/  .Mininunn. . 
S  Maxinunji  . 
/  Mininuim. . 
)  Maximini;  . 
/  .Minimum. . 

i  Maximum  . 
I  .Minimum , . 
\  -Maximum  . 
/  Miuimtmi. . 
\  ^[axinnnn  . 

■  )  Minimum. . 
t  Maximum  . 

'  '  .Minimum. . 
\  Maxinuim  . 
'  Minimum. . 
S  .Maxinunn  . 

■  '  Mininunn. . 

S  Maximmn  . 

■  '  Minimum. . 
)  Maximum  . 

■  '  Mininunn. . 

*  Maximum  . 

•  /  Minimum. . 
J  Maxinunn  . 

•  t  Minimum. . 
S  Maximum  . 

"  '  .Minimum. . 
\  .Maximum  . 

■  '  .Minimum. . 
\  Maximum  . 

■  /  .Mim'miun. . 


Daily  Temperatures  for  January,  19S1. 


10  !  11 


12  !  i:i 

1 


U  I   1.- 


IS  I  19  i  •>()  !  21   !  22  i  23  1  2i  1  25  |  28 


29     30     31 


Mean. 


;i-ii    82 
71  i     78 


TOi 

84j 
fiSl 
AX 


45     82 
-n     .5^ 


19 


•■■A 


fiO;     6i 
33     37 


67 

311 

70 
271 
(18! 
4-' 
.■js 


77  (id 
...~  8.il 
70'  59 
49i  m 
b'.l\  60 
531  3K 
69 
35 
58 
35 
64 
35 


6S|    691  55 

51 1    3S|  34 

68|     65  63 

5)11    ;%!  32 

69i     68,  65 

4(li     84  28 

71.641  56 

.541     43;  41 

551  58 


71      74 
3.0     45 


6:; 

85 
67 1 
4."i' 
"J  2 
4:1 
6.=i 
35 
63 

'6I1 
801 

67 
43 

(14 
46 
62 
49 
68 
.35' 
6V 
43i 
6^ 
38 
67 
42 

64 

^\ 
491 
67' 
40! 


72      63 

50     5: 


25  50 
67 
30i 
I 

67  02 

■.)i>]  42 

66l  69 

28  39 

65l  61 

321  50 

68:  66 


481     35 

631     50      62 

33'     40     34! 


60 
52 
70 
51 
58 
49 
60 
46 
62 
49!     51 


47  .J7 

47  <  37 

56|  51 

3S;  35 

54  51 


3 

0' 
42 

70 

3Si     31 
66      61; 


551     391     32 


66j  57 
54]  36 
7111     .591 


64  55 

431  35 

701  66 

44i  38 


30     28 


52 
35  34 
67  64 
44 


711     65 
40;     40; 


68      731     66 
39;     48;     40 


57 

67!  64 

4-!J  38 

711  59 

50  36 

70I  61 


-<■ 


iO 

54 

42 

62!     6Si    59 

53!    29 


(l.T 

64 

88 

45' 

63 

57 

37 

48 

65 

64 

88 

46 

65 

61 

31 

.32 

63 

54 

42 

60 

6" 

31 

4' 

72'  60 

4Si  38 

681  58 

44 1  36 

671  58 

43i  39 

60|  70 


421     44: 


651     69 
45;    42 


52! 

58; 

451 
58! 


50     49, 


711  58 

44}  39 

68;  60 

521  38 

701  65; 

.50,  31 


65 
35 
63 
34 
62 
39 
59 
33 
66 
39 
63 
33 
.5.8 
28 

63 

28 
63 

31 
68 

37 


64 
48 
5^ 
43 
57 
44 
6? 

641 
47 

•17| 
57 
45 

.591 
49, 
591 

43j 
60I 

481 


62 
511 

57' 
39, 
OV 

42; 

46; 

43 

42  ' 

60 
40 

58 
41 
54 
3"), 
54 
34' 
60 
42 
65, 
84 
•58, 
39 

56: 

36' 

44 
42 
59 
38 
57 
41 


66]     66 
32!    45 


621 
36j 
52; 
341 
54i 
361 

30 


58      65 
36     41 


40,  36, 

54'  51 

3(1  80, 

56  60! 

3.IJ  33, 

55:  52 

33  .32 

.54]  491 

3l]  .331 

44:  55] 

341  '33! 

63  62; 

33:  321 

56,  54I 

341  30! 

54!  47 

331  28 

58  .55' 

.34  26i 

56,  49i 

34:  30; 

55  56: 

33  35: 


43 


34  32 

5l|  34 

311  32 

...!  43 
36: 

53!  48 

43;  30i  28 
I    ; 

521  40:  46 

40]  .30!  30 

oil  351  40 

35!  29!  29 

47  34]  39 

34!  25]  26 
31 
28 

581  6O;  56 

31  30, 

54I  47 

43;  29 

481  40 


56  .52! 

3  ?ii 


48!  45 

28;  30 

44 

25 

46 

22 

43 

80 

45 

20 

44 

24 


61  63 

27  41 

59'  70 

34  41 


27  35 


45'  43 

29  23 

46j  43 

31  26 

49  43 

80  24 

61  49 

34  29 

53  55 

29  25 
48  45 

30  25 


61!  60 

45!  30 


55 


68,  74 

39  48 

75  67 

39|  39 

75!  74 


64  63 


69!  62 
4ll 

63  50 

48  35 

63  50 

40  35 


75  64 

37  36 

75  66 

45;  48 


44 

251  27; 
40l  54 


89 

29 

24 

27 

57 

45 

40 

54 

44 

29 

23 

25 

60 

43 

41 

54 

25 

28 

2i 

24 

42 

40 

38 

31 

54 

50 

89 

57 

38 

30 

25 

23 

.... 
'68 

64 

42 

47 

70 

72 

40 

40 

60  59  711  e^v 

50  51  i  57  37 

671  60  721  62! 

.10  40:  41'  36 

!  I 


721  60 

54!  '26 

70  58 

421     46;     53,  35] 

63;     58     69'  57, 

48      5ll     5t,  3.5 

531    .58]    701  63 

43     48  '-'6] 


61  631  62 

38  45;  44 

651  68  62 

35  30;  35 


581  62|  59 

26  40|  39 

59  ,58  5S: 

38  45  38' 


fi3i  6Jl 

43i  45! 

64i  58' 

28]  42 


88 


55!  ,59]  70,  59;  65]  Opl  46 

50]  46  48  83.  35:  40;  44, 

60,  57  70  58;  60|  56;  44; 

,50,  44'  .33  341  511  48;  37, 


51| 
25; 
49, 
28 
58| 
85! 
54! 
28| 
55 
3(1: 
,52, 


40j  28:  28 

54I  33  39 

41 1  811  29 

.51  42  .  42! 

42!  27:  26 

59;  43!  38 ! 

41:  31:  28 


54|  .=^0,  43]     42 

41!  38,  .30l     32 

,55l  52  40!     45 

361  24  28 

'  I 


42  58 

33  29 

41;  58 

30  28 
38l  ,52 
29l  26 
40]  37 
.30  28 
,581  5' 
29!  29 
45,  5' 

31  26 
411  51 
28  23 


,58;     4,3      41, 


38!     30 
56i     41 


4t 

,58; 

31 

25| 

42 

52 

3;? 

26 

41 

58 

30 

28 

,541  46  ,37 

421  32  29 

501  43!  35 

41!  30,  26 


.53;  44! 
34,  32, 


51!  40,  44 

40;  27]  26 

,52  34'  40i  41 

321  81'  28;  31 

,50]  41  361  46 

29!  40,  291  29  .32 


56!  ,58 

281  27 

,56  41 

38;  28 

56]  46 

39l  26 

1 

56!  40 

28  28 

551  49 

37!  28 

55  52 

42  27 


59  59  54 

29  441  29 

50I  63|  40 

35'  26l  29 


"4.3 

",57 

•-56 

32 

25 

34 

42 

,52 

.52 

30 

25 

40 

42 

58 

60 

31 

29 

40 

44 

54 

57 

30 

28 

80 

581     ,56 

28;     32 
54I     ,53 


25;  27 
39]  52 
24!  26 
3'5!  ,52 
28l  27 
44  43]  53 
23]  23  28 
40)     551     65 

33!     35 
70 

22|     30 
71 


21 

40,     ,51; 


21 

37!     ,55 
20      IS 


43 


36 


73 

46 

73 

41 

56 

4 

73 

31 

'si 

69 

331     42 

74!     7,3! 

451     46 

70!     71 

351     40 

72     71 

42 

37 

36 

66 

37! 

75! 

45 

74 

40 


44]     42 
60 


30     24 

43!     42 


36      24 


39,  52 

24  23 

40l  ,'=3 

241  23]     27 

45;  .55!     68 

23  38     35 


41;  56;  68 

25;  27|  35 

411  45;  70 

24.  25;  2' 


27 
73 

H 

'2; 
44     44 


39 

23'     21 


,52'   '69 


-  ,     ?3 
50,     69! 


28     291 


23  22,  22| 

40l  53  611 

251  27  .36] 

40;  ,56  74| 

221  221  36| 

40!  51!  f.S, 

221  24]  281 

381  50,  70 

21  23  32 


721  72 

41  45 

75;  77 

3)i  36 


74]  74 
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.    QENERAL  SUMMARY. 

Fehrnaiy,  1921,  was  remarkably'  mild,  on  the  whole,  and 
was  well  up  iii  tlie  group  of  warm  winter  months.  During 
practically  the  entire  period  between  the  4th  and  18th  the  daily 
mean  temperatures  ranged  5°  to  22°  above  normal.  Precipi- 
ti;tion  averaged  above  normal  and  was  abundant  in  the  Pied- 
mont sections,  but  unusually  light  on  the  coastal  plain  gen- 
erally. 

On  account  of  sustained  precipitation  up-State  during  first 
half  of  the  month,  but  little  plowing  could  be  done  in  the 
central  and  upper  counties,  but  outdoor  work  progressed  fa- 
vorably on  the  coastal  plain.  The  mild  weather  was  favorable 
for  the  growth  of  wheat,  oats,  and  rye,  which  afforded  some 
winter  pasturage.  In  the  trucking  districts,  cabbage,  beets, 
lettuce,  and  spinach  made  satisfactory  advance.  White  potato 
planting  bogan  during  the  closing  week,  and  young  tobacco  in 
beds  was  growing  slowly.  The  cool  nights  kept  fruit  in  check, 
but  peaches  began  i)looming  northward  in  the  central  counties 
by  the  closing  week. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
9  regular  W'eatliei'  lUireau  stations  in  and  surrounding  the  Sec- 
tion, was  30  10  inches.  The  highest  pressure  in  the  region 
covered  !)y  reports  was  HO. 48  inches  at  Wilmington,  N.  C,  on 
the  18th,  and  inthe  Section  proper,  80.43  inches  at  Columbia 
on  the  I9th;  the  lowest  pressuie  was  2H.57  inches  at  Due  West 
on  the  10th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
l.orts  of  41  stations,  was  49.4°,  or  2.4°  above  the  established 
normal.  Thehighest  temperature  ^vas 8,5° at  Yemassee,  Hamp- 
ton County,  on  the  8tli.  Tlie  warmest  period  was  from  the 
5th  to  the  ISth.  The  lowest  temperature  was  19°  at  Santuck, 
Union  County,  on  the  21st.  The  coldest  periods  were  on  the 
1st  and  2d  and  from  the  19th  to  the  2.5th. 


The  greatest  amount  during  any  24  hours  was  2.75  inches  at 
Liberty,  Pickens  County,  on  the  8th  and  9th.  The  average 
number  of  rainy  daj's  was  12%  above  normal. 

The  monthly  snowfall  ranged  from  Traces  to  4.0  inches 
and  was  confined  principally  to  the  21st  and  22d. 


WIND. 

The  prevailing  wind  was  from  tlie  west.  The  ave 
hourly  velocity,  determined  from  9  anemometer  records, 
8.2  miles.      The   highest  average   velocity    was  11.9  miles 


hour  at  Savannah,  Ga,,  and  in  the  Section  proper,  10.4  n 
per  hour  at  Charleston;  the  lowest  average  velocity  was 
miles  per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper, 
miles  per  hour  at  Columbia.  The  highest  velocity  for 
5-minute  period  was  45  iniles  per  hour  from  the  west  at 
vannali,  Ga.,  on  the  11th,  and  in  the  Section  proper,  43  n 
per  hour  from  the  northwest  on  the  same  date. 
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SUNSHINE    AND    CLOUDINESS. 

The  average  niontlily  sunshine,  determined  from  9  auto- 
matic records,  was  102.3  hours,  or  54%  of  the  possible  amount. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  7, 
and  cloudy,  9,  as  against  norn^als  of  13,  0,  and  9  days,  re- 
spectively.   

RIVER  CONDITIONS. 

Heavy  rains  in  the  higher  elevations  of  the  Carolinas  be- 
tween the  8th  and  1  1th  were  followed  by  unusually  high  flood 
waters  in  practically  all  the  streams  of  the  State.  The  Santee 
River  was  in  flood  throughout  the  month.  The  unavoidable 
losses  in  the  Santee  System  approximated  .S(;390,  and  the  value 
of  movable  property  saved  by  timely  warnings  was  estimated 
In  the  Pee  Dee  System  the  value  of  movable 
warnings  approximated   ^K^COO,  with  only 


property  saved  by 
nominal  losses. 


HUMIDITY. 

The  mean  relative  lunnidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  85%:  noon,  07%;  8  p.  m.,  74%. 
The  greatest  percentages  occurred  along  the  coast,  and  the  least, 
over  tlie  interior. 

PRECIPITATION. 

The  average  for  the  Section.  51  stations  reporting,  was 
4.73  inches,  or  0.37  inch  above  the  established  normal.  Pre- 
cipitation occurred  in  two  well-defined  periods,~l'ut  the  bulk  of 
the  month's  rainfall  was  recorded  during  the  first  11  days. 
As  to  amounts,  the  Piedmont  Counties  showed  considerable 
excesses,  with  totals  of  5  to  over  9  inches,  while  deficiencies  were 
particularly  marked  on  the  coastal  plain,  where  the  measure- 
ments ranged  downward  from  4  to  less  than  2  inches.  The 
greatest  local  monthly  amount  was  9.68  inches  at  Walhalla, 
Oconee  Countv,  and  the  least  was  1.26  inches  at  Charleston. 


MISCELLANEOUS    PHENOfllENA  (dates). 
nnlnft—lAiiiiir:    Due  West.  17;    Greenville,    20;    Walhalla, 
I  17.      Solar:    Columbia,   G;    Due  West,   3,7,8,  24,  26;   Green- 
i  ville,  7,  17,  26;  Walhalla,  26. 

.S'/firf.  — Columbia,  21  ;  landrnm,  12;  Liberty,  Ut;  Little 
Mountain,  21  ;  Santuck.  1  ;  Trenton,  8. 

T/nnif/ens^orm-s.— Bowman,  27;  Charleston.  27;  Clemson 
College,  5,  7,  9;  Columbia,  7;  Darlington.  9;  Greenville,  7,  8, 
9,  10;  Landrnm.  7,  8;  Laurens,  8;  Little  Mountain,  5; 
Monetta,5,  7;  Santuck,  8;  Trenton,  5,  8;  Walhalla.  5,  7,  8,  10. 


MISCELLANEOUS  DATA  FOR  FEBRUARY,  1021. 
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Climatoloeical  Data  for  February,  1921. 


Observers. 


St.  Mattliews.... 

Society  Hill 

Summerville 

Walteiboro 

Whitehall  (near) 
Yemassee 


Aik 

Audorsou  

Batosburg  — 

Blairs  

Calhoun  Falls 

Camden 

Catawba - -■  -.  — 

Cliappoils Newberry 

Clemson  College |  Oeo'iee 

Columbia 

Due  West 

Kdgelielii 

Gaston  Shoals  tt. 

Greenville 

(ireenwood 

Heath  Spring  ... 

Kershaw 

Land  rum 

Laurens 

Liberty 

Little  Mountain  . 

Meriwether 

Monetta 

N(n\  berry 

IVlzer 

.Saluda 


Santupk  

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt... 

Division  means  and 
Section  means  and 


R.  B.  Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.  S.  Weatlier  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebanm. 
D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 
H.  K.  Gilbert. 

Pee  Dee  Experiment  Sta. 
Maner  K.  Kobert. 
A.  P.  Hazard. 
W.  H.  Matthews. 
O.  M.  Mitchell. 

IT.S.  Fisheries  Station. 
State  A.  and  M.  College. 
U.  S.  Marine  Corps. 
Miss  E.  P.  Kavenel. 
William  B.Wolfe. 
John  W.  Davis. 

Miss  Frances  M.  Antley. 
A.H.  Rogers. 
E.  P.  Lawton. 
J.N.  Frank. 
Combahee  Company. 
W.C.  Hutson. 


Frank  B.  McCoy. 
H.H.  Russell. 
E..).Hito. 
J.  N.  Owens. 
L.  M.  Parker. 

Henry  A.Brown. 

.lames  C.  Faris. 

.I.J.  Murrau. 

Prof.  V.  H.  H.  Callioun. 

V   S.  Weather  Bureau. 

V.  S.  W  B.  Aerological  Sta. 
J.  A.  'I'owusend. 
S.  C.  I.t.,  Power  .»  Ry.  Co. 
n.  S.  Weather  Bureau. 
M.M.  Calhoun. 

J.  Marvin  Bowers. 
John  W.  Haniel. 
R.  Hartwell  Wilds,  D.D.S. 
I'erry  A.  Simpson. 
John  T.  Boggs. 

J.  jr.Sease,  M.  D. 
Mrs.  Marie  R.  Middleton. 
.loseph  M.  .lohusou. 
Warren  G.  Peterson. 
Joshua  Y.  Jones. 
Mrs.F.  V.J.Maxwell. 

E.W.Jeter. 
F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson 
W.  P.  Goodman. 


The  departures  from  the  normal 
determining  section  or  division  mi 

t  Also  on  other  dates,  rr  Receiy 
niitpd  from  observed  readings.     I, - 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
mi'^siug;  for  example,  b  represents  two  days  mis.sing,  etc. 
rom  observed  readings  of  the  dry  bulb;  means  are  com- 
burg:  of  Winthrop  College,  Rock  Hill. 


Februaky,  1921. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  February,   1921. 
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fireenville     *** 

Broad 

Saluda 

....do 

.'■ih 

.26 



'.'64 

....1  .35 

.  76: .... 

.32  '.'.'.'. 

.m\.... 

.]2  .... 

i.'io 

1.1-4 

'.'71 

.99 
.51 

.06 
03 

.... 

.... 



6.27 

8.87 

Greenwood  |||| 

.41 

.52 

4.47 

Heath  Spring  ...   . 

Waleree 

Lynches 

Broai! 

Saluda 

Savannah  . . . . 

Saluda  

Savannah  

Kdisto 

.31 
.13 

.'10 
.15 

.'i6 

.15 

.45 
16 
27 



58 



.20 

.04 
.02 

T. 

- 

4.92 

1.94 

2.  U 

1.70 

..30 

.22 

2.' 60 
1.62 

1.20 

'.'65 

■ 

.... 

'.'43 
95 

.59 
.12 

6.  05 

Landrum 

.07 



■;o6 

.... 

4.48 

Laurens  Illl 

.26 
..nO 
.33 

17 

7.61 

Liberty  

Little  Motmtain 

.01    T 
.25,.., 

■:3i.;;: 
20 

.20 

:::: 

'.'il 

1  or. 

T. 


;'::: 

.... 

.... 

.25 
.02 

.... 

.35 
.45 

"43 

.20 
.29 

"99 

'.'i3 

.02 
.22 

.04 
.10 

."06 

61 

.02 
.10 

"ii 

.01 



fi.17 
2.35 

Meriwether 

1 

— 

"'5.' 77 

Newberry 

Pel/.pr  Illl 

.... 

.... 

— 

.86 

.90 

05     o.S 

i 

! 

.... 

5.09 

.  do 

.20 

1 

.70 

.10 

.18 

7.98 

do 

Broa"i 

do 

.17 

.... 
.47 
.13 

.06 

17   T. 

.  3> 

1    69 

1.80 
.90 
1  80 

1.40 
I  93 



....'.... 

■  • 

.04 

.96   .14 

1. 10 

.20 

.02 
.13 

'.'67 
.20 

08 

6.92 

Spartanburg  |||| 

:i7 t.!;53.... 

T.      .40....I.... 

l.io    .93      .1... 

'.'20 

.16 
"(Y> 

.... 

6.89 
6.28 

Trenton 

Kdisto 

.06  2.60 !.... 

....1  .44    .20 
.121.50    .11 

CI 

....1  .11 
....i   .20 
.071  .11 

.  10  . . . . : .    . .     .  79  ....  1.  10  1.  0512.03,2.  35,  T. 

.33 35  ....:  .53i  .94    .  59|  .99 

1.-.                       •}:          1          1.00 ,1.25    .OR 

1 

'.'oi::::.. .... 

....      9.  fi« 

Wiunsboro 

Broad  

Catawba 

1 
......... 

4.59 
3.67 

Winthrop  College 

. . . . 

.  70  . . . . 

"  .       .■•■•r---i  •-■  ••••|----,     ■,■■■■[     -| 

.... 



... 

Except  as  otherwise  indicated,  observation.-  are  generally  nia<it>  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  |l||  Precipitation  measured  in  the  niornine:  amount  thfU  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weatlicr  I'.urcau  -tation:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight,     *  I'reciiiitatiou  iucUwlt-d  in  the  next  following  measurement.     tSepaiiile  <lates  of  falls  not  recorded,     T.  Trace,  or  less  than  O.ol    inch. 


COMPARATIVE  DATA  FOR  FEBRUART. 


Tcmperatn 

re. 

Precipitation. 

Average  num 
days. 

her  of 

Prevailing 
wind  direc- 
tion. 

Year. 

Temperature. 

Precipitation, 

Average  n  n  m 
days. 

ber  of 

Year. 

S 

1 

9 

£ 

> 
'it 

Partly 
clon<ly. 

5 

1 

2 
ffi 

1 
0 

> 

.Average 
days  with 
0.01  inch 
or  n'lore. 

II 

>> 
•c 

S 
5 

>  - 

Si's 
c 

1887 

52.6 
49.9 
41.9 
56.1 
54.7 
49.2 
51.0 
48.9 
37.4 
48.2 
50.0 
44.5 
4.3.0 
44.0 
43.2 
40.6 
49.0 
4.5.2 
38,9 

80 
76 
75 
83 
83 
73 
82 
76 
78 
81 
83 
78 
80 
78 

Z8 
n 

81 

86 
72 

24 
15 
10 
21 
13 
IS 
25 
16 
-  6 

5 

15 

10 

-11 

1 

7 
11 
11 
15 

0 

.3,41 
4.  K:! 
.5,60 
2.  38 
4,23 
3.04 
5.05 
4.35 
3.07 
6.13 
7.80 
0.  Kfi 
6.  98 
5.77 
3.08 
.5.89 
7.03 
3.59 
5.21 

12 
10 

8 

1 

ne.        , 

*w.    ! 

s\v.      ; 

sw.       i 
*sw.     I 

1906 

46.  0 
45,1 
43,6 
.52,  2 
44.7 
52.1 
42.3 
48.9 
44.6 
48.6 
48.5 
47.3 
.52.  4 
47.5 
42.8 
49,4 

47,0 

76 

84 
81 
84 
79 
85 
80 
80 
78 
80 
81 
87 
8S 
75 
76 
85 

88 

12 
16 
12 
12 
15 
20 
8 
22 
14 
20 
11 
—  2 
11 
17 
8 
19 

-11 

2.58 
3.63 
5. 28 
4,49 
4,71 
1.60 
5,99 
4.50 
4.41 
3,  15 
3.96 
4,11 
1,S9 
4,73 
4,05 
4.73 

4.36 

6 

8 
10 
8 
9 
5 
8 
8 
9 
0 
8 
8 

10 
8 
9 

8 

16  '            5 
10  '            8 

14  6 

15  7 

12  1             6 

13  1             8 
15  !            5 
12  1             4 
12  1             6 
15                6 

17  !             6 

14  7 
14                7 
14                4 
12                5 
12                7 

13 ;        c 

10 
9 
6 

10 

9 
12 

10 
7 
6 

7 

10 
12 
9 

9 

ne. 

18<(S 

1907 

ne. 

1889 

1908 

w. 

1890 

1909 

sw. 

1891 , , , 

1910 

w. 

1892 

1911 

sw. 

1893 

12 
10 

8 
11 
3 
12 
10 
6 
8 
10 
9 
9 

19V^ 

w. 

1894 

1895 

1896 

8 
13 
13 
10 
15 
9 
9 
14 
12 
10 
12 
10 

6 

6 
4 

■11 
9 

8 
11 

12 
12 
7 
10 
11 
11 
14 

sw. 

nw. 
sw. 
sw. 
w. 

W.            j 

w. 

uw. 

nw. 
sw.       ! 
ne.        i 
ne. 

1913 

1914 

w. 
n. 

1915 

1916 

1917 

1918 

n. 

1897 

sw. 

1898 

sw. 

1899.. 

sw. 

1900. 

1919 

ne. 

1901 

1920 

uw. 

1902... 

1921 

w. 

1903 

Period 

1904 

sw. 

1905 

*.\l«o  nw. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


February,  1921. 


Stations. 


Kdderii  Portion. 


Allendale  

Blaokvillp 

Bowman 

Charleston 

Cheiaw  

Conway 


DailingtoiiS^w 

Ferguson  S^S\ 

Florence  1   

Garnett 

neorselown 

Kinsjstn'o 

Oiilcs 


)  Maximum  . . 

•  (  Minimum. .. 
y  Maximum  . . 

•  (  Minimum... 
J  Maximum  .. 

•  (  Minimum... 
S  Maximum  . , 

■  I  Minimum. . 
J  Maximum  . 

■  (  Mininumi.. 
\  JSIaximum  . 

•  >  Minimum. . 

\  Maximum  . 

•  )  Minimum. . 
)  Maximum  . 

•  (  Minimum. . 
)  Maximum  . 

•  )  Minimum.. 
S  Maximum  . 

••  /  Minimum. . 
S  Maximum  . 

•  ■  (  Mininuim. . 

\  Maxinnnn  . 

•  •  I  Minimum. . 

\  Maxinnmi  . 

•  ■  I  .Minimum.. 


Orangtljingr  1 

Paris  IslamlW 

St.  (icorge  

.St.  Mallliews 

.Soriely  IlillV\v\ 

Sinnnn'ivilli' 

Walleiboro 

Veinasscp  

Aiken  

AUilcrson 

Ilatpsliurg 

f'allioun  FallsS^V... 

(Camden  sW 

(lli'Mison  Colli'KP  . . . 

Columbia 

Due  West 

Oreenville 

fiieenwood   

Heath  Spriiif? 

ICerslinw 

I,anch-um 

Laurenss^'s^ 

LilnMly 

Little  MoiMitaiu  . .. 

Meriwotlior 

Monet  ta 

Newberiy 


)  Maximum  . . 
/  Miiiinuun. .. 
)  Maximum  . . 
(  Mininunn. . . 
S  Maxinnmi  . . 
/  Jlinimnni.. . 
\  .Maximum  , . 
i  Minimum. . . 
)  Maximum  . . 
i  Minimum. . . 
j  Maxinnnn  . . 
I  Miniinmn. . . 
)  Maxinnnn  . . 
/  Minimum. . . 
\  Maximum  . . 
i  Miniinnm. . . 

n  (ion. 

)  Jlaximuin  . . 

I  .Mininunn. . . 

)  Maxiimim  . . 

;  Minimum. .. 

'l  Maxinnnn  . . 
'  (  Mininunn. . . 

]  .\laxim\un  . . 

■  I  .Minimiun. . . 
)  Maximinr  . , 

■  /  .Minimum. . , 
\  .Maxinnnn  . 

■  '  Mininunn. . 

i  Maximum  . 

■  (  Minimum. . 
j  Maximum  . 

•  t  Minimum. . 
S  Maxinnmi  . 

•  I  -Minimum. . 
S  .Maxinnnn  . 

•  )  .Mininunn. . 
)  .Maximum  . 

■  I  Miuiiinnn. . 
S  .Maximum  . 

•  (  .Minimum. . 
*  .Maximum  . 

■  /  Minimum. . 

)  Maximum  . 

•  I  Minimum. . 
j  Maximum  . 

■  (  Minimum. . 
j  Maximum  . 

•  •  )  Minimum. . 

\  Maximum  . 

•  •  I  Miiiimnm. . 

)  Maximum  . 

■  ■  )  Minimum. . 

1  Maximum  . 

•  •  I  Minimum. . 


SllluilH 

'^antni-lj 

Spartanliurg 

Trenton 

Wallialla 

Winiisboro 

Wiiitlirop  (;olloge  , 


Daily  Temperatures  for  February,  1921. 


63 

37 
65 
29i  35 


10   11 


12   13  I  14 


1.5   16   17 


18   19  20  21 


23  24 


25  26 


61 

57 
41 


43 

33 
53! 
32| 
60 
27 
55|  5' 


55  54 
36  42' 


54]  591 
38  44 
521  581 
34'  33 
61 
4ni  47 


38' 

.541    501    55 


\  Maximum  .. 
I  Minimum. . . 
)  Maximum  . . 
'  Minimum. . . 
(  Maximum  . . 
(  Minimum. . . 
j  Maximum  . . 
)  Minimum. . . 
)  Maximum  . . 
■  (  Minimum. .. 
(  .Maximum  . . 
I  Minimum. .. 
(  Maximum  .. 
)  Minimum. . . 


34  30 
49  .53 


34 
54 
35 

56 
37 
54 
35 
66 
38 
59 
46 
50 
43 
57 
39l  38 


62 

70 

75 

40   41 

42 

68|  78 

75 

,5s: 

44 

46 

72! 

// 

78 

40 

38 

48 

65 

67 

74 

48 

51 

5V 

68' 

75 

69 

31 

33 

34 

70 

72 

75 

38 

38 

43I 

76 

70 

37 

65 

69 

76 

35 

38 

44 

66 

68 

69 

37 

41 

41 

75 

80 

84 

41 

4f 

07 

70 

7r 

78 

41 

4'i 

48 

62 

71 

72 

76  68 
57   58 


39  31 


fi2  47 
36   38 


53  53  62 

;;3  33;  40 

58 1  59'  63 

38  42[  44 

T 


541  50'  55 
301  35i  39 
,56  551  61 


381  3' 


541  60 
40  44 


50 
24 

54 
32 
48 
28 
50 
25 
44 
29 
50 
32 
54 
30 
54 
29  31 


45 


53 


65  60  55 


52  38: 


52 


61 

49 

71 
53  51 

66|  58 
601  49 
78'  74 
60  50 
72  72 
55  53 
70|  6- 
60  51 


57  62 


6t   6f 
32i  36 


59-. 
70  68 
56!  53 


66:  60 

541  48 

71:  69 

58'  50 


79  74 

58  50 


54  60 
34 
60 
35 


68  66 


61 
53 
61 
51 
76 
57 
61 
50 
64 
44 
64 
35i  51 


42 
52 
.39 
51 
38 
69 
42 
65|  64 
,5,8  44 
67'  66 
■59;  45i 
61  54 
46  38 


76  72 
48  50 


78  80 


51   62 
34  29 


68  6 
60  45 

69  70 
57  40 


65] 
51 
6l| 
46' 

67| 
,59] 

63 
,56] 

67 
.58 
64 
46 


51 
38 
49 
33 
49 
32 
52 
33 
59 
39 
50 
32 
51 
29 

56 
30  .. 


73  72 

49  53 

68  68 

46  49 


33  45 
70  69 


35 


35 


56]  40] 
31) 


46  46 

65  64 

31  40 

54  54 

39  44 


59 
38 
70 
50  46 


3di 
45 
35 
53 
37 
56 
26 
56 
33 

57 

28 
45 
33 
56 
29 
.53 
38|  31 
50  58 
,36  33 
4^  50 
35     31 


341  34 
60 
33 
50 
32 
65 
41 
53 
30 
65 
34 


45  35 

37  34 

63  48 
37 


58      60 
45     45 


69     58 
48     39 


65      65 
35      39 


60 
40 
69 
49 
69 
52 
74 
43 
72 
,50 
72 
50      39 


59  5i 

32  32 

71  69 

411  36 


28     29     30     31      Mean. 


.52  64 

.37  28 

57:  66 

42  39 


50  51 

33  37 

54  64 

33  33 


54      54 
32     35 


53     50 
36l     2S 


53     44 
33     32 


48      ,54 
25     2i 


63  ... . 
31  41 
70  69 
31      31 


50  61 
38  35 
58 
43 
50 
32 
60 
30 


53 
29 

53 

36 
46 
30 
54 

34 
49 
24 

48|  45 
35l  28 
4'< 
J'* 
5: 


49     ,50 
30     38 

,=0     51 


,50     48 
26      35 


5>      53 


,52 
21 
55 
2' 

47|     54 

32 


44      46 
61      63 


55     58 
30     41 


28 
48 
29  28 
,53  49 
25      30 


49  50 

29  3' 

52  51 

26  36 


21 


49     48 

26 


55     60 


.551     58      64!. 
441     iA     35  ■ 


62.  4J 
41.1  ' 
«68. 0 
41.8 
60.9 
37.0 
61.1 
46.1 
59.7 
33.5 
62  5 
39.2 

«60. 9 
•■37. 2 
62.6 
38.8 
61.2 
39.5 
66.6 
40.1 
64.6 
40.7 
60.4 
41.7 


«64. 2 
'>40.1 
67.6 
45.2 





''58. 5 

•39.0 

65. 2 

40. 2 


67. 2 
41.0 


62. 1 
42.4 
58.6 
38  9 
.57.  5 
40.9 
,57.  3 
3,5,1 


Reference  letters  («.  i'  ") ,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  "  represents  two  days  missinjr.  etc. 
%  InslumentTare  read  in  ihe  mornin. :  the  maximum  temperature  then  read  is  ch.ar^ed  to  the  preceding  day,  on  which  it  almost  always  occurs. 


'.OS' 


U.  S.  DEPARTMENT  OF  AGRICULTURE, iWEATHBR  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAID^G^TA 


SOUTH   CAf^OblfJfl   SECTION- 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXIV.         Columbia,  S.  C,  March,  1921.  No.  3. 

GENERAL  SUMMARY. 

The  month  was  the  warmest  March  of  record  by  0.5°. 
The  mean  temperatures  throughout  the  Section  averaged  5°  to 
18°  per  day  above  normal  on  22  days  of  tlie  montli,  and  the 
cool  period;?  were  of  siiort  duration.  Precipitation  was  con- 
siderably below  normal  and  was  badly  distributed. 

On  account  of  sustained  abnormal  heat,  all  vegetation  had 
developed  from  3  to  4  weeks  in  advance  of  the  season  by  the 
close  of  the  month.  All  bush  berries  and  tree  fruits,  except 
apples,  were  in  full  bloom  by  the  15th,  and  the  woods  were  in 
full  leaf  by  the  27tii.  Wheat,  oats,  rye,  truck,  gardens,  pas- 
'tures,  and  all  outdoor  work  reflected  the  advanced  season  in 
general  progress  and  condition.  Corn  planting  began  along 
tiie  coast  during  the  first  week  and  became  general  as  the  month 
advanced,  with  the  crop  coming  to  good  stands.  Cotton  plant- 
ing had  become  general  northward  in  the  central  counties  l)y 
the  close  of  the  month,  with  some  of  the  crop  germinating. 
Tliere  was  no  material  damage  to  fruits  or  tlie  early  field  crops 
from  frosts  during  the  cold  period  at  the  close  of  the  month. 


^      PR^CIPIIATION. 

The  average,  for  i the. Section, ■ -51  sta,tions  repQrting,  was 
2.28  inches,  or  1.58  inches  bflowthe  established  noirmal-  Pre- 
cipitation was  more  or  ,less,in.termi,tteiU  diuripg.the  middle  and 
latter  parts  of  the  njionth,  ,and  the  amounts. were  relatively 
light,  ranging  downward  froni  3  i,n(?hej-;  to  |ess  tJian  1  inch,  ex- 
cept in  some  eastern  and  north wesfern.  counties.  The.greate.'^t 
local  monthly  amount  .waS:,4.42  ipcheis  .at ,  Florence  No.  2, 
Florence  County,  and  the  lea>st  imonthliy  ^amount  was  0.77 
inches  at  Batesburg,  Lexington  County.  ,  The  great  eat,  amount 
during  any  21  hours  was  2.02  inches  at  Garnc^'tt,  Hampton 
Count\',  on  the  9th.  The  average  number  ,of  rainy  (lays  was 
25%  belowi  normal. 

There  was  no  ff'iQwfall  during, the  inonth. 


WIND. 

The  prevailing  wind  was  froni  the  southwest..  Theave 
hourly  velocity,  determined  from  9,  anemonjeter  recpids, 
8.8  miles.  The  highest  average  velocity  was  12.1  n,iiles 
hour  at  Savannah.  Ga.,  and  in  the  Section  proper,  10.,.7  n 
per  hour  at  Charleston;  the  lowe.^t  average  velocity, was 
miles  per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper, 
miles  per  hour  at  Columbia.  The  highest  velocity .  for 
5-minute  period  was  42  miles  per  hour  from  the  northwe.^ 
Savannah,  Ga.,  on  the  lOth,  and  in  the  Section  proper,  38  n 
per  hour  from  the  north  at  Charleston  on  the  29th. 


rngc 

^\  ns 

per 

liles 

5.7 

7.r, 

any 

4  at 

liles 


PRESSURE. 

'i'he  mean  sea-level  pressure,  determined  from  reports  of 
9  rr<j;ular  Weather  P>ureau  stations  in  and  surrounding  the  Sec- 
tion, was  .30  17  inches.  The  highest  pressure  in  the  ri'gion 
covered  by  reports  was  30.47  inclies  at  ^\'ilmington.  N.  C.  on 
the  20th,  and  in  tlie  Section  proper,  30.^5  inches  at  Charleston 
and  Columbia  on  the  2Ist  and  at  Greenville  on  the  23d;  the 
lowest  pressure  was  29.82  inches  at  Aslieville,  N.  C,  on  the 
9th,  and  in  the  Section  proper,  29.85  inelies  at  Columbia  on 
tlie3ht.  

TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
],orts  of  39  stations,  was  G2.5°.  or  7.5°  above  the  established 
normal  and  0.5°  above  the  average  of  the  previous  warmest 
March.  'I"he  highest  temperature  was  i)l°  at  Paris  I.«land, 
Beaufort  County,  and  Darlington,  Darlington  County,  on  the 
Ifitli,  at  Trenton,  Edgefield  County,  on  the  I7th,  and  at  Gar- 
nett,  Hampton  County,  on  the22d  and  27th.  The  lowest  tem- 
perature was  28°  at  Santuck,  T'nion  ('ounty,  and  Walhalln. 
Oconee  County,  on  the  4th.  There  were  four  periods  of  ab- 
normnlly  higii  temperatures  and  four  short  periods  during 
which  the  moan  temperatures  were  close  to  or  below  normal. 
The  la-t  killing  frosts  were  confined  principally  to  Feliruary. 


SUNSHINE    AND    CLOUDINESS. 

I  The  average   monthly  sunshine,   determined  from   9  auto- 

matic records,  was  238.0  hours,  or  04%  of  the  possible  amount. 

The  average  number  of  clear  days  was  ](>;  partly  cloudy,  i, 
and  cloudy.  8.  ns  against  norn^als  of  14,  8,  nnd  9  dnys.  re- 
spectively. 

RIVER  CONDITIONS. 

The  Santee  River  fell  below  flood  stage  by  the  15th.  but 
continued  relatively  high;  it  was  at  or  slightly  above  flood  nt 
Rimini  on  the  27th  and  at  Ferguson  on  the  29lh.  'I'be  re- 
maining rivers  of  the  Section  were  uniformly  low.  incident  to 
comparatively  light  rainfall  up-State. 

t 

MISCELLANEOUS    PHENOMENA  (dates). 

ITnloft— Lintirr:    Columbia,  17,  19;  Due  West.  17;  Liberty. 
i28.     Solar:    Columbia,   lO;  Due  West;  8,  12.  14,  10.  18,  2!,  28; 
Greenville,  14.  28. 

Ildll. — Greenville,  18;  Kingstree,  Ki. 


MISCELLANEOUS  DATA  FOR  MARCH,  1921. 

Wind. 


Teiiipenitmo, 
degrees  I'^alir. 


I'lcciiiitit- 

lioii. 

iuclie.si. 


l~6-/ 


s  c 


Menu 

rel.'itive 

liiiiiiidit.v. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  M'eather  Bureau  stations  in  and  snrrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  82%:  noon,  57%;  8  p.m.,  09%. 
The  greatest  percentages  occurred  along  the  coast  and  over  the 
extreme  northwestern  counties,  and  the  lowest,  in  the  north- 
central  counties. 


!  A^lieville.  N.C.... 
\  AiiKiistii.  I. 'a 

Chiii-li'ston.  S.  ('.. . 

Cluirlrittt',  .\.  t'  ... 

''olniiihin.  S.  (' 

Due  West.  S.C*... 
I  (Ireenville,  S.  C.  . . 

j.Si\v:iiinali.  ('» 

I  Wilmiiijrtnii.  X.  C. 

Means  and  ex-  / 

treiiies * 


SO.  16 
■M).  IS 

m  17 

SI  I.  IR 
:!').  IS 

:iii.-J0 
:!n.  15 

.sn.  17 
;w.  '20 

30.17 


,.%5.9 

81   1 

fi:).4 

.SS  1 

(15.1 

(•6 

59.  6 

85  1 

(Vl.O 

S8  I 

60.9 

S-l 

59.0 

S-2 

67.  0 

S7 

ly.',.  0 

S5 

(y  J 

SK 

■_>.  12 
1.40 
■2.  66 
1.S4 
0.97 
1.97 
■2.  4-2 
1.74 
1.  14 


0.70 
0.  75 
0.98 
0.52 
0.  35 
0.  SI 
1.11 
0.95 
0.  99 


9.9 
5.7 

10.7 
6.4 
7.6 
S.  9 
9.2 

12.1 
9.0 

s  s 


s. 
sw. 


SI 
82 

87 
79 
8;! 

S2 


1 


10 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


March,  1921. 


- 


stations. 


Eastern  Paiiion. 


Allendale  . 
Blackville  . 
Bowman.. . 
Charleston. 
Cheraw 


Conway 

Darlington 

Ellinghani 

Ferguson 

Florence  1 


Florence  2... 

Garnett 

Georgetown  . 
Kingstree..  . 
Oaks 


Orangebnrg  1  . 
Orangebnrg'i... 
Paris  Island.  . .. 

Finopolis** 

Itiniini 

St.  (;eorge 


St.  Matthews 

Society  Hill 

Snnniierville 

\V:(Uerboro 

Whitehall  (near) 

Yoniassoe 

Division  means  and 


IIVs/o'/i  Poilioi). 


Ailcen 

Anderson  

liatesburg 

Filairs 

Calhoun  Falls. 


Camden 

Catawba 

C;happells 

Clenison  College 
Columbia 


Due  West 

Kdgelield 

Gaston  Slioals  tt... 

Greenville 

Gri!en\vood 


Heath  Spring 

Kershaw 

Landrnm 

Lanreus 

Liberty  

Little  Mountain 

Meriwether 

Monetta 

Newberry 

Pelzer  

.Salnda 


Santuck  

Spartanburg 

Trenton 

Wallialla 

Winnsboro 

Wintlirop  College  tt. . 


.illendale 

Barnwell 

Orangebnrg  . 
Charleston  .. 
Chesterlield  , 


....do 

Hampton 

Georgetown  . . 
Williamsburg 
Georgetown  . . 


Division  means  and   extremes 
Section  means  and   extremes 


Calhoun 

Darlington  , 
Dorclie.ster.. 
Colleton    ... 

Colleton 

Hampton  .. 

'Xtreines 


Aiken 

Anderson  . 
Lexingtuu. 
Fairlield... 
Abbeville. . 


Kershaw.. 

York  

Newberry 
Oconee  ... 
Richland  . 


Abbeville  . . 
Edgefield  ... 
Cherokee  .. . 
Greenville  .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanbin-g . 

Laurens  

Pickens 


Newberry . , 
Mc(;ormick 

Salnda 

Ne-wberry  . 
Anderson.. 
Salnda 


X^nion 

Spartanburg 
Edgefield  .. . 

Oconee 

Fairfield  .  . . 
York 


CUmatologrical  Data  for  March,   1921. 


Horry 

Darlington 

Florence  

Orangebnrg 

Florence 


Orangeburg 

do 

Beaufort 

Berkeley 

Clarendon 

Dorchester 


186 
290 
160 


25 
175 
106 

63 
136 

1?,6 
82 
12 
54 


Temperattire,  in  degrees  Fahr. 


26-1 
264 
13 
54 
97 
109 

62 
192 


620 
1061 
515 
690 


64.6 
63.6 
63.0 
65.1 
62.6 

62.8 
"63.2 

'e-i.o 

64.6 


66.8 
64.1 
63.1 


64. 


67.3 
62.7 


75 

24 

69 

19 

13 

2 

24 

33  1 

.527 

60 

764 

26 

656 

3S 

293 

17 

508 

23 

222 

74 

502 

16 

402 

17 

8.50 

30 

351 

35 

711 

7 

680 

19 

1039 

38 

671 

38 

568 

20 

500 

5 

1063 

6 

589 

3 

900 

22 

711 

29 

450 

19 

400 

14 

.502 

18 

850 

18 

536 

20 

512 

875 

29 
45 

65.0 


03.0 


65.4 
(il.l 


58.1 


+  6.9 
-f  5.  5 
+  4.8 
+7.9 
+8.9 

+6.0 
+5.9 

'+5.' 7' 
+8.8 


+6.2 
+5.8 


+8.5 
+4.3 


+6.3 


89 


+7.5 

+.3.8 


+  10,3 
+  0.7 


23 

tio 

22 
16 

t20 

16 
16 

"ie' 

tl5 


t22 

tie 


tl6 
16 


34 


60.1 
64.0 


60.9 


59.  0 
61.4 

61.7 
62.  4 
.59.2 
58.0 
60.2 

62.  0 

'64.5 
64.8 


"60.3 
59.9 
63.8 
58.8 
61.6 
61.9 

60.9 
62.5 


+7.5 
HO.O 


+8 
+  8. 


7.6 


+7.1 
+  5.9 


+  8.7 
+9.0 


+6.7 
+8.6 
+7.2 
+  7.4 
+8.1 
+8.0 

+5.6 
+7.5 


22 

tl6 


t21 


21 
22 

20 
t21 
21 
■21 
21 

tl5 

"21 
tl6 


21 
21 
17 
tl5 
tl6 
21 

17 
tl6 


t  1 
5 
6 


Precipitation,  in  inches. 


2.53 
1.26 
2.78 
2.66 
3.48 

3.51 
1.95 
3.69 
1.99 
4.26 


4.42 
45  I  2.56 
41  3.15 
43       3.71 


46 


"28 
32 
37 
28 
36 
32 

28 
28 


5 
tl 


4 

4 
4 

'f'k 


t4 
4 
11 
5 
4 

t  4 
'■■4 

t  1 


40 


1.97 
2.85 
1.90 
3.39 


2.74 
2.29 


1.65 
2.  SO 


1.31 
1.40 
0.77 
1.09 
2.01 

2.08 
3.12 
1.40 
3.  35 
0.97 

1.97 
1.62 
2.  27 
2.42 
1.97 

3.93 
2.  46 
2.  92 
1.16 
0.82 

1.64 

'{.'77' 
1.34 
1.90 


-1.29 
-2.  43 
-1.41 
-1.06 
-0.24 

-0.19 
-1.36 
-0.38 
-1.40 
+  1.31 

+  1.47 

-a  36' 

+0.  20 


-0.47 
-0.26 


-1.62 
-1.14 


1.65 
2.20 
1.16 
2.65 
1.92 
2.09 

1.91 
2.28 


-1.92 
-b.  81 


-2.70 
-3.63 
-3.80 
-2.48 
-  2.  81 

-1.71 
-1.01 
-2.  16 
-1.49 
—2.  73 


-2.44 
-3.  08 
-2. 10 

+  0.26 


-4.59 
-2. 23 

-i'io 

-1.51 
-2.  90 


1.10 
0.91 
1.40 
0.98 
0.85 

0.86 
0.78 
1.30 
0.87 
1.76 

1.80 
2.  02 
1.00 
L30 


0.65 
0.96 
0.70 
1.72 


0.09 
0.81 


-2.81 
-2.  75 
-3.27 
-3.37 
-2.  )7 
-1.80 

-2.40 
-1.58 


1.15 
2.  02 


0.59 
0.66 
0.  23 
0.  56 
0.98 

0.61 
1.311 
0,85 
1.3! 
0.38 

0.81 
0.  08 
1.47 
1.11 
0.85 

1.50 
0.78 
0.81 
0,73 
0.40 

0.64 

'0.40 
0,04 
1.10 


Number  of  days. 


17 
19 

5  I  18 
0      I 


0.78 
1.10 
0.84 
0.58 
0.51 
0.  75 

1.56 
2.02 


0 

8 

10 

0 

8 

0 

8 

0 

R 

12 

0 

3 

17 

se. 
svv. 


sw. 
s. 


Observers. 


!  w. 
n\v. 


6     15 


R.  B.  Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Qiiattlebanm. 

D.  C.  McCall. 
Will.  B.  Gillespie, 
Henry  C.  Savage. 
11.  IC,  Gilbert. 

Pee  Dee  Experiiiient  Sta. 
Miinrr  B.  Robert. 
A.  P.  Hazard. 
W.  H.  Matthews. 
0.  M,  Mitchell. 

V.  S.  Fisheries  Station, 
ytate  A.  and  M.  College, 
r,  S.  Marine  Corps. 
Miss  1''.,  P.  Ravenel. 
William  H.  Wolle. 
John  W.  Davis. 

Miss  Frances  M.  i\ntley. 
A..H.  Rogers. 

E.  P.  Lawton. 
J.  .\   Frank. 
Conibahee  Company. 
W.  C.  llutson. 


sw, 
sw. 


Frank  P..  McCoy. 
11.11.  Riis.sell. 
E..1.  llite. 
,1.  N,  Owens. 
L.  M.  I'arker. 

Henry  A.  Brown. 

.Iiimi's  C,  l''aris, 

.1.  .1,  Murran. 

Prof.  F.  H.  H.  Calhoun, 

r   y.  Weather  Bureau. 

V.  S.  W  B.  Aerological  Sta. 
.1.  ,\.  'I'dWiiseiKl. 
S.  V.  It,.,  Power  .t  K.V.  Co. 
I',  s.  Weather  Bureau, 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 
.lolin  W.  Haiiiel, 
R.  Hiirtwell  Wihls.  D.VH. 
Perry  A.  Simp.son. 
•lohn  T.  Boggs. 

.1.  M.Sea.^e.  M.  D. 
Jlrs.  Marie  R.  Middle-ton. 
.losepli  M.  .lohu.son. 
Warren  G,  Peterson. 
,h)slniii  Y.  .lones. 
Mrs.  F.  v.. I.Maxwell. 


K.  W.  .leter. 
l'',  P.  Robitison. 
Mrs.  S,  E.  Long. 
>I.  W.  Brandt. 
Rev.  Oliver  Johnson 
W,  P,  (ioodman. 


ERRATA,   FEBRUARY,    1921. 

Due  WE^T.-Mean  temperature,  Miscellaneous  Data,  page  5  and  on  page  0,  should  be  4G.9;  mean  maximum  temperature,  pag.^  8,  .should  be  56,0. 


March,  1921. 
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Baily  Precipitation  for  March,    1921. 


.Stations. 


Watersheds. 


Day  of  month. 


n     13     14 


19     20      21      22      23     24 


25     2fi 


KaMern  Portion. 

Allendale  nil 

Blaclvville  III! 

Bowman 

Charleston  "• 

Cherawljii  

Conway  ijii 


Darlinston  I 
Ellingliani  I 
Ker^iison  III 
Florence  1||| 
Florence  2  III 
Oarnett 


fieorsotown 

King.stroellll 

Oaks 

Orangeburg  1 

Orangeburg  2 

Paris  Island 

Pinopolls  


Rinn'ni  ||l| 

St.  (ieorsullll 

St.  iMallhewsllll 

Society  Hill  |||| 

Sniinnerville 

Wiilterboio 

Whitehall  (near)... 
Y.'iiia.sscellli 

W'esUrii   I'nvlidii. 

Aiken 

Anderson 

Biiteslnirsfllll 

HIairsllll 

rallunin  Falls  ll||  ... 

("aiiHliMi  illl 

(-•alawballll 

Chain lells  nil 


Clem.^on  rolleao. 
Columbia***  .. 
Due  West 

I'Mtflield  nil 

na>ton«hoalsl|||. 
fJre.-nville  '**  . 
(Jreenwood  ||||  . . . 
Heath  .'Spring  . . . 


K'Tshaw  J II 

I.aiidruin 

l.anrens  |||| 

I.iiMTty 

I, idle  M<Mj|\t:iin 

.Meriwether 

Moiielta 

Xeu  berry  


Savannah  . 

Edisto 

do 

Coast 

Fee  Dee 

Waeeamaw 


Pee  Dee 

Lynches  . . . 

Santee 

Pee  Dee 

do 

Savannah  . 


Coast . . 
IJUu'k . . 

do  . 

Edisto  . 

do. 

Coast . . . 
Cooper  , 


Santee 

Edisto 

.Sanleo 

....do 

Ashley 

.\shepoo  .. . 
Combahee. 
Ashepoo. . . 


Edisto 

Sava.niiah  . 

K.iisto 

Broad 

Savannah  . 
Watereo  . . . 
Catawba  . . 
Salnda 


Peherllll 

Salnda 

Snnliiok 

Sparlanbnrg  |||| 

Treiiion 

Walhalla 

Wiiiiisboro 

Wintlirop  College 


Savannah  , 
Conga  ree  .. 
.■^avannah  . 
Savainiah  . 

Uroad 

Sahichi,  .... 

....do 

Wateree  . . . 


Lynclies  . . 

Proad  

Salnda 

Savannah 
Salnda 


Savannah 
Edisto.... 
Saluda 


Hrf 


.do  . 

.do  . 
,! 


do  , 


E<listo 

.■Savannah  . 

Broad  

Catawba  . . 


.97 


1.40 
.28 
.53 
.83 


.o: 


.28 
.78 
.25 
1.40 
1.48 
2.02 


05 
1.72 


.09 


.02 


T. 


.40 


.20 


.50 


.05 


.93 


.  331 ... . 
.241.... 


.58  . 


,04'  .04 


.O'. 


.28 


T. 


T. 


T. 


.22 


.13 
T.  i  .05    .03    .03 

T.  I     ......    T, 

.241.... 

.11    .S9i 


.0" 


T. 


.401. 


.02 


.07 


.06 


.25 


T. 


T. 


T. 


.51 


.22 


.00 


.04 


.15 
T. 


.05 


.20 


.lOi.... 


.  02| . 
.281. 


.30 


1.02 
.2 
.6' 


.63 


.01 
.45 
.32 

.78 
1.30 

.21 
1.76 
1. 

.18 


1.30 


.02 


.59 
.02 
.16 
.,33 
.48 
.61 
1..30 
.50 


T. 

..54 
.48 
1.4 

.4' 


.69 


.28 
.  85  . . . 
1..56  ... 


1.31 
.35 
.,32 
.68 
.47 
.65 


.85 


.20 


.811   .10]  .08 

.19} 


.201  .06 
.64 


.01     .17    .40  .. 
.40    .10    .64  .. 


.34  1.10    .24 


.251    .23  .78]    .06 

...  1.10  .68j    .28 

T.      T.  .841.; 

.49    .04!  ..54    .15 

...     .16.  .,51     .07 

.551....  .75... 


.12 


1.00 


.63 


.06 


.nc. 


1.10 


.20 


.25 
.61 
.12  .... 

.48| 
.38! 
.06 


.23 


.65 


.35 
.52    .12 


.o: 


.07 


.04... 
.  32! . . . 
.  251 . . . 


.10  .05 

T. 
62.:°^ 


.O61. 


.11 


.26!  .inl 
,...!  .10 


.15 


.02 


.10 


T. 
15  ... 


.  03  . . . 
.04,  T 


.08  . 


.11 


2.53 
1.26 
2  78 
2.66 
3.48 
3.51 

1.95 
3.69 
1.99 
4.26 
4.42 
2.  .56 

3.15 
3.71 


1.97 
2.85 
1.90 
3,  39 


2.74 

2.29 


1.31 

1.40 
0.77 
1.09 
2.01 
2.  (18 
3.12 
1.40 

3.35 
0.97 
1.97 
1.62 
2.27 
2.  42 
1.97 
3.93 

2.  46 
2.92 
1.16 
0.82 
1.64 


1.77 
1.34 


1.90 


1.65 
2.20 
1.16 
2.65 
1.92 
2.09 


Exceptasotlierwise  indicated,  observation?  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recni-ded  is  for  the  24  hours  ending  at  tlie  time  o 

" ~'  " t  »!.„ ,i„.i  .,,  r....  11, _,..__.,.  ,  jf^.^  liogidar  Weather  Bureau  station;  precipilation  is  for  th 

.•„  n  . i    .. „ 1  „   1  'I'      ,i..._  ..  .      l„..^   I  I .   r\  A1      i  iif.l 


ob.'^ervation.     „, 
24-honr  period,  1 


.  1  ,1  i..'^     I  lull,  in,  ,1 ,   ,jw.,*,-i  V  (HivMi,..  ill  t     f;«   I  ir-i  (I  1 1  j;    jiKii  ic     lai^     111     I  I  ir-    ei  i  i  tr  i  i  ii  IIJ  1 1 ,    I  ifii  i     Ml  IlSei,   aiHI     PT 

I  Precipitation  measured  in  the  ninrniiig:  amount  then  recorded  is  for  the  preceding  24  hours 
iiu'dnight  to  uuMnight.    *  Precipitation  inchnled  in  the  next  following  measnreme\it.  f-t^epar: 


^.     ..........  .V.   ^..  ....      ,,  .    ,111  .V    ,      ..111,    <.  I.     -,r„i  M/i.  ,      ,,,,,.,,  I.  .,  ,.,. -       - 

i-jSeparate  dates  of  falls  not  recorded.    '1'.  Trace,  or  less  than  0.01    mcli. 


COMPARATIVE  DATA   FOE   MARCH. 


Year. 


Temperature. 


Precii>itali(ni. 


hs  >  "  t; 


1887. 

18S8. 
1889. 
18i(Q. 
1S91. 
ISS'i. 
1893. 
1891. 
1895. 
1896. 
1897, 
)S9X. 
1899. 
1900, 
1901, 
1911-2 
1903. 
1904. 
1905. 


51.4 

82 

23 

1.85 

52.1 

80 

19 

6.71 

51.6 

/ 1 

20 

3.41 

62.5 

85 

11 

2.96 

50.0 
52.8 

78 
78 

20 
23 

7.88  1 
3.78  i 

53.9 

85 

18 

2.22 

59.3 

90 

15 

2.08 

53.5 

90 

24 

5.71 

53.1 

93 

19 

2.12 

,56.4 

92 

21 

4.54 

59.1 

92 

22 

2.99 

55. 2 

89 

12 

3.89 

,51.6 

79 

22 

4.22 

53.4 

86 

10 

4.36 

54.0 

86 

19 

4.08 

60.4 

84 

26 

5.92 

56,2 

87 

23 

3.42 

57.8 

93 

28 

2.15 

,\verage  nnmber  of 
days. 


sw. 
w. 

svv. 
ne. 
n\v. 
sw. 
sw. 
svv. 
sw. 
sw. 
Yie. 
sw. 
sw. 
sw. 
sw. 
ne. 
ne. 
ne. 


Year. 


Temperature. 

Precip 

tation. 

Average  nnm 
days. 

her  of 

i 

^ 

i 

&;£-?=  2i 

>'<k 

>, 

5 

0- 

bo 

1 

g 

^ 

<$1^  c 

33 

i  0 

—  IT  C 
C 


1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

Period 


51.6 

82 

18 

5.34 

10 

13 

6 

12 

62.  0 

99 

20 

1..57 

5 

15 

10 

6 

61.4 

90 

29 

4.56 

8 

15 

8 

8 

54.1 

90 

27 

4.80 

11 

14 

8 

9 

59.4 

93 

22 

1..SS 

4 

21 

fi 

4 

54.9 

90 

22 

2.30 

7 

17 

8 

6 

53. 2 

88 

15 

6.79 

10 

14 

5 

12 

56.9 

88 

9') 

7.40 

10 

13 

5 

13 

50.2 

91 

12 

2.59 

8 

14 

9 

8 

46.3 

81 

22 

2.66 

7 

15 

8 

8 

.53.  7 

87 

15 

2.14 

5 

19 

8 

4 

55.0 

88 

14 

5.39 

11 

14 

6 

11 

S9.  7 

89 

29 

1.83 

6 

16 

8 

7 

56.  5 

82 

27 

2.8(1 

/ 

17 

7 

.52.  3 

87 

10 

6.73 

8 

17 

6 

8 

62.  5 

91 

28 

2.  2S 

6 

16 

8 

55.0 

99 

10 

3.86 

« 

14 

' 

9 

w. 

sw. 

sw. 

sw. 

sw. 

w. 

ne. 

w. 

w. 

nw. 

svv. 

sw. 

sw. 

ne. 
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dLlMAtOLOGICAL  DATA:    POUtH  CAROLINA  SECTION. 


March,  1921. 


Daily  Temperatures  for  March,  1921. 


Stations. 


Eititlei'ii  I'll 

Allendale  .'. 

Rhirkvillp.'. 

Bowiimii 

(Miarleston  '. 

clieraw  

Conuay 

Darlington  S\\^ 

Kersnson  \^\\ 

I'^lorence  1    

HaniPtt 

(ieuriri'toun 

ICimrstii'H 

Oaks 

Orangeburg  1 

Paris  LslaiKiW 

.St.  fieorgfi  

St.  .Mattliews 

Society  lUW^^ 

SiiniMUMville 

Wallerboro 

Yeniassee  


ilidii. 

)  .Maximum  . . 
/  Minimum. . . 
)  .Ma.ximum  . . 
(  .Minimum... 
)  Maximum  . . 
(  Minimum. .. 
j  Maximum  . . 
I  Minimum. . . 
\  Maximum  . . 
(  Minimum. .. 
)  Maxinnnn  . . 
'  .Minimum. . . 

»  Maximum  . , 
(  .Mininunn. ., 
\  Maximum  . , 
I  .Minimum. . 
)  .Maximum  . 
/  Minimum. . 
S  Maximum  . 

■  (  Minimum. . 
^  Maxinnnn  . 

•  t  .Minimum. . 
\  Maximum  . 

■  /  Minimum. . 
)  Maximum  . 

■  I  Minimum. . 


Ailten 

Anderson 

Biitesliurg 

Callioun  FallsW. 

ramdeu  V^'jS 

(Memson  College 


)  Maximum  . 
/  Mininumi. . 
\  .Maximum  . 
t  Minimum. . 
V  Maxinnnn  . 
/  Minimum.. 
\  .Maxinnim  . 
)  .Minimiuu. . 
)  .Maxinnnn  . 
I  Miuinunii. . 
)  .Maximum  . 
/  .Minimum. . 
j  Maximum  . 

■  !  Mininnuu. . 
)  .Maxinnnn  . 

■  (  .Minin)um. . 

I'liiiioii. 

S  Maximum  . 

•  ■  ■  (  Mininunn. . 

S  .Maxinnnn  . 

•  •  •  /  Minimum. . 

\  Maxinnnn  . 

■•  •  /  Mininunn. . 

*  .Maxinnnn  . 

•  •  ■  /  .Mininunn. . 

)  Maxinnur  . 
■■  ■  I  Minimum. . 

\  .Maximum  . 
■  ■  ■  i  .Minimum. . 


Columbia 

Due  West 

(Jreenville 

fireenuood   

Heatli  Spring 

Kersliaw 

Lanilrum 

Lauren.^S^^^ 

IJIierty 

Little  Mountain 

Meriwether 

Monetta 

Neuberry 

Saluda  

Santuel; 

Spartanl)Ui'g 

Trenton 

Wallialla 

Wiunsboro  

Wintlirop  College  .. 


\  iXuiximnm  . 
I  Minimum. . 
\  .Mnxinunu  . 
/  .Minimum. . 
S  Maxinnnn  . 
I  iMiiiinuun. . 
)  .Maximum  . 
I  Mininunn. . 
\  Maxinnnn  . 
I  .Minimum.. 
)  .Maxinnnn  . 
i  .Mininnun. . 
^  .Maximum  . 

■  '  Mininnun. . 

\  Maximum  . 

■  '  .Minimum. . 
)  .Maxinnnn  . 

•  (  .Minimum. . 
\  Maximum  . 

■  I  Mininnun. . 
)  JFaxinuun  . 

•  '  Miuinmni, . 
)  Maximum  . 

•  '  Minimum. . 
S  Maximum  . 

■  '  Minimum. . 

\  Maximtnn  . 

■  '  Miin'nnnn. . 
)  Maxinnnn  . 

•  '  Nfininnnn. . 
\  Maximum  . 

■  <  Miniimnn. . 
i  Maximum  . 

■  '  Minimiuu. . 
)  Maximum  . 

■  I  Mininnim. . 
S  Maxinnnn  . 

■  '  Minimum. . 
S  Maxinnim  . 

•  I  .Minimum. . 


13  !  14  I  1.-  le 


24   io 


34 

3.5 

75 

7H 

S7 

3» 

79 

34 

3G 

72 

(0 

42 

38 

43 


7S 

78 

62 

72 

.=il 

41 

36  38' 

7H 

79 

8O:  79 

49 

40 

42 

40 

7H 

77 

76 

80 

34 

35 

33 

40l 

77 

60 

63 

76 

SS 

49 

46 

,59 

74 

68 

73 

78 

Af> 

36 

31 

45 

77 

61 

70 

78 

41 

42 

35 

50 

77 

62 

73 

4(i'  39 

33I  46! 

71   61 

74  79' 

43  44 

321  40i 

78'  77 

78.  76; 

40';  41 

43  51  i 

78'  C9 

■  761  811 

43  41 

34!  50l 

79  (h 

7(1.  78! 

4n,  4( 

i  35;  ,52, 

74:  71 

1  72:  76' 

4- 

42 

41 

1  35 

80  81'  801  fiS;  70; 

53I  56'  55  50;  51| 

80'  841  68  65!  75' 

641  39:  '34I  46; 

781  70'  "71'  -72i 

,551  ,54,  53'  52, 

75I  66!  661  -J' 


50' 


61 

78 

58'  54 


54 1  '50 
65j  73 


(,0 
60  49 


83  84  75  63 
54  56 1  60  54 


69' 


61 


59 


so! 

54i  53 

601 


,50'  62;  .59;  46: 


70'  72| 


54!  58!  62  5S 


84: 


491  51 
82  82 


84  83. 

64' 


42i  50,  4fi|  45 
78'  78 


49  52: 
79'  81 

li 


72 

55 

86 

62;  58 


51!  51   ,57 


661  Os; 
55,  45 


61 

83!  S3'  81 

60:  50  j  55 

78j  83!  78 

46  4ti[  50 


55 


74!  73  80 
41:  'ii^    i( 


80'  661  71 


.50 


50  46 


6I1. 


79  65'  74 
55  43!  34 


7S!  73|  74 
42  37 1  32 


76 
.55  58 


83!  78;  80;  74'  69  83 


53,  65i  57  40  53 
80!  78;  71  72  82 
60  62  59  52  55 


80!. 


83  71'  77 
48  53  54 


81  82 
47  49 


66   71 
35  37 


.39;  40, 
63l  70' 


76  75! 

46  51! 

72i  7l| 
47| 
69 
46 
73 
46 
71 
54 
74 
54 
70 
57 


76 
51 
73 

40|  45 


39!  49 


39|  41 

6nl  6S 


76 
54 

73 

38'  48 


61;  67; 
36!  42! 
69i  60 
34 1  35 
67,  6 
,35!  39 
71 
37 
69 


61 
36 
62 
85  39 


69 


80  80 

54  54 

80 

59!  57 


I 

'85 
59 
90 

'55 

"  88 
55 
86 
63 
85 
55 
87 
59 

'91 

59 
88 
55 
89 


59|  59 

8H  ■ 


55 

90 

61! 

80  K6; 


64 


63   60  59 


82;  84;  80 
58  52  .58 


821  83  72!  "'■2  84 
521  66  50;  49  .59 


80;  79'  7n 

55;  65!  5'^ 

74!  73'  65! 

53;  5.3'  46 


72  751  74 

41  43  ,51 

76}  T 

35  38  51 


■76r 

3ll 

68 
36 

73 


42|  44 

.'  71!  . 

. !  33i  33 

.  1  68 

. !  39  46 

.  I  68!  75 

.1  44j  46 


36      36 


62 

28 

6! 

32 

63 

37 

641     68 

28,     31 


59; 


40i  ,50 
73 
39 
76 


71 

36j     .39  51 

64      70|  74 

32      40  48! 


65;  50 
76  .54 
52      45 


70,  79 

46  5 

71;  68 

45  53 

'441  "55 

,56;  G 

42  42 


75;  70 

57|  46 

771  63 

62  51 

75,  ,55 


.59i 

72 


601  4f 

79,  76 

59;  49 
65 

481  49 

76!  77 

63i  51 

74'  63 

501  46 

78!  fi.s 

48i  47 

67l  69 

4fil  42 

781  78 

65i  52 


841     80 
55     54 


69      65      75      70 
45!    50     45     49 


69  78 

44;  56 

66:  6s 

43'  ,53; 

641  61 

411,  51 

68:  69 

37 1  45 

65  69 


40; 

69' 
41 


5S|     64 
71 
601    5-< 
78 


83     88 


88;     90 
57     58 


84 
60 
83 
55     49 


80  78'  661 

52  66;  5l! 

84  84'  75| 

64  63  51 


67 

6r) 

34 

44 

61 

73 

43 

43 

68 

66 

42 

47 

68 

70 

44 

48 

75 

"79 

7S   81, 


68 
50 
.691 
451 
67i 
.501 
65| 
42! 
64! 
•51 
71 
.53!  641  48 


64; 

76 

^. 
53! 

Si 

78! 


561  51; 
78|  81 


74 
34 

64 

47 
78 
56 
64 

421  5" 
68|'  77 
43  44 


761  7P 
.52  52 


58 
79 
57 
81 
57 
S2 
,50  51 


84  80 


82  76 

62  60 

85|  84 

65  66 


59 


76  82 
45  48 

751  85 


83  85 

,59  60 

87  89 

.55  56 


55  57 


85  86!  89 
■  62  62j  50 

90|  581  60 

58  39|  40 

86  90  65 
•  55|  54|  42 

so;  85;  56 

65;  56  49 

88  83 


85 


88 


85 
62 
81 
52   59 


58 


78 
59 
86  84 
54   56 


801  86 


52 


88  76 

61  46 

83  59 

59  44 


79  68 
61   4' 


85  86  81 
60J  65!  48 


59 


84 


50  65 
871  85 
,56!  55 


86  80 
57  65 


86  81 
60;  65 


^9|  8(1 

60 1  60 

91 1  84 

611;  64 


60  63 


S3 


54   56 


78  83 

54  ,59 

7(1  78 

49  55 

'51  ,59 

74  83 

43  49 


48: 

44 
8:! 
40 
70 

^^ 
68 

48 

75I 

4.31 


401 
71: 
42; 

60! 

41; 

^ 
75' 
49 
75 
46' 


,5n  49 
85  86 
54;  51 


83 

,^.'> 

57 

72 

79 

47 

53 

77 

82 

45 

56 

75 

83 

43 

58 

50 


69 

.42  42 


82 
65 

8' 
55 

72 
.5? 

79 
64 
80 
62 
77 
60 
78 
58 
78 
62 
78 
64| 


68 

42 

■59 

43 

'40 

6: 
40 


54 
45 

69 
42 
63 
42 
53 
42 
65 
45 
67 
38 
72 
41 
51 
42 

65 
33 

58 
441 
66 
4e 


.52 
,32 

65 
40 

61 

....  42 
,52  55 


40  43 

45|  68 

4(1  3?! 

53  65 

381  40 


76.1 
53.0 
77.2 
50.1 
78.0 
48.1 
73.0 
57.2 
7.5.9 
49. 2 
74.3 
51.4 

6(1.2 
74  2 
49.  9 
76.  5 
.52.  7 
M  .5 
.53.  (1 
7«.2 
.51  .0 
74.4 
51.8 


78.  0 
51.4 
78.4 
.56.2 


Retereuee  letters  («,  ''.  <•),  appearins?  in  the  table  iiidieate  number  of  days  missing:  for  example,  '■  represents  two  days  missing,  ete. 
SS>S  Tustrnments  are  read  in  tb.-  morning;  the  maximum  temperature  tben  read  is  ebnrged  to  the  preeeding  day,  on  wbieh  it  almost  always  oeeurs 


78.1 
51.8 


79.4 
52. 0 


77.  6 
5  i.  3 
72. 3 
49!  9 

51.5 
70. 2 
46.0 


71.3 
48.9 

74.6 
53.  I 
71.5 
.50.  3 
68.  6 

49.  3 
72.  6 
.50.1 
73.2 
,50.2 
74  7 

50.  1 
7(^.8 
47.5 

72.  2 

■^4'k 

73.  fi 
47,3 
73.  9 

,';0.  I 


76.7 
,52,3 
78.7 
50.8 


"73.  8 
"46.8 
72,2 
47.6 
75.3 
.'2  3 
71  5 
46.  0 
73.  3 

.'■.o.n 

73.  5 
50.3 
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GENERAL  SUMMARY. 

Tile  luontli  was  considerably  cooler  tlmn  usual,  uitli  two 
prolon^pd  periods  of  low  temperatures,  and  precipitation  was 
iimcii  aliove  tlie  average,  with  amounts  above  normal  in  prac- 
tically the  entire  Section.  ^ 

While  tlie  rains  w*  re  generally   beneficial,  the  persistent 
low  temperatures  and  cloudiness  during  the  first   half  of  the 
montii  materially  clucked  growtli,  which  lost   its  advance  at- 
lamed  earlier  in  the  season.     Much  cotton   up-State  died   at 
germination,  and  ninch  replanting  was  necessary,  with  chopping 
still  in  progress  at  the  did  of  the  month;  elsewhere  the  stands 
were  generally  better.     Corn,   tobacco,  field  truck,  and   minor 
crops  showed  irregular  development,  and  corn  was  in  all  stages 
of  growth.     CereaN,   however,   showed  gencrql   improvement;' 
wheat  heads  filled  satisfactorily,  and  oats  and  rye  were  in  good  j 
condition  generally;    ripening  and  harvest  of  ,tj)ese  crops  were 
l)^oiming  u'cnera!  at  the  close  of  the  month,     tlie 'general  crop 
situition  improved  with  the  warm,  drier  weather  of  the  last  of  I 
the  month,  and  cultivation   proceeded   rapidly.      White  potato! 
digoring  was  neniiiig  completion,  with  fair  to  "good  returns,  and  ; 
sweet    potato    transplanting   continued.      Native    peaches' and  i 
strawberries  were  on   market   at  the  close  of  the  month;   wild 
l>lackI>eiTies  were  rather  [)Oor,  due  to  April  frosl.s.     Vegetables 
were  plentiful,  and  the   month  closed   with  the  growing  season 
froni   I  to  •_'  w-e.-k-;  lale  geneiiillv. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  n  ports  of 
0  n-gular  Weather  JJui-eau  stations  in  and  surrounding  the  Sec- 
lion,  was  ?,().00  inches,  'i'lie  liigh(>st  pressure  in  the  region 
covered  by  reports  was  30. 'iO  inches  at  Charlotte,  N.  C.  on 
tiie  21st,  and  in  the  Section  proper,  80. oo  inches  at  Due  West 
and  fireenville  on  the  same  date;  tiie  lowest  pressure  was  2'.).fi9 
inches  at  Wilnn'ngton,  N.  C.  and  Greenville  on  the  3d^and 
at  Charlotte,  N.  C,  on  the  5th. 


TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  deterniined  from  re- 
ports of  38  stations,  was  68.1°.  or  3.1°  below  the  established 
norrml.  The  highest  temperature  was98°at  Blaekville,  Barn- 
well County,  on  the  26th,  27th,  and  2Sth,  and  at  Garnett, 
Hamnton  County,  and  Kingstree,  Williamsburg  County,  on 
the  27th.  The  warm  period  was  from  the  23d  to  the  "29th. 
The  lowest  temperature  was  36°  at  Santuck,  Union  County,  on 
the  2d.  During  the  cold  periods,  1st  to  7th  and  13th  to  20th, 
the  daily  mean  temperatures  ranged  o°  to  17°  below  normal. 


'         .)  ^PRECIPITATION. 

The  average  for'  f1ie  Section,  'rl  stations  reporting,  was 
5.30  inches,  or  1 .79  inchesabove  theestabli.'^bed  normal.  Th«  le 
were  but  few  days  without  rain  in  some  part  of  the  State. 
Excepting  small  areas, along  the  southern  coast  and  in  the  up- 
per Savannah  dra,injrgl>  basin,  the  rainfall  was  aliove  noimal, 
the  precipitation  was'abundant  in  a  broad  belt  from  east- 
central  Georgia  to  eastern  North  Carolina,  where  the  amounts 
ranged  from  G  to  over  9  inches.  The  greatest  local  monthly 
amounf  was  'i).n?,  inehes  at  Garnett,  Uamplon  County:  hnst 
local  monthly' amotmt,  3.00  inches  at  Paris  Island,  Beaufort 
County.  /The  greatest  24-riour  amount  at  any  station  was  4.-10 
inches  at  DaYli'ngtnn,  Darlington  County,  en  the  Hlh.  The 
nuipber  of  rain.v  days  was  2')%  above  normal. 

.Light  h.hiloccurred  at  Clemson  ColUge  and  Due  ^\'est  on 
the  Ipthandrtt  Blaekville.  Ciarnett  and  Pinopolis  on  the  IHli. 
Heavy  hail  oi^currod  at  Aiken  and  Landruni  on  the  1  ith. 
■^  A  t(u-nado  in  the  Wannanniker  Section,  near  (ialivant'^ 
Ferry,  Hoi-ry  Co'unty,  during  the  afternoon  of  the  13th,  caused 
the  destii  ofj'rancis  .Jones,  a  child  of  Mr.  and  Mrs.  Samuel 
Jones,  residing  on  the  yilantation  of  Mr.  E.  M.  Meares.  iind  in- 
.iured  several  otht^r  persons.  Many  tenant  houses  were  de- 
stroyed, and  other  damage  resulted.  a(ipro.xin)a(  ing  $."),(<'(). 
The  storm  moved  in  a  short  path  from  northwest  to  sonlhenst. 
appareiitly  hounding  along,  the  greatest  width  of  destmclion 
being  about  AOO  yards. 

WIND 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourl.v  velocity,  deteimined  from  9  anemometer  ricoids.  was 
7.6  miles.  The  highest  averag(^  velocity  was  10.9  miles  per 
hour  at  Savannah.  f;a.,  and  in  tb.-  Sectit^i  proper,  10  2  miles 
per  hour  at  Charleston;  the  lowest  average  veh.city  was  -IS 
miles  per  hour  at  Charlotte.  N.  C.  and  in  the  Section  proper. 
6.1  miles  per  hour  at  Columbia.  The  highest  velocity  for  ativ 
5-miimte  period  wa<  -19  miles  pei-  hour  from  the  west  at  (neen- 
ville  on  the  26tb. 

SUNSHINE    AND    CLOUDINESS. 

Till'  average  montlily  sunshine,  determined  from  9  auto- 
matic records,  wa^^  2ri2  9  lu  urs.  oro9%  of  the  possible  aniomit. 
The  avrrage  number  of  clear  days  was  12:  partly  cloudy.  10. 
and  cloudy.  9.  ns  afiainst  normals  of  lo,  10,  and  6  (lay«.  re- 
spectively. 

ERRATA,  MARCH,  1921. 

I,An;r:.N.5.-Mpan  tHinnpratiire.  pngp  10.  <;1i(hi1iI  Ijc  .58.5. 

MISCELLANEOUS  DATA   FOR   MAY,   1921. 


HUMIDITY. 

The  luean  relative  humidity,  deterniined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  78%  ;  noon,  57%  ;  8  p.  ni..  70%. 
The  greatest  percentages  occurred  along  the  coa«t,  and  the  least, 
')VPr  the  northern  interior. 
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represents  two  days  missing,  etc. 
the  dry  bulb;  means  are  com- 
;ock  Hill. 


Precipitation  is  less  than  0.01  inch  of  ram  or  melted  snow 
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Daily 

Precipitation 

for  May, 

1921. 
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T.  1,... 
;]'.  j'.'02 

4.95 
5. 01 

Pelzer  llll 

.Ofi 





....1.... 

i 

1  40 

10 

:::'i:::'  ::.:  :::: 

.62 

5.  34 

•Saluda 

do 

...     .30:  .05!  .. 

!        ! 

.14     .O;-)'    ..    j.    ..! 

!  .is!  T. 

....    T.  ;  .311  T. 
1  .■>4'.    -    1         ' 

.83  ...    1.30 
.64    ..5o'l,37 

.  70| . . . . 

.  sol 

i          1-30 

30 

4.44 

Santnel; 

Broad 

do 

f. 
.06 

1 

26 

18 

4.  65 

Spartanlinrg  ||||     . . . 

T. 

—  1 

T.  ..... 

:::■ 

.431  .60!  .07]  .35 
.311  .291.571.... 
.851  .10    .401.... 
1.12    .65!  .161., 54 
.  68  . . . .  ]  1 .  05  .... 
1         i 
'         1         i 

't. 

.11]  .83 
.  12    T. 
1.23'     .53 

.03 

27   T. 

.10 

'.'03 
.02 

1 

4.  67 

Trenton 

Edisto 

Savannah 

.81.... 
.041.... 
.27    .26 

T. 

.... 

i 

3.44 

Walhalla 

1 



.23|.... 

3.71 

Winnsboro 

. .     '. 

.44i  .01 
.■>.R       10 

1 

.17;    .39..    . 
.48] 

1         1 

.7l|... 
.26   .05 

.5.7) 

»Vintlirop  College 

Catawba 

07 

..55 

1 
1 

3.  CO 

1 

i 

■      !      ;  I      I      ;      .      i      '      I      i      I      I      I      1      I  111  III  

Except  as  otherwise  indicated.  oli^'Mvations  are  genenilly  made  late  in  the  afternoon,  near  sunset,  and  precipilation  recorded  is  for  the  24  hours  ending  iit  the  lime  of 
observation.  ||{|  Precipitation  nieasuied  in  tlie  morning:  amoniit  then  recorded  is  for  the  precedinor  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.     *  rreciiiitatlon  iiu'lndeil  in  the  next  following  measurement.  Jf^eparate  d:ites  of  falls  not  recniiled.    '!'.  Trace,  or  less  than  0.01    iiiih. 


COMPARATIVE  DATA  FOR  MAY. 


Yi'ar. 


Temperature. 


1887 

72.5 
70.2 
71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
73.8 
7.3.7 
70.2 
71.4 
74.0 
70.7 
70.6 
7.3.4 

1 

97 

99 
101 

95 
100 

94 

97 

98 
101 
104 

97 
106 
100 

96 

99 
101 
104 

99 

99 

1888 

1889 

1890 

1891 

189'2 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

I'lecipitation. 


.\vei:ige  n  n  m  he  r  of 
days. 


3.17 
7.51 
1.97 
5.44 

3.  .57 
:!.  .5:! 
4.13 
3.43 

4.  36 
2.74 
2.  39 
1.35 
1.6S 
2.37 
7.31 
2.69 
2.69 
2.04 
.5.70 


N-??5l 


>■•!; 


9 

13 

9 

10 

9 

11 

8 

14 

(i 

IS 

5 

18 

5 

15 

0 

19 

1 

13 

8 

15 

9 

12 

7 

18 

3 

12 

nw. 

JW. 

ne. 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

tie. 

s. 

sw. 


Year. 


1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

19-20 

1921 

Period 


Temperature. 


Precipitation. 


>  &•=>  ■- 


Average  ii  u  m 

ler  of 

<!{)>•  s. 

►-->; 

.;^ 

0) 

+^  ::; 

.  ^ 

s  = 

0 

I    a-o 

^ 

70,7 

99 

30 

3,00 

70,8 

96 

41 

4,  .51 

71,8 

96 

3fi 

2,  92 

69.5 

100 

:35 

4,26 

09. 1* 

99 

40 

4.03 

72,6 

106 

35 

0,  65 

72.4 

101 

43 

4,08 

71,7 

101 

38 

2.  13 

72.1 

105 

42 

0,83 

73.0 

98 

46 

7,20 

7.3.8 

103 

42 

2.44 

66. 3 

98 

31 

3.09 

72.6 

100 

31 

3.48 

71.0 

96 

42 

5. 2:i 

67,6 

04 

42 

1,77 

68,1 

98 

.36 

5.30 

71,2 

106 

30 

3,51 

8 
3 
9 
6 

11 

5 

7 
11 

6 
10 


17 
11 
16 
14 
15 
20 
16 
19 
I.s 
11 
20 
18 
19 
12 
16 
12 


20 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


May,  1921. 


stations. 


Kiciteyii  Pnilinn. 


Allendiilf  

UliickvillP 

Howiiiiin 

I'liarlpslon 

(Ilipraw  

Coiiuay •. . . 

DarliiiijIonsW 

KeiKiisoii  *>S 

KIdiv nee  I    

OariiPtt 

(ifOIHI'IdWll 

ICiiisislriM' 

OraiigHliiiiK  1 

Paris  IslaiiilW.  ... 
.-^oi'it't.v  llin\N\\.... 
.'^iinniH'rvillH 

VHlllil-iSI'H    


)  Maximum  . 
t  Minimum. . 
\  Maximum  . 
I  Minimum. . 
<)  Maximum  . 
(  Minimum. . 
>  Maximum  . 

■  (  Minimum. . 
\  Maximum  . 

■  (  Minimum. . 
)  .Maximum  . 

•  '  Minimum.. 

I  Maximum  . 

■  )  Minimum. . 
)  Maxinumi  . 

•  I  Minimum. . 
)  Maximum  . 

•  i  Minimum. . 
)  MaxinuMn  . 

•  (  Minimum. . 
1  .Maximum  . 

■  (  Minimum. . 
)  Maximum  . 

•  (  .Minimum. . 

\  .Maximum  . 

•  /  .MiTiimum.. 
)  Maxinnnn  . 

'  (  Minimum. . 
)  .Maximum  . 

■  (  Mininunn. . 
)  .Maxinnuu  . 

•  I  .Minimum. . 
)  .Maxinuim  . 

•  I  Minimum. . 


Wfslfni  I'oiliiiii. 


Aiken  

Atiilf  ison 

Kali'slriMK 

Callinnn  I'alNvVV... 
Cam.l.'ni'S 

rl,.nl~n\l  Coll.'Hf   ... 

Columbia 

Due  Wpst 

(irecn  villi' 

liTHcnuncK)    

Ilt>alli  Spiinfj 

ICpisliaw 

I.amlrnm 

LanrPiissW 

(.ilMM-Lv 

l.iKlf  Mcuintain 

Mont-lla 

Nt'w  hi'iry 

.■<!ilncia  

■^antuck 

.■Jpartanluirff 

'I'lenton 

Wallialla 

Winnsboro  

Wiiitlirop  Colli'pp  . . 


)  .Maxinunn  . 
i  Minimum. . 
S  Maxinnnn  . 
(  Miniminn. . 
i  Maximum  . 
I  .Minimum. . 
)  Maximum  . 
i  .Minimum. . 
)  Maximun-  . 
I  -Minimum.. 


^  Maximum  . 
)  .Minimum. . 
\  Aiaximinn  . 
)  .Mininnnn. . 
j  .Maximum  . 
)  .Minimum. . 
)  Maximum  . 
I  .Minimum. . 
\  .Maxinuim  . 
I  .Minimum. . 

)  Maximum  . 
(  .Minimum. . 
S  Maximum  . 
I  .Minimum. . 
i  .Maximum  . 
'  Minimum, . 
j  Maximum  . 

■  '  Minimum. . 
(  Maximum  . 
(  .Minimum. . 

)  Maximum  . 

■  '  Minimum. . 
)  Maximum  . 
'  Minimum. . 
j  -Maximum  . 
'  Minimum, . 
S  -Maximum  . 

>  Minimum. . 
)  Maximum  . 
'  Minimum. . 

S  Maximum  . 
I  Minimum. . 
\  Maximum  . 
i  Minimum. . 
)  NfaximiUTi  . 

■  (  .Minimum. . 

>  Maximum  . 
I  >rinimum. . 
j  Nraximum  . 
/  .Minimum. . 


Daily  Temperatures  for  Hay,  1921. 


12      IS 


18  I   19  1  20     21      2-2 


22 

2S 

24  1  25 

1 

26 

27 

2S 

29 

30 

31 

XO 
44      44 


fi2!     fi8      70      fi9. 


.51!     44| 


8:jl     (13  fig;  70 

4.5!  44  41 

641  64  6-5 

481  44  4.) 

66t  tji;  68 

54  50  52 


66  66  65 

5n  47^  4 

68  041  68 

53  47,  4 

68  70i  7 


70     711 
53'     4ni 


42 
73 

41 

78 

42 

40 

75 

77 

45 

45 

63 

"65 

72 

73 

41 

44 

75 

75 

41 

41 

77 

78 

69: 

50]     411 


48 
69;     66 


82  88'  85  80  81 

5<)i  47!  51;  50,  511  58;  WH 

70^  CO  92'  86:  84'  86  82' 

50i  47:  51 1  ••i2l  62  tiOl  57 

66!  7(1'  Hi  S5!  891  90;  91 

46;  47  58;  .59  t\3;  .541  57 

661  75'  76  79  80|  76'  76 

53;  53  60  64j  tt6|  67;  61 


46 

811     6.5     66 
46      46'     48 

j 
71 1     64'     6h 
52;     46!     41 

...I....!....: 

62i     66!     61 

64' 
511 


65i     65| 


65'  74^ 

42|  45 

661  75 

■45!  46 

66]  78 

50  49' 

70'  80 

'7ii"78  ' 

49  45 

6fii  78 

46l  4fi 

65  77 

48  41^ 

66!  77' 

521  46 

6.5;  "63  ' 

67;  7<i 


821  84i 

47,  48| 

1 

80!  85' 

47  49 

8II  87i 

44;  5Hi 

»3  89! 

'86  92!' 

49i  48| 

83;.  83l 

471  50| 

81'  89! 

46!  49' 


•56 

8-< 
Oii 
89 

■ssi' 

56 
82 

58; 

82: 
54! 


811 
59 


50 


63 


5'.)i  63 
811  76 
49' 

78! 


81 
60 

82 
64!  59 
701     85 


OOl     50 


82;  88; 

48!     51: 


85|     81,     81  i     78|     82 
r^v.     t:t\      f\Q      r.*t      .'^<^ 


,55!     60     .59,     631     59 


47      46! 


65;     67; 
52;       ■ 


461     46i 
69;    72; 


39;     381 


67;     64 

80; 
49 


85;  88; 

49      56! 


85 
52 

84!     89, 
48     47 


67 
40     41 

^ '" 

73 

4i; 

71 
49! 


72     67, 
50i     4;!' 

58 ;    68; 


58| 


08      75 
49     49 


S3 


69 
.52 

671     65 


74      83 
46     49 


60 
49 
,59 

50|     40 
56 

48 


65!  fi'l 
431  50 
641     6:; 


60,  60 

43|  4s 

62!  fil 

46|  49 


73;  07 
43 
72 

42| 


05! 
441 


64;     62 

45     48 


641     65 
46;     42 


461     ,50; 


6' 

,50;    48;    53 

721     79     83 
48;     46;     46 


88'     88) 
,53,     57 

,55, 


60. 
80' 


,59 
84 
01  ,59! 
80  81 
60      57 1 


60:  64 

70!  83; 

64!  60 

78'  81 

03  591 

79i  84; 

03  58! 


55! 


03;    .59 

70| 
621 
71 
61 


02;      04 


56 


66 


65|     63; 


90     92: 
63;     63 


()4i     69 

93; 
59 
91: 


2      841     89     94      84!     92!     95     93 


49 

68 
58 

'11 
.581 


75 

77 

82 

60 

.55 

65 

82 

" 

74 

79 

"84 

"84 

61 

,58 

66 

77 

78 

SO 

,11 

57 

65 

73 

7^ 

78 

6" 

55 

60 

74 

70 

82 

59 

.55 

05 

62 

61 

(m 

79 

78 

',0 

53 

50 

63 

78 

80 

84 

,59 

48 

50 

79 

85 

82 

80|     85 
03l     00 

I 
84  i  8; 
02 
84 
62 
89 

'si 

63 
83 
65 
SO 
65 


58l     55     05; 


86!  81 ! 

57,  01; 

841  74 

09'  .5S| 

83  80; 

55'  58 

88!  79 

50!  5 1 


66 
51 
03 

48 

56|     69!     60; 

38 

5' 

40 

09 

4 

63 
50 
■59 
50 
59 
52 


66 

60 

44 

47 

/.) 

06 

44 

48 

64 

65 

50 

44 

73 
43 

74 


18-     511 
791 


78 
•58, 
78: 
57; 
75 
51; 
81 
50; 


(7  76 
i7,  02! 
l.\     08 


83  82 

57  63 

78;  76 

,50,     62;     ,57 1  62 


76  78 

56;     59I  57 

77;     74'  84 

54;     55!  ^'^ 


731  75 

61!  55 

091  70 

,59l  ,53 


601 


,59 


40I  54:  61 

77.  81 1  7( 

48  51!  ,57 

S'll  831  r- 

50i  50I  60 


74 

47 

751     78 

4.5!     48 


82!     82'     80 


59 


72' 
,55| 


73 

50 


70' 
60 
OS 
60,  02: 
73  08 
50,  .59 
72  66; 
54,     ,59! 


79'  7s 

,56'  59 

82;  70 

59  04 

81 !  70: 


79     81 

,57  50 
7s!  76 
5(' 
79 
50 
81 


,55, 

75 
.55 
81 
51!     ,53 


83     85 
641     58 


79 
68 
89 
62      65 

9 1      76' 


82  90 

551  5' 

831  92 

61  69 

80  93 


93     96l  88l  95 

63      60;  67I  68 

89|     84 1  83|  95 

05  ,591  07 

87l  811  a5 


64 
92 

05      071     59!     ti» 


69     66 

98!     9s 


so;    90 


98      93 

68]     60 
90     "■ 
09 
9S 


901  84 

661  60; 

..}  "I 

6S;  06 

76  85 

60  ,55 

94  85 

64  63 


9-;i     95;     851 
00      62      05!     651 


88 
05 
85 
03 
89 
67 
92! 

63; 


00 
87 

00;     .5')| 


57i     09 

8h|     94 


61 

90 

571     50 


8S 


791     70!     08 
57;    Oil     .57 

80!     751 


60,     56     50;     tV2: 


,50i     ,50!     50;     54i 

70 


741  80 

45;  43 

75'  78;     831 

42!  43:     41 


49 
84, 
44! 


79|  77l 

50;  53 

71'  78 

48l  54 


43 


80,     8;1     82,     81 
43     5'i     51     58; 


64i  60| 
47 
68 
49 


651     74| 

,50|     48      ,50 

071     "fii     «1 


61      68 

40     48 


40     51 
65     09l 


031     68 
49 


72 

471     49 
09!     73 


81 

40,  40 

761  81 

42I  48 

75|  83 

50;  53 

76  83 

39!  44 
74 


76, 
61: 
70 
631 

07 1 


S3i     79;  7.1! 

551     62|  65; 

86!     79;  76 

54      ,59|  ,59 

82 

50     .50  ,58 


so 

43     50 


73  75 

50  60; 

77'  77 

,57  01 

77  70; 

57l  03; , 


79,  70 

,57:  61 

85,  78 

55;  61 

85,  80 


77;    OS 

56!     02' 


76,  69 
55'  59 
77;  71, 
,59.  61; 
73  72 
,52  58, 

77,  65; 
,57  61; 
76,  69 
62,  62| 


82'  78 

52!  61 

79,  80 

55l  59 

8I!  70 

,57j  63 

81!  76 

51  ,5f 

82  79 

,5fii  ,59 

83|  79 

55;  64 


50! 


701 
.521 

78; 

,55 

78 
,54! 

50] 
75; 
50| 

70j 
51| 
80I 
51j 
79 
47 
78 
49 
81 
51 


52I  02I 

78;  701 

.5.5!  0(1 

791  74 1 

54l  ,59! 

•5«!  ^59; 

721  74 

51 1  61 


79  74 

54  02 

81  Sfi 

56  63 


79!     SO,     83      8^1     80 
65      60 


85! 

0.;; 

8111 

fioj    02I 

8O;     85 
64!     "54 

sol  88 

Oil  0' 

S-l  91 

61,  04 

82 1  90 

.591  61 

82;  82 

62;  65 

85;  90 

64  01 


80 
05 
9'> 
04 
93 
63      63 


80,     8O1     80,     84 
53.     60;     63|     62 
81'     85 


82  7'<1 

,55  071 

82  75l 

53  59 

79'  75 
,52: 

sn; 


50 

70 

50.     62 


i         i         I 


65  i  63 

75'  81 

631  03 

82!  85 

621  61 

82;  86 

58!  61 


85; 

60| 

87; 
57| 
So 
•57 
82[ 
,50; 
82; 
57! 


92 


9- 
6- 

8> 
T: 
92| 
04 
94 
60 


95 

90 

72 

70 

75 

91 

66 

65 

95 

94 

68 

07 

97 

88 

75 

72 

"90 

"88 

72 

65 

93 

70 

95 

80 

07 

66 

97 

89 

90 

90 

70 

60 

95 

94 

72 

65 

97 

87 

72 

07 

95 

88 

09 

as 

■-.-. 

■-.'. 

95, 

69 
92 
70 
90J 
69! 


90     93 
07      6' 


!     9- 


85;     89 
541     05 


84l  81 

,-8;  .59 

8>*  9' 

5s!  02 

si|  90 

581  6- 

85|  95 

.59!  ''** 
90| . . . 

.59  66 


91:  >K1 

68J  6.5 

87  87 

04  64 

891  !H1 

00;  65 


85 


09     03 

93;     85 
7:!;     09 
8' 


90;  89 

601  69 

85;  90 

66;  70 

86;  87 

70  60 


88     91 
60     04 


Reference  letters  (»,  ''.  «) .  appearing  in  the  table  indicate  number  of  days  missing:  for  e.xamnle,  ''  reiireseuts  two  days  missing,  etc 
'M  Instruments  are  read  in  the  morning:  thf  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 


urrSc- 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief. 
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Columbia,  S.  C,  June,  1921. 


No.  6. 


GENERAL  SUMMARY. 

The  niontli  was  well  up  in  the  group  of  warm  Junes,  and 
the  monthly  rainfall  was  little  more  than  half  the  normal. 

Tiie  re]ativel3'  dry  weather  during  the  fir.^t  half  of  the 
month  was  unfavorable  for  best  development  in  all  crops,  save 
cotton,  but  the  wheat,  oat,  and  rye  harvests  made  good  pro- 
gress and  were  finished  abf)ut  the  third  week.  Fields  were  well 
cultivated  and  unusually  clean.  The  cotton  crop  made  normal 
growth,  on  the  other  hand,  but  was  rather  small  and  spotted 
in  some  sections;  the  first  bloom  this  season  was  reported  from 
flartsville,  Darlington  County,  on  tlie9th;  the  crop  was  bloom- 
ing freely  in  tlie  southern  and  central  counties  at  the  close  of 
the  month;  weevil  were  numeious  in  all  sections,  except  the 
northwestern  counties,  but  no  serious  damage  generallj'  was 
reported.  Tobacco  curing  i)egan  about  the  9th.  The  general 
crop  situation  was  materially  improve  d  in  extensive  areas  by 
copious  showers  at  the  close  of  theinonth.  Good  peaches  of 
tine  quality  were  l)i'ing  marketed,  and  native  melon  shipments 
from  the  southwestern  counties  began  during  the  closing  week. 


and  up-State  region  the  measurements  ranged  downward  from 
3  inches  to  less  than  1  inch.  The  greatest  local  monthly 
amount  was  5.71  inches  at  Ferguson,  Orangeburg  County,  and 
the  least  local  monthly  amount  was  0.33  inch  at  Chappells, 
Newberry  County.  The  greatest  amount  during  any  24  hours 
was  4.12  inches  at  Conway,  Horry  Countj',  on  the  19th.  The 
number  of  rainy  days  was  40%  below  normal. 

Deaths  hy  Lightning  — IMr.  W.  P.  Gardner,  on  Mr.  M.  C. 
Cothran's  plantation,  near  Timmonsville,  Florence  Countj^ 
about  3  p.  m  ,  19th.  Robert  Johnson,  while  driving  near 
Ridgewaj',  Fairfield  County,  during  evening  of  24th;  two  com- 
panions were  injured,  and  a  mule  was  killed. 

Damage  hy  Lightning. — Warehouse  at  Cold  Point,  Laurens 
County,  fired  by  liglitning  on  28th  and  destroyed;  loss,  includ- 
ing 96  bales  of  cotton,  estimated  at  $25,000.  Large  barn,  con- 
taining 2,000  bushels  of  corn  and  other  feedstuffs,  on  estate  of 
tlie  late  C.  H.  Sanders,  near  Fairfax,  Barnwell  County,  fired 
by  lightning  and  destroyed;  loss,  estimated  at  about  $8,000. 


PRESSURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  9  regular  Weatlier  'stations  in  and  surrounding  the  Sec- 
tion, was  30.00  inclies.  'I1ic  highest  pressure  was  30.32  itiches 
at  Due  West  and  Greenville  on  the  fith  ;  the  lowest  pressure 
wn^  2;)  07  inches  at  Charleston  on  the  19th. 


TEMPERATURE. 

The   moiiflily  mean   for  the  Section,  determined    from   re- 
l.orts  of  41   stations,    was  78.9°,   or   1 .4°  above  the  established 
normal.     The  highest  temperature  was  103°  at  Calhoun  Falls,  j 
Garnett.  Georgetown,  Kingcfree,  Saluda,   and  Summerville  on  | 
the  14th  and  at  Kingstree  on  the  24th.     The  warmest  periods 
were  from  tlie  12th  to  the  19th  and  between  the  22d  and  28th, 
when   the  daily  means  ranged   5°  to   10°  above  normal.     The 
lowest  temperature  was  f)0°  at  Cheraw  on  the  5fh  and  6th  and  | 
at  Ferguson  and  Orangel)urg  No.  1   on  the  7th.     The  coolest 
period  was  between  the  5th  and  8th. 


HUMIDITY. 

4'he  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  76%:  noon.  53%;  8  p.  m..  69%. 
The  greatest  percentages  occurred  along  the  coast,  and  the 
lowe.st,  along  the  lower  Piedmont. 


PRECIPITATION. 

'I4ie  average  for  the  Section,  52  stations  reporting,  was 
2.81  inches,  or  2.08  inches  below  the  established  normal.  The 
bulk  of  the  rainfall  occurred  in  two  periods  during  the  latter 
part  of  the  month  and  wa«  badly  distributed  in  amounts  and 
areas.  Li  a  narrow  belt  running  northeastward  from  the  lower 
coast,  the  amounts  ranged  above  4  inches,  while  along  the 
central  and  northern  coa-ts  and  in  practicall.v  the  entire  central 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.1  miles.  The  highest  average  was  10.7  miles  per  hour  at 
Charleston  ;  the  lowest  average  was  4.2  miles  per  hour  at  Char- 
lotte, N.  C,  and  in  the  Section  proper,  5.9  miles  per  liour  at 
Columbia.  The  highest  velocity  for  any  5-niinute  period  was 
44  miles  per  hour  from  the  northeast  at  Savannah.  Ga.,  on  the 
15th,  and  in  the  Section  proper,  37  miles  per  hour  from  the  west 
at  Charleston  on  the  29th,  and  from  the  northwest  at  Grecm- 
ville  on  the  18th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  307.6  liours,  or  71%  of  the  possible  amount. 
The  average  number  of  clear  days  was  15;  partly  cloudy,  11, 
and  cloudy,  4,  as  against  normals  of  13,  10,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

'I4ie  Santee  River  was  relatively  low  after  the  first  week, 
and  the  remaining  rivers  of  the  Section  were  low  generally 
throughout  the  month.  Movable  property  approximating 
810,000  in  value  was  saved  by  flood  warnings  issued  during 
the  preceding  month. 


MISCELLANEOUS 

DATA  FOR  JUNE,   1921. 
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T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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lieorgetown 

Kingslreellll    

Savannah  

("oast 

Black 

Hdisto 

.1.5 

.03 

.63 

.04 
.20 

T. 

.251  .08!.... 
1 

1..., 

46: 

'  T. 

v" 

■:2o 

..., 

T. 

■43 

i!33 



.... 
'f. 

.30 
■.'25 

..30 

.38 

'.'eo 

... 
".()] 

T. 
T 

;;; 

'■2i 
.75 

38 

.15  ... 

2.  66i 

T.  1  .  14 
.lo|l.l( 

1.60    .10 

':68':io 

'.'.'.'.\".\o 
..34    .28 

1 
...,|.60 
....'  .22 
...    1.02 
. ,    ,  . 50 

.  35. . . . 

'.'.'.    '.'io 
1..54;..., 

.  09, . . . 

..59I  .21 
.30|  .47 
.06,  .10 
.04    .01 

....I  .95 

.  O.i:   .  57 

.'23;:::; 

T.  '  T.  1 
.0.5    .16 
.36..    . 

2.31 

.... 
.2.- 
.95 

.80 
.40 
.81 
.63 
1.1(1 

'.'31 

".■29 

.96 
.20 

.... 

T, 

'.'C9 

...   i 
.201 

....      4.28 
1    2. 85 

■.■36 

'.'07 
.... 
•.■60 

. .. 
... 

.... 

... 

■■■   :     4.23 

Orangeburg  1 

!i.8o!... 

1  .   1 

.02jl   41 

::.'!'.'io 

...  !  .  33 
.22:  .22 

, . .    1  .  92 
1.09^  .02 

i 

.4ll..., 
i... 

....!  .00 

.54j.... 
.Hj..,. 

.60   .20 
.45;  1.52 

'(W, 

1     5.29 

Orangebiu-g2 

do 

.20 

1  4r 

1     4.20 

I'aris  Lsland 

Coast 

.10 

4fi 

.10 

.40 

.10,  ... 

■■■■'     4.20 

Plnopolis  

.10 

.90 

3.  l.S 

Rimini  llll 

Society  Hill  |||| 

■■■'       2.15 

Due  West 



—  j. . . 

.04 

.89 
.23 
.23 

'.'48 

1.10 

.48 
.10 

"  '  ■ !     2.  66 

Snnunerville 

Ashley 

.18 

'.'13 

.f.2 
.07 

.20 

'.'25 

T. 

.:;. 

:;: 

'.'. 

.53 
.51 

■i.io 

■ 

.31 

2  (Ml 

.  32 

•     '     4.84 

Yeniassoellll 

5. 1,6 

Aiken 

Anderson 

Bal.-sl.urg|||| '. 

IJlairslJII 

Callioun  Falls  |||| 

Camden  |j|| 

Catawba  III! 

(;lmppells||l! 

Clemson  (lollego 

Columbia'"  

Due  West 

KdgcMcl.l  nil 

fiaston  Shoals  nil 

'I'reonvillu     **• 

(.'reenwood  l||| 

ISdisto 

Savannah 

1 

1.64 
'     3. 55 

Kdisto 

Broad 



T.  ,,... 

.  43' . . . , 

'     0.82 
■     1..5-^ 

Savannah  



f. 

.  73 

T. 

.45 

.'fiP, 

;75 

1,78L., 

i 

...J  .o;-: 
[ 

'.•15':::' 

...,i  .40 

...   '.19 
..38    .. 

1 

...!  ... 

....  j ....  ] 
f.  j.r'l 

l.OOi  .5o| 
.681...,: 
.lOj..., 

1 

i 

....1.33. 

.'64  '.'27 

.13 

.55 
.03 

2.  45 

Wateree 

Cat.awba 

Salnda 

Savainiah 

Congareo 

Savannah  

'.'23 

.26 

•10 
.  03 

:J 
■  i 

.  !0' 

.'soi 
.'(is 

'.i.T 

'.■53 

■H 

.021 

1 

.01; 
.2Ij 

.'32! 

.02' 
•24; 

.06) 

.... 
■ . .  i 

... 

.!!'i 

'     3.21 

3.  35 

0.:i3 

.'.'.        2.92 

t.   i1.04i 

T 

T 

'"  ! 

...  j 

. . . . 

".02' 

T.     ..59'... 

'P             QR         1') 

2.53 

T. 

'.'o3| 
.07 

j 

'.'4s 

.25! 

.80 

.  20 

T.  ^ 
.08 
.30 

'.m 
.02 

OK 

not 

'f. 

'.'25 

'.'01 

f. 

.:■.: 

.... 

i 

1 

1 

,    1 .  r,5 

Savannah  

Broad 

Salnda 

do 

.06 

'!ii 

'.'io 

. . ! .'  1 

..   I 
.49j 

f  ' 

...1 

1 

f. 
f. 

...i 

I 

"   1 

::' 
... 

1 

■ '  1 

■■  1 

.  30| .... 
....i  ..32 
T.  1  T, 

.32    .09| 

.90|... 
. ..      .72' 
1.04    .18 

f.     T 

.71...   ' 
..        O^i 
,05   T.  [ 

.33,  .07' 

....  .8Si 
. . . '  T.  1 

'.'96 

.141 

,04 

'f,' 

.081.... 
....    .46 

2.S2|  .07 

.23'l..59' 

20| 

.25,.. .    i 
T.  .  .60: 

;           i 

T,  '....! 
.63i...   1 
.28... 

2.07 
2.0s 
1.75 
2  ^5 

Ileath  Spring 

Kershaw  ,|l| 

Kandnnn 

l-aurens|||| 

Liberty 

Little  Moinitain 

Monetta 

Ni'w  berry 

Pelzerllll 

3alnda 

SantneU  

!  Spartanl.nrg  |||1 

;  Trenton  .    . 
Wallialla  .. 

Wateree 

Lynches 

Broaii 

Saluda 

Savannah  

Saluda  

Kdisto 

.Saluda 

do 

;;::! 

:::: 

'.'46 
.io 

.•6il 

1 

...   ^ 

1 

■•'! 

4.  r,3 

'.'.'..      2. 74 
...   i     2.21 

...  !    1" 

...1     2. '5 

...   '    3.01 
2.. 56 

.;;,  1.9H 

1  96 

do 

Broad. 

....do 

Kdisto : . 

Savannah  

. '  *' 

•■  i 

.04 

.  45: ....  1 

.02'    ,..| 

....  T.  ! 

...|.::;|:5oi 

........  1 . 

'.'.'.  "Ad'.'.'.'} 

'.'.'  r22  '.'.'.'.'.'.'.:  .'60J  .'2(Y-'i" 

.-33      05,    ..........    '  .031... 

. .      .  88    T.  ' 38:  .  07 

..      .36 .121.24    .1.5;... 

'"   i     =^''^ 

..,;    2.20 

1    2. 59 

2. 45 

2.00 

■  Winnshoro  llll  llll 

>Vinthrop('ollege 

Broail 

Catawba 

'"{ 

i 

:::; 

... 

...1 

...t 

..   !  .70.  .28  .... 

i        1        i        i 

1       ! 

.  17    .60  ...,| 
..     I.OO1....I 

02 i  .  501  .  06 

3!    .6.-  ...       .04    .04'.., 

2.  ?.9 

...      2. 37 

1 

Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  tie  afternoon,  near  snn.set,  and  precipitation  recorded  is  for  the  '4  boiirs  ending  at  the  lime  of 
observation.  ||||  Precipitation  measured  in  tlie  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Itegiilar  Weather  Bureau  <talinii-  precipitation  is  for  the 
24-hoiir  period,  midnight  to  midnight.     *  Precipitation  included  in  the  next  follow  ing  measurement.  ttSeparate  dates  of  falls  not  rei  oivled,    T    'lra<-e.  or  Ics  than  O.IU    inch. 

COMPARATIVE  DATA  FOR  JUNE. 


Temperature. 

rrecipitatioii. 

^ 

^ 

a>J=.c    . 

f' 

1r 

bb 

= 

^ 

<i> 

C8 

S  j=.^  c 

i 

6C 

5 

0. 

< 

Ave 
days 
0.01 
or  m 

A  verage  number  of 
<lays. 


1887 

77.9 
78.1 
74.4 
80.9 
79.3 
75.1 
76.  5 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
76.2 
76.7 
78.5 
74.2 
77.0 
78.9 

1SS8 

U89 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1S98 

1S99 

1900 

1901 

1902 

1903 

1904 

1905 

107 

44 

102 

51 

99 

.39 

103 

56 

99 

53 

96 

53 

105 

41 

105 

50 

102 

52 

103 

49 

105 

55 

105 

48 

97 

52 

102 

48 

105 

52 

96 

42 

102 

48 

101 

43 

3.53 
2.73 
5.10 
2.41 
3.20 
5.25 
7.64 
3.91 
3.04 
5.42 
5.44 
4.15 
3.89 
7.94 
6.55 
4.48 
8.09 
4.06 
1.92 


12 
12 
8 
8 
14 
12 
9 
14 


10 
13 
13 
11 
10 
17 
14 
4 
9 
15 
11 
18 
6 


sw. 
se. 
sw. 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


Temperature. 


Year. 


J 

, 

c 

J= 

% 

■X 

be 

^ 

0 

^ 

=C 

u 

Preciiiitation. 

.\  verage  n  u  m 
days. 

ler  of 

Average. 

.Average 
lays  with 
0.01  inch 
or  more. 

1             -1 

—   — 

Cloudy. 

M  J 

P  J 


1906 

1907 

1908.... 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921.    ... 

Period 


78.4 

102 

,52 

8.88 

75.8 

99 

50 

.5.92 

76.  6 

UK) 

48 

4.90 

79.2 

105 

.58 

6.87 

7,5.5 

98 

46 

7.78 

80.9 

106 

54 

3.  42 

7.5.5 

101 

48 

.5.68 

76.  2 

105 

40 

5.  ,53 

81.1 

108 

,50 

3.  80 

76.0 

103 

49 

4.26 

76.  4 

100 

48 

5.12 

76.9 

102 

43 

4.49 

77.0 

106 

50 

3.44 

76.4 

101 

46 

5.97 

77.4 

1(>5 

,52 

3.41 

79.2 

li'S 

50 

2.81 

77.5 

lOS 

39 

4.89 

12 
10 

9 
12 
13 


13 
12 
13 
10 
10 
14 
13 
15 
14 
14 
12 

k; 

15 
11 
19 
15 


13 
13 
14 
11 
12 

9 
12 
10 
11 
10 

0 

9 

11  ! 

10       ; 


9 
5 
4 
6 
9 
4 
10 
6 
4 
6 

I 

4 
4 


ne. 
sw. 
sw. 
sw. 


ne. 

e. 


24 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


June,  1921. 


stations. 


Eastern  Porlion. 

)  Maximum  .. 
Allendale  9S> (  Minimum . . . 

i  Maximum  . . 
BlaokvillP )  Minimum... 

1  Maximum  . . 
nowman j  Minimum... 

i  Maximum  . . 
Oluirleston }  Minimum.. 

(  Slaxiraum  . 

ChPrawS'i'i* (  Mininuun . . 

Maximum  . 
Conway )  Minimum.. 

]  Maximum  . 

Darlington  W )  Minimum . . 

, ,  )  Maximum  . 

Ferguson  S^Vi (  Minimum . . 

)  Maxinuim  . 
Florence  1   j  Minimum.. 

)  Maximum  . 
Oaruett /  Minimum.. 

i  Maximum  . 
fieorgetown (  Minimum.. 

(  Maximum  . 
Kingslree j  Minimum.. 

)  Maximum  . 

Orangebiu-gl |  Mininunn.. 

,.  (  Maxinnnn  . 

Paris  IsUuKlS^S'" /  Mininunn.. 

...,,  ,c  S  Maximum  . 

.'^Ofiety  U\\\n )  Minimum.. 

)  Maximum  . 
.■^nmmerville )  Mininunn.. 

(  Maximum  . 
Veniassee j  Minimum.. 


U'fi^lrni  I'oitloti. 


Aiken  

Auiierson 

F?atesliurg 

Calhoun  FallsS^'S.... 
CamileiiS'^'s'i 


Clmnson  College 

Columbia 

Due  West 

Hreenville 

fi'reenwood    


Heath  Spring 

Kc>rshaw 

I.anilruni 

Lanrens\^'> 

Liberty 

Little  Mountain  ... 

Monetta 

Newberry 

.Saluda 

,Sa  ntuel; 

.'Spartanburg 

Trenton 

Walhalla 

WinnsboroS^S^ 

Winllirop  College  . 


)  Maximum  . . 
/  iMiniu\um. . . 
)  Maxinuun  .. 
(  Minimum. . . 
j  Maxinnnn  .. 
I  Minimum. . . 
S  Maxinnnn  . . 
/  Minimum. . . 
)  Maximmr  . . 
/  Minimum. . . 

j  Maximum  . , 

■  f  Minimum. . 
)  ;\iaxinium  . 

■  (  Minimum. . 
)  .Maximum  . 

■  I  Minimum. . 
\  Maxnnum  . 

•  i  Minimum. . 
j  Maximum  . 

•  I  Minimum. . 

)  Maximum  . 

•  /  Miainuim. . 
j  Slaxinnnn  . 

•  )  Minimum. . 
\  Maximum  . 

•  (  Minimum. . 
i  Maximum  . 

■  /  Minimum. . 
\  Maxinnnn  , 

•  I  Minimum. . 

\  Maximum  . 

■  /  Minimum. . 
)  Maximum  . 

•  1  Minimum. . 
S  Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  '  Minimum. . 
)  Maximum  . 

■  )  Minimum. . 

S  Maximum  . 

•  I  Minimum. . 
\  Maximum  . 

•  I  Minivnum. . 
S  Maximum  . 

•  I  Minimum. , 
j  Maximum  . 

••  I  Minimum. . 

(  Maximum  . 

'  •  i  Minimum. . 


Daily  Temperatures  for  June,  1921. 


fi5    m 


9       10 


88     ?3 
62      65 


61      61 


87 
65 

97 
61 
82 
64 
91 
67 
87 
65 
85 
63 
8' 
63 

8S 
04 

69 
88 
61 
91 

56 

S8l     8S 
63      07 


85 
65      68 

84J     85 

63! 

90i     89 


881 

68^  681 

95|  90i 

OSl  63| 

89:  85 

66,  68 

81  83 

71  68 

83|  88 

05,  50 

85  82 

66  61 

90  90 

...  04 

87i  79 

69!  69 

951  88 

69i  69 

86  87 
69  68 
80  86 
08!  08 
89  82 

67  07 


82  85 

GO  52 

80;  90] 

57  53 

80|  88 

58'  55 


79 
61 
90 
50 
82 
52  51 


76 
04 
94 
60 
84 


88 
6l!  60| 


60   54 

'"   85 


69 

SO 
63  -  68 


84  83 
60 

851  85 

661  ''' 

86;  80 

02|  61 

83  84 
64i  65 

84  83 
59  03 

841  84 

59:  61 

88|  88 

591  61 

8G1  80 

591  62 
85 


82  85 
5S  50 
85 
62 
87 
01 
85 
53 
84 
51 


06 


901  88 

6ll  59 

89!  89 

5S[  59 

95J  92 

05;  09 

90  90 

59 1  00 

88]  8' 

65i  60 

901  85 

60,  64 

9o!  88 

59'  02 


94  90 

70 

8S;  88 

60;  6',l 

80,  85 

57  57 


85  79 
03  67 

87 
66 
8S 
66 
87 
64 
86 
66 


66]  59 

74   78 
65  59 


60  58 


79  82 

03|  63 
81  85 
59[  58 
80;  83 
01 


65  58 


8 
63 
80  84 


84  88  84   88 


64 
911 
63' 

91  77] 
59  05 
89i  76 
621  02 


53  53 

79  83 

05'  52 

77  81 


57 
80 
57 

78|  82 


62  -  65  61 


801  85 

65|  5S 

84;  8.'. 

04  57 

8H;  85 

63  67J  l,8 


88   87  8 

60  00|  62, 

891  88  88 

64!  69! 

86j  871 

62 


65! 
871 
63; 
90 

57| 


90 

'92 

60 

91 
01 
92 

66! 
93] 

61   62 
90  78 


821  82 


89l  82   85 
661  56  55 


79  81 

60!  57 

85'  85 

66|  .59 

771  80|  84 


86  84 
58   02 


92 
66 
80 
59 
93 
58 
84 
72 
98 
66 
88 
65 

92 

04 

92 

0' 

95 

60 

93 

64l 

90 

65| 

92I 

66j 

i 

87 
09 
95 
09 
93| 
05; 


19  20 


98  100  100:  101 


701 

98!  94;  98] 


90 

68   73i 

91   90 


67  701 
99;  102 
62j  70 


6.5  70!  70, 


97|  88 

78  74 

98!  98 

09  07 

100!  90 

71|  71 


95  98 

70  70 

95  98 

09  70 

98  i  100 
7l| 

98j  100 

08  09 

94  101 

70  72 

97!  101 

66]  73 


89 
64 
H'l 
iu 
91 
61 
94 
62  63 


60,  05 


03 


8«  91 

55|  0:i 

8S 

58 


59 


84 
Oi) 
90 
67 
9fi 
65 
fl 
l>f< 
89 
65 

80 
6, 
88 
05 
78 
05 
89 
Oe 
84 
06 

88 
6« 
92 
64 
94 
65 
90 

■'89 
63 

81 
65 
92 

63] 
87 
66 


101 
70 


99 1  96 

76)-  78 

102;  97 

741  72 

103]  lOl 

72,  70! 

103,  901 

94  75' 

103,  90^ 

72  72 


90  991 

08'  71' 
100'  100 

77]  77 
100....! 
74;  69] 
99'  100 
74|  73 


73: 

lOOl 

74] 


99   100]    94]    90 
C7J     69,     63)     68 


99    1011  100 


(0]     76 
1021     99 


103,  10 

77'     66 
101!    98'    93 
71:     70'     09 


97    100;    92 

70! 

95i 


73]    73]    09 
96;    94 
. .  I     75:     68 
98 


99:  100, 

72]  75' 

90i  100;  inSj  971 

69:  "0 


73 
97 
09 
95 
75 
100,  IO2I  100 
72I     72,     6« 

101  i  102!  102 
78'     78! . . 

1011  loo]  99 
73'  73  71 

98  100  99 
73  72,  0 

102  ....  100 
75  75  73 

102  100  95 


99  102j 
73]  72 
98]  99]  90 
71  72  71 


98  90 


85 

67  64 

88  88 
69  65 

89  92 

68  65 
89  90 
07 
95 
69'  65 
Ho  85 
09l  60 

82'  86 

091  60 


63 


98  90l  85  89, 


27  28 


95  99]  98]  92 

65 

96 

63 

96 

68 

89 

75 


03!  69 


70 
97 
69 
95 
78 
96 
74 
93!  96 
63   73 


90  98 

07l  70 

90'  961 

70;  75! 

98;  101! 


85  89  93 

69  00!  60 

87,  87  91 

60  00  60 


96    ;w 


to 

69] 
96l 
71! 

92; 

69| 
901 
691 

91 
70 


88,    93     90]     98 
05      70!     71; 
92;    96]     98    102 


05     09 
87 


70, 


92     95 
08     08] 


70 
98 

73] 

93]  95;  98 
601  07I  67| 
92,  96;  97, 
66,     60]     68 


95]  95 

70  72 

90]  91 

69  09 

94  94 

72  73 


93  91 

71 1  72 

90  96 

73I  69 


90  9l! 

69,  09, 

90,  95] 

68,  69 

95;  101| 

6S]  72| 

92;     92!  95] 

. .  I     65,  OS! 

89,     93,  98, 

651     65]  64, 


96]  901 
711  68] 
98  102; 
70]    75 

102,.... 
69     70 

100,  103 
601  08, 
99]  101 
C7|     051 


85,  90 

65,  66 

92,  91 1 

62]  01 

82;  91 
6 


I 
94 
68 
96 

95' 


88 

66]     66] 


98  99, 

70,  70, 

98  102i 

70|  741 

99'  98, 

66;  03| 

96,  99 

70,  71 1 

97;  102 

69,     70,    09;  69, 


63]     63' 
90,     94; 


71, 


87'     93     96 


98'  97 

™      71!  75 
95i  IOOI-99 

70]  70 

90  95 
08! 

96]  97 

(.8  09 

94  94 
6' 


68      09] 

821 

70] 


88 

70 

861     89 

'     09] 


70;     65 
95|     97| 


94  93  03 

711  701  701 

88i  90!  87 

67;  67  61 

93  93'  94 


70 
90, 
75] 
98: 
71' 
97] 


92  97] 

71  74' 

92  98] 

73!  70] 

921  98] 

71  70; 


081  67 
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SS*  Instruments  are  read  in  the  morning:  the  maxinnnn  temperature  then  read  is  ehnrged  to  the  preeeding  day,  on  whieh  it  almost  always  oeenrs. 
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GENERAL  SUMMARY. 

Tlioniial  conditions  ranged  close  to  tlio  seasonal  average, 
with  no  decided  departares.  The  rainfall  was  supeiahundant, 
on  the  whole,  and  wos  excessive  throughout  nearly  the  entire 
coastal  plain,  while  over  a  large  portion  of  the  Piedmont  the 
monthly  amounts  were  below  normal. 

All  vegetation  improved  wonderfully  incident  to  the  rains, 
which  finally  exceeded  all  needs  in  the  nia.ior  jiortion  of  the 
coa.stal  plain,  while  ciops  wrie  in  need  of  rain  in  the  Piedmont. 
Kxce()ting  late  plantinjis  in  thesoutheiii  sections,  the  corn  crop 
was  in  generally  excellent  condition,  ajul  all  c)ther  crops  were 
in  like  condition,  according  to  distrihution  of  tlie  excessive 
rains.  Tobacco  curing  continued  throughout  the  month,  and 
shipments  of  commercial  watermelons,  cantaloupes,  cucumbers, 
and  peaches  ended  about  the  close  of  the  month.  Cotton,  in 
common  with  other  crops,  sliowed  lapid  growth,  but  at  the  ex- 
pense of  fruit  ill  many  sections,  where  the  plants  were  sappy 
and  rather  rank;  the  first  lilooni  of  the  season  was  picked  at 
Ifartsville,  Darlington  County,  on  tiie  27th,  and  first  i. looms 
were  reported  from  f>ykesland,  Pkichland  County,  on  .August 
2;  the  boll  weevil  became  a  serious  inenace  in  the  central, 
eastern,  and  southern  c(  unties  at  the  end  of  the  month,  tiie 
continued  wet  weathei  being  especially  favorable  for  ]iro{iaga- 
tinn. 

PRESSURE. 

'I'lie  monthly  mean  for  the  .'Section,  determined  from  re- 
ports of  9  n'gular  \\'ea(her  stations  in  and  surrounding  the  Sec- 
tion, was  .''>0.()l  inches,  'I'lie  highest  pressure  was  P)0.o2  inches 
at  Columbia  and  Due  We.'^t  and  at  A<heville,  N.  C,  on  the 
2oth;  the  lowest  pressure  was  29.70  inches  at  Charlotte,  N.  C. 
on  the  2(1,  and  in  the  Section  proper,  20.79  inches  at  Columbia 
and  Greenville  on  the  same  date. 


showers  were  intermittent  during  the  first  and  last  decades. 
Precipitation  was  badly  distributed  in  area  and  amounts,  rang- 
ing from  7  to  over  17  inches  throughout  the  coastal  plain,  with 
decidedly  smaller  measurements  in  the  Piedmont,  west  of  the 
Broad  River,  ranging  downward  from  5  to  nearly  2  inches. 
The  greatest  local  monthly  amount  was  17.17  inches  at  George- 
town, Georgetown  County;  least  local  monthly  amount,  2.21 
inches  at  Gaston  Shoals,  Cherokee  County.  The  greatest 
amount  during  any  24  hours  was  7.58  inches  at  Charleston  on 
the  l?)-14th.  The  average  number  of  rainy  days  was  27% 
j  above  normal. 

Deallis  bii  Lightning. — Mr.    Robert    Fulton   at    Charleston, 

j  11th;  young  son  of  Mr.   Hillary  DeLoach,  3  miles  west  of  Sa- 

I  luda,  12th  ;  two  children  of  Mr.  and  Mrs.  David  Odam,  8  miles 

I  north  of  Greer,  14th;  Mr.  Ernest  Harswell  at  Gaffney,  17th. 

I  Dan^age  by  Lightning. — Barn   and   contents  of   Mr.   .1.   A. 

Spann,    ">  miles  south   of  Bamlierg,    11th;   loss  estimaied    at 

$H,00().     Dwelling  of  Mr.  P.  T.  Trimmierat  Cottageville,  IKli; 

loss  about  $2,000.     Barn  and   contents  of  Dr.  J.  E.  ]\rasey  at 

Van   Wvck,   11th;    loss,   including  oO  bales  of  cotton,    aliout 

$15,000. 

A  destructive  hailstorm  in  Pickens  County,  southeast  of 
Easle.v,  seriously  affected  about  1,000  acres  of  groning  crops 
on  the  11th:  the  hailstorm  lasted  about  an  hour. 


WIND. 

The  prevailing  wind  was  from  the  east.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
().9  miles.  The  highest  average  was  10.3  miles  per  hour  at 
Savannah,  Ga.,  and  in  the  Section  proper,  10.1  miles  per  hour 
at  Charleston;  the  lowest  average  was  3.7  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper,  0.1  miles  per  hour 
at  Coluinl»ia.  The  highest  velocity  for  any  5-jninute  period  was 
43  miles  per  hour  from  the  north  at  Savannah,  Ga.,  on  the 
10th,  and  in  the  Section  proper,  38  miles  per  hour  from  the 
sontliwest  at  Due  \\'est  on  the  9th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
l.orls  of  41  stations,  was  79.0'^,  or  0.2°  below  normal.  The 
highest  temperature  was  101°  at  Calhoun  Falls,  Al)beville 
County,  on  the  3()th.  The  lowest  temperature  was  00°  at 
Aiken,  Aiken  County,  on  the  15th  and  17th.  The  tempera- 
tures were  nearly  miiform,  with  no  niarke<l  warm  or  cool 
periods. 

HUMIDITY. 

The  mean  relative  humidify,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  S  a.m.,  84%  :  noon,  03%  ;  8  p.  m,.  78%. 
'IMie  highest  percentages  occurred  along  the  seaboard,  and  the 
lowest,  over  the  northern  counties. 

PRECIPIIATICN. 

The  average  for  the  Section.  52  stations  reporting,  was 
/. 44  inches,  or  1.50  inches  al)Ove  normal.  Rainfall  necurrrd 
in  some  part  of  the  Section   every  day  of  the  month,   but  the 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  250.0  hours,  or  58%  of  the  possible  amount. 
The  average  nnml>er  of  clear  days  was  9;  partly  cloudy,  13). 
and  cloudy.  9,  as  against  norn^als  of  12,  12,  and  7  days,  re- 
spectively. 
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Roland  D.  Powe. 
Paul  Quattlebaum. 

D.  C.McOall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Kxperinient  Sta. 

Mailer  B.  liobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

U.S.  Fisheries  Station. 
State  \.  and  M .  College. 
r.  S.  Marine  Corps. 
Miss  K.  P.  Uavenel. 

Boykin  R.  Cantcy. 

E.  U.  Fields.  .Ir. 
E.  P.  Lawton. 
W.  c.  Unison. 


1 

■■.vi 

■20' 

6 

e.      ' 

18 

0 

13 

w. 

1     4  ■ 

18 

9 

e. 

15 

0 

16 

e. 

I  11  1 

16 

4 

11  w. 

4  ' 

26 

! 

9  • 

21 

1 

sw. 

15 

6 

10 

se. 

1 

3 

27 

e. 

5 

9 

sw. 

■23 

'7' 

.... 

s. 

1  13 

10 

8 

se. 

!  11 

"9 

11 

se. 

1  14 

15 

2 

lie. 

1  " 

16 

4 

se. 

j  11 

13 

/ 

s. 

1  10 

12 

9 

e. 

9 

13 

9 

e. 

1 

Frank  B.  McCoy. 
H.H.  Hnssell. 
E..I.  Hite. 
,1.  N.  Owens. 
L.  M.  Parker. 

Henry  A.  Bri>wn. 
.lames  C   Faris. 
George  V.  Clamp. 
Prof.  F.  n.  II.  Ciillionn. 
V   S.  Weather  Unrean. 

r.S.W  B. -Verological  sta. 
.1.  A.  Town.>.eml. 
S.  C.  I.t.,  Power  .«  I!v    Co. 
r.  S.  Weather  Uiireau. 
M.  M.  Caluonn. 

.1.  Marvin  liowirs. 
John  W.  Hainel. 
K.  Hartwell  Wilds.  P. Its. 
I'erry  A.  Simpson, 
.lohn  T.  Boggs. 

.I.M.Sease.  M.  D. 
.loseph  M .  .lohnson. 
Warren  G.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  V..1.  Maxwell. 

E.  \V.  .leter. 

F.  v.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.  Brandt. 
Rev.  Oliver  .lohnson 
W.  P.  Goodman. 


pi.ted  from  observed  readings.     ttPost-office  addresses  of  these  stations  are  as  Collovvs  ■     Of  Gaston  Sl,oals.  Blacksbnrg:  of  \>  nuhrop  (  ollege.  Rock  Hill. 
'I'.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


•k-LY,    U)21. 


CLIMATOLOGICAI.  DATA:    .SOnil  CAROLINA  SliCTlON, 


Daily  Precipitation  for  July,   1921. 


Drainage- 
basin.s. 


Enxlerii  Pnrtinn 

AllfindalPllll 

Klackvillf  !lll 

Bowman 

i.'harleston  "* 

Chpraw  nil 

<;on\vay  illl 

Oarliiigton  Illl 

Kninghaiii  Illl 

rprsrnsoii  Illl 

Kloreiice  1  Illl 

Klorence  21111 

•  JariiPtt 

tjporgetown 

Kinerstrpellll    

OrangrPburg  1 

Orangpburg2 

I'aris  Island 

I'iiiopnlis 

Khuini  Illl 

.Society  Hill  Illl 

i^Mininciville 

Vpiiia..isppl||| 

ItV.-ViTi/    I'lirlioii 

Aiken 

Andnison 

HatPsliiirglHI 

liliiii-sllll... 

C'iilhonn  Kails  Illl  .. 

CiinidPn  illl 

Catawbiillll 

("liaitppllsllll 

Clpinsiin  CoUi'SP. . . 
Columbia*"  .... 

Due  \\'p*t 

Kdgptield  ||!| 

(■ill  skin  Slioii  Is  Illl... 
(irppnvillo     •"  . .. 

(ifPCIUVOCxi   nil 


Ilcath  Stniug  .. 

K.'r>l)aw  ,111 

Ijiiidruiii 

IjnirPii.i;  ||l| 

I.ibprty 

I.itllp  Moinitaiii 

-MoiiPda 

N.Mvboi'ry  . . 

r.>Izprliir. 

.=!aliida 


Savannah . 

Edisto 

do 

Coast 

Hoe  Deo 

Wacoaniaw 

Pee  Oee 

Lynches 

Sanlee 

Pee  Dee 

do 

Savannah  . 

Coast 

BlacU 

Kdisto 

do 

Coa,st 


Cooper  

Santee 

Due  West.  . 

Ashley 

.\shopoo. . . 


Kdisto 

Savannah 

ICdIsto 

Bioad  

Savannah  , 

Waleroe  . . . 
Cataulia  . . 
Salnda  .. . 
Savannah  . 
Congaioe  .. 

Savannah  . 
Savannah  . 

Kroaii 

Salnda 

do 


Walereo  . . 
Lynches  . , 
Broad  .... 

Salnda 

Savannah 

Salnda  ... 

Kdisto 

Salnda 

ilo 

do 


.<?antiicl; 

SnartanliiM-g  ||||. . . 
Trenlon  . . , 
Walhalla 

Winnshoi-o  nil  Illl... 
WiiitliropCollpge. 


Broa({ 

do 

Kdisto 

.Savannah 

Broad  

Catawba  . . 


Day  of  month. 


1    !    2    i    3 


4 

5       6 

8       9 

1 

10 

11 

12 

13     14  .  Id  1 

1        1 

IS  I   19  i  20  I  21   I  22  1  23  !  24      25  •  2f>     27  |  28     29  j  30 


12. 10    .  141  T.  ,  '1'. 
1  .  10    .20  . ...'  .25 
i  1.301  .10  . ...!  ..50 
i    ...I....!  .121.44 
'  T.  i  . 28^1. 9^  .... 


.0.5 
.10 


.44; 

.  35! 


.28 


.391. 


.2h 
.  17 


.34 
.50 


.il.  10 


.08 


.41  .... 

.30' 

.35    .30. 

'.•i'J.'.'.'.X 

.  m ....  I . 

.05j  .05  2.84, 
T.  j  .4o'2..30:. 

i'oe:  .'iL'l'.'iiiV! 

....]\.(io'  .... 


.15 


.05 

.4H  .2' 

.38  T 

1.04  .02 


. . .  I  .0.1 
.18    .2(1 


.3fi 


.10 


.  15[. 

.15! 

.011. 


...II. 

I 

...11. 


.401  .051  .GO 
.301  .fiOj  .70 
.10 
.10 


.67 


If.    .10 


..,  .50i 
20    .25: 
15|  .06    .  lOl . . . .  I . 
.891   .757.  ll'l.30; 
.84!l.0o!i.02!l.08;. 
.23'  .151  -S;!!  .35' 
i  '        i 

.1512.55  .45  .28! 
.15j4.43  .631  .2(T 
.87:i..57!  T.  ;  .27 
.19;  .98!  .,34!  .44' 
.87]  .251  .1,5|  .17| 
.501  .2OI.24I  .9S| 


38'  .05 
651 ... . 
. .  2.  76 
05!  T. 


03    .30 


.10: 

T.  1. 
.06: 

T. 


.40 
40 


.85.. 
T. 


....11.75:1.20   .301 
.70  2. 10|....l  .15 

....    .10!l.98   T 
T.    1.20   .79j.. 


;2. 12 


78.... 


1.761  .611  .52 


80    .40    .  35  . . 
,201.10    .08.. 
...2.77    T. 
,  10|  .44  ... 

,181. ...I... 
fl2'  T. 


T. 


081.22. ...il.70ll. 80  ..38; 

..I....  K10il.20|1.10  .13 

..|  .08!,...       12il.69  .461 

20|....{  .  12,  .20!  .65  .65' 

.      ..50'  .301....!....  .70! 


...|T.  . 
...  .241  .49 
.82  .29'  .82 
.10  .10:  .20 
.10!1.90;... 


3.O2I  . 
l.lOi    , 

...i  .72l2. 
..'1.66]  . 

...;  1.5,5! . 

.01i|.43il. 


28' 1. 
80|  , 
37!  . 
27:  . 

20;  . 
38    . 

i 


,...2.  81:3, 
,...!  .801 
.Oli  .75  , 
.6011.10  . 
,...!  .70'l, 


.  451 . 

.251 

.35 

.43 

.29 

.  20! . 

.20. 

... 

.14i. 
.08:. 


.20!....!  .30  .65!  .35  . 
....  .10  .10....  I....  I. 
T.  !  T.  .  38| . . . .  1  .  30! . 
.OSj  .18!  ■'IS'  .02;  .  121. 
............ J. ...,...^.. 


...I  .12 
.34!  ..50: 


.03!  .37 
1.302.00 
.36 


.12 

. ..:....!  .05 
.061  .01!  .1 


.  361 . 
.30|. 


.68 
1.47 

.191 


.  06 
.03! 


.04] 
.04! 


.25   .25 
, ...    .56 
,...    .20 
.12 '.1.5... 
.  80!  .  90'  .  20  . 


.39!. 

.'14 


1.85!....!.... 
1.85'  .38'  ...I 
T.  !  .23!  ..3.5 
....!....  I.iol 


.  09| . 
.86'. 


151  .13  .. 
oOl ..... . 

31:  .661.. 


...,!.  ...11.  61 
.991  .02!.. 


.61    .28!  1.03 


.4011.20  .... 
. ..!  .10.... 
.  ..j  .92!.... 
...  .08  1.40! 
...'  T.  :  .02' 


.78,2.63  .08;   .61.  .11'  .  10|. ..  .1. . . .!  .39:   ..301.081   ..   !.... 

.■22!  .02'  .951...    :....!...   '2.  ,50!  .lOJ..., !.......,  I...    !..., 

..391  .58!  .401  .42....'  .45!....    .881.82    .02..,    ,  .05;  .05 

.03:1.16'  .85:  ..58,...,'  .12' 94  1.92    .19!  .  07  . . . . :  .66 


9.92 
7.30 
9.32 

16.6! 

10.48 
6.27 

10.24 
14.  33 
11.96 
7. 16 
6.  53 
11.96 

17.17 
9.02 

8.78 
8.23 
8.70 


1..3.5 

1.30 

.12 

.40!. 

...i 



.67 

.'02' 

.0.5: 

.09 

. .  . : 

.    - 

.  121  ■ 

... 

.611 
.■29 

.05  . 
.51 

.111 

.20; 


T.  '  •!' 

.06^    .f,6 

■•■•I    ■•• 


14!   .96,. 

[is!  ^ioi! 

.  .581 ... . 
.01  .... 

I 
.(14(.... 
.7.5:  .25 
.02    .05 

T.  I . . . , 
.46^  .68^, 

I I, 

..30;    .111. 

■:i5'--93': 

.  '25: 


7!  T. 


.51|...   I  .68;..    .;  . 
...j  .07,  .901. ...j  . 
...!  .21!...   !l.02 
..   !  .24   .98;  .04;. 
i  T.  I  .65'  .50   .951. 


.......    :....12. 12;   .601. 

.20,  .90!  .351  .2,5!...., 

....!....    .0,51....  11.73! 

....!   .03!  .03   T.  1....; 

....I  .821   -fi-l'  .21    .01'. 


61    .70....J 
10   .0.5'  .83] 

.'1..S2 


05 


191 

....'   .2.5| 

....■2.1,51. 
1.7.5!.... 

. . .  '  .3;$' 

.83    .26, 
.,58    r.  :. 


T. 


.2.3,  .43;  .12  3.531, 
. .,!  .70:1.32,  ..37! 
.,531  -19    -09;, 


.44    T 


.08    .01 

.841 


.  23' 


T. 


.'-'2    .0'_' 

T 

T. 
.10,    .. 

2.  13  ... . 
.  40  , . , 
.31  .... 


.07:  .40.. 
.  30  .  02  . . 
T    II.  12  . 


....1.45  , 


i.r.L...... 

.04:  .37'.... 

T.  :  T 

I. --'5  .45  .... 

.  05'  .(':!.... 

.31  .'jn    .06 

.08  . 04  . . ,  . 


1.30    .11;  .60 

.071  .,57,1.11  .57,  . 

1.  1,5;2.05:2.  60  .31  1. 

'  .16'....!  ,r.,5    . 

2.5!l.70l  .20!  .02.  .04    . 


T 

.16!  .09' 

82 

.101.... 
.  .53' .... 

02 

1.66 

...:  T. 

58 

, 

...1  .44 

..801 


.  95    .  76  . 


.  25  , 


.1.5|. 

.'is ! 
.'04 ! 


.1,5'  .29   .96:  .11 
.28!...    '••■    '■•■    I- 
T.     .4812.30  .30 
.  35    .  101  .  20    .  27  . 

I 
.05  1.  CO,  .25  .22 
.02  .10'  .38  .'22 
.91  T.  :  .71  .51 
.18  ....I... .1.851 
...11.53;  .4.5d.l3l 
16   .30   .03  .... 


24!  .85  .23: 
12    .65  1.42! 

76, .....     1 
181,,..   ,.. 
fl2    .  06    .  65 

.1.67  .12' 
12    .97    .05: 

.05; 

,  02! ....  1  .  04 

. .       .12.... 

•     '         I 

,49  .13    .62 

43 13 

,50  .  12  . . . . 
3:1! ....  .35 
12...  1.40 
131.50    .05 


......  1.43 

...|  .20|  .02 
.  .|...  I  .31 
.93  ....  1.60 

.50   .06!   ■'"'5! 

...'... .11.90! 
.701....!  .901 
.10  .051  .11! 
.'20  .'26!  .141 
...  85      11 


.05:  .541, 
..56'  .03, 
. ..    .33 


1.001, 
.83...  11.59'. 
.13]  .511  .061, 
.31  ,.  ..S3', 
.  (12    .  911  ... , 

....;  .33 

T    !....    .32 
.10    .80:  .05, 
.021    .IS:    .10, 

....'   .43    .15 

T.   2.  f.6  ...     , 
.02'  T.    1.30  , 
T.     .15    .18 
.40:    .21    .01; 
.05  ....  1.75 
.06  2.00    ... 


,...|  .18    .35. 
.25....I. 
.22    .1.51  .9''  ■ 
....'  .,56'  .63!  .96 


.1*. 


.10. 

.20 
'1'.    , 

.loj. 

.  20] . 

.15:, 

.  65' , 
.31  , 

.68;. 

.  20, . 


.  65! 


...I...,! ,  .11 

.03|.. ..!... .|... .;.... 

;----i.---,'--- 

r--!  •■»",•■■■ 

'.'..'.'.'.'. 't.  ".m'.]".  .73 


.02 . 


.2.3'  . 


.041 
.'42' 


071 ... . 

01'... 


T. 

.02 


T.      .04 


.  22: . 
.12  . 


.1. . . 


.52: 

.  .  .  .' 


.',5f.i 
.'54! 

1.25 

. .  1.16,  .0.3]...     . 
jl.OO. 


]  T. 

]      .04    tV 


9.94 
8.91 
9.49 
12.66 


5.  66 
2.49 
.3.98 
fi..55 
5.70 


.06'  10.38 
6.  65 

.is:  .3.77 

621     5.  12 

. . . !     5.  64 

6.10 
5.  53 
2.  21 
3.15 
4.  :i9 


6. 19 
S.  24 
9. 26 
3.15 
5.  03 


3.  65 

3.  .50 

4.  IS 

7.96 
3.40 
6.  85 
5.29 
8.10 
7.34 


Kxcept  as  otherwi.se  indicated,  observation,-  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  lionrs  ending  at  the  lim.'  of 
observatioti.  ||||  rreclpitation  measnred  in  tl'e  morning:  amount  then  recorded  is  for  the  i.ieceding  24  hours.  '•'**  Kegnlar  Weather  Bnreati  station:  precipitation  is  for  the 
21. hour  perio.l,  midnight  to  midnight.    *  rrecipitation  included  in  the  next  following  measurement.  itSeparale  dates  of  f;\]ls  not  recorded,    T   'I'race,  or  less  than  0  ii|    inch. 


hi 


COMPARATIVE  DATA  FOR  JULY. 


Teinperatnre. 

r'iecil.itati<ni. 

Average  nnm 
da. vs. 

ber  of 

'Z'Z  = 

Vear. 

Teniperatnre. 

I'recipitation. 

.Vverage  num 
days. 

ber  of 

Year. 

5 

5f 

c 

i 

> 

1 

P.  - 

c 

f 

2 
5 

a.' 

-:       ".B-z,  0 

S 

'S.S. 

0 

•S.I 

>  ^ 

1887 

82.0 
78  9 

110 
108 

60 
,53 
51 
52 
56 

.5.1 
54 
51 
54 
54 

■*"    ! 
55 

62     i 

58 

45 

,50 

60 

7.49 

3.  68 
7.13 
6.SS 
,5.95 
7.44 
.3.87 
8.24 
4.17 
S.  17 
5.01 
7.8! 

4.  03 
4.0s 

4.  52 
:i.  79 
3.  ,59 

5.  96 
6. 16 

14 

S 
l:! 
12 

9  ' 
16 

s 

13 
11 
14 

9 

9 
10 

>l 

S 
12 
12 

1906 

78.4 
SI.  4 
79.8 
78.6 
79.4 
79.  S 
79.6 
81.9 
Sll.  0 
80.9 
77.8 
79.9 

'kl 

78.9 
79.6 

79.8 

100 
106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 

110 

56 
.56 
60 
55 
58 
.53 
5S 
,56 
,53 
55 
60 
.52 
50 

% 
60 

45 

S.40              16 

5. 06          1 1 
,5.43          12 

4. 92              10 
.5.83              13 
3. 79              10 

5.  22              1 1 
4.78                9 
5.16                9 
3. 26                S 

14.69              17 

6.  ,56              12 
5.  02              1 1 
8. 86              13 
5.  60              1 1 
7.44              14 

5. 94     '         11 

5 
13 

12 
13 

9 
12 
14 
15 
14 
IS 

5 
U 
15 
13 
13 

9 

12 

17 
13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
<l 
8 
10 
13 

12 

9 
5 
6 
6 

7 
6 

4 
3 

14 

s 

1.^ 

s 

9 

sw. 

1888  . 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

1907 

sw. 

1389 

79.5     I       102 

78.4  101 
77. 9             93 
78. 9     :       102 
82. 0            104 
77. 7            100 

79. 5  102 

80.7  105 
80. 2            107 
SO.O            102     ' 
80.0            105 
81.2            104 
81.4            102 

80.8  107 
80.4            103     ! 
79. 4            105     1 

190S 

s. 

1890 

1909.... 

1910 

1911 

1912 

1913 

1914 

sw. 

1891 

""i:!  " 
s 
10 
10 

13 
10 
12 
14 
12 
15 
IS 
13 
13 

12 

15 
13 
12 
10 
11 
11 
12 
11 
9 
12 
10     1 

'■■■4" 
11 

6 

8 

6 
11 

S 

6 

5 

4 
6 

8 

sw. 

1892 

sw. 

IS93 

1894 

sw. 
sw. 

IS95 

sw. 

1896 

1915 

1916 

sw. 

1R97 

sw. 

189S 

1917 

191S 

1899  .. 

sw. 

VKin 

1919 

1920 

s. 

1 II 

1'  t'2  . . 

1921 

i«i)3 

I'erioii 

1904 

.sw. 

1905 

SO.  4     ' 

101 

28 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


July,  1921. 


Daily  Temperatures  for  July,  19S1. 


Stations. 


1       2 


3       4       5 


8       9 


/'"n.v(cr»  rorlioii. 


A\\M\(\Ah'% 

BlarkvillP 

Bowman 

Oliarlpston 

('hera\vS>*  

Conway 

Darlington  sW 

FerRHRon  S^v\ 

Klorenre  1   

OarnPtt 

rjponrptown 

ICingrsiiPP 

OransHliuig  1 

, Paris  IslaM(lS^\'> 

'society  HillS^S^ 

SnmniPrvilli> 

Yoniasspp 


)  Ma.ximum  . . 
(  Minimum. . . 
i  Maximum  . , 
(  Minimum. . 
i  Maximum  . 
(  Minimum. . 
i  Maximum  . 

•  I  Minimum.. 
)  Maximum  . 

■  (  Minimum. . 
S  Maximum  . 

•  '  Minimum. . 

V  Maximum  . 

•  'l  Minimum. . 
S  Maxinmm  . 

■  i  Minimum. . 
)  Maximum  . 

•  (  Minimum.. 
)  Maximum  . 

■  *  iMinimuni. . 
i  Maximum  . 

•  (  Minimum. . 
)  .Maximum  . 

•  I  .Mininnnn.. 

)  Maximum  . 

■  /  Minimum. . 
)  Jlaximiim  . 

■  (  Minimum. . 
S  .Maximum  . 

■  (  Minimum. , 
\  Maximimi  . 

•  (  .Minimum. . 
\  JIaximum  . 

•  I  .Minimum. , 


17      18 


19 


20  I  21      22  1  23  I  24 


I 


9-2      92 

69l 

90 

78 

98 

70 

91 

74 


66 

91 

67i  68 
84|  86 
75  73 
93  94 
71  71 
84|     87 


95;  88, 
771  69, 
92  93; 
7l! 
95 
73 


94!  93 
70 
93 
74 
98 
71 


93  92 

70i  69 

961  95 

74!  74 


94 
72 
93 
71 
94      ... 


73! 


89  89i 
72|  70 
90!  87 
72:  73 
93i  92 
73:  711 
92:  91] 
70;  70| 

90  90: 
71 :  701 

...'  94 


89  87; 

74j  72! 

94 1  92 

73  71 
91 

74j  72 

92  91 


71! 

71! 

88'     88; 


72] 

88; 

72' 

93i     87! 

70'     69'     7l| 


/•-'I 
91| 


921  93 

71  73 

...I  96 

68i  66 

901  92 

67;  68 

87,  92 

77  78 

94  98 

741  70; 

94|  941 

71  74! 

9-2'  94! 

701  74 

911  89 

691  73 

93!  96 

71!  74 

9Hj  95 
711 

92|  95 
701 

96  95 
701 
i 

91  93 
69 

9>\  98 
76 

90i  93 

74  74 

93  95 


70 


91:  94 
70 


n'fi'lern  l^iilimi. 


Aiken 

.\nileisoii 

Batesliurg 

Calhonn  Falls'J'sV. 
Cannieii** 


Clem^on  College  . . , 

Columbia 

Pue  West 

flrppiiville 

(ireemvooil    

Heath  Spring 

Kersliaw 

Kamlrum 

LanrensA'sS 

Liberty 

l.iltle  Mountain  . .. 

.Monet  ta 

New  berry 

Saluda 

Santuck  

Spartanburg 

Trenton 

Walhalla 

WinnsboroS^S^ 

Winthrop  College  . 


)  Maximmn  . . 
/  Minimum. . . 
)  Maxinnnn  . . 
/  Mininnmi. . . 
)  Maximum  .. 
(  .Minimum. . . 
i  Maxinnnn  .. 
/  Minimum.. , 
)  MaxinnuD  . , 

■  /  Mininuim. . , 

*  Maximum  . 
(  Jlinimum. . 
\  Maximmu  . 

■  I  Minimum. . 
)  .Maximum  . 

■  (  Jlinimum. . 
S  Maximum  . 

■  I  .Minimum. . 
i  Maximum  . 

•  /  .Minimum. . 

\  Maximum  . 

■  I  Minimum. . 
)  Maximum  . 

■  I  Minimum. . 
)  Maximum  . 

■  )  Minimum. . 
i  JIaximum  . 

■  '  Minimum. . 
j  .Maximum  . 

■  )  Minimum. . 

)  Maximum  . 

■  )  Minimvnn. '. 
)  Maximum  . 

•  '  Minimum. . 
J  Maximum  . 

•  '  Slinimum. . 
)  Maximum  . 

■  '  Minimum. . 
\  Maximum  . 

■  /  Minimum. . 

j  Maximum  . 

•  (  Minimum. . 
)  .Maximum  . 

•  /  Minimum. . 
I  Maximum  . 

■  '  Minimum. . 
i  Maximum  . 

•  '  Minimum. . 
S  Maximum  . 

■  '  .Minimum. . 


92 

93 

92 

93; 

68, 

71 

70 

71 

m 

92 

90 

881 

76 

79 

71 

71 

91 

96 

96 

90; 

71 

65 

69 

71 

98 

98 

93 

95, 

69 

69 

67 

68 

93 

95 

93 

->•*» 

66 

-IliJ 

69 

'<?» 

95 

91 

87 

91 

73 

74 

71   73' 

94 

94 

92  92( 

71 

71 

70:   70 

93 

93 

91   92 

70 

73 

701  701 

93 

91 

92  90 

70 

71 

68  70 

9? 

91 

93:  931 

72 

70 

71 

69 

96 

97 

90 

92 

7? 

70 

70 

72' 

97 

9? 

95 

931 

69 

68 

65 

71 1 

94 

95 

91 

93; 

70 

71 

71 

71 

94 

94 

92 

94 

67 

70 

69 

68 

95 

95 

95 

1  95j 

91;  91 

701 


73; 

74 

90 

92 

711 

73 

95 

92 

74 

<.o 

95 

90 

',0 

71 

91 

95 

71 

69 

95 

98 

76 

72 

93 

93 

73 

71 

100 

93 

76 

72 

93 

93 

75 

73 

94 

93 

71 

70 

93 

93 

71 

68 

90  88' 
73  72 
90i  90 


95'  94  92 
69 
91 
70 
94 


8si'  86'  84 

681  69  72 

,89;  86i  84 

i-n  r^\  r-i 


69|   70: 

91 


71 

841  81 
3 


90;  83 

72,  71 

80;  81 

70i  70 

84  85 

71  i  72' 


89,  861 

75  72i 

90  90| 

70;  76! 

96i  89; 


90  93 

0;  69'  73 

92  92 

72  72 

89  9'2 

70,  72 
98! 


941  92 


70i  70  691  68^  68 


94  91 
-70.  72 


89 

72  711 

94i  86; 

74:  711 

91'  87; 

7,5i  721 

901  851 

71  691 


70;  70 
94  94 
70  69 


63;  63 

961  95 

71  70 

961  90 


93'  85 

671  70I 

93;  87; 

721  72 

93|  89 

73;  73; 

93;  90 

73:  70 


88 

721' 
90 

-I 

70! 

85' 

'1| 

85: 

69] 

"J 
86l 

71 

86: 
70; 
84i 

85 
73 


90 

92 

70 

69 

92 

94 

72 

73 

90 

95 

69 

71 

89 

92 

69 

72 

87 

90 

69 

71 

921    92i    91 

701 


611 


72i  69 

951  85 

70|  681 

96,  961 
69 


93  fll 

671  69 

94  95 
74  73 
911  92 


94 
69 

87 
69 
85 
70 

881     86 
661    661     67 


84! 

741 
81 
72! 
821 
72 
82: 
■71i 


...I     87 
60!     63 


82'     83|     86 

■•"      -2,     69 


69 


?«i 


90 
71 

91  j  89j 

71;  7.5! 

851  87i 

721  74 

88l  88 

72  71 

89l  8S| 

701  70: 


89 


701  681  71 
87;  86 
68,     6!< 


89'     8(1 

68!     681 
861     851 


89,  931 

72,  73: 

90|  95, 

71'  73; 

93  94 

66'  68 

89,  93I 

69  69 


93'  941 

71  i  701 

931  95; 

71!  "41 


70  70  70 

91  8.5.  85 

68:  (if);  70 

891  82;  -83 

67'  68  69] 

90i  85  83 

68  67  691 


83 
60i 

Si 

81 
70 
881 
701 


86 

86 

80 

80 

63 

73 

70 

68 

83 

82 

8-> 

78 

72 

71 

70 

67 

86 

83 

?5 

W) 

69  70  70 

o.^:  Qa      ac^ 


90 
66 

87 
74 
94 
73 
90 
68 
90 
69 
92 
68 

8s'; 

67 
92 

^ 

m 

90j 

68 
89 
66  [ 


27  28  29 


84 
67 

84 
71 
86 
6 
79 
74 
911  91 
70 
84 
701 


90 

68 

87 

80 

93!  94 


30 


31  Mean. 


70 

70 

89 

88 

70 

71 

89 

87 

70 

70 

88 

89 

69 

70 

87 

87 

68 

70 

851  92 

691  70 

88  88 

71  6 

88;  86 

7t  71 

811  ^-^ 

72!  71 

831  87 
72 


87 
70 


93: 
73! 
97| 
70 
98| 
73 
961 
73' 
97, 
74 
97  ( 
74 


88.8 
70.9 
''89.  4 
''68.4 
t<9.  8 
68.7 
86.  5 
74.6 
91.7 
70.0 
88.  1 
7 1 .  6 


711 

^9  831  86 

79;  74!  73 

90l  861  S9 

681  70l  69 

88'  79I  86 

71;  71i  70 

88;  SOi  86 

69  711  70 


89     89 
69      69 


88  j  86  86 
69 
84 


68      69: 
891     86      86, 


65.    69!     70;    681 
901    9';    !»-.'l    91  i    94 
65|     66      67     66     6(1 


85 
69! 
85, 


8S.  H4 

70;  70 

84 1  89 

711  73 

831  85 

70'  70i 

85l  87 

70;  69 

80  R5 

69:  TO 

821 

681  73 

84!  92 


69i     681     69 


911 
"Ol 


93 1     92, 


86;    91 


71 
92! 
69 
94 
69 
91 
67 
90 

1 
93| 
69 
90 
70 
91 
70I 
90 
71| 
91 
70| 


70j 
91 1 
67 

931 
74 
94 
70 

68 

92! 

681 
9) 
74 
92 
651 
94 1 
7ll 
95i 
69, 


89i 

681 

92,    96; 

6 


8O1     84 

671     fifi: 

861 


681  69 
85:  861 
70      70; 


92  81 

70]  6>* 

96i  8.5 

701  68 

971  89 

69!  68 

931  84 

67!  67 

961  87 

66;  67 


S2;  81 

6K!  68 

86;  83 

69;  70 
88; 


86:  881 
71,  71 
85;  87 
69 

86 
72 
89 
72 


95     93 

69     67 

94      91 

71'     ^-^ 

93 

65 

94 

72 


70; 
85 
70 
85 
70, 


861  841 

70  70 

85  94; 

70j  741 

85  89 


861     89 
68      70 


93  85  85!  87 

65|  65  67;  69 

94]  S5|  S5|  85 

69  67  691  69 

91 j  90  87 1  86 

68  69!  69  70 


86; 
69, 
87 
701 
83 
70 
83, 
71 
841 
701 
1 

84; 
70; 

87, 
70, 
87; 
69 


8fii     84 

721     72 


S6l     85 
6.-<|     6« 


87  85] 

72I  711 

83,  84} 

72]  7l| 

84  791 

72]  68 

83:  83| 

71  721 


83      81 
701     6« 


83 
71 
90 
72' 

B 

85     84; 
•:■>'    ?>, 

iSi       (- 

87i     8«1 
70     73 


84 
70 
88 
7(J 

87; 

70] 
H9' 
701 
90     86| 
70     72; 


SOI  801 

70  70; 

82j  85| 

69!  691 

85: 

66l 
87 
70 
84 
68 

87 
69 
86 
70 
86 
72 
85 
70 
84 
69 

86 
67 


85 

85; 

71 
851 

8^1 
72, 


84!  82 
70;   70 


87; 

65} 

7''' 
87, 
671 
86: 
69' 
86; 
65] 

85; 
66] 

8?i 

6.T 

87 


871  8«! 

65!  •■''''! 

89  91 

66!  66 

901  90L 


88' 

92 

96 

69 

71 

72 

90 

96 

9N 

70 

72 

74 

88 

93 

97 

70 

74 

72 

86; 

94 

94 

71 

71 

73 

86 

93 

96 

70, 

69 

72 

89  93 
69i  73 


86! 

70j 
87! 

68; 


9.1  101 
671  C9| 


96] 

7(;| 

75; 
(■9 


63 

f.M 

82 

891 

65 

65' 

// 

87 

65 

69 

86 

87 

68 

68 

81 

93 

6S 

67 

84 

66 

66 

82 

8" 

66 

(!5 

81 

90 

64 

69 

81 

8-5 

62 

66 

80 

89 

68 

67 

88  89 
68  68 
90  91 


SO 
67 
8« 
71 
9(1 
6H 
89 
70 
87 
68 

88 
70 
89 
70 
91 
65 
90 
71 
82 
71 

88 
6K 
86 
70 

70 
91 

68 
91 
67 

92 
68 
88 
70 
91 
67 
89 
70 
91 
71 


90,     89     83] 


7(i  m\ 

9:'i  96 

73  73j 

94  97 

721  701 

Oil  96] 

71  72! 


88  89 

70  72 

90J  92 

701 


911  91 

69|  70;  72, 

92l  91]  93: 

68!  71 !  70] 

91  9'.>!  961 

71  71  69; 


89  93 

69i  73 

90!  9'4 

69  72 

'69i"73 
921    95 


92;     95] 

701     71; 


931 

7l| 
96| 
711 

i 

791 
ion, 
69 

98; 

70| 

97 
71 

9li 
71 
97 
66j 

93 1     95! 

711  72; 
98, 
73 


Reference  letters  («.  '>,  «),  appealing  in  the  table  indicate  number  of  days  missing:  for  example,  '■  represents  two  days  missing,  etc. " 
SW  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENSRAL  SUMMARY. 

Tlionnal  conditions  were  close  to  the  seasonal  average,  hut 
precipitation,  on  the  whole,  was  much  helow  normal  and  hadly 
distriliuttd. 

The  distrihution  of  rainfall  was  reflected  in  the  crop  situa- 
tion. On  tiie  whole,  intermediate  corn,  sweet  potatoes,  aiid 
minor  crops  maintained  good  to  excellent  condition,  and  haj-- 
ing  progressed  favorahly,  with  good  yields  of  forage;  hut  late 
corn  was  generally  unsatisfactory  cm  account  of  unseasonably 
wet  or  dry  and  hot  weather  at  critical  periods.  NMiite  potatoes 
were  generally  good  up-State,  hut  rather  poor  elsewhere.  The 
toh.acc)  season  closed  about  the  middle  of  the  montii.  Cotton 
plant  growth  was  generally  vigorous,  hut  fruitage  was  poor  to 
very  poor  on  account  of  weevil  depredations  everywhere  except 
the  northern  counties,  and  some  deterioration  resulted  from 
shedding  and  premature  opening  incident  to  hot,  dry  weather 
tmvard  the  close  of  the  montli;  the  first  bale  of  the  season  was 
ginned  in  Barnwell  County  on  the  17th,  and  picking  was  gen- 
eral at  the  piid  of  the  month. 


portions  of  the  coastal  plain  and  in  practically  the  entire  central 
and  northern  counties  the  measurements  ranged  downward 
from  4  to  less  than  2  inches.  The  greatest  local  monthly 
amount  was  10.03  inches  at  Georgetown;  least  local  monthly 
amount,  1.21  inches  at  Camden.     The  greatest  24-hour  rainfall 

I  at  any  station  was  3.60  inches  at   Georgetown   on   the    9th. 

i  The  number  of  rain.v  days  was  normal. 

A  small  tornado  occurred  near  Ashley  .Junction,  about  7 
miles  north-northwest  of  Charleston,  at  10:45  a.m.,  August 
10,  1921,  moving  northward  in  a  narrow  path  aliout  one-half 
mile  long  and  causing  damage  estimated  at  about  $1,200,  liut 
with  no  loss  of  life. 

Death  by  Light ni ng .  —  }t\\chae]  Monts,  a  well  known  colored 
man  of  the  O'Neal  Section,  near  Newberry,  durirg  the  after- 
noon-of  August  21,  1921. 

WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
0.6  miles.  The  highest  average  was  9.2  miles  per  hour  at 
Savannah,  Ga.,  and  in  the  Section  proper,  9.0  miles  per  hour 
at  Charleston ;  the  lowest  average  was  3.9  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  5.7  miles  per  hour 
at  CoUnnbia.  The  highest  velocity  for  any  5-niinute  period  was 
41  miles  per  hour  from  the  northwest  at  Due  West  on  the  2lst. 


PRESSURE. 

'Hie  monthly  mcnn  for  the  Section,  determined  from  re- 
ports of  ;>  regular  Weather  Bureau  stations  in  and  surrounding 
the  Section,  was  30. 10  inches,  'i'he  highest  pressm-e  was  30. 30 
in-h's  at  Columbia  and  at  Sav^.nnah.  (ia.,  on  the  12th;  the 
lowest  pressure  was  29  St!  inches  at  Wilmington,  N.  C.  on  the 
ISth.  and  in  the  Section  proper,  29. S7  inches  at  Columbia  on 
the  same  date. 

TEMPERATURE. 

'I'iie   monthly  mean   for  the  Section,  detennined    from   re- 
l.orts   of  41  stations,    was  7S.2°,   or  0.6°   below   the   normal. 
The  highest  temperature  was  102°  at  Blackville  on  the  1st  and 
2d  and  at  Calhoun  Falls  and  Santuck  on  the  1st.     The  warmest  i 
periods  were  from  the  1st  to  3d,  from  the  18th  to  21.^t,  and  on  ' 
the  39th  and  3ist       The  lowest  temperature  was  56°  at   Lan- 
drum   on  the  2oth,  at   Bowman  on  the  26th,  and   at   Heath 
Spring  on  the  2.Stli.     Tiie  coolest  periods  were  on  the  4th  and  | 
.^th,  on  the  loth  and  16th,  and  from  the  23d  to  the  2Sth.  ! 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  256.0  hours,  or  62%  of  the  possible  amount. 
The  average  nundier  of  clear  days  was  14;  partly  cloudy.  10. 
and  cloudy.  7,  as  against  norm.als  of  13,  11,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

On  account  of  the  generally  dry  weather  up-State,  all 
rivers  were  uniforndy  low  during  the  month.  Late  reports  of 
July  freshet  conditions  in  the  Santee  River  indicate  that 
$10,000  worth  of  movable  property  was  saved  by  Hood  warn- 
ings, with  no  material  losses. 


MISCELLANEOUS    PHENOMENA  (dates). 

Hdlofi—Liiiinr:  Charleston,  11.  Sahir:  Due  \\'est.  3,  12, 
13,  14. 

Fog,  DenRf.—QixWwxm  Falls,  29;  Cliarleston,  20.  31;  Col- 
umbia, 2<S,  29;  Due  West,  11,  16. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:   8  a.m.,  S4%  ;  noon,  62%  ;  8  p.  m.,  76%. 
The   highest  percentages  occurred  along  the  coast  and  over  the: 
extreme  northwestern  counties,  and  the  lowest,  in  the  interior. 


MISCELLANEOUS  DATA  FOR  AUGUST,   1921. 

Wiiiil. 


Tfiiiperaturp, 
degipps  Fahr. 


Preripita- 

tion, 

inches. 


II 


I  '■        ^    J        ':    t     >■■    ,' 

J,   •  ;    "i.t    i"-i!;.^: 

5  1    c    12:-  l>-o-|  = 


fi,-C 


Mpaii  c  ^ 

reliitive       ^  = 
ll\lllli(lit.V.      o'r- 


li 


.Asheville.  X.C... 

Ausiista.  Oa 

f'liarlestoii.  S.  V... 


PRECIPITATION. 

'I4ie   average   for   the   Section,    52  stations  reporting,   w'as  i  f'','^'''"'!*'- ^'^  <^' •■• 
.14  mciies.  or  1.94  inches  below  the  normal.     Showers  were   Hue  west,  s.c 

frequent,  with  but  two  days  without  rain  in  some  part  of  the 
Section;  superabundant  amounts  were  recorded  in  .sections  of 
the  middle  coastal  plain,  with  7  to  over  10  inches;    in  other 


(ireeiiville,  S.  V..  . 

Savannah,  (ia 

WihninRton,  X.  ('. 

Mfvans  anil  ex-  } 

tremev \ 


:in.  VI 
.SO.  09 
.■!0. 09 
30.09 
30.10 
30.12 
30.  OS 
30.  09 
30.09 

30. 10 


70.  f, 

79.  S 
80.8 
7fl.  I 
7S.,'i 
711.  S 
7.").  2 

80.  3 
77.fi 


9'> 

54 

■2.86 

98 

(M 

2.01 

9fi 

65 

5.70 

98 

SS 

2.78 

97 

61 

3.62 

100 

60 

6.42 

9« 

61 

3.77 

97 

63 

8.  SS 

94 

58 

3.  .iO 

100 

n4 

-1.  39 

0.60  ' 

fi.O 

Se. 

89 

63 

77 

61 

0.48 

4.  1 

s. 

S4 

61 

76 

6S 

3.  28 

9.0 

s. 

82 

64 

hO 

69 

0.71 

3.9 

.s\v. 

79 

59 

(■i9 

54 

1.48 

5.7 

IIP. 

85 

59 

70 

66 

1..53 

6.8 

,  lie. 

85 

63 

50 

1.37 

7.2 

lie. 

85 

64 

76 

58 

4.27 

9.2 

.<w. 

86 

63 

SO 

59 

i.7r) 

7.  2 

.s\v. 

85 

64 

SI 

70 

84      62      76      62 


wmiiUMt' 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


August,  1921. 


Climatological  Data  for  August,  1921. 


o« 


Temperature,  in  deff.-ees  Fahr. 


Enslent  Portion. 


Allendale  . 
Blackville  . 
IJownian.. . 
Charleston. 


Cheraw 

Conway 

Darlington  .. 
EHinghani... 
Ferguson 


Florence  1 . . . 
Florence  2. . . 

fiamett 

Georgetown  . 
ICingstree..   . 


Orangeburg  1 
Orangeburg  2. 
I'aris  Jslanrt.  . 
f'inopolis*'  . . 

Kimini 

.Society  Hill  .. 
Sumnierville 


Allendale 

Barnwell 

Orangeburg  . 
Charleston  . . 

Chesterfield  . 

Horry 

Darlington  .. 
Florence  — 
Orangeburg  . 


Florence 

....do 

Hampton 

Georgetown  . . 
Williamsburg 


Orangeburg . 

do 

Beaufort 

Berlieley 


Clarendon. . 

Darlington 

Dorchester., 


Yemassee |  Hampton 

Division  means  »nd  jextremes 


Western  I'nrlion. 


AiUen  

Anderson  

Batosburg 

Blairs  

Calhoun  Kails 

Camden 

(Catawba 

Chappells 

Cleinson  College  . 
Columbia 


Due  West 

Ecigelield 

rsaston  8hoals  It. 

fireenville 

Creenwood 


Ailieii 

Anderson  . . 
Lexington. . 

Fairfield 

Ablieville. . . 

Kershaw 

Yorli 

Newberry  . . 

Oconee  

Uidiland  ... 


186 
296 
160 


144 
25 

175 
106 
03 

136 

136 

82 

12 

54 

264 
264 

13 

54 

97 
192 

75 


24  ,  33 


Heath  Spriiig 

Kershaw 

Land  rum 

Laurens 

Liberty 


Little  Mouutiiin  . 

Monetta 

New  ben  y 

Pelzer  

fJalnda 


.Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro  

Wiuthrop  College  ft. 


Abbeville  . , 
KdgeHeld  ... 
Cherokee  ... 
ttreeuville .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg . 

Laurens  

Pickens 


527 
764 

656 
293 
508 

222 
562 
402 
850 
351 

711 

'680 
1039 
671 

568 
500 
1063 
589 
900 


Newberry 711 

Saluda 400 

Newberry '  502 

Anderson 8.50 

Saluda '  536 


Union I  512 

Spartanburg ;  875 

Kdgetield 620 

Oconee i  1061 

Fairfield |  545 

York I  690 


Division  means  and  lextremes  , 


Section  means   and    extremes. 


0)  ? 


79.1 
78.6 
80.8 

78.6 
79.2 
'77.9 


Precipitation,  in  inches. 


1.  :S  ] 
a;      !  «      1 


Number  of  days 


=  J:     S 


-1.4 
-0.8 
+0.5 

+0.3 
-0.1 
-0.9 


102 
99 
96 

100 
99 

''97 


t  1 
1 

IS 


59  i  26 
56  26 
65         27 


1  I  5S 
1  1  5S 
1   ;     ''5S 


78.8 
79.2 


+0.6 
-1.0 


80.4 
80.4 
80.4 

'+6'.3'l 
+  1.0  i 

78.6 

82.4 
77.7 

-0.2 

»78.'0 
80.  0 
79.7 

-6.4 

+n.7 

-0.4 

79.5 

0.0 

96 

99 

99 
100 
101 


"99 
97 

98 


4  I 

I 
1   1 


t24 
26 

t25 


34 
32 
22 

32 

27 

'28 


4.55 
6.02 
5.70 


1   i      ,59 

21   '.       59 
1  59 


26 

t26 


58 


60 
6.1 


1         59 

1  !      60 
t  1  59 


26 
26 
26 

30 
29 
26 

1 

26 

27  1 

'24' 

26 

-32! 

t24' 
26 
26 

..30, 

28 

26 

34  ' 

2.16 

-4.61 

3.  32 

-3.74 

2.41 

-2.  54 

4.15 

-2.26 

8.  14 

+0.81 

2.  .33 

-3.17 

3.10 

-3.40 

5.65 

10.03 

+2. 99 

4.  62 

-1.88 

-1.22  1.00 
+0.10  !  1.73 
-1.26  i  3.28 


0.55 

0.78 
1.55 
1.80 
2.  SO 

0.71 
0.80 
1.68 
3.60 
2.  75 


79.2      +0.6         98 
77.6      -1.0         9S  , 
78.4      -0.3         99  1 


97 
97 

100 


96«! 
98  I 

97  i 

99 

97 

94 

96 


99 
"101 


77.5 

76.4 
79.5 

'-1.'3 
-1.0 

76.8 

7.5.' 2' 
76.4 

■-6.' 3 

-2.3 

76.9 
77.7 
76.0 
76.2 
76.2 


78.4 
78.6 


-1.9 

-1.7 
-0.4 
-0.8 


77.4 

76.6 

"78.0 

75.3 

"77.8 
78.2 


78.2 


-1.6 

-1.1 
-0.9 
-1.6 
-1.2 
—0.3 
-0.4 

-1.2 


100 

W2 

99  i 
•97 

97 
'■98 
100 

102  ! 

102  I 


1 

i 

1 

,59  ' 

i 

.... 

'    "fio' 

1 

61 

I 

60 

.... 

■■■fii'i 

1 

60  ! 

31 

56 

31 

58  i 

1 

56  i 

1 

60 

t  1 

01 

21 

60 

21 

60 

21 

'60 

1 

58 

1 

.58 

1 

58 

1 

•61 

1 

58 

18 

^59  i 

tl 

57  1 

1 

56  ^ 

tl 

56 

26 
27 
2(i 

127  ■ 


27 
27 

28 
t26 
25 
26 
27 

t'A5 
26 
t26 


26 

27 
28 

'33' 


28 


27 

33 

27 

29 

t26 

"26 

28 

32 

t26 

'30 

28 

28 

t25 

33 

t2o 

34 

3.45 
3.69 
3.80 


4.  66 
8.25 
7.31 
3.15 

4.83 


4.97 

2.  32 
5.03 

2.82 
3.82 

1.21 
4.10 
3.28 
6.24 

3.  (i2 

6.42 
2.95 
3.06 
3.77 
4.79 

1.46 
l.,54 
5.79 
3.38 
2.29 

l.,57 
4.78 
3. 38 
2.60 
3.36 

3.40 
4.50 
3.40 
7.08 
2  39 
4.34 

3.07 

4.14 


'   1.04 

I  0.72 

-3.36     1.10 
-2.06  I  2.00 


-2.20 
-n.71 
-3.54 


1.20 
1.87 
3.  72 
1.43 


-1.01      3.60 


-0.66 
-3.82 
-0.99 
-1.81 
-1.04 

-4.22 
-1.27 
-2.  22 
+0.77 
-3.  16 


-2.40 
-2.31 
-  0.  55 

-4.89 


-4.47 

-3.73 
-0.18 
-2.06 
-1.80 
-2.  ,51 

-2.  42 
-1.26 
-3.08 
+  1.06 
-3.27 
-1.47 

-1.94 

-1.94 


1.03  I 
0.84  1 
1.48 
1.46 
1.60 

0.  34 
1.25 
1.25 
2.  80 
1.48 

1.53 
0.75 
0.44 
1.37 
1.24 

0.48 
0.38 
2  30 
1.02 
0.45 

0.  .50 
1.86 
0.97 
0.  72 
0.96 

1.22 
1.08 
1.37 

2.  32 
1  60 
2.50 

2.80 

3.  CC 


3  j  sw. 
9    lie. 

4  '  sw. 
2  j  n. 

/  '  ne. 


14  7 
12  4 
17       8 

0  12     n\v. 


8  !.... 
12  I  22 
15      18 

9  I  20 


2  i  7 
11  2 
0      11 


10      14  I   10 


18  i 
20  I 


25 


9  M3  '     9 

15  I     0  '   16 

9  10  ■   12 

17  3  111 

11  13  j     7 

8  !  16  I     7 

10  15  ;     6 


23 


R.  B.  Vance. 

Mrs. D.  B.Sanders. 

B.  O.  Kvans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 
Paul  Quatllebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Msiiyer  B.  liobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

U.S.  Fisheries  Stiition. 
State  A.  and  M.  College, 
r.  S.  Marine  Corps. 
Miss  K.  P.  Raveliel. 

Bovkin  R.  Cantey. 
E.D.  Fields.  Jr. 

E.  P.  Lawton. 
W.  C.  Ihitson. 


6 

se. 

8 

ne. 

4 

11 

s. 

8 

ne. 

ne. 

Frank  li.  McCoy. 
11.  H.  Knssell. 
E..I.  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 

Henry  A.  Brown. 
.lames  C.  Fiiris. 
George  V.  Clamp. 
Prof.  F.  H.  H.Calbonn. 
I!   S.  Weather  Bureau. 

r.S.W  B.  .\erological  Sta. 
,).  A.  Townsend. 
S.  C.  Lt.,  Power  .»  By.  Co. 
r.  S.  Weather  Biuean. 
.M.  M.  Calhuuu. 

,1.  Marvin  Bowers. 
John  W.  Hamel. 
R.  Hartwell  Wihis.  D.D.S. 
Perry  A.  Simpson. 
,Iohn  T.  Boggs. 

.1.  M.  Sease,  M.V>. 
.loseph  M.  .lohnson. 
Warren  O.  Peterson, 
.loshna  Y'.  .lones. 
Mrs.  F.  v.. 1.  Maxwell. 

E.\V..Ieter. 

F.  P.  Robinson. 

Mrs.S.  E.  Long. 

H.  W.Brandt. 

Rev .  Oli  ver  Johnson 

W.  P.  Goodman. 


puted  from  observed  readings.     ttPost-oflfice  addresses  of  tliese  stations  -ire  as  follows 
T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


"Temperature  oata  are  irom  ouserveo  ie»uiiiK>  >'i  i">-  >"j  ■"• 
Of  Gaston  Slioals.  Blacksburg:  of  Winthrop  College.  Uock  Hill. 


August,  1921. 
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k 


Daily  Precipitation  for  Augrust,   1921. 


.'^tiitioiis 


k 


Drainage- 
basins. 


Day  of  month. 


5   1   6 


1 
10  I   11      12 


18      19 


20 


23 


25 


!      I 

29      30      31    !     ,o 


Enxlerii  Portion. 

llendalellll 

lackviUellll 

Bowman 

Charleston  **• 

ChiM-awllll  

Conivay  |||| 

Darlinston  nil 

Etlinshani  |||| 

Fersriison  |||| 

Florence  Hill 

Florence  2  lill 

Qarnett 


Georgetown  . . 
KinK.streellll  . 
Orangehurg  1. 
Orangeburg  2. 
Paris  Island... 


Pinopolis  .. 
Klniini  |||l. .. 
Society  Hill 
Snnnnerville 

Yeuiassoelllj. 


.Savannah  . 

Edisto 

do 

Coast 

Pee  Dee 

VVaccamaw 


Pee  Dee 

Lynches ... 

Santee 

Pee  Dee 

do 

Sav.innah  . 


Coast . . 
Black.. 
K<listo  . 
....do. 
Coast . . 


Wfylfii,   I'liiiuiii. 

Aiken 

Anderson 

Bate.sbnrgljlj 

BiHirsllll 

Calhoun  Fiills  ||||  ... 

Camden  III! 

Catawba  nil 

Chiippellsllll 

Cleiiison  CciIN'ife 

Columbia  *♦♦  

Due  \>"est 

Kdgclicl.l  nil 

(JiistonShoiilslllJ.... 
f.'reenville  •*'.... 
(ircenwood  |||| 

Heath  Spring 

K.Tshaw  ,111 

Landrinn 

Laurens  |||| 

Liberty 

Liltle  Mountain 

Monetta 

NewluMrv 

peizeriiii ;::; 

Saluda 


Cooper  

Santee 

Due  West.  .. 

Ashley 

Ashepoo 


.13 

3.11 

55 


.50 

T 

T 

.72 

.60 

2.00 


l.OOi 
T.  I 

.72 


,15|. 
85|....|  ..35 
59  ....  I  T, 

,25|....l... 
lOi 


...1.55 
.14  ... 
...    .54 
.05|  .26 
.55 


T.    1.68 

.7o'l.lO 
.09  .08 
1.04:  .02 
...  .14 
.60i 


.37  .. 


.50 

1.20, 
1.77  1.87    .98 

.3.  72i  .02'  .68 
1.43;  .21 


.09  ... 


.1.20   .201 


1.00  ....i 
.15'  .40! 
.30]   .19 


.671... 


1.80, 

1.08 

.08 

.20' 


.15 


.111 


T      .69 

.11 


3.60!  T 
2.  75  ... . 
05  ... . 


.60 


.30  . 


[1.2.51 


.15 


Sanluck 

Spartanburg  ||||.. . 
Trenton  . 
Wnlhalla  ..   ..;;;, 

Winnsborollll 

'VitithropColiege. 


Kdisto 

Savannah  . , 

Kdisto 

P.i'oad 

Savainiah  . . 

Wateree 

Catawba  . . . 

Saluda  

Savannah  . . 
Congaree  .. . 

Savannah  . . 
Savannali  . . 

liroad^, 

Saluda 

do 

Wateree 

I-ynches 

Uroad  

Saluda 

Savainiah  . . 

Saluda  

Kdisto i 

.Saluda i 

....do 

....do 


.61    .39 
.25 


.02    .1.5... 
.12    .29!... 


.33 

T. 
.2' 
.23 

.40 


.09    .02 

...I  .0- 


.63 


1..30 
08 


.  .59    .  1 

i.'48:'!! 
i.'oo;  t'. 


.37 


.09| 
.081 
.07, 
.19 
.25 


.301 


.10  1, 
73'  . 

.52j. 
.151. 
.19    . 


.1.51. 
.  46| 
.51i 
.09! 


.261  , 

.4r2, 

.04 


.01:  T 


...'1 
.30|. 
.34 
.10 


.65 

06' 

111. 
601. 


T.    , 

.031 


.60'....|».. 


.04  .. 

.  .50, . . 


.36 


.45}  . 
.6O1  . 
.Ill  . 
...,1. 


33! . 
301 1. 
19j. 

45   . 


001  .08... 


02|  .  23  . . . . 
051  .15!  -^'^ 


1.02 


.84  , 


1.46  , 


30]  .20,. 
1.001  .10il.25i. 
.1-5  1.2.51  .05^ 
.01    ..50l. 


Hroad 

do 

Kdisto 

Savannah  , 

Broad  

Catawba  . . 


T. 

.02  . 

.'22! 
.  691 . 
.34,. 

.481. 

.151 
...I    ...j  .6.5, 
.■50....      ... 

0-J,   .24|  .36 

.  .    I  .  2o|  .  06  . 

.  I'il.OO  .01 

.97i    .3.5;  .75  . 

..,j  T.  .02 

.15    .45:  .94 


.061 


05 


.29 
.15 


.  .50  . 


.40,. 

f  ■) 
T    1  T. 

1.50!.... 
.  051 . . . . 
.44].... 

T.  >_.. 
.051 


26  . 


.89 


.01 

.05 


.87, 


.251.031   .311  .15. 

...i      .101...       :....|     .05 

...  ....jl.04-   ...[1.12   .14j. 

...I....  ....!.. ..I   .09  ....  . 

...|...     ....|.... 11.06   .30. 

1         1  I         I        ^ 

..'....1  .34  ....I....!.    .   '. 

'  .40!  .25,  .201   .  12  . 

. . .  1  .70   .  25; ....  I  .101 

.63    ..52'  .25;  .  23'    . 

...I  .66    T.  1  ,02    .31    .01 


.  151  .  20  , 

.78'....!, 
T. 


T.     .031, 
.06   T. 
.25 
.05  . 


T.  ,  T.     .10 
.06:  .02 

....'....;    .45: 
.11    .78   T. 


.20 


T.  |. 
T.  !. 

".ia' 


AO  .... 


.1  .45....I.... 

.i,.42l....  .... 

.[....]    .26;.... 

.!  .18;  .10'.... 

.'  .701....'.... 

.;  .03   .48   .03 


.02 


.211  .27 
.  55i . . . . 


1.73  .. 
.40  .. 
.02  . . 


.  64 


.25. 


11.10, 


.  16|  .31 


.51  . 
'.'i2  '. 
".\5  '. 


..\  .21.... 

U\....'.... 
..    .171 

T.  ;.... 


.01     .19.... 

.,!...  I  .  .30 
04  .40|  .15 
30    .041.... 

...^.23,.... 

...1  .29...., 


1.18   T.  T.    . 

.  75|  .  60  . 

.22    .3I{  .07  . 

.15  .28;  .01  . 
221  .  03  . 


.22  . 
1.34  . 


.20 


.14 
1.20 


T.  ;l. 

'.'31    '. 
....  1. 


.60'  .05 

...I  .4.3'. 
.98...  |. 
.30  .16j. 
I 
.12  .151. 
.  10  ....  I . 
.15  .1.3i. 
.  12  2.  80, . 
.67    .01  . 

53  . . .     . 
20    .  15  . 


.C9i. 


.64 

T 


.25 


.13|  .07,  .151.41    .16 

.22,1.  O2I  .10 

..35    .241  .02,  .10    .01 


.  12  ... 
.  23  . . . 
.31       . 


.01 

'.'io 


.  50  . 
'.'.57  '. 


.30:    .11 
.01;    .. 


....j    .Oil  .,58 

..    I  T.      .831.08 

.18J  T.     T.  1... 

T      .r5  2..32l.. 
....|...    i...    1  .02 

.  47,  .  03,2.  50  ... . 


10  ... 

I 
..I  T. 


.45; 


T. 

T. 

.18 

.04:.... 

'.'6.5 

2 

25 

::::' 

.  17 

.06 

■ 

...'  .34;, 
.68;  .12  . 
...|  .12|. 

!l.22'. 


l.SR 
.13 


.07 


.10 

T. 

'.'62 

'.'51 

.12 

'.•64 

.O'. 


.11 

.33 
.15 


.15;, 


..I  ..50    .07    .60    .381  .02'  T. 


T.  '1.37 
2.00   .46 


.23 


. ..  1.05  ....j  .35;   . 
.•50   .40   .19;....  .. 

.05'....!.. 

. ..     .08    .21    .01  .. 


T. 
.25 


.90,. 


04i  .7: 


21 
01 
24 

.17, 
.14, 
21  , 


. 35 . . . 
.  44 . . . . 
10 ... 

2.  .04 

GO 


.32    .24:... 

■:t:37::- 

...'    .10:... 

■■■'^•■1 ; 

.io-....|....j 

.28....|....' 

.151".  02:'.'.'.. \'.'.'.'.' 
.03   T.  I...   '.... 

...':.... \  .30....i 

...  1  .  08  ....  I .... ' 
.01,  T.  !..._    .01 

"V#' 


■■•l 


.11 


T. 

T. 


1.08  .... 

,    '  .11 

T. 

..52   T. 

..    T. 

r. 

.45 

' 

r. 

.  0.5  . . . 

.03  ,, 

T. 

1.60    .01 

.07 

.  32  . .  . 

.  27 

.101  .03 
T.  I. 

T.  !..     !. 
.23,  .12! 


.18  .. 


4.55 
6.  02 
.5.70 
2.16 
3.  32 

2.41 
4.15 
8.14 

2.  33 
3.10 
5.6)5 

10.  03 
4.62 

3.  45 
3.69 
3.  80 

5.03 
4.66 

8.25 
7.31 
3.15 


4.  ,17 
2.32 
5.03 
2.82 
3.82 

1.21 
4.10 
3.28 

6.24 
3.  62 

6.42 
2.95 
3.  06 

3.77 
4.79 

1.46 
1,54 
5.79 
3.. 38 
2.29 

1,.57 
4,78 
3,38 
2.60 
3. 36 

3.40 
4.50 
3.40 
7.08 
2.  .39 
4.34 


rii.l'.^,.' I,;  otl, 7«''se  'iidicated.  observations  are  generally  made  late  m  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
•?j  t  M,  .  ■  .""  !  [''•.•iV'tnt'on  meii.sured  111  tlie  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  KeguUir  Weather  Bureau  station:  precipitation  is  for  the 
dA-mnn  perio.i,  nudnight  to  midnight.     ■  I'recipitiitiou  inclmled  in  the  next  following  measurement.  ifSeparate  dates  of  falls  not  recorded.    T.  'r.-iice.  oV  less  than  0,01    iiicli. 

COMPARATIVE  DATA  FOR  AUGUST. 


Year. 


Temperature. 

^ 

c 

1> 

s 
p. 

S 

3 

I'recipitation. 

aJ       I  0^-5*?    ■ 

2       g=-=o 


Average  nnm 

her  of 

^i 

days. 

._S  . 

~  ■  5 

^k. 

>) 

Il 

Zc 

5 

-~ 

c 

5.  - 

~ 

c 

1887.... 
1888..., 
1889.... 
18<(0.... 
1891... 
1892.... 
1893... 
1894.... 
1895... 
1896.... 
1897.... 
1898.... 
1899... 
1900.... 
1901... 
I902  ... 
1903.... 
1904.... 
1905... 


74.4 
77.1 
78.9 
79.5 
77.5 
77.9 
79.4 
80.4 
78.0 
78.7 
81.2 
.83.0 
78.6 
78.6 
80.6 
77.6 
77.9 


101 

102 

97 

96 

98 

96 

97 

102 

101 

105 

102 

99 

103 

106 

97 

104 

105 

102 

107 


6.54 
4.  ,53 
6,:?7 
4.  25 
8.79 
4.42 
12.45 
7.28 
7.95 
4.14 
.5.16 
9.81 
6.26 
2.  13 
9.01 
.5.07 
7.15 
8.47 
5.69 


sw. 
sw. 
ne. 


Temperature. 


Year. 


Precipitation. 


<£< 


sw, 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

sw. 

sw. 


1906 

80.  6 
79.4 
78.6 
78.  S 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.6 
78.5 
80.2 
78.5 

78.2 

78. S 

100 

101 

100 

104 

101 

104 

104 

109 

101 

102 

100 

102  : 

106 

113 

100 

102 

109 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914.... 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

Period 

60 

54 

49 

53 

60 

51 

54 

56 

56 

.52 

58 

49 

.52  i 

53 

56 

56  I 


6.  62 
5,41 
9.11 
4.  83 
6.00 

6.  05 
3.  69 
3.  76 
5.88 

7.  62 
3.27 

3.  23 
4,45 
5,08  ' 
8.08 

4.  14 

6.  ON 


Average  n  u  m  be  r 
<lays. 


17 

. 

13 

5 

11 

8 

12 

4 

12 

8 

15 

6 

8 

1,^ 

11 

9 

10 

5 

10 

6 

7 

4   1 

11 

6  1 

12 

11 

10 

7   : 

11 

7 

sw. 

sw, 

s, 

ne, 

no. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 


P 


f-    II 


!*'!■  'I 


w\ 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


August,  1921. 


Daily  Temperatures  for  Augrust,  1921. 


Stations. 


Kcfferii  Pnrlinii. 


Anpiiflale§§ 

Blaokvillf 

Bowman 

Charleston 

niierawS*  

Conway 


narlingtoiU''SV 
Forsnsnn  'S'sS  . . 
Florence  1   .. . 

Oarnett 

Oeorsetown  . . 
ICi  nasi  rep  . . .  . 


)  Maximum  . 
t  Minimum. . 
)  Maximum  . 
I  Minimum. . 
)  Maximum  . 
(  Minimum. . 
)  Maximum  . 
I  Minimum.. 
)  Maximum  . 

■  t  Minimum. . 
)  Maximum  . 

'  '  Minimum.. 

)  Maximum  . 

•  I  Minimum. . 
i  Maximum  . 

•  (  Minimum. . 
)  Maximum  . 

•  I  Minimum. . 
)  Maximum  . 

■  /  Minimum. . 
i  Maxinnnn  . 

•  (  .Minimum. . 
)  .Maximum  . 

■  )  Minimum. . 


OrausPl)urg  1 

Paris  Island^ 

.Sof^ety  UiU^ 

Summerville 

Yemassep 


S  Maximum  . 
(  Minimum. . 
\  Maximum  . 
(  Minimum. . 
\  .Maxinumi  . 
(  .Minimum. , 
\  Ma.Kimum  . 
(  .Minimum. , 
)  Maximum  , 
/  iMininnim. , 


W'fslfn}  r<iili(iii. 


Allien 

.Vu'lerson 

liatpsliurg 

ralhnun  Falls\\\V... 
CnmilenvN'S 

clpm-nn  CoIIprp  . . . 

Columbia 

Pup  West 

rireenville 

riroenwonil    

Heath  PininR 

Kershaw 

I.aniirnm 

Laurens>i^§ 

I-ilierty 

Liltle  Mountain  . .. . 

Monetta 

Newberry 

Saluila 

.'^antnel; 

Spartanlinrff 

Trenton 

Walhalla 

Winnsboro  sW 

Winlbrop  Colleffe  . . 


S  Maxinnnn  . 
(  Minimum.. 
)  Maxinnnn  . 
(  Mininnnn. , 
\  Maxinnnn  . 
(  Mininumi. , 
)  Maxinumi  . 
I  Mininunn. , 
\  .Maximnn'  . 
(  .Mininunn. , 


\  Maxinnnn  . 
(  .Minimum. . 
)  ;\iaximinn  . 
/  Minimum. . 
)  .Maximum  . 
I  Minimum. . 
)  .Maxunum  . 
(  Mininnnn. . 
)  .Maxinnnn  . 
I  .Minimum. . 

)  Maximum  . 
(  .Minimum. . 
J  .Maximum  . 
/  Minimum. . 
)  Maximum  . 

■  /  Minimum, . 
\  Maxinnnn  . 

■  (  Mininnnn. . 
)  Ma.xinunn  . 

•  /  .Minimum. . 

j  Ma.ximnm  . 

•  )  Minimum. . 
\  Maximum  . 

•  '  Minimum. . 
i  .Maximum  . 

■  '  Minimum. . 
S  Maximum  . 

•  )  Jlinimum. . 
)  Maximum  . 

•  '  Minimum. . 

\  Maxim\nn  . 

■  I  Minimum. . 
i  Maximum  . 

•  /  Minimum. . 
j  Maximum  . 

■  I  Mininumi. . 
]  Maximum  . 

•  '  Minimum. . 
^  Maximum  . 

■  I  Miiu'nnun. . 


102 

6K 
99 
73 
94 

80 

100 

75 

99 

751    76| 

I         1 
97     94j 

95i  941 

70]  78| 

9fli  96; 

75j  76i 


99 
■72| 
98 

7;! 

101 


S9     90 

70' 
89;     90 
68: 


85; 
8»i     91 


10      11 


93      90 


68  68 

88!  85 

72|  74 

Ss!  92 

65  67! 

85!     921     901     86  88' 

72:     69      76      72  70! 


l.T  1   16 


18      19     20     21 


871  90 

67  69 

83'  80 

70^  70 

85i  92 

68!  701 

89i  91 

70'  70 

86|  91 

72:  69 

85i  95 


91i 
72i 
90i     81 


90| 
0     08, 


41 

74l 


71      71 

84      88' 
71     70; 


97  95! 

72j  74! 

99  95l 

761  79l 

99  98! 

74!  771 

97 1  95 i 

75i  731 

9S,  94 


PS!  95' 

74|  75; 

9S1  97 

72'  75, 

99'  96 

741  73 

102,  100 

69  70 


95 
74I 
951 
79: 
94 1 
71 
95: 
76i 
95: 
74 


92 

84 

801  90 

68 

70 

71!  69 

96 

96 

92;  95 

74 

72 

72  i  73 

HO 

73 

88:  90 

65 

68 

681  72 

95 

87 

881  92 

71:  70 

72I  (59 

93  87 

90;  92 

73 

69 

71   69 

93     90      92' 


71  74: 

88  80; 

72;  70l 

83j  86! 

71  701 


92 

70! 
96]    91 


881     88 

72'     72! 


751 
90i 
70! 

90;     89 
73I 
92;     92|     90,     88 
70      68 


80 
69 
89 
67 
86 
761 
92! 
6»i 
86! 
69! 

86' 
691 
87  i 
67 
91 
70 
90 

68; 

91 
68 
89, 
69; 

89 
70 
92, 
(Wl 


72:     73, 

85     88'     90! 

67      69'     69 

85!     88 

li     70!     68 

87 

67 


8s! 
69: 
90' 
65! 
87 
78 
92^ 
70! 
89! 

69: 

90! 

70, 
90! 
67' 
94 
70, 
91 
69 
90; 
70: 

95; 

70; 

86r 

69' 

93: 

70! 

91 

72 

91' 

68, 

89 

69! 


91!  90 

721  70 

89  91 

67!  69 

91'  94 

71!  71 

92!  93 


91      92 


941     96 

75,     75 
93     88| 


89;     87 

70l     70 

88' 

68 

84 

74 

78 

67 

81 

65 


78 
64 
88,     90 


901  92i 

69!  671 

84;  89 

70i  67 

1 

92!  89 


69: 

761 


68 


'2 


951  92! 

70  7nj 

901  92; 

70:  66 


63:  fifii 

93;  sol 

68:  71 

93  91' 

72'  72, 


91;  S9i 
74!  72: 
93:    89 

721 


86j    89l    90  90:  88  87;  89; 

70;     69     70|  711  69|  691  70 

85i     9-2|     89'  81  89  82'  88 

70;  68  08,  69!  69 


95:     85      83;     86     901     97:     Hti;     88:     87; 
67:     681     67, 


69      69:     68|     701 


95     82,    89;    92!    91      90i     88,    88     91 


73     06     651     67 


641     66     67     67 


92; 
72 
86 
73, 
9li 
70 
91' 
67, 


93  93 
70 

95  95 

711  68 


97 
68, 
97; 
74 
100; 
71 
96, 
74: 
98; 
72, 


931 

75] 
91 
75! 
93| 
76l 
911 
"4; 
90: 


95'     92     91 


73 
100 

80 
102 

09 


94 

75, 
95' 

69, 
92, 
76; 
96, 
Tl; 
I 
91! 
74i 
92l 
73, 

'73,' 
931 
74 

97, 

72 


99 
70 

71 i  75[ 
97  93: 
65,     66, 


98 
7l! 
921 


97 

72: 


100,  100, 
73,     75! 


88| 
09 

88; 

^ 
71! 
S5| 
66: 
841 
70; 

89 
72 
86 
72 
86 
72 
75 
70 
89 
70 


81 [     901 
681     6S 


7Si 

701  70| 

781  85! 

67''  67 

72|  82! 

651  671 


88!     90 


88      86:  85 

67!     67i  67: 

89;  86: 

70l  72 

89;  83, 

68  69 

8Rl  SO, 

671  68' 


791     S3,     89:     86| 
69      68; 


85,  87 

65  67 

74|  88 

66|  68 

761  84 

64;  65 

831  91 


66 


88 

68 

90 

68 

91 

66'     661     64' 

87;     82j     851 

69  66,  681 
84|  91  89'  83| 
66      68      68,     671 


87  831 

69;  681 

90!  85, 

70!  671 

91  83 


81 
68 
82 
69 

801 
721  70! 
88  84, 
69  70 
8S;  75 
70;     68, 

I 
90,     72, 


89 


1     ?, 


90,     84 
70      62, 


85 
70 
85 
69 
901 ... . 

721  69 

SO  89 

69'  70 

88i  92 

62  67 

86  92 

66  68| 

89;  90: 

691  69, 

85:  90; 

65!  65 

88;  92, 

68 1  09 

921  91! 

67,  79 


87  85 

68  671 

89  89 

68  691 

. . . !  90! . 

69  67! 
92:  89! 
67:  65; 
92,  84j 
68J  69, 

89'  82; 

67  68l 


871  88, 

661  68 

88  90 

71,  72 

85:  89 

68,  69 

84,  85 

68:  69 

88l  88 

68;  70 


87 
69 

89  90 

70l  71 

88  89 

70!  70 


851  85 

69  69 
85'  88 

70  70 


87;    sm  75' 

69;     66  fi3 

'*1  80 

6fi;  66: 

79'  73' 

64,  64 
■4! 


88'     88,     85      8,1 


70'  70 
84      93 

70|  68 
86;  88 
631     63! 

88!  87! 
70 
87; 
68 


631     62; 


85  86 

68  64 

88,  78 

70!  721 
87; 
67, 


82 

74 

67 

63 

81 

72 

69 

60 

78 

74 

65 

62 

73 

70 

64 

61 

71 

87 

64 

65 

79 

71 

0     63 


6' 
84 
65 
89 
71 
85 
67 
82 
72      68 


94 

67! 
98| 
76! 
94: 
69l     65 


95  87 
70!  73 
871  8, 
761  63' 
851  79 
65 


28     29 


Mean. 


8)1     8,5; 


97      88 


83;    82 


701     73      68j     66 

95!     801     8!      ~ 

701     711     7.5|     64  i 

93     891     85!     SO; 

70, 

97| 

69 


701  67  66| 
86!  8=,  72 
65,     68      62 


65 
81 
61 

83 
68 
90 

58! 
83' 
60j 

831 
58' 
81! 
68 
83 
61 
86, 
671 
85 
60, 
82: 
62! 

8I; 
63' 
95' 
70 
82; 
59 
841 
65, 
85 
65 


83 
65 
Snl 
60 
74 
64, 
83 
63 


82  84 

62!  64 

87l  90 

60  62 

84  86 
71! 

85;  96 

65  70 

861  90 

691  69 


82  85'  92 

69  661  67 

80I  85!  89 

6li  65!  69 

84  80,  95 

60,  61 ;  62 

78  881  92 

62;  68  62 

80;  so!  92 

Oi  70 


61 


91      95     96 


61 1     681     69 


79 

62| 
82, 
64! 


82!     88  93; 

69i     651  67; 

89     911  01! 

69l    741  751 

84i     93;  93! 

69!  731 


63|  68, 

76;  88l    93!    92 

00!     61'  71 1     691 

82;     78.  881     91 

59      621  68! 


■A 
90, 

69!    691 


82  811 

62  63, 

7R!  77' 

65i  61  i 


88      92 


0      651     63, 


68  68, 

891  90' 

6S!  681 

...I  93, 

69!  70 


87; 

67| 
90      891     87 


65  64 

90,  88, 

691  69 

9nl  86 

68  6R 


90; 
68: 
91, 

67; 

901 

67; 
90 
67! 
87; 
66' 
91 
69 
91 
60, 


89  88 

69'  69 

92,  92 

71  69 
94  93 

72  71 
91 ;  92 
70|  72 


93  94 

63:  65 

<)21  94 
72 
91  j 

69  70 

89  92 
73, ,  71 

90  91 
68  70 


891 
691 
92i 
68 

9n| 

751 
92| 
68' 
88' 


85,  76: 

69;  65; 

86!  S61 

68  66, 


87;     90;     94 


70, 


89'  851 

67|  65; 

791  72 

65;  64, 


•I 
69; 
85 
70, 
93!. 

691     72 
95i     94 
701 
90, 
69 


931  94 

72:  72 

.  ..1  97 

72;  72 
92 

701  06 

97,  92 

71  64 


90, 
69; 
92| 
69, 
87 
69 
89 
72 
90; 
70, 


69  671 

79  71 
65  62 
78,  70, 
73:  64 

80  68 
63  62 


881 
67 
.85' 
70, 
871 
661 

or 

65, 
92 1 
66 


92 

70, 

91 1 

70; 

93! 

671 

9S!. 

72, 

94, 

68, 


05, 
701 


95  831 

62  67, 

95  851 

72  73i 

95,  K2| 

69  711 

891  77 

71 :  69 

93I  82 

72  68 


95 
70 
86 
70 
81 
68 
82 
70 
79 
691     65 


8'i|  82 

641  •''•'' 

73,  811 

64,  63 


59,     59 


80 
60: 
85 
60! 
82' 
56 
78, 
63i 
751  f^"l 
631     63 


81 
68 
84 
67 

891     85 


79 
60 

8O! 
62; 

6n| 

fill 
60 


89  9'2j  93 

66'  69' 

85'  93;  96 

Cfii  69; 

S3:  93!  98 

65  78j  80 

HIV  93  9-'^l 

63;  63  64i 


84l    91:  94; 

651     65!  671 

8R,     92,  941 

or!  ■  72;  74 

89  93l 

69, 


791  '"^ 
58  56 


70 
S9l  92 
68l  72 
881  901 
6S:  701 


64 1  691 
93  961 


93,  97, 
73 
99 


.59;  65 


751  80  84 

03 1  60  62 

77i  82  80 

65!  65:  60 

76;  85;  85; 

(-.21  no 

83:  82 

64 1  59 
81 


821  80 
611  "f' 
801 

61 
85' 


80 

64;  59 


62 
73 
67 
75 

631 
73: 
64, 
78, 
64, 


82 
00, 
83 

05; 

84' 
65 
81 
63 
83 
59, 


81  81 

58!  60 

80  74 

58  6.= 

75 


581  62 


80  80, 
6I!  61, 
81 1  78; 
61 
81 


65!  68 
861  93 


64 

901 
661  68 
87   91 


72 

94 

74:  70: 

92  921 


85 
65 
86 
67  66 

78  87' 


651  65 

90:  05 

69,  70 

93  96 

68,  70 
97!. 

67l  67 

90  93 

66  65 

95i  98 

66!  69 


,59:     58;     f,5 

S3  721 . . 
.59,  -59  64|  651  68 
85  83  82,  85;  92 
5' 


60,    59 


671    69, 


89.5 
68.7 
90.7 
66.  5 
87.2 
74.4 
90.2 
66.9 
88.6 
69.7 

"87.7 
'■68.1 
88.1 
69.4 
89.0 
69.  4 
90.  9 
69. 9 
90.5 
70. 2 
90.  5 
70.4 


Reference  letters  (».  ''.  e).  appearing  in  the  table  inrlicate  number  of  days  missing:  for  example,  ''  represents  two  days  missing,  etc. 
iiW  Instrnmpnts  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 

CHARLES  F.  MARVIN,  Chief. 
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CLIMATOLOGICAL    DATA. 


SOUTH   Cfll^OIiirJfl  SECTIOJM. 

RICHAKD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXIV.      CoLUMBi.^,  S.  C,  September,  1921.  No.  9. 


GENERAL  SUMMARY. 

The  month  was  the  wannest  Septemher  of  record.  Preci- 
pitation was  somewhat  holow  normal,  on  the  whole.  However, 
the  di.«trilnition  of  rainfall  was  very  uneven,  and,  over  the 
greater  portion  of  tlie  Section,  the  monthly  amounts  were  de- 
cidedly helow  normal. 

Deterioration  of  the  cotton  crop  continued,  incident  to 
prolonged  hot  weather,  lack  of  moisture,  and  ravages  of  the 
hojl  weevil,  wliich  were  especially  injurious  to  the  voungercrop 
in  northern  counties.  The  expected  crop  was  practically  picked 
in  the  southern  and  central  counties,  and  the  crop  wasall  open 
to  the  extreme  northern  horder  districts  at  the  close  of  the 
month.  Corn  was  heing  harvested  in  the  central  counties  at 
the  close  of  the  month,  hut,  l)ecause  of  prolonged  hot.  dry 
weather,  the  yield  was  below  the  earlier  expectations.  Hay 
liarvesting  progressed  under  favorat)le  conditions,  and  large 
quantities  of  forage  were  secured.  Field  and  garden  vegetables 
deteriorated  steadily,  except  in  iiortions  of  the  middle  coast 
di-<trict,  where  rainfall  was  adequate.  Syruj)  making  was  well 
under  way,  with  generally  satisfactory  yields.  .).  v.  .i. 


tions.  Over  a  small  area  of  llie  middle  coastal  plain  and  over 
the  upper  Piedmont,  the  amounts  ranged  from  4.00  inches  to 
over  7.50  inches,  while  over  large  areas  of  the  central  and 
northeastern  portions,  the  amounts  ranged  downward  to  less 
than  0.50  inch.  The  greatest  local  monthly  amount  was  7.54 
inches  at  Clemson  College,  Oconee  County;  "least  local  monthly 
amount,  0.41  inch  at  Conway,  Horry  County.  The  greatest 
24-hour  rainfall  at  any  station  was  3.30  inches  at  Clemson  Col- 

ilege  on  the  27th.      The  nund^er  of  rainy  days  was  14  per  cent 

':  below  normal. 

Deathf!  hi/  Liglitning.  — M  Chester,  Chester  County,  George 

McCullough,  a  negro,   in   his  home,  S  miles  from  Chester,  the 
night  of  .September  20. 

At  Jonesville,  September  25,   the   11-year  old  daughter  of 

Mr.   and    ^Trs.    Luther   Davis.      .A    younger    sister    was   badly 

shocked. 

Near  Hickory  Grove,  York  County,  William    \.  liamsey. 

\vhi!e  iiauling  iiay  in  his  field,  September  2(). 

Light  hail  occurred  at  Clemson  College,  Oconee  County,  on 

tlie  21st,  at  Greenville  on  the  ISth,  at  Liberty,  Pickens  County. 

on  tile  27th  and  3)th,  at  Newberry,  Newberry  County,  on   the 

15th,  and  at  Walhnlla.  Oconee  County,  on  tlie  2r)th. 


PRESSURE. 

'I'iie  mean  sea-level  pressure,  determined  from  reports  of  9 
n'gidar  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  ;50.05  inches.  Tlie  highest  pressure  in  the  region  cov- 
ered by  reports  was  30. 2H  inches  at  (^olund)ia,  S  C,  on  the 
20th;  the  lowest  pressure  was  29  SI  inches  at  Oharloite.  N.  C, 
on  the  30th.  and  in  the  Section  proper,  29.fi2  inches  at  Char- 
leston and  Columbia  on  tlie  Hth,  and  at  Greenville  on  the  30th. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
■>r}  miles.  riic  highest  average  was  S.I  miles  ))er  houi  at 
Savannah,  Ga.,  and  in  the  Section  proper,  7.9  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  3.0  miles  per 
hour  at  Charlotte,  N.  C..  and  in  the  Seetion  proper,  4.S  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-niinu1e 
pei-iod  was4(i  miles  per  hour  from  the  northwest,  at  (;reenville 
on  the  21st. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
j.orls  of  41  .stations,  .was  80.0°,  or  5.8°  above  the  normal 
The  highe.st  teniperature  wfs  104°  at  Florence,  No.  ],  Florence 
County,  on  tlie  4th.  The  lowest  temperature  was  57°  at  Dar- 
lington. Darlington  County,  on  the  24th.  The  monthly  mean 
temperature  was  the  highest  on  record  for -September,  breaking 
the  previous  record,  that  of  1911,  by  1.1°.  Daily  mean  tem- 
peratures were  from  3°  to  12°  above  normal  throughout  the 
imnth.  Intense  heat  Avas  practically  continuous,  with  but 
two  short  periofls  of  relatively  moderate  temperatur(^ 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  84%:  noon,  54%;  8  p.m..  72%. 
The  highest  percentages  occurred  over  the  extreme  eastern  and 
extreme  northwestern  counties,  and  the  lowest,  in  the  west- 
central  interior. 

PRECIPITATION. 

The   average   for    the   Section,    52  stations  reporting,   was 

3.42  inches,  or  0.5!  inch  below  normal.      Rainfall  occurred  in 

three  fairly  well  defined   periods  over  the  western  portion,  but 

.  wa"  more  or  les-;  intermittent  over  the  central  and  eastern  por- 


SUNSHINE    AND    CLOUDINESS. 

^  I'iie  average  monthly  sunshine,  determiii((l  from  il  anto- 
nialie  records,  was  278  2  hours,  or  75%  of  the  possible  amount. 
The  average  number  of  clear  days  was  19;  partly  elondy.  S 
and  cloudy.  3,  as  apainst  noi-irals  of  15,  9.  am" 
spectively. 


(i   (lavs.   !■(>- 


RIVER  CONDITIONS. 

Local  heavy  showers  over  the  upf)er  watersheds  were 
lowed  by  moderate  rises  in  the  Broad  and  Saluda  Kiverson 
2Sth  and_29th,  and  in  the  .Santee  on  the  30fh.  Otherwise 
various  rivers  were  low  throughout  the  month. 

MISCELLANEOUS   DATA   FOR  SEPTEMBER,    1P31. 
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T    Pre.'ipitation  is  less  than  0.01  inch  of  rain  or  melted  snow.  __  

EKRATA. 
Ai  ocsT.  1921  .-Salu.la  :    Greatest  precipitation  in  24  hours,  page  30,  should  be  0.91  inch. 


September,  1921. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SKCTlOiN 


I 


Daily 

Precipitation  fo 

r  September, 

1921. 

Drainage- 
basins. 

Day  o(  month 

Slalioiis. 

I 

2       S        4        5    1    6 

8 

9 

10 

11 

12 

,3 

14      15 

16      17 

IS 

I'J 

20J21 

22 

23 

24 

25     26 

27 

28 

29 

30 

31         = 

Knstt'ni  Ptirtioii. 

Alleiiiiali'lill 

liUn-lcvillellll 

j 

i 



....1.      . 

.20 

.60 

1      0.  SO 

f\n 

li 

T. 
T. 



.... 

... 

_ 

T. 

36 

".H\ 

.16 
.90 

.  ..;   0.31 

I'liarleston  *" 

(Joast 

l.:« 

....!-... 

S8 

T. 

.12 

.80 

....1     5.19 

(■■■■ 

T. 

T. 

31 

.78 

....1     1.24 

(Conway  illl 

Waccamaw  .. . 

.05 

....|.... 

.28 

.  77 
.  75 
.13 
.06 

T. 
.20 

'.'30 

T. 

.08 



.... 

'.'27 

.12 
.35 

'.'22 

i.'34 



....  i ... . 
j 





...J.... 

.13 
.38 

0.41 

T. 

1 
...      .12 

i     1.01 

Lynches 

.Santee 

.... 

.41 

' 

1 

T. 

T.  1  .10 

....|.... 

.;:;l.'." 
I 

'1 

....!      l.fil 

(■"iTgllSOIl    1  1 

.... 

....].... 

""1"" 

i.62 

.04 

'.'.'.'. 

.... 
.... 
.... 

:::. 

1.  15 
....      0. 45 

.lo 

1 1 

45 

....  3. 22 



....'1.70 

....j  ..38 
....!  .04 

'.'33 

0.  K.i 

( iariif  tt 

Savannah    . 

.07'...:..,.|...|... 

...|,...  ....t....L... 

■;25,::::  ■:::!:;::!:::: 

1                 --lix            ; 

...  .| ... . 

1     2.  10 

( 'oast 

lihu'U... 

Kili.sto 

.10 

Coast 

Cooper  

Saulee 

Due  West 

Ashley 

..8 

.... 
... 

.... 

i 

1     4.0X 

KiHGTstl't'i'  llij 

j 

_   i 

.... 




'."05 

.... 

.'56 

.... 

.'26 
.... 

.... 

.i('i 

.75 

..,.;  .09 

1.23  ... 

:: " 

'  ok 



.... 



0.  45 

1     2.67 

1.(10 

') -augHbiirg  1 

Orangeburg  2 

'.'bo 

.42 

'.'65 

2.10 

— 1 , . .  .1 — 

.64 

j 

;:;:!'.'io 

.2S!.... 

']05l!'.'' 

; 

52 

.73    .40 

i.2ni.n2 

.22  1.63 

.15,  .25 

.08  1.20 

.16]  .80 

2.43,1.33 

.  sn, . . . . 

.36    .09 

.10 

.... 

.60 

l.-n 

I'iiiniidlis   

KiMiiiii  nil 

s,>cioiv  llili  Illl        .   . 

j 

.37 

4.81 
0.4S 

'.':«:  .'201... 

"  '. 

1. 

..!.... 

.... 

— 

1 

■■•■!•••' 



.... 

1.27 
.87 

1, 
.!.   il.95 
2.  .30  .... 

.  29  . . . 

.11 

.08 

0.80 
':"!     .5.19 
....'     3.11 

Siiiiinii'rviil^' 

...  2.  05,  .  5«> 

.  70    .  nc, 


1 

\i'f!'ll'n,     I'alUilll. 

AilifU 

.\iiilpr.';()n 

B slHirgllll 

lilairsllll 

Calhoiiii  Kails  Illl 

Caiiiflt'Ti  illl 

r;ila\\lia  nil    

i-liai.pHlls||ll 

( 'lomsDii  Colit'j^e 

Columbia"*  

K.listo  

Savannah  

Kdislo 

Uroad 

Savannah  .. .-. 

Wateren 

Cataw  iia.  ..... 

Saluda 

Savannah  .... 
Congaree 

Savannah    . . , 

Sa vannah  .... 

Broad  

Sahida   

,-.-1-' 

Wateren 

Lvnches 

Uroad 

Saluda 

Savannah 

.Siilnda   ,..- 
Kdi>lo.. 

Saluila 

do 

do 

liioad 

do 

...    1 

.    ..  1.20,    .. 
...      .05  1.4K 

. . . .  j- . .  - 

.mi.... 
....1  .53 

.  22  . . .-. 

....1  .30 
".m".'.. 



.... 

... 

'.'ci:::. 

;:::-:i6 

..  ..  ...  . 

■''';;:: 

.53;  .02 
'.'.'.' \  .05 

i 
1 

i.'23 

'.'47 
.05 

3 .  2h 
'.'.        -•■2(1 

' . . . . 

....!........''..■- 

...    ;    .10;     ...:     ... 

...   :....|....    .19 
....I....J.27.... 

...     ....1.12.... 

.05    .45; .25 

1    .10  1.00 

....,  .84!  .04    .711 

.11    .09 

'.'64 

.'ii 
1.02 

.0-2 

....  .... 

!!!/ '.04 

1 

f. ''.'.'.[ 

. .  . ,  .40 

i     .. 

" 

... 



! 

—  i. . . 
.22... 

....:    T. 

.41 

1.82 

•s'.so 

.Ofi 

.87 
.10 
1.S2 

2.14 
1 .  55 

.  22  . . . 
.22 

.  10  . . . . 
.18  ... 
.  62  . . . 
.18.... 

::'■  r 

.40|.... 
.  09  . . . . 

.04 

. 28  . . . 

.02 
.09 

'.'io 

3.  :iii 

1.^2 
'.'...       2.25 

7.  •">4 

Hue  \Ve.-;t 

i'Mg.'(i,.i,i!:ii 

(iasloii  wjioalslll! 

lirpcnvillp     **• 

(Iri'i'nwood  Ijil 

T.  :  . .    r. 

.M  ::'  :.t::'i:::: 

.    .. 

T.  1  .SO 
..    ;I.(i2 
..5fi|  .04 

OK'  .  l(i 

l.'3fi 
T 
.10 

.  1 1  :i.  00 

.20i  .45 
T.  1    .09 
1.05  1.05 
....  1.12 

.  10  1.71 

'.'80 
.18 

'.'38 

— 1 — 

.69 

'.'12 
.12 

'■••13 

3.  97 

4.  Ml 
6.49 

....      H-  I-' 

2.  05 

K'T.'iliaw  .III 

1 1 

; 

.34 

.01 
1.09 

.07 

1  ■>-, 

.'.'..".'..     '.'k2 
. .       ...     1 . 29 

.09 

1.401. CO.... 

i.'20 '....  '.'3.5 

.40! 

.09,    

.50 

.28    .30    T. 
1.40! 

.Ofi 
.26 
.45 

.10 
.03 
.45 

'.'30 

1 .  92 

I.iiuilruui    

I/aurens|lll 

......... 

1  . 

::::  .ci.... 

'90 

.       .... 

.... 

.0.5!.... 
...   i  .29 
.2.5I.... 



1 

97 

.  77 

.24    .20 

.54  ... 

(1.  (■4 

'      3. 2S 

l.iliprty 

I.illln  Moiuilaiu 

.Moui'dii 

Ni'n  Iwcrv 

I'-Uerllll 

•^ahiila 

'^Hiituck 

...    1  Ho     ... 

.iy>  ...... 

T 

;;    ;;;;;; 

.'.'.'  .':'!!  ,..', 
T 



...! 30    T. 

t.  :::;;';i5!:::: 

'9    ..        4-2 

....T.I r,2 

■*'  ■■■! 

27i     10      ■'«■'  10 

.02 
.05 

.  30. . . . . 
.'43    .'49 

..  :  T. 

... 
.... 

T.  |.... 

1 
't.' ''..'.'. 
1.20  .... 

1.... 

.2(1 
.02 
1.95 
.02 
.40 

1    74 

1.10    .20 

2.  .58  1.75 
.601    .61 

...    1I.6S 
.421.82 
.90  1.23 

CJ  1    07 



.... 
.... 

.... 
.... 

1..50 

.15 
.31 
.10 

... 
.32 

H 

.-.  (17 

6,  -Js 

"  ■ '  1  ii!  .57" 

:...s  11.46 

5. 3(1 

7.0(1 

::'.';!•:::!■:::!::::. ^^ 

..1  T 
T.   2.30 

.03... 

1.72 
1   09 

.28 
T 

i.40'  .10....    T. 

.66 •■  .11 

2.20!  .0.^    .30    .41 

4.11' 

TriMium 

K.listo 

•Savantuih 

.  3.S    ...... 

T.     T.  

.34    .04  .... 

i 

.2fi    '...   !....'  T.    ... 

.Ofi .10: 32  1.00 

....1     1. '^o 

Wfllhalla    . 

...   1  .21    T 12 

'>  Oh 

7.43 

Wiunslioro  |||| 

Broai) 

•'Si 

.02    .20 

01^ 

04 .05 111.  !fi 

1  en  1   7"^     r^ 

.12 

'VintlirdiiCdllegi' 

Catawba i 

A'\         Jl 

.23 

! 

.11 

5.31 

1    1    .    .           1        1 

Kxcept  as  otherwise  indi<-ated.  observation-  are  .a-enerally  made  late  in  the  afternoon,  near  siniset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  iniie 
ob.servation.  1|||  Prcciiiitalion  mcji-rn-Mcl  in  C  .■  nKuninpr:  n  mount  then  recorded  is  for  tlie  preceding  24  hours.  ***  Keeidar  Weather  Hm-eaii  >ta(ion:  i>recipitation  is  U\y  I 
24-hom-  period,  midnight  to  midnight.     *  I'lccinitation  inclniled  in  the  next  following  measin-ement.  ttSHparate  dates  of  falls  not  recorde.l.    T.  Trace,  or  less  tlian  O.nl    im 

COMPARATIVE  DATA  FOB  SEPTEMBER. 


•I'e 

mperatnre 

I'reciphaliini.  i 

^ 

X 

1-=-?    -i 

= 

a; 

•i 

ti 

tc.t:  5  j.| 

i 

61 

1  !'■  _  =  1 

c 

%^^.z\ 

■rrc:  cl 

A  verllg^^   n  n  m  he  r  of 
da.v-. 


s  ° 


1887.... 
1888 . . . . 
I'fW... 
1890... 
1S91 . . . . 
1892... 
1893... 
189).... 
l.Sfti... 
1896.... 
1>*97.... 
1898.... 
1899... 
1900.... 
1901.... 
1902... 
1903.... 
1904.... 
19a>.... 


72.  2 
69.  6 
72.1 
72.9 
74.3 
72.5 
74.7 
7.5.0 
76.9 
75.0 
73.3 
76.  0 
72.8 
77.1 
73.1 
72.1 
72.7 
75.8 


101 

93 

98 

98 

i>2 

93 

98 

100 

106 

105 

100 

96 

102 

100 

98 

98 

100 

101 

98 


34 

31 

40 

49 

,50 

40  I 

4fi  I 

52  I 

35  1 

39 

42  j 

48  I 

34  I 

45 

46 

43 

41 

44 

49 


1.  12 
9.  86 

3.  34 
7.84 

2.  66 
6.41 
4.42 
fi.  51 
1.29 
2. 94 
2.91 
4.06 

2.  .55 
2.83 

4.  fifi 
3.74 

3.  62 
2.  46 
1.91 


5 

ne 

.T 

ne. 

6 

ne. 

,S 

ne. 

rt 

ne. 

3 

ne. 

7 

ne. 

■It' 

mperature. 

l'ri"ci|iitiition. 

.Average   n  n  in 
dav.^. 

,er  <,f 

M  -l 

^■|■ar. 

E 

Q." 
O 

"a    l^izi 

a;          a:  ''■  _  = 

>          >  -JO  ._ 

•J, 

Partly 
eloiuiy. 

3 

"t^ 

1906 

78.0 

98 

55 

4.  So                 9 

10 

12 

s 

lie. 

1907 

76.0 
72.4 

99 
94 

45 
40 

5. 91                9 
2. 86                4 

13 

15 

11 

fi 
fi 

>v. 

1908 

PP. 

1909 

72.0 

98 

39 

3.74                7 

13 

9 

s 

ne. 

1910 

75.8 

103 

4(1 

3.  10                7 

15 

12 

3 

ne 

1911 

78.  9 

100 

.50 

3. 33                8 

l:! 

13 

4 

s\v 

191" 

77.7 

109 

17 

,5,91               11 

10 

7 

13 

e. 

1913 

71.7 
71.3 

99 
lul 

|o 
43, 

4.  Ofi                9 
3.  fi3                7 

14 
14 

9 

0 

ne. 

1914 

ne. 

1915 

75.  9 

102 

43 

2.38 

1(1 

s 

(1 

ne. 

1916 

72.  2 

99 

35 

2.  ,56                7 

17 

8 

■^ 

ne. 

1917 

71.2 

98 

40 

.5.75              10 

12 

8 

10 

ne. 

191S 

69.  8 

96 

36 

3.  S7                7 

18 

5 

1 

ne. 

1919 

74.1 

99 

-15 

0.  97 

22 

(1 

ne. 

1920 

75.  5 

100 

4(1 

5. 42                7 

16 

S 

(1 

pp. 

1921 

S.OO 

U14 

r}i 

3. 42                (1 

19 

s 

■■' 

su  . 

Period 

74.2 

109 

31 

3. 93                7 

15 

9 

6 

ne. 

*Also  e.  and  s. 


36 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


September.  1921. 


Stations. 


I'jislern  Pnrliint. 


AUeniliilfS^* 

Blaokville 

Bowman 

(;haile.«ton 

(.'herawsVS 

I  '<)  1 1  \v  a  y 

Darlington  W 

Pergnson  S\\\ 

H"li)rt»nce  1    

(Jarnett 

(tPoikoIou  n 

Kingsl  n'l^ 

Oraiigf'burg  1 

Paris  Islan'lW.  ... 

.^oi'ii>i.v  llill\'i\'i 

Sinnnu'ivill^* 

^■nnlasspp  


)  Maximum  . 
I  Minimum.. 
\  Maximum  . 
(  Jlinimum. . 
S  Maximum  . 
(  Minimum. . 
*  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum. . 
)  Maximum  . 
'  NFinimiim.. 

J  Maximum  . 

■  /  Minimum. . 
j  Maximum  . 

■  \  Minimum. . 
j  Maximum  . 

■  (  Minimum. . 
)  Maximum  . 

•  /  Minimum. . 
)  .Maximum  . 

•  (  Minimum. . 
j  Maximum  . 

■  I  .Minimum. . 

\  .Maxinuim  . 

•  I  .Minimum. , 
)  Maximum  . 

■  \  Minimmn. , 
j  .Maximum  , 

■  I  Minininm. . 
)  Maximum  . 

■  )  .Minimum. . 
)  Maxinnun  . 

'  /  .Mininnnu   . 


W'eflmi  I'dilioii 


AiU.Mi 

.Xnilnrscni 

liillHSlKUg 

('allionn  Tali.s'J's^. 
Ciunili'nS^ 


('l.-iiiion  Ciilli'gp 

Columbia 

Duo  Wost 

liri'HUvillo 

'IllMMIWOOl]     

Ilpatli  Spring  . , . 

IC^rsliau  

I,;niilrnin 

I.anri'ns'S'S 

I.il.Hlt.V 


l.iUlo  .\Ii)nnlain 

-Niouptla 

N'ewlitM'ry 

.^iilu.la 

Si\ntncl; 

Spartanliurg  . . . 

'li-Hnron 

Wallialla 

Winn.shoro's^sV. . 
Wnitlinip  Collpgp 


\  .Maxinunn 
}  Minimum. 
S  .Maximum 
(  Mininnnu. 
\  .Ma.\iuujni 
/  .Miuinuun. 
\  Ma.Kinnun 
)  .Minimum. 
)  MaxinuLu- 
/  Minimum. 

\  Maxinunn 
'  .Mininnnn. 
)  .Niaximuni 
/  .Miniuunn. 
\  .Maxinunn 
I  .Mininnnu. 
\  .Maxinunn 
I  .Miuiuuuu. 
\  .Maxinunn 
I  .Minimum. 

)  Maximum 
(  Minimum. 
j  .Maxinunn 
)  .Mininnnu. 
)  -Maxinnnr 
'  .Mininnnn. 
S  Maxinnnu 
/  .Minimnm 
\  MHxiunnn 
'  .Mininnnn. 

)  Maxinnmi 
'  Minimum. 
j  Maximum 
'  Minimum. 
(  Ma  xinnnn 
'  Mi  nimum. 
\  \\.\  \iinum 
'  .Mininnnn. 
(  Maximum 
'  .Minimum. 

\  NtMximnm 
'  .Minimum. 
\  Maxinmni 
'  Mininnnn. 
t  Maximum 
/  Minimum, 
j  Maximum 
'  Minimnm. 
(  >Iaxininm 
'  ^iininnlm. 


Daily  Temperatures  for  September,   1921. 


94 

72  j 
99 

m 

<M 

74 
100 
72 
99 
73 

97 
70 
91) 
69 
WXi 
73j 
99 

72; 

101; 

721 
100! 


97, 

7ll 
9sl 
7:i; 

m> 

71 
9fii 
73; 
9fi 
72, 


10      11   I   12  j    13 


14   !    1.' 


17  1  IS  1   19  I  20  I  21      22 


100 
72 
96 
68 
i)0 

101 

^^! 

70| 

looj 

721 
95] 

7(1: 

lOOl 
72' 

??! 

lOOJ 
69| 
981 

70! 

94 

70 
99! 
741 
97, 

"1; 

94; 
69. 
96: 
69 


98;  98 

74;  68 

97!  lUl 

68  70 

93  93 

77j  76 

99  102 

G9!  69 

96;  99 


I 


1001  loo: 

70 
99 
71 


731  'o 


lOOl  101 
70;  7.3 
94;  97 
69;  70 
99i  104 
73'  73 


70l 
99| 
70 
98 
78! 
I02i 
69 


96     92 

73      71 


981     91 
72!     71 


90  95 

69!  68  6' 

90  8.5  84 

73I  75, 

96;  95-  98i 

01  67'  67' 

90i  8S,  89 

73  73  69 


S8i     89 

74 

95 
68 
93 
6 


99  101;    98i 

71 1  70'     70i 

91,  92     94I 

71  i  70      68 

97;  102  102 

74;  72      72; 

101    lOOi   100'  100  H'Oi, 

70      69,     72i  74      72, 

97'  inOI  1(0'  101  100. 

74|     .73;     75!  73'     72! 

97i     99'     99,  100     fis 

70'     71!     72.  69      69 

■  I 

96     99'     98;  97      96! 

69      69      72;  71      6I1; 

100    lOO'  lOOi  100  100; 

75'  77      75j 

9;'  100    97; 

70!  70      70, 

98'  99     97; 

73      71 


95'  89  92- 
70;  70,  68! 
94'    90:     93! 


70! 


71 


94;     90 
73      71 

■"I 


69 
95' 
69 

i(,o    94: 


89      89 
3 


95| 
67 
93 
62! 
92| 
73 
951 
65 
94I 
65; 


70 
97!  87' 
69;  71 
99  89 
70  71 


94 

70, 
9s 


951 
69' 
91; 
63, 
96 
70 
94j  95; 
68  67! 
92;  93| 
67'  69 
92'  95; 
67  i  661 


69  66 

91 

64 


93  95 

67| 


,12  92 

62  64 


93  94 

70 


97; 
68' 
97 1 


90  98 

69  67 

93;  94 

66  72 

91!  86 

75j  76' 

97]  98' 

68  69! 

95;  93 

70,  69 

i 

98!  96 

G9i  68 

94;  94 

651  63 


96! 

68 
93! 

70i 
95; 


93;  85 

76;  76 

97  93 

6-'  67 

91;  86 


67;  74;  68 


96; 
69, 
93I 
fill 


93;  91 

72  i  68 

92;  94 

62;  66 


99'  98i  100;  98  90 


71: 


92,  94 

68'  67 


65  63; 
951 
65) 
93 


1)9! 
97;  97' 
65;  63; 


71' 

74 

95; 

98; 

70: 

70! 

97; 

97 

"•i; 

71 

96 

98! 

70 

69' 

73 

97:  98 
70  72 


93  89  91] 
70!  fi"!  i'i\ 
97;  89  90; 


73; 
98! 


96 
72 
96 


97; 


73! 
98 

98!  101 
68  69 


99'  OS  I 

72  74 1 

91'  1  0] 

68  67; 


98  99 
7)   72 
96  94 
72 
97 
75 
9S 
67 


96; 
71| 

73  70! 

99   94; 

77   75; 
97  951 

68   (i8 


92  9! 
70   7u 


93 
65 
91 
74' 
94; 
68; 
90 
67 
^13, 
65 


921  91; 

68;  63; 

9ol  92' 

69,  65, 

92;  94; 

74;  72;  72 

891  89;  92; 

65;  65i  69' 

90|  901  9-^1 
69; 


62| 

90| 
63 
95 


"i; 
97; 

66, 

96}  93;  97' 

70;  70i  67, 

94'  94  94, 

62;  65  62; 


9ll  92 
66( 

94!  92 

65  68 


97;  93!  96' 
63;  65,  62 
92,  92I  951 


72,  73; 
91!  94! 
691  69; 


93;  93  93l 


88  89  92;  93 

72  72  70'  70 

90  9u; 

76;  69 

90,  89 


85 
71 

89 

60; 
90; 
67  i 


93; 
6^;  64 


8ill  91 

71I  70 

85;  90 

70!  70' 

87;  sn; 


6Si  65; 
92  95 


70i 
92 
65; 


62 


68;  67 
95]  94 
65   64 


92  j 
691 

92; 

70I 


74 
Ull 
70 
97 

74i 

95!  90 
69;  70 

; 

96;  93 

68'  70 

98  9) 

741  '0 

89|  90 

67  68 

95  95 

73  74 

98!  95 
69 


71! 


23  I  24  25  26  27  !  28  29  30 


31   Mean 


921  95 

65!  6' 
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70 
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(i8  65 
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67 
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90 
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67;       66 
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69 
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69 
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91  j 
70' 
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65 
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70 
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61 
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69 
91 

70 
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63 
97 

9! 
67 
93 
66 

94 

70 
95 
68 
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92 
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.59 

88 
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90 

90 
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62 

61 

89 

90 
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63 
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66 
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90 
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Refprnncp  IPttPrs  (»,  •',  «).  appparing  in  the  table  imlioatp  number  of  days  missing:  for  example.  ''  represents  two  days  missing,  ete. 
|(Vn  Tnstnnnpntsnre  rpad  in  tlie  morning:  the  maximinn  tpmppratnrp  tbpn  read  is  ebargpd  to  the  preepding  day.  on  whiph  it  almost  always  oppurs. 
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RICHARD  H.  SULIilVAN.  Meteorologist. 


Vol.  XXIV.       Coi.uMBi.^,  S.  C,  October,  1921 


No.  10. 


GENERAL.  SUMMARIT. 

October  averaged  somewhat  cooler  than  usual.  Precipita- 
tion was  much  below  normal,  with  a  marked  drought  between 
tlie  first  and  last  few  days  of  the  month. 

The  rains  of  the  early  part  of  the  month  were  followed  by 
prolonged  drought,  and  plowing  and  fall  seeding  were  sus- 
pended in  extensive  areas  until  the  closing  days,  wlien  copious 
to  heavy  rains  in  the  northern  counties  materially  improved 
plowing  conditions.  Winter  cereal  seeding  proceeded  only 
slowly,  and  germination  was  unsatisfactory  on  account  of  lack 
of  moisture.  Late  field  and  garden  vegetables  were  badly 
parched  during  the  dry  weather.  The  harvests  of  corn,  pea- 
nuts, sweet  potatoes,  white  potatoes,  and  hay  were  practically 
finished  l)y  the  end  of  the  month,  and  but  little  cotton  re- 
mained in  the  fields.  Cane  sirup  of  good  quality  was  being 
made  during  the  month. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.04  inches.  The  highest  pressure  was  80.64  inches 
at  Asheville,  N.  C,  on  the  14th,  and  in  the  Section  proper, 
30.54  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
was  '29.80  inches  at  .Asheville,  N.  C,  on  the  31st,  and  in  the 
Section  proper,  29.(54  inches  at  Columbia  and  Greenville  on  the 
same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
],ortH  of  39  stations,  was  62.P>°,  or  1.0°  lielow  tiie  normal. 
The  highest  temperature  was  90°  at  Darlington  on  the  2d  and 
11th  and  at  Florence  No.  1  on  the  Uth,  17th,  and  19th.  The 
warm  periods  were  from  the  1st  to  the  3d,  from  the  IGth  to  the 
19th  and  during  the  last  week.  The  lowest  temperature  was 
27°  at  Santuck,  Union  County,  on  the  14th.  The  cool  periods  i 
were  between  the  4th  and  9th,  from  the  12th  to  the  1.5th,  and 
on  the  20th  and  21st.  Light  frosts  were  general  throughout 
the  Section  on  the  9th.  Heavy  to  killing  frosts  occurred  in  the 
Piedmont  and  in  sections  of  the  central  counties  on  the  9th, 
and  again  on  the  14th.  i 

i 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  77%:  noon,  49%  ;  8  p.  m.,  62% . 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  northern  interior. 


the  upper  Piedmont  and  the  upper  Santee  basin,  the  monthly 
amounts  ranged  below  3  inches,  and  downward  to  less  than  1 
inch  in  an  extensive  area  of  the  lower  Piedmont  and  upper 
coastal  plain.  Tiie  greatest  local  monthly  amount  was  4.44 
inches  at  Landrum,  Spartanburg  County ;  least  local  monthly 
amount,  0.20  inch  at  Trenton,  Edgefield  County.  The  greatest 
24-hour  amount  at  any  station  was  2.38  inches  at  Pelzer,  An- 
derson County,  oTi  the  30th-31st.  The  average  number  of 
rainy  days  was  20%  below  normal. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  \\fis 
8.1  miles.  The  highest  average  velocity  was  ll.S  miles  per 
hour  at  Ciiarleston  and  Savannah;  the  lowest  average  was  6.0 
miles  per  h«uu-  at  Charlotte,  N.  C,  and  in  the  Section  proper, 
7.0  miles  per  hour  at  Colund)ia.  'i'he  highest  velocity  for  any 
5-niinute  period  was  43  miles  per  hour  from  the  northeast  at 
'Charleston  and  Savannah  on  the  26th. 


SUNSHINE    AND    CLOUDINESS. 

'I'he  average  monthly  sunshine,  determinc-d  from  9  auto- 
matic records,  was  252.7  hours,  or  72%  of  the  possible  amount. 
The  average  nundier  of  clenr  days  was  21;  partly  cloudy.  4. 
and  cloudy.  6,  as  against  norTi^als  of  IS,  (>,  and  7  <lnys.  re- 
spectively. 

RIVER  CONDITIONS. 

The  .Santee  River  was  at  or  near  flood  stages  at  Rimini  and 
Ferguson  during  the  first  few  days  of  the  month.  The  ])ro- 
longed  dry  weather  during  the  moTith  was  attended  by  unusu- 
ally low  stages  in  all  the  rivers  of  tlie  Section,  and  man.A  power 
plants  were  forced  to  suspend  or  reduce  operations  on  account 
of  lack  of  sufficient  water.  The  acute  situation  was  materially 
relieved  by  copious  rains  up-State  at  the  close  of  tlie  month. 


MISCELLANEOUS    PHENOMENA  (dates). 

FroAts,  l-illiiif/. — Number  of  stations  reporting:  9th.  5; 
Uth,  6. 

Hdlo.^— Lidurr:  Charleston.  14  ;  Due  West,  14;  Walhalla. 
7.  Solar:  Due  West,  2.7,8,  11;  Greenville.  2,7.  15;  Lib- 
erty, 2 

r//i//)(^6'/-.<r^o/7».s-.— Ciiarleston,  3,  20;  Due  West,  30;  Garnett. 
20;  Greenville,  30;  Liberty,  3;  Santuck,  3.  31. 

Foff,  Dcitxp. — Due  West.  3!  ;  Garnett.  U» ;  Cireenville,  31  ; 
Kingstree,  19;  Paris  Island,  19. 


MISCELLANEOUS  DATA  FOR  OCTOBER,  1P31. 


PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
1.79  inches,  or  1.23  inches  below  the  normal.  The  rainfall 
was  fairly  well  distributed  and  was  confined  principally  to  the 
first  and  last  few  days  of  the  month.     Excepting  small  areas  of 
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CUmatoloeical  Data  for  October,  1921. 


R.  B.  Vance. 

Mrs.  I).  B.  Saiiilers. 

15.  O.  Evans. 

V.  .S.  Weatlier  Bureau. 

Rolauil  D.  Powe. 
I'aul  Quatllebauni. 
1).  (;.  MoCall. 
Win.  B.Gillespie. 
Henry  C.  .Savage. 

II.K.CJilbert. 

IVe  Dee  Experiment  Sta. 

Mailer  B.  Kobert. 

A.  P.  Ha/.ard. 

\V.  H.  Matthews. 

(\S.  Fisheries  Stiiticin. 
State  A.  and  M.  College. 
I'.  S.  Marine  Cori>s. 
.Miss  E.  P.  Kavenel. 

Boykin  R.  Cantey. 
E.D.  Fields,  Jr. 
E.  P.  Lawton. 
„e.       \V.  0.  Hntsoii. 


Fraiil<  B.  Mc("oy. 
II.  H.  Russell. 
K..I.  Hite. 
.I.N.  Owens. 
T,.  M .  I'arker. 

Henry  A.  Brown. 
liiniHs  v..  Faris. 
(George  V.  Clamp. 
Prof.  F.  II.  ll.CiillKinn. 
f   .S.  Weather  Bureau. 

V.  S.  W  B.  Aerological  Sta. 

.1.  .\.  ToWUMMlll. 

S.  C.  T.t.,  Power  *  Ky.  Co. 
v.  S.  Weather  Biuhbu. 
M.  M.Callioun. 

.1.  Marvin  Bowers, 
.lohn  W.  Haniel. 
H.  Hartwell  Wilds.  n.D..*. 
Perry  A.  Simpson, 
.lohn  T.  Boggs. 

.1.  M.Sease,  M.  D. 
.lo.seph  M.  .lohnson. 
Warren  G.  Peterson, 
oshua  Y..lones. 
Mrs.  F.  V.  .I.Maxwell. 

E.  \V..leter. 

F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson 
W.  P.  (iooilman. 


.eports  are  used  in 

days  missing,  etc. 

means  are  com- 


ERBATA,  SEPTEMBEB,  1921. 

Liberty. -Mean  temperature,  page  M.  should  be  78.6.        Monetta --Highest  temperature,  page  U.  should  be  99  on  t3. 


October,  1921. 
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Daily  Precipitation  for  Octol)er,   19S1. 


Drainage- 
basins. 

Day  of  month. 
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S 

Enateri)  Piyrtion. 
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1 
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.30 

'.'67 
.03 
.30 
.09 
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.10 
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.... 

T. 
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T. 

T. 
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1.70 
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Pee  Dee 

1.18 
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Pee  Dee 

Lynches 

Santee 

Pee  Dee 

do 

.03 

.■55 
.27 
.34 

.05 

KM 

.... 

.... 

.... 

.23 

.02 

.10 

.61 

2.62 

.08   .12 
.111  T. 
.1.5   .02 
05'    ">»■ 

0.63 

T. 

.12 

T. 

T. 

.40 
1.06 

.90 

1.15 

13 

1.06 

1 

1.76 

Florence  I II 

1 

1 

T. 

1.65 

Florence  2||  j 

.28 
13 

97 

2.  40 

Garnett 

Savannah 

Coast 

Black  

.30 

.04 

'.'ie 

1    15 

.01 

.03 
T. 

.13 

.65 
.25 

18 

2.  40 

.51 

T. 

T. 

T. 

.20 

1..3K 

Kingstreellll    .. 

W 

.70 

i.'io 

'.'20 
08 

.09 

.09;     1.49 

Orangeburg  1 

Edisto 

L07 

.15 
.13 

.84 
11 

.  38i     2.  44 

Orangeburg  2 

do 

.85 

.10 

.15 

.70 

.30!     1.64 

Paris  l.sland. .     .. 

Coast 

.10 

.70 

.11 

.19 
.12 
.15 

.20 

.10     2.90 
.20     0.96 

Pinopolis  

.20 

.... 

.10 

.25 
.25 

.10 

Rimini  III! 

Society  Mill  |||| 

Santee 

Due  West 

.(;o 

.04 

.30 

.... 

....1.98 

3.  52 
0.98 

■?.-f 

.42 

V5 

.04 
.17 

.07 

T. 

.31 
T. 

.17 

..51      1.43 
.551     l.OO 

.25     0.87 

Venias.seellll 

.    ..     -«8 

\t'f)tleni   I'liiiiou. 
Aiken 

Edisto 

.07 

.48 

An<ier.son 

Savannah  

Edisto 

.10 

.40 

" 

1.27    .20|     1-97 

Batcslmrgllll 



T. 

.181   .I2I     0.30 

Blairsllll 

Broad 

Savannah  

.2fi 

....j  .25 
.  92      . 

.08 

.lOi  .32 
1.76.... 

1.01 

(Jalhoun  Falls  l||| 

*" 

T. 
04 

2.68 

Camden  i||| 

Waterpp 

.08 

35 

03 

04 

1.00 
1  00 

1..54 

<;alawba  |||| \  Catawba 

— 

. . . . 
'.'■is 

'tV 

..55 

17 

.05 

T. 

.05 

.10 
.10 

.12 

1.49 

•  'happens  nil 1  Sahida 

.11'  .05 

.54 

..50....i     0.83 

<'lenison  College. . .     . 
Columbia  •*•  

Due  West 

Savannah  

Congaree 

Savannah  

Savainiah 

Broad 

SaUiiia 

do 

.56' 

■''1 
.06. 

::;: 

;.'r 

T 

.... 

'.'62 

T 

05 

.15 

1.75 
.22 

.73 
.60 
1.76 
.83 
.73 

.98 

i     2.  .31 
.06     0.45 

.05      1.93 

Kdgetieldlllj 

18 

.  .   .  . 

■ 

.051     1.1« 

Oaston  Shoals  11 1| 

.18    .05 

'.'61 

... 

.... 

•■•• 

.04 
.04 

.88     2.91 

Oreenville     •♦• 

(irepiiwoo<l  nil 

.10   .421... 

..:■  .  42, . . . . 

■     30          i 

.... 

i 

T. 

.98 

.12     2.56 
1  91      2.36 

Reatli  Spring 

Wateree 

.20'     1.48 

KiTshaw  ,111 

Lynches 

Broail 

. .     ,  .    !  .  34I 

::: 

."^8      0.92 

Lamlruin 

T.    1.17 

.(Ifi:    .43: 

1 

9  n 

1.161     4.44 

Laurens  |||| 

Sahida 

Savannah  

Saluda  

ImUsIo 

Saluda 

do 

do 

•>fil 

■•••; 

t. 

.48 
T. 

1.22 
1.95 

.80 
.39 
.  .55 
2.34 
..55 

.68 
1.88 
.15 

^:^? 

.60 

1.35     3.W 

Liberty 

T.    1.40, 

1 

T. 

.... 

.... 

... 

T 

.20     3.  .5,5 

Little  ^rountain 



T.  1 

.16      0.96 

.Moiietta 

.03'  T.     T. 

1 

■  i 

.17      0..59 

Newberry 

Pelzerllll ! 

.Saluda 

T. 

...A 
T.  i 

T.  j 
T. 

.  05, 
.46' 
.  15' 

.'.58' 

. . .  i 
1 

■  ■  ■  •  1 

■  • .  1 

T. 
T. 

:::; 

. . . .  1 

....1 




1 

T. 

... 

'::;! 

'.'29,:::  ::; ' 

18 

... 

'>■>      1.11 
.04      3.42 
.05      0.93 

Santuck  

Broad 

do 

.19!... 
.28;  .27 

.05...    1 

I 

! 

T.| 

....| 

.02 
.04 
T. 

'f. 

.04 

ft!) 

.36;     1.28 

Spartanburg  |||| 

1 

....|....j 

— 

'^ 

•■•■i [■'■■ 

1.20     3.67 

Trenlon 

Edisto 

.Savannah 

i 

I 

. . . .  i 

■    ! 

1 

1 

T.       0.20 

Walhalla  ..     . 

00' 

■AA           I 

—  1 

.  03  . . . . 

'.'.'.'.\ 

1 

\ 

1 

1 

....! 

■•■■1 

.... 

:::: 

....!... 

.01 

20     3.02 

Wiiinsborollll 

Broad  

Catawba 

OK 

,      t   9q;      1 

67;    1.61 

'Vinthrop  College 

.03' 

.04! 

.05 

1 

■'! 

■ 

::::' 

.62 

1.38 

Except  as  otherwise  in<iicated,  ob.servalions  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  lime  of 
ob.serviition.  ||l|  Piecii)iiation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hmirs.  ***  Regular  Weather  Bureau  ■'talion:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  I'reeiiiitation  included  in  the  next  following  measurement.  JtSenarate  diites  of  falls  not  rei'orde.l.    T    Trace,  or  less  than  0  "1    inch. 

COMPAKATIVE  DATA  FOR  OCTOBEK. 


Temperature. 

Precipitation. 

A  vera  ge  n  n  in 
days. 

ber  of 

Prevailing 
wind   direc- 
tion. 

Year. 

Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

be  i 

Year. 

1 

01 

iS 

9 
0 

s 
J. 

si 

5 

0, 

1 

K 

I 

2 

s 

9 

£^.5  2 
•<.5-  c 

1 

So 

■"  "  c 

J887.. 

61.4 
59.3 
60.8 
63.0 
60.  2 
63.  8 
<i4.4 
64.2 
61.3 
61.3 
65.8 
62.9 
64.2 
67.6 
62.4 
63. 2 
62.0 
62.4 
64.2 

91 

88 
88 
90 
92 
89 
90 
98 
95 
91 
96 
90 
91 
95 
92 
95 
93 
98 
93 

.30 
31 
27 
22 
28 
27 
25 
33 
28 
28 
.35 
28 
34 
33 
29 
30 
25 
26 
29 

5.% 

4.18 
1.65 
4.06 

1.  63 
0.60 
4.92 
4.95 
L15 
1.41 
3.  23 
3.  82 
5.00 
3.65 
0.89 
4.40 

2.  (13 
1.10 
1.97 

8 
3 

n.         j 

sw. 

n. 

1906 

61. 9 
61.2 
62. 0 
61.2 
60.5 
67.  5 
6.5.0 
62.  5 
64.7 
67.0 
64.0 
59.3 
67.3 
73.7 
64.1 
02.  6 

6.3.6 

90 
91 
89 
90 

100 
99 
94 
95 
92 
93 
92 
90 
93 

101 
92 
90 

101 

24 

28 
35 
27 
22 
37 
32 
28 
26 
27 
31 
22 
33 
44 
25 

22 

.3.69 
0.73 
4.22 
2  43 

7 
3 

6 

14 
19 
19 
23 
20 
12 
18 
19 
13 
18 
16 
23 
15 
13 
24 
21 

18 

6 

6 
5 
' 
9 
4 
6 

5 
8 
10 
4 
4 

6 

11 
5 
0 
3 
4 

10 
9 
6 

11 
6 
8 
3 
8 
8 
3 
6 

ne. 

1888 

1907  .     . 

ne. 

1889 

1908 

ne. 

1890 

1909 

ne. 

1891 

n  w .      ' 

ne. 

ne. 

ne. 

ne. 

ne. 

ne 

ne. 

ne. 

ne. 

ne. 

ne.       1 

;!e.   i 

ne.        i 

1910... 

4. 39                0 

5. 89               8 

ne. 

1892 

1911 

ne. 

1893 

5 
5 
3 
4 
5 
9 
6 
9 
3 

5 
3 
0 

18 
20 
20 
15 
14 
14 
14 
13 
22 
19 
18 
23 
15 

6 

8 
8 
8 

6 
5 
6 
5 

r> 

6 
5 
4 
8 
9 
9 
10 
11 
3 
7 

3 
10 

1912 

2.21 
3.  50 
3.44 
4.95 
2.  54 
l..iO 
3.75 
2.  53 
0  76 

5 

0 
8 
8 
5 
4 

• 

IIP. 

1894 

1913 

ne. 

189.5 

1914 

ne. 

1896 

1915 

ne. 

1897 

1916 

ne. 

1898 

1917 

s\v. 

1899 

1918 

ne. 

1900 

1919 

1901 

1920 

1902 

1921 

1.79                4 
3  02               .5 

ne 

1903 

Period .... 

1904 

1905 

40 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


October,  1921 


stations. 


F.nderii  rnrliaii. 


Allen<1ale %  .... 

Blackville 

Bowman 

Charleston 

cheraw'J'S 

Cuinvay 


Darlington  s\sS. . 
Ferguson  H  ■  •• 

Florence  1   

Oarnett 

OeorectoHn  . . . 
ICinestree  .. . . . 


OrangebuiK  1.. 
Paris  IsUinil\VA. 
Society  IlilUW. 
Snnimervilli'  . . 
^■pmassoo  


)  Maxinmm  . , 
(  .Miiiinium. . 
)  Ma.viminu  . 
(  .Minimum. . 
J  .Maximuin  . 

•  (  Minimum. . 
\  Maxiu\um  . 

■  (  .Minimum.. 
\  .Maximum  . 

•  I  Minimum. . 
\  .Maxinuim  . 

■  '  Minimum. . 

i  Maximum  . 

•  (  .Minimum.. 
\  .Maximum  . 

•  (  Nlinimum. . 
\  .Maxinnnn  . 

•  (  .Minimum.. 
\  Maximum  . 

■  /  Mininuim. . 
\  Maximum  . 

•  «  Mininumi. . 
\  .Maximum  . 

•  /  .Minimum. . 

)  Maxinnnn  . 

•  I  .Mininuun. . 
)  Maxinnnn  . 

■  /  Mininuun. 
J  Maxinnnn 

•  (  Minimum. 
)  Maxinnnn 

•  I  Mininuun. 
\  Maxinnnn 

•  I  Minimum. 


IIVn/cii;  fnilioii. 


Aiken 

Aivieison   

RiitesliuiK 

f'nilionn  Falls's^ 

Canwl.-nsW 


(•l,Mii''on  Ci.llede  ... 

Columbia 

Due  West 

lireenville 

Uli'enwooil    

Il-alli  SiniuK 

KiMsliaw 

I.aniliinn 

Lanri'UsW 

l.iln'II.V 

I,i(lli>  Monnttiin 

Monelta 

\.M\  linrry 

:-ialu.la  

Santnck 

Spartanhurg 

'I'liMifon 

Wallialla 

WinnsboroSVS 

Winllirop  Collefre  . 


Daily  Temperatures  for  October,  1921. 


1  M^  i  3 


5        6 


VI     13 


14      l.i     16      IT 


19     20 


21      22      23 


25     26     27  I  2.S 


29  i  30     31 


\  Maximum  . . 
I  .Mininuun. . . 
S  Maximum  . . 
)  .Minimum. . . 
*  .Maxinuim  . . 
(  .Miuinnnn. . . 
\  .Maxinnnn  . . 
/  Mininuun. . . 
\  Waxinuni  . . 
i  Miuinnnn. . , 

\  Maximum  . 

■  )  Minimum. .. 
\  i\iaxinunn  . 

•  /  Minimum. . 
S  .Maximum  . 

•  I  Minimum. . 
\  iNfaximuni  . 

■  (  .Minimum. . 
\  Ma.xinnun  . 

■  /  Miuinnnn. . 

)  Maximum  . 

■  (  .Minimum. . 
\  .Maxinnnn  . 

■  I  Mininuun. . 
\  .Maxinnnn  . 

•  '  .Mininuun. . 
\  Maxinnnn  . 

■  '  .Minimum. . 
\  Maximum  . 

•  '  Minimum.. 

S  Maximum  . 

•  }  Minimum. . 
\  -Maximum  . 

•  '  .Minimum. . 
)  Maximum  . 

■  '  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 
)  -Maximum  . 

•  '  Miuinnnn. , 

j  Maximum  . 

•  I  Minimum. . 
)  Maximum  . 

•  i  Mininnnn. . 
(  Maxinmm  . 

■  I  Minimum. . 
j  Maxinnnn  . 

•  '  Mininuun. . 
(  Maximum  . 

■  '  Minimum. . 


5S| 
7«i 
691 
K.5I 
59 
78! 

r,i| 

81 

61 

87 

63 

80 

62 

82 

69i 

78' 

621 

831 

62! 

8l| 
65i 
88 
74 
80 
55 
79 
66j 
81 
69 


771 

63; 

731 
.58^ 

'm 

'■?; 

5.S] 
81 
64  j 

80 

56 

75i 

.  I     65: 

.j      74: 

■I  60i 

■  71 

■  i  57 
.i  80 
•  |  59 

.1     89 

.|     69 

.1     SO 

61 

75 

54 

72j 
75 
56 

79 
58 
74 
61 
75 
60 
74 
59 
76 
62 

74 
59 
75 
65; 

76l 
55 

61 

79!, 
60;. 


80     80 


9n:  8' 

67'  63 

85!  82 

65  60 

8«1  82] 

59:  701 

88  '<8 

63i  691 

85i  87' 

65  67 

89S  88 

60!  "^^ 

86:  86 


60! 
84, 
67 


851  89 
59'  58 

88!  861 


40 
72 
37 
68 
49 
72 
39 
71 
43 

74I 

i\ 
37 
72 
43 
72 

'75 
56 
72 
43 

71 
40 

71 
50 

72i 
40i 


65 

701 

88 

881 

63 

69' 

81 

81 

63 

63 

73 

82 

5f 

!  '"* 

'60 

■■59 

79 

1  82 

54 

1  56 

82 

1  88 

64 

i  66 

1 

7V 

1  81 

5-. 

1  63 

8.= 

86 

6: 

68 

/ 

'1  82 

5- 

1  60 

72i  79 

551  62 

78  78 

551  62 


58 
85 
55 
74 
58 
70 
56 
74 
56 

82: 

55! 

731 

61! 

70' 

59, 

74I 

61;. 

Si! 

63] 

791 

COi 

76l 
56 

78' 
64! 
71 
44 

"4! 

61 
74 
60 


sol  681 

55  45] 

06  70 

50,  40 

'50  36 

63,  70 

48i  38 

69  73 
60; .... 

72!  67 

481  36 

681  701 

51!  43i 

fi5|  671 

49  42 

62  65: 

49  44: 

80  65! 

52:  41 

80  75; 

55  41! 

70  70j 
48l  41 
691  69 
49;  39 
651  66 
52i  41 


79 
41 
77 
36 
75 
54 
78 
39 
78 
41 

82 
39 
73 
3t; 
82 
42 
79 

"si 

46 
80 
36 

78 
40 
73 
52 
79 
40 
78 


581  60 
38|  40 

7S| 
40 
78 


38 


50] 


84  82 
51  48 

85  70 
46  43 


82!  89 
45 


33  44| 
74  83! 
35;  46l  49 


83  72 

381  53 

86l  72 

44!  60 

84j  70 

'ssl  "so 

47]  61 

82  79 
39 


85!  90 

481  51 

82l  81 

38;  52 

86;  90 


71  66 

50  39 

701  64 

53  37 


46!  35I 

S3!  751 


41 

4? 

45 

55 

71 

77 

80 

71 

40 

40 

14 

57 

37 

53 

56 

76 

84 

86 
51 

78 

85 

88 

6(1 

50 

48 

75 

83 

87 

32 

41 

45 

75 

83 

86 

37 

46 

48 

74 

81 

86 

49 

55 

60 

75 

83 

88 

40 

40 

51 

74 

89 

86 

37 

37 

52 

74 

83 

85 

36 

44 

52 

71 
40 

68 
45 
69 
42 

75!  68 
52  39: 

70  63j 
55  38 


72 
42 
76 
54 
66 
61 

42 
67 
56 

68 

47  j 
81 
48: 
66! 
52: 
701  701 


78  74;  66! 

59  55!  41 

86  80:  71 

661  55'  4n| 


54  40 

751  72| 

541  37 

701  70 

53  37 

71 1  69 

521  38 

83  68 

54  42 
71  69 


84 

86 

66 

69 

81 

84 

,55 

69 

72 

85 

57 

67 

71 

84 

52 

63 

85 

83 

.59 

54 

82 


62|  61!  44'  35 
83!  841  66,  69 


58  61 


40 


47 


48 

73 
39 

76 
44 
74 
43 
72 
44 
66 
44 

74 
45 
78 
42 

42 
72 
39 
73 
39 

73 

47 

42 
70 
42 

38 
76 
38 

75 
40 
75 
42 
75 
3 

45 

"46 


78  7(; 
.52  60 
64 
481  50 


49  48 

71 

461  351 

67   761 

63 

61 
49 
65 
46 
63 
44 
62 
45 
76 
53 


7f'!     77 
48j     35 


69 

56 
61 
45 
61 
55 
75'  65 
43j     48 


731     75 
46i    41 


79     76 
49i     57 


76 
40| 
741 
381 
83]  70I  76! 
491  40|  36 
78  70i  74 
42I  .55  34 
64  73 
45      48      32 


401     4f, 
79;     63 


521 


50  , 


80 
42 
80 
52 

'47 

80 
38 
83 
5' 

79 
44 
81 
51 
78 
47 
78 
48 
70 
44 

79 

36 
86 
4f 
80 
42 
1 

'  '35| 
79 1 
45 


79  6 

51  45 

68  5' 

44  41 


52 


49 
69 

40 
75 
52 

79 
41 
68 
51 
65 
43 
61 
45 
80 
45 

SO 
47 
72 
46 
70 
3f, 
64 
40 
72 
42 

75 

471 
80 
49 
76 

451 
75, 
471 
72: 
43 

64 
39 
75 
48 
73 
38 
67 
47 
74 
45 


57 

721 
55I 
78! 
511 

70i 

^^1 


61      53! 

681 


35      48 
68      71 


80 

5 

78 

50 

78 

63! 

81 

52 

81 

60 

82 
54 

801 

^ 

56! 
81 
62i 
81: 
60 

83: 

61 

80 
57 
80 
60 
80 
50 
82 
60 

go 

60 


48 


58 
70!     76 

48!    96 


42     34 


83 
52 

80 
46 

741 
611 
82 
511 
80] 
54! 
I 
82 
52; 
801 
49 
91) 
54 
82 
52 
80 
54 
851 
48, 

79i 
501 
79 
591 
051 
50' 
82 
541 
81 
45 


721  '3 

40l  39 

83  83 

471  46 

701  '''^ 

59:  51 

751  '" 


48  54;  52!  40 
79  831  73!  70 
52     59|     57     42 


75     72 
43i     48 


36     42 


88  . 

55! 

83' 

54 

90; 

591 

861 

Soi 
601 
841 
60  i 

84! 
,53 
85 
60 

80 
53| 

82| 
61 
S4 
58l 


54 


80 
35 

■91     soi     81 
'      39 

so 

391 

81" 


40l     35 

79l 
56! 


79 
45 
73 

591     39 

761  71 
56  42 
75      71 


87      841 
39     431 


82 

32. 
82; 


40      341     42     42 


74!     69 
541     39 


42,  64 

S4i  801 

47!  48 
82| 

46:  46 

841  84 


80  831     81 

50j  52|     49 
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Reforenoe  letters  («.  ".  c).  apnearin?  in  the  table  indicate  number  of  Hays  missing:  for  example,  "  represents  t^vo  .lays  missing,  etc. 
vW  Instruments  are  rea.l  in  thp  morning;  thf  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  .t  almost  ahvays  occurs. 
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CLIMATOLOGICAL    DATA 
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Vol.  XXIV.      Columbia,  S.  C,  November,  1921.  No.  11. 


GENERAIi  SUMMAKY. 

The  inonth  was  high  in  the  group  of  warm  Novembers, 
with  22  days  on  which  the  daily  mean  temperatures  ranged  5 
to  21  degrees  above  the  daily  normals.  Precipitation  averaged 
above  normal,  on  the  whole,  but  was  badly  distributed. 

Tlie  cumulative  soil  moisture  as  the  month  progressed  wa.s 
generallj'  favorable  fcir  plowing,  planting,  and  the  germination 
of  winter  cereals,  and  generally  excellent  stands  were  developed 
toward  the  close  of  the  month.  Heavy  to  killing  frosts  on  the 
1  Ith  and  13th  checked  growth,  but  tiie  mild,  open  breather 
later  in  the  month  was  favorable  for  wheat,  oats,  rye,  late  gar- 
dens, winter  truck,  and  pastures,  which  were  in  generally  good 
condition.  Molasses  making  was  practicallj-  finished  about  the 
22d,  and  the  fall  bean  harvest  in  the  trucking  districts  was 
completed  by  the  end  of  the  montii. 


amount,  1.11  inches  at  Pinopolis.  The  greatest  amount  in  any 
24  hours  was  3.68  inches  at  Edgefield  on  the  27th.  The  num- 
ber of  rainy  days  was  40%  above  normal. 

No  snowfall  was  reported  during  the  month. 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemon)eter  records,  was 
7.2  miles.  The  highest  average  velocity  was  11.1  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  8.7  miles 
per  hour  at  Charleston;  the  lowest  average  was  4.6  miles  per 
hour  at  Charlotte,  N.  C,  and  in  the  Section  proper.  5.6  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  44  miles  from  the  west  at  Savannah,  Ga.,  on  the 
28th,  and  in  the  Section  proper,  36  miles  per  hour  from  the 
west  at  Cireenville  on  the  same  date. 


PRESSURE.  j 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- ! 
tion,  was  30.10  inches.  The  higiiest  pressure  was  30. .51  inches; 
at  Asheville,  N.  C,  on  the  22d,  and  in  the  Section  proper,  | 
30.43  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
was  29.38  inches  at  Augusta,  Ga.,  on  the  1st,  and  in  the  Sec-' 
tion  proper,  29.49  inches  at  Greenville  on  the  same  date. 


SUNSHINE    AND    CI-OUDXNESS. 

'I'he  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  173.6  hours,  or  .56%  of  the  possible  aiiionnt. 
The  average  nundier  of  clear  days  was  13;  partly  cloudy.  (1, 
and  cloudy.  11,  as  against  nnm^als  of  17,  6,  nnd  7  ilnys,  re- 
spectively. 

RIVER  CONDITIONS. 

The  Santee  River  was  near  or  somewhat  above  flood  stages 
at  Rimini  and  Ferguson  during  the  first  week.  Otherwise,  tiie 
rivers  of  the  Section  were  relativelv  low  throughout  the  montli. 


TEMPERATURE. 

Tht*  moiithlv  mean  for  the  Section,  determined  from  re- 
],orts  of  41  stations,  was  56.9°,  or  3.0°  above  the  established 
normal.  Tlie  highest  temperature  was  86°  at  Florence  No.  1, 
Florence  County,  on  the  18th  and  19th,  and  at  Darlingtan  on 
the  19th.  The  warmest  periods  were  from  the  5th  to  the  10th 
and  between  the  14th  and  28th.  The  lowest  temperatm-e  was 
24°  at  Landrum  and  Santuckon  the  13th.  The  coldest  periods 
were  between  the  2d  and  4th  nnd  on  the  llth,  12th.  and  loth, 
when  freezing  temperatures  extended  to  near  the  southern  coast. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
rpgular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8a.m. .85%;  noon,  63%  ;  8  p.  m..  73% . 
The  greatest  percentages  occurred  on  the  middle  const  nnd  in 
the  middle  Savannah  drainage  basin,  and  the  lowest,  in  the 
central  and  northwestern  counties. 


MISCELLANEOUS   PHENOMENA  (dates). 

FroAts.  killiiu/. — Additional  nunilxT  of  stations  reporting: 
llth,  1  ;  13th,  22. 

7^7/7.— Walhnlla,  28. 

If(tl<is—]jiit<rr:  Charleston.  9,  13,  14;  Columbia,  7.  17; 
Due  West.  7;  Liberty.  16;  Walhalla,  7.  Snlar:  Columbia,  6. 
13:  Due  West.  (;.  7.  S.  10.  11.  13,  30;  Snntnek,  :5 ;  Walhalla. 
7,  24. 

Tln(iul('r.-^forni.^.  —  ]\o\\\ui\u.  14.  15,  1(5,  19,  20;  Charleston., 
27;  Columbia.  27;  Due  \\'est,  16;  C;arnett.25,  27,  Greenville 

9,  16.  19;  Libertv,  16,  P.t;  Saiituck,  17;  Summerville,  2il ; 
Walhalla,  28. 

Foff,  /)r'/^sY^— Cnlhom\  Falls,  15;  Camden,  11 ,  18 ;  Catawba, 

10,  17;  Cokunbia,  16,  17.  18,27.28;  Conway.  27;  Darlington, 
16;  Due  West,  15,  16,  18:  Greenville,  10,  17,  IS,  27;  Kings- 
tree,  15, 18,  22;  Li!>erty  IS,  27;  Monetta,  13,  17, ;  Paris  Island. 
7;  Pelzer,  15;  Santuck,  15,  18;  Spartanl>urg,  15;  Trenton,  9; 
Yema^see,  9. 


PRECIPITATION. 
The  average   for   the  Section,   52  stations  reporting,   was 
3.11    inches,  or  0.81  inch  above  normal.     There  were  fonr  pe- 
riods of  showers,   but  the  rainfall   was  more  abundant   in   the 
western  portion.     Precipitation  was  poorly  distributed.      AloTig 
the  northern  coast  and  in  the  middle-western  and  northwestern 
counties,  the  amounts  ranged  from  3  to  over  5  inches,  while  in  j 
ppctions  of  the  middle  Piedmont  arid   in  extensive  areas  of  the 
northern  and  southern  coastal  plains  the  measurements  ranged  \ 
downwnrd  to  If^^JS  than   2  inches.     The  greatest  local  monthly 
amount  was  5.61  inches  at  Clemson  College;  least  local  monthly! 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION, 


2Q0VEMBER,  1921. 


Climatological  Data  for  November,   1921. 
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1.15 

19 

32 

13 

31 

2.18 

-0.18 

0.,57 

t  5 

24 

13 

44 

3.47 

-^0.  87 

3.68 

tl8 

24 

13 

50 

3.11 

+0.81 

,3.68  , 

.   18  , 

1  ; 

14  ' 

0  J 

;   14 

9  i 

1 1      12 


r, 

10 
8 

6 
9 


2.61 

0 

6 

16 

2.  10 

0 

10 

9 

0.95 

0 

8 

11 

0.76 

0 

11 

2.  40 

0 

" 

15 

1.28 

0 

8 

9 

1.23 

0 

12 

12 
13 
12 


14 

14  i 

13 
13 
11 
1 
13 


11 

w. 

Frank  B.  McCoy. 

16 

e. 

II.  11.  Russell. 

7 

ne. 

K..I.  Ilite. 
.1.  N.  Owens. 

'■ 

e. 

I,.  M.Parker. 

13 

w. 

Henry  A.  Brown. 
.lames  C.  Faris. 
Ceorge  V.  Clamp. 

17 

sw. 

Prof.  F.  II.  H.Callioun 

11 

\T. 

V  S.  Weather  BureMU. 

w. 
s\v. 


0  I     8  I  13 
0  i     7  !  13 


0 

14 

s.       ! 

11  < 

10 

sw.    i 

14 

0 

se. 

'.8 

7 

s. 

8 

13 

s. 

5 

is' 

VI. 

6 

11 

ne. 

6 

12 

p«. 

5 

15 

nw. 

5 

12 

w. 

6 

n 

W.       i 

r.S.W  B.  Aerological  SIR. 
J.  A.  'rownsi-iid. 
S.  C.  l.t.,  Power  .«  Rv.  <o. 
r.  S.  Weather  Uineau. 
M.  ?.l.  Calhoun. 

.1.  Marvin  Bowers, 
.lohii  W.  llamel. 
K.  Hartwell  Wilds,  D.D.S. 
Perry  A.  Simpson, 
.lolin  T.  BoKRS. 

.1.  M.  Sea.se.  M.  P. 
.1oset>h  M.  .lohnson. 
YVarren  (i.  Peterson, 
.loshna  Y.  .lones. 
Mrs.  F.  v.. I.Maxwell. 

K.\V..leter. 
F.  P.  Robinson. 
Mrs.  S.  K.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson 
W.  P.Goodman. 


^termining  section  or  division  means.     Reference  letters  (a.  1'.  '').  appearing  ni  the  table  nidicattmnn.^^^^^^    '  .l^L"  .rAVI^r  .n^rVadin^i  of  the  drv  bulb:  means  are  com- 


r   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


November,  1921. 


CLIMATOLOGICAI.  DATA:    f^OHTH  CAtlPT.!N\\  STTTTON. 


4^ 


Daily  Precipitation  for  November,    1921. 


Stations. 

Drainage- 
basins. 

I 

Day  of  month 

. 

i 

2    i    a    1    4    ,    5    ;    6    ,    7 

1         1         1         1         1 

h 

j    9      10 

11 

12  1  13  j  14 

j  15 

16     17 

18 

19 

20 

21 

22  i  23 

1 

24  j  25  1  26     27 

1        1 

28 

29     30 

31   j    P 

Xnslein  Portion. 
Allendale  |||| 

Savaniiat) 

, 

1 

1 

1 

Blackvillellll 

Edisto 

.15 
.10 
.22 

1 

.15 
.16 

.80 

.84 
.30 
T 

.10 

......:.!..:. 

....12.50 
T.  i  .65 

'     56 

::::i:::: :::::;::, "4:54 

4Si                           •>  :>9 

Bowman 

do 

Coast 

.06 
T. 
T 
1.27 

• ' " 

.... 

.... 

1 

.08 
.76 

!.. 

32 

...   1     06 

.06 

.18 

Charleston  ***. 

.14 

i             OS 

1 

1     1   R-' 

(;heraw  II  || 

Pee  Dee 

Waccamaw  ... 

Pee  Dee    . .  . . 

•?s 

!. . . 

...  1  T 

".■•25 

.08 
.04 
.20 

.93 

T.  '  - 

T. 

1   jK 

('ouway  ill! 

y? 

.19   .05 
.06 

'  .05 

.62 
T. 

1   30 

'     3  91 

1 

. .   '  .10 

.12!.... 

.20 
.06 

... 
T. 

....  ....  '.'.'.'. 

....    .15 

'.'16: '.'51 

.92 
1.70 
•2.10 
1.20 
1.85 

.69 

.25 
1..55 
.52 

1 

Ellingliani  1 1|. . . 

Lynches 

Santee . 

.86 

.11 

.... 

.:::!.::. 

T. 

T. 

1  T. 

Ferifii.son   1 1 

.15 

1       19 

12 

.12 

.06 

!!!.'!' !!J  S.'ls 

....!....!    2. 50 
t     1  7'' 

Florence  1 1 1 

Pee  Dee 

do 

Savannah 

1.20 
.07 

.10 
.05 

Florence  2 1 1 

j  .2? 

Garnett. . . . 

.02 
T. 
'.'6;} 

.10 

.24 

1.77 
.19 
.OS 

"eo 

:il 

..     i  .31 

.04 

T. 
.35 
T. 

".'io 

.... 

1    ao 

in 

T. 



'     06 

.03i1.9S 
....2.35 

....  i..5n 

711 

fieor^otown 

(;oast 

Black 

Edisto 

do 

Coast 

'.'07 
.  1.5 

■:62;;:: 

.... 

.... 

.... 

.... 

.... 
T. 

.... 

... 

....i.... 

1 
....JT. 

....!  .33 
....'  .10 

1        ) 

...  1          T 

J  P,7 

Kins.stree||||    

Orangeburg  1 

Orangeburg  2 

Paris  Island 

....1 
.... 
.... 

.1.5 

....!....  .... 

.13....;.... 

'.''io 

.20 

.06 
T. 

:::: 

.:::!::::;..■. 

1 : 

•2.1.5 

2.40 

'     ■>.■>{) 

'                          1    10 

PInopolis  

Cooper  

Santet* 

.05 

.30 



....    .05 

1  1 1 

Khnini  |||| 

Society  Hill  l|!| 

Sinnmerville 

Yetnassee'in 

Wfylnn   t'firtioii. 

Aiken 

Aniier.ion .' 

Bati'sbnri;  |||| 

Hluirs  nil 

CRihouii  Kiiiisnii ....;; 

Ciimdon  i||l 

Catawba  nil 

clmppcllslin ...i 

clemsnii  Colli'ire. . .        i 
Columbia"*  

.12 

.  22 
.l.V 

.  20! 
.:15 

.ao 

} 



....;..   .1 

i    42 

'.'■23 

..5.3i 
... 

.\k 

'.'05 

I.. 50' 
T. 

'.'so 

.73 
.16 

.... 

1 

■r.  1 

iO;        '    40     in 

.'62 
'.'64; 

'.'io! 

j              '                                                fJh       0(5 

■*    T(l 

Pee  Dee 

Ashley 

A.shepoo 

ICdislo 

Savaniiali 

Edisto 

Bron.il 1 

Savannah  . . , .' 

Waterei' ' 

Cala\\'bH   j 

Sahidii  

.Sa\'Hnn»b  .... 
Coiigai'pr  .... 

.12 
.04 

T.  ■ 

.  w 

'.'09' 
.  20' 

.'o.i 
.0.5: 

.  :!.Si 
.  l;!i 

... 

. . . . 

i 
*  .'  .'  J 

•  ■■ 

.... 

.  .'lOi 
T. 

.27 
.  23 

.15 

..5S 
.06 
.29 
.  25. 

.'2(li 

.'ofij 

::;■! 

1 

■  ■  'i 

•■■i 
...j 

.... 

... 

.    .i 

...i 

....1  .09 

....;  .13 

1 

'  • 

....:  .39 
....j  .16 

!]!!''.' 04 

....:    .15 

::::^:^Si 

....j  .101 

. . . ;  . 35 
...  .Ill 

.'..  i;.';.'i  .04 
':i8;::::^;::: 

.  23| ....... . 

.  47;  .  06:  .  43 
.14,   .29.... 

.561 

l-SOj , 

.  79  ....  1  .06; 

.28|,..     .... 

.  851  .  05  . . . . 

■:i3!;:::'i^' 

..34 
.  52 



'.■■20 
.10 

'.'20 

.(«: 

'.0-2 

.... 

.'.'.'.I 

.... 

!!!!/.' 05 

..  .'.... 

;:::j;;:; 

! 
.. . . j. . .. 

....   1.401....' 

■22i  .'Jd 

....   .7o;i.-2n: 

....il.fioi  .43' 
....:  .67)  .■21 

....,1.4311.30' 

....'   .41;    .7.5 

....;'!'.     .  67 

....t    .6011.40: 

18    .55;  .65 

■   .30:    .KO' 

.90 

.  .,.(I.6h'  .34 

".oi)': 

. . . ' 

2.  -20 

1.67 

2.  .53 

.:'..'{....      3.66 

■'■...        2.  Pii 

'.:'..'...        3.7.5 

-J.  ('II 

...'...-      2.  ii5 

L  . .        3.  1 ; 

....;...    2.  (-6 

2.  .5S 

::::!;:::  s.oi 
....j....  2.47 

Due  West*** 

Kdgefiel.l  nil  

fia.«tonSh()als|i||. 
Creenville  •"  . 
Croenwond  |!i|  . . . 

H^ath  Spring  ... 

Kershaw  .lil 

Landrnm 

Ijiurens  l!|| 

Liberty  

Lillle  Mountain  . . 

Monetia 

Newlii'rry 

IVIzernil 

Saluda 

Santuck 

.Spartanburg  nil.. , 
Trenton  . . . 

Walhalla 

Winnshorollll 

^ViiitliropCoIlege. 


15 

'.'35I 

.9.3; 

.03 
.92 

.01] 

..36' 

.01 

is 

. . . . 

.  :i 

.15 

..5S 

24 

15 

.'69: 

1.01 

.... 

.'ff2 

'i'. 

..50 

111 

.47 

1 

.31 

03 

.  05' 

.  711 

.071 

.41 

is 

, .. 

....  1 

.0:; 

.  33 

'1'. 

;  .21; 

■  ■   1 

.19; 

.V2, 

.02 

10 

27; 

.23 

63 

.119 
.76  . 

.  O.s 

15 

..55 

1.40    T. 


.  07  . . .  ; . 
. . .  .  69  . 
T.     .:!2 


.07  T. 
.08  .... 
.27 

.h '.'.'.' 
.05  .0> 
.  03  . . .  . 


.031    .63  . 
.02,1.'23  . 

.85;  T.  :. 

.  661.06i. 

. . . :  .  ;'5  , 

...     .OS,. 


'1 

'1'.     'I' 

.  .30  . . . 

...    .  05 

16 


■22    'I'. 


. .     T.  i 

.  75 

.191....'.... 

.3.  03. 

1 

.90 

1.78 1.... 

.5. 2S 

.02    .'24 

.05 

.95-   .1.5-....I.... 

4.18 

.21    .04 

.44 

.09'....  ....'.... 

3.3s 

.•27 

.  SO  . . .     ...,'.... 

2.91 

-  .    2.00  . 

3.  39 
•^  67 

."45    t.    ■ 

.44 

.62           

4.  51 

. 15    .40  . 

1.S9 

.15    T. 

.  i5 

..50 

5. 05 

61 

.21 

3.4.S 

.> 

10 

.3* 

.... 

3. 55 

.05 

2.  96 

T.     .U 

44 

.42 

3.36 

. .    2 

40 



4.05 

t 

00 

■'S 

2.73 

..      ..32 

13 

.45    . 03  . . . . 

3.  43 

lO 

05 

3. 80 

.28   T. 

73 

..'0...     T. 

5.  '22 

..   •'....  1 

15 

.  97           

.'i.l9 

•2K . . . 

12 

.57  ....'.... 

■2.  K 

hxcept  as  otherwise  imiicated.  obsiMvalions  are  generally  made  late  in  the  afternoon,  near  sunset,  ami  precipilatiou  recorded  is  Sin-  the  24  lumrs  ending  iit  the  lime  nf 
o  iservalion.  ||ll  IMrcipiliilion  measured  in  the  niornin?:  amount  then  recorded  is  for  the  preceding  24  hours.  *•**  Hegular  Weather  Bureiiu  ^imioir  iireeipilniiiin  is  for  the 
24-liour  period,  nndinght  to  midin'ght.    *  I'rei'ipitafiou  inehided  in  the  next  following  measurement.  'Jsepavate  dates  of  fnlls  not  reeoide.l      T    'Iniee   or  le<s  tliiiii  0  nl    inch. 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Year. 


1887 

1888 
18H9 
1890 
1891 
1892 
18*3 
1894 
1895 

i89i; 

1S9T 

iRgs 

H99 
1900 
1901, 
\9I*> 
19a3, 
Iftvi. 
1905 


Tempei-ature. 


Precipitation. 


Average  number  of  |    ?f  i 


•lays. 


5'2.3 

78  1 

52.7 

82  1 

54.8 

84  I 

.58.4 
51.9 

82 

.53.  9 

SB 

5'2.9 

87 

52. 3 

83 

54.4 

8S 

.59.1 

90 

55. 3 

8S  , 

51 .0 
5.5. 0 
■55.  6 
4S.  2 
.59.2 
00.9 
51.6 
54.  5 


S5 
S9 
86 
80 
90 


18 
22 

18 


15 
11 
15 
17 
21 
26 
•23 
II 


I  -  «-  _  c  1 
'"■Co  01 


0.82 

2.77 

3.84 

0.64 

•2.48 

1.96 

'2.11 

2.02 

2. 35 

4.00 

1.99 

4.72  ' 

'2.41 

3.32 

l.OI    i 

3.80  1 

1.40  ! 

2.78  i 
1.31   I 


14 

18 
12 
12 

16  I 
14 
16  I 
l.'i  1 
21  i 
13  I 

41 

l7i 


8  j 
6 
6  1 


w. 


ne. 

i!W. 

ne. 
nw 
ne. 
ne. 
sw. 
ne. 
ne 


! 

Temperatnri 

I'reeipitatiou. 

Average  n  n  m 

ber  of 

"  i 

1 

'lays. 

Veiir. 

♦J 

*^ 

5    ''&sfi 

i^ 

•'■    >3 

;^ 

~r:S 

s 

5 

i 

>          >  -Jo  Z 

>' 

c 

C  ' 

?■              tc  - 

"- 

<       -^.Sdc 

--^ 

- 

!  - 

'   1906 

,53.  K 
,52.  2 
56.  6 

89 

87 
88 

•20 
24 
24 

0.96  !             3 
4.  13  1           10 
1.60  , 

18 
12 
16 

8 
10 

4 
11 
4 

ne. 

1907 

ne. 

1   1908 

sw 

i  1909... 

58.  .'i 

88 

•20 

0. 97                3 

IS 

9 

sw. 

j   1910 

51.  1 

S5 

24 

1.04                4 

■JO 

6 

4 

w. 

1   1911 

51.2 
.52. 1 

84 

19 
17 

3.30                S 
•2.71                4 

13 

10 
4 

4 

i   1912 

w. 

1   1913 

.53.5 
.52.4 
.56.  3 

89 
86 

88 

1,S 
17 
24 

1.79  ' 

3. 33                6 

2. 36               ^ 

21 
19 
'22 

4 
4 

4 
4 

1914 

1915 

w. 

1916 

54.5 

8S 

17 

1.21                4 

18 

5 

7 

ne. 

1917 

.50.4 

S3 

16 

0.  S2                4 

21 

4 

5 

ne. 

1918 

.53.0 

8(' 

26 

-.',.  13  !             7 

18 

3 

9 

ne. 

1919 

.56.  6 

92 

'20 

0  86 

IS 

6 

6 

ne. 

lO'.'O 

.52.  3 

ST 

18 

3.  t;2                 6 

IS 

4 

S 

nc 

1921 

•56.9 

S6 

24 

3.  1 1                7 

13  , 

6 

11 

\v. 

Period... 

53.9! 

92 

10 

2.30                5 

1 

'■ 

' 

1 

ne. 

44 


CLIMATOLQGICAL  DATA:.  SOUTH  QAROUN A.  SECTION, 


No\t:mber,  1921. 


Daily  Temperatures  for  November,  1921 


AikPii 

Anderson 

BiltPSljlltR 

f'alhoiiu  FallssVv.. 

(^lomsoii  Cnlli-jfo  . . 

Columbia 

Due  West 

Oreeiiville 

(ireenuiii)il   ....... 

Heath  ^^iniiia 

Kersliii  \v 

I,i\iHlruin 

I.anrens'vV^ 

Lilierty 

I, idle  Mountain  . . 

MoniMta 

XewliMiTV  ........ 

•lalu.la 

Vanlni'k 

Siiartanlini-K 

Tri'nton 

W.illialla 

Winnsljorn^W... 
Whithrnp  ColU-se 


Refereiu'e  letter.  (-  i>,  e) .  apt^oarin?  in  the  table  inai.'ate  number  of  <lay.  missing:  for  example.  '■  represents  two  days  niissins  etc. 
..  T ,.„  „n,ent.  are  read  in  ibe  Inon,i,..:  the  maximnm  temperature  tben  read  i=  ebar^ed  to  tbe  pveeedin.  day.  on  wlneb  ,t  almost  alwny.  oeen.s. 


U/Vj6C 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WE.^THER  BUREAU. 
CHARLES  F.  MARVIN,  Chief.  . 


CLIMATOLOGICAL    DATA. 


SOUTH   CAl^Oblflfl   SECTIOJ^. 


BICHAKD  H.  SULLIVAN.  Meteoroloirist. 


Vol.  XXIV.      Columbia,  S.  C,  December,  1921.  No.  12. 

GENERAL  SUMMARY. 

The  month  was  high  in  the  group  of  warm  Decembers. 
The  warm  and  cool  periods  were  numerous,  but  of  short  dura- 
tion, with  notable  subnormal  temperatures  generally  on  but 
three  dates.  Precipitation  was  less  than  half  the  normal  and 
rather  poorly  distributed. 

The  mild,  open  weather  was  generally  favorable  for  winter 
cereals  and  truck  crops.  Wheat,  oat,  and  rye  sowing  was 
completed  about  the  2(lth,  and  good  to  excellent  stands  were 
developed.  Cabbage,  turnips,  lettuce,  and  other  winter  truck- 
were  in  good  condition  generally,  and  general  growth  was  not 
checked  until  the  freezing  temperatures  at  the  close  (if  the 
month,  which  extended  nearly  to  the  lower  const. 

PRESSURE. 

'I'he  mean  sea-level  pressure,  determined  from  reports  of  H 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  .30.11  inclies.  Tiie  higiiest  pressure  was  80.66  inches 
at  Wilmington,  N.  C,  on  the  16th,  and  in  the  Section  proper. 
0I.6I  inches  at  Columl)ia  arid  Due  West  on  tlie  same  date:  the 
lowest  pressure  was  29.18  inches  at  Charlotte,  N.  C..  on  the 
IBth,  and  in  the  Section  proper,  29.53  inches  at  Greenville  on 
the  same  date. 

TEMPERATURE. 

The  monthly  m(>an  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  50.3^,  or  4.0°  above  the  normal.  Tlie 
highest  temperature  was  80°  at  Paris  Island  on  the  4th.  There 
were  6  short  warm  periods  during  the  month,  wheJi  the  daily 
mean  temperatures  ranged  n°  to  20°  above  normal.  Tlie  lowest 
temperature  was  20°  at  Kingstree  on  the  8lst.  There  were  7 
short  cool  periods,  but  tenif'.ernlures  were  generally  lelrw  nor- 
mal on  but  3  days.  Freezing  temperatures  had  not  reached 
the  lower  coast  bv  the  close  of  the  month.  i 


The  greatest  local  monthly  amount  was  3.37  inches  at  Wal- 
halla,  and  the  least  local  monthly  amount  was  0.31  inch  at 
Yemassee.  The  greatest  amount  during  any  24  hours  Mas  1.50 
inches  at  \A'alhalla  on  the  17th.  The  average  number  of  rainy 
days  was  29%  below  normal. 

There  was  no  snowfall  during  the  month. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.5  miles.  The  highest  average  velocity  was  12.8  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  10.7  miles 
per  hour  at  Charleston ;  the  lowest  average  was  5.5  miles  per 
hour  at  Augusta,  Ga.,  and  in  the  Section  proper.  6.8  miles 
per  hour  at  Columbia.  'I'he  highest  velocity  for  any  5-minute 
period  was  45  miles  per  hour  from  the  southwest  at  Savannah, 
Ga.,  on  the  4th,  and  in  the  Section  proper,  42  miles  per  hour 
from  the  west  at  Greenville  on  the  14th. 


HUMIDITY. 


Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Wenther  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:   8  a.m..  80%  :  noon.  57%  :  8  p.  m..  65%.  si;,ti,,.,* 
The   highest    percentages   occurred    along   the    coast,    and   the' 
lowest,  over  the  northwestern  counties. 

PRECIPITATION.  .UhPvillo.  N.  C. 

The   average   for    the  Section,   51   stations  reporting,   was   n"a,'.SoM"s.(' 
1.54  inches,  or  1.82  inches  below  the  normal.      There  were  five  ' ''''"''''"o.  x.  <; 

,        ,  .      ,         I,         .     J.    ,,      ,      ,     ,  ,  ,  ,      I  roliiinhia.  S.  r. 

Short  periods  ot  ramtall,    liut  the  amounts  were  rather  poorly    mieWes/.s.r.. 

distributed.      In 

monthlv 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  186.8  hours,  or  61%  of  the  possible  amount. 
Tlie  average  number  of  clear  days  was  16;  partly  cloudy.  7, 
and  cloudy.  8,  as  against  normals  of  14,  7,  ami  10  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  rivers  of  the  Section  were  uniformly  low  during  the 
month,  except  rather  high  stages  in  the  upper  Santee  River 
during  the  first  week. 

MISCELLANEOUS    PHENOMENA  (dates). 

Frosts,  hiUiiiq. — .Additional  number  of  stations  reporting: 
19th.  1  ;  80th,  4. 

rfnIo>i — Jjiiuar:  Ciiarleston,  11;  Co]uml)ia,  9,  11,  15;  Due 
West,  11,  12:  Libertv,  16.  18;  Wallialla.  19.  Snhir:  ('(^lumbia, 
1.  7,  19,  28,  2H;  Due  West,  1.  7.  12,  13,  16.  23.  25;  Green- 
ville. 7.  16,  19,  31. 

Tim iHlci'Mormy.  —  Ci\\\\onu  Falls,  Due  West,  Greenville,  and 
\\'alhalla.  17;   f.iberty,  Monetta,  Santuck,  and  Trenton,  IS. 

Fncj,  Denize. — Calhoun  Falls,  Charleston,  Columbia.  Con- 
way, Due  West,  Garnett,  Greenville,  Kingstree,  Uberty.  Mo- 
netta, and  Wallialla,  24. 

ERRATA. 

.IcXK,  1921.— TiMiip(^r,itnrp.  tpxt.  pago  '>\.  mo.sxw  slioulil  bo  Tii.'i"  ami  ili-partiivi'.  -  1.7". 

MISCELLANEOUS  DATA  FOR  DECEMBER,   1931. 
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Climatolog-ical  Data  for  December,   1931. 


.■stations. 


Temperature,  in  degrees  Fahr. 
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17  :  7 
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19  i  5 

17  5 


46  I     1..54  !   -1.82  I   1   .50 


5  i   16 


()l)servHr>. 


•  i  K.  B.Vance. 
.1  Mrs.  D.B.Sanders. 
.  I  li.  O.  Evans. 
I  r.  R.  Weather  Bureau. 

. !  Roland  D.  Towe. 

I'anl  Quattlebaum. 
.,  D.  C.  McCall. 
. '  Wm.  B.  Gillespie. 
.    Henry  C.  Savage. 

I  ]I.K.(;ilbert. 

j  I'ee  Dee  Kxperinient  Sla. 

I  Maner  B.  Robert. 

A.  1'.  Ilazanl. 

W.  H.  Matthews. 
I 

'  r..S.  Fisheries  station. 
j  State  A.  and  M.  College. 

r.  S.  Marine  Corps. 
!  Miss  K.  P.  Ravenel. 

Boy  kill  B.  Cantey. 
1  K.D.  Fields.  Jr. 
i  K.  P.  Lawton. 
I  W.  C.  Hutson. 


I'lank  B.  McCoy. 
II.  H.  Russell. 
K..I.  Hile. 
.1.  N.  Owens. 
1..  M.  I'ark.T. 

Henry  .\.  Brown. 

aine,-C.  I''ari.- 
•  'eorge  V.  Clamp. 
I'rof.  1-.  H.  II.  CallH.iiii. 
r    S.  W.^alher  liKicini. 

t'.S.W  B. -Verological  Sta. 
.1.  A  .  Town.send. 
S.  C.  I,t.,  Power  .»  Ry.  Co. 
r.  S.  Wi-ather  Bineau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 
John  W.  llamel. 
R.  Hartwell  Wilds.  D.D.S. 
i'erry  A.  Simpson, 
lolm  T.  Boggs. 

.1.  IM.Sease.  M.  D. 
.loset>li  M.  .lolmson. 
Warren  (i.  Peterson, 
.loshua  Y.  .loiies. 
Mrs.  F.  V.J.Maxwell. 

K.  W..leter. 
F.  P.  Robinson. 
.Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson 
1!.  F.  Gooding. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  fen  or  more  years  of  record,  but 
determining  section  or  division  means.     Reference  letters  (».  h.  c),  appearing  in  the  table  indicate  innnber  of  days  missinq-;  for  example.  •'  r< 

t  \lso  oirother  dates,  ft  Received  too  late  to  be  included  in  means  and  siuninarios.  *"  Temperature  data  are  from  observed  readings  of 
pnted  from  observed  readings.     JtPost-oftice  addresses  of  these  stations  -ire  as  follows:    Of  Gaston  Shoals.  Blacksbnrg:  t.f  Wintltrop  Collejre. 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  December,   1921. 
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ipinson  t'ollpsro 

j. . . . 

.......  I... 

1.05 

.02!....:.... 

2.79 

olumbla***  

Congat'ee  . 

.... 

.17;:.:: 

59 

.  20 
13 

......... 

...      T. 

. 

. . .   1 

....i   ..  J.... 

.79|  .01 
65 

.... 

T. 
T 

.... 

T. 
.03 

.02,.. 
.  05i . . 

.  02  . . . 
T.    ... 

1.21 

lie  West*** 

Savannah 

.01 

1                 i 

T. 

.... 

1.46 

iRclield  111] 

.Savannali 

"17 

1                 i 

90 

... 

...   1   . ...... 

1.27 

iFlonShoiilslil! 

reenville     •*• 

Broad 

Salnda  . . 

;•:: 

.41  .... 
.46  .... 
.49    .11 

.02 
.21 
.02 

07 

.13 

:::: 



::::rT. 
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.04 

.... 

.... 

1 1 

''''\\\'.'y.\\'\v.\'. 

.'78 

.71 

::::::::::::!:::: 

.  ...  1  ....;....)...  . 

1 

::;■ 

... 

.75 

.69|....  .... 

..591... 

.04  .... 
.01  .... 

.... 

2.04 

2.80 

roeiiuood  nil ;          (1(1 



i 



i           1 

65 

,1.27 

Path  Spring 

Watprep 

1 

.60 

.15 

1.16 

iTshaw  ,111 

ni      KV 

::::!:::::;:: 

; 1 . . . 

i 

45 

1             ' 

■  ■' 

.  19 

0.93 

iiidnini 

pftiirenslll! 

Broad  

Salnda 

. . . . 

.74  ....1  .12 
.  77,  -  -        -  00 

...  .02  ... 

..'.     .    ..     .49S  .8fi 

;  .SO 

...    ;  .32,    ..58 
...    '..        .14 

3.13 

1..50 

I-iliert.v 

Liltlp  Mountain 

MoMcttil 

Savannah  

Salnda  

Kdisto 

.30 

.44! 
.24j 
1.11 
.40 
96' 

...    1 

.24! 

.I0| 
39| 

T 

.02 

■   ■   ■  ■ 

.  20i  .  45| . . . . '  T.     T .  SO  1 . 0? 

.27    .65'...    '....;...' : 05 

.07    .94|         |.       1                         '         '     f.T 

T.    ... 

3. 1'l 

1.51 
1,71 

\p\\lipr]'v 

I'.Ozcr  llll 

^<:ili]da 

Sahidn ' 

.lo ! 

.  .    do  .                 i 

':o2 

.04: 

15' 

'.'08 

:::: 

.::: 

.............. 



:-l:--::-:::: 
..  "1    i 

.251...    j 

....'  ..52i...,| 

....    .95'         !... 
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't.Y.'7o  :::. :::: 

::::  r.  :::  :::. 

1 .  in 
1.71; 

'J.  311 

Snntnclc 
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do    .... 

t'.' 

1 
.  69, ....  1 
.  30    .  12 

.10^ 
051 

.'i2 
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:::: 

••■■1 
. . .  .1 

i 

" "  "1 
. . . .( 

T- 

.\ T. ::...' ... 

T.    T.  , 

.02    .47!...,; 

....  85:            T. 

T.  ;  .8o|. 

1.50, 

i  .29 

. . .    '■     85    T.  i . . . 

. 04  . . . 
0? 

T.    ... 
.  03  . . . 
.  03  . . . . 


l.l'.l 
2.  31 

Trenton 

Wallialla  .. 

Edisto 

Saviiniiiih 

.33! 

.53; 

.40' 
20' 

'^•|--i ; 

. . :  :io,...l:::::::- 
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1 .  63 

Winnshorollll 

*VinthropCollcgp 
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Catau  lia 

.33! 
.67 

....;   .23 
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::::  .:::>::::  ::::  .::''::::  ::::  :::'  '::: 
1 
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Kxcppt  asotliprwisp  indicated,  ol)ser\aiions  arp  CPiierally  made  late  in  Hip  afternoon,  near  sniipct,  and  prpcipitation  recorded  is  for  the  24  lionis  Piidiiij;  at  tlie  lime  of 
ohserviition.  ||||  frpcipilvitioii  nieasini'd  in  the  morning:  anioniit  tlien  rccordi'd  i^^  lorthe  iu'eceding  24  iionrs.  '*'**  Up.'jnlar  Wrather  Kiirean  ■■iiilion-  iirpcipif.ifion  i^  for  llie 
24-tionr  period,  midnight  to  midnight.     "■  I'rcciiiitation  iiiclnded  in  the  next  I'ollowing:  measin-enient.     tseparate  ilate-s  of  falls  not  recorded.     T    Trace,  or  los  Ihnii  o  id    inrh. 


COMPARATIVE  DATA   FOK  DECEMBER. 


1. 

niperaltu'e. 

I'recipitalimi. 

.Average   n  n  ni 
<tiiys. 

ler  of 

Vi-ar. 

1 

o 

tc 

"'■r  d  c 

C 

II 

c 

1S87... 

44.9 
42.7 
55.4 
45.9 
49,9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.  6 
4,5.5 
44.0 
46.8 
41.0 
45.5 
4.5.2 

76 
71 
79 

18 
13 

17 

4.65 
3. 56 
0.53 
2  25 

10 
1 

ne.-e 

1SH8 

ltf»9 

s\v. 

1890. 

1S91 

1.91 
2  45 

■.S9i 

76 
79 

85 
80 
83 
82 

79 
79 
80 
85 
72 
78 
77 

6 

17 

-     1 

15 

8 
21 

9 
11 
18 

2 
10 
10 
16 
16 

1H93 

3.05 
2.56 
3.  04 
3.  .55 
2.  40 
2.84 
2.  33 
.5.64 
5.  01 
4.26 
1.95 
2.79 
7.  25 

6 

6 

s 
8 

8 

n 

s 

10 

17 
11 
12 
15 

1-1 
14 
■20 
14 
12 

8 

6 

S 

« 

5 
6 
5 
5 
4 

8 
8 
8 
12 
12 
8 
10 
13 
11 
6 
12 
15 

sw. 

1S94 

IIVV. 

189.-, 

IIW  . 

Hsr, 

IIP. 

1.197 

1*<9S 

IIP 
n\v. 

K99. 

I  nv . 

1900 

11 

19;il 

11. 

1902 

nw 

1903.... 

w. 

19'H 

w. 

1905 

pp. 

Year. 


Tpnip»ratnre. 


1906 

48.0 
46.2 
50.  6 
12.  8 

42.  0 
49.  8 
48.8 
47.8 

43.  9 
44.2 
46.7 
37.7 
.50.8 
46.5  ] 
46.1 
,50.3  1 

46.3 

1907 

UKIS 

1909     

1910 

1911 

191" 

1913 

1914 

1915 

1916 

1917 

191K 

1919 

1920    . 

1921 

Period.... 

S3 
84 
76 
S5 
79 


79 
82 
82 
87 


89 


n 

12 
23 

12 

18 
IS 
16 
11 
17 
11 
-6 
17 
15 
IS 
211 


Prpcipilatioii. 


tc.t:  c  £ 


3.25 

5.81 
2.84 
2.81 
2.36 
4.94 
2.SS  I 
4. '25 
4.  SO  I 


2.  43 
1.47 
5.  35 

3.  45 
4.01 
1..54 

.3.86 


10 


11  n  111  I 
da.\*. 


8 

•' 

7 

10 

9 

9  1 

'- 

6  1 
13  1 

5 

14 

7 

1-1 

5 

'.s! 

6 

0 

I'i 

10 

i; 

13 

6 

"  i 

n 

11   1 

7 

8 

' 

10  1 

. 

il 


skiissssssss^^sssf^s^^ 
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CLIMATOLOGICAL  DATA:   SOUTH  CAROLINA  SECTION, 


Decembeu,  1921. 


Daily  Temperatures  for  December,  1931. 


Stations. 


1       2 


3        4    10 


10  i   11   I  12  ;   13  1  14  i  15  j  16    !  17  I  18  1  19  ,  20  i  21   I  22  [  23  ,  24  i  25  |  26  i  27  i  28  t  29  !  30  j  31 


Moan, 


Knstern  Portion . 


AUeIu^ale^\^.... 

Blackville 

Bowman 

(Iliarleston 

ChfirawS? 

Conway 


narlingtoiUN'iV. 
Ferguson SVS^  ... 

Florence  1  

Oarnett 

rieor^etown  . . . 
ICinesfre(> 

OranerehurK  1.. 
Paris  IslanilW. 
.Society  IlillvW. 
Snminerville  . , 
Yemassep 


)  .Maximum  . 
i  Minimum.. 
)  Maximum  . 
I  Minimum.. 
S  Maximum  . 
(  Minimum.. 
S  Maximum  . 
'  (  Minimum,. 
\  Maximum  . 

■  (  Minimum. . 
)  Maximum  . 

•  '  Minimum.. 

)  JIaximum  . 

•  (  Minimum. . 
S  Maximum  . 

•  (  Minimum. . 
i  Maximum  . 

•  I  Minimum . . 
)  Maximum  . 

•  /  Minimum.. 
i  Maximum  . 

•  (  Minimum. . 
\  Maximum  . 

■  (  Mininuun.. 

\  Maximum  . 

■  (  Minimum. . 
<!  Maxinnnn  . 

■  )  Minimum.. 
)  Maximum  . 

•  (  Minimum.. 
s  Maximum  . 

■  (  Minimum.. 
j  -Maximum  . 

•  (  .Minimum.. 


Weslfin  ri'itioi). 


AiUen  

.\uil(M-son 

HntPshursf 

Calhoun  Fails^W... 
Caiii(ten\W 

Cl'^nisnn  College  . . 

Columbia 

Due  West 

(,'repnvillo 

(Treen\voo(!    

Heath  Spriuz 

Ker.shaw 

Lnnilrum 

I,anrens\SS 

I.iherty 

I.ittle  Mountain  ... 

Monetta 

Newberry 

Saluila 

Santnek 

.Sparta  nbur? 

Trenton 

Walhalln 

\Vinnshoro\W 

Wiiithrop  College  . 


\  Maxinuim  . 
(  Minimum. . 
s  Maxinuim  . 
I  Minimum.. 
\  .Maximum  . 
/  Minimum.. 
\  Maximum  . 
(  Minimum. . 
\  .Ma.xinum;  . 
)  Minimum.. 

\  .Maximum  . 

■  /  Minimum. . 
»  -Maximum  . 

•  /  -Minimum. . 
i  -Maximum  . 

•  (  Minimum. . 
\  Maximum  . 

•  (  Minimum.. 
\  .Maxinumi  . 

•  I  .Mininnnn. . 

s  Maximum  . 

•  '  Minimum. . 
\  Maximum  . 

•  )  Minimum.. 
S  Maximum  . 

•  '  Mininnnn. . 
*  Maximum  . 

•  '  Minimum. . 
'i  Maximum  . 

■  }  Minimum. . 

S  M.aximum  . 

■  I  Mininnmi. . 
\  Maximum  . 

•  '  Mininuim. . 
\  Maximum  . 

■  '  Minimum. . 
\  -Maximum  . 

•  J  Minimum. . 
\  Maximum  . 

■  /  Minimum. . 

i  Maximum  . 

■  (  Minimum. . 
)  Maximum  . 

■  '  Minimum. . 
j  ^[aximum  . 

■  (  Minimum.. 
\  Maximum  . 

•  '  Minimum. . 
\  Maxinuim  . 

•  '  Mininuim. . 


68 

41     44 


70 
59 
70 
40; 


72 

53;  49 

70i  68 

41|  41 

73  741 

44  411 


64      62| 

40     38; 


731     64 
45'     46 


74 

40 

73 

46 

71 

41 

74 

42 1     57 

76'     71 

40!     52 


70  59; 

421  34 

75|  73; 

421  421 

70!  591 

47:  36; 

75,  72! 

47  36 

76i  63: 

431  35 


T4l  73i 

40i  5G 
76| 

.50!  5S 
701 
34! 

74I  71 

40;  56; 

73;  74 

40  56 


73 

74i 

4't 

63' 

'•' 

80- 

50l 

54 

71! 

66 

4f>i 

42 

1  -4i 

76 

■  461 

44 

77| 

76 

701 
59! 

•■  1- 
r<2\ 
61 
58! 
70' 
44 
72' 
54: 


45     45 


63!  70 

44!  51 

67 1  62 

32  40 
69 

34'  39' 

7o|....' 

33i  40! 

69  63' 

.32  42i 

72  64 1 

37|  461 

72  65i 

32  39! 

69!  67 

37'  45, 

70'  69 


64  57  63  63 

4v8|  45  42I  48 

5Sl  5e|  62i  62 

43!  30i  321  41 

56i  56!  fi2i  *>•* 

47!  33  33 


69     71 
41     42 


48 
61 
41 
65 
42     44 


...!  631 

...i  30: 

63;  62i 

451  35 

6:5;  62 


49;  45 

64;  68i 

4S1  35 

61 !  62 


67  691  67j 

33  411  '•^l 

63i  63  62 

31  34]  34; 

64:  68  67l 

35|  391  45! 

64  65  68 

34!  45:  40 

65!  65|  68 


7      31!     42      45;     35 


691     69 
55I    30! 


1  47 

.55 

48: 

j  6.i 

68 

69 

;  45 

.53 

44 

■  67 

r.5 

67! 

46 

54 

43 

65 

67, 

6»i: 

30 

47 

45 

'.01 
48, 

34; 

46! ' 

32I 

69 

46; 

49! 

38 1 

73! 

49 

43| 

30, 

61 ! 

54| 

51! 

34, 

661 

,561 

42! 

31; 

67 

.55 

-•1 

35 

(U 

51 

38* 

331 

63 

.52; 

3X1 

32, 

711  62 

341  43! 

691  70 

42  48 

681  63; 

...i  34 

73i  69 

36;  42 

65|  65 

.36'  41 


621  61 

45;  37 

78,  65 

50,  46 

,55  59 

45  30 

66j  60: 

48:  40 

66|  62, 

48  44 


34 

34 

46! 

64 

64 

67 1 

30! 

44 

44 

64' 

62 

66 

37; 

43 

46 

72 

73 

75 

42 

48 

49 

63! 

65 

64 

31, 

39 

44 

61' 

65 

68 

33' 

41 

40 

64; 

64 

68 

35, 

40 

45 

36 


74  58  60 
46  47  47 
67  58  60 
3l!  30!  34 
74|  69,  59 
31  36!  33 

76  60'  60 

30  36  35 

75  531  63 
321  28'  32 
74|  'i9^  60 
36;  32  36 

76!  70,  68j 

40i  33'  39 

79,  091  60 

35:  34]  37 

7«1  70i  63l 

30  29!  33!    46;    40:    •2s! 


66 
47 
63 
41 
67 

46j  30 

72^  59 

41]  29 

701  65 

34j  28, 

62!  59 

43:  33 

68!  65 

40'  29 

67;  66 

44  34 

67I  61 


70!    69     70 
40     39     41 


75j 
38J 
78! 
4.5; 
7n! 
33; 

^2! 


73,  69,  72! 
37'  36  bV 
6li  71 
44!  46 
5fii  56 
34 


36! 

66;     65 
34! 
71 


721 
531 
731 
36; 

72 1 

38!     53 

70 


3S;     35:     40i     50| 


66  59 

39:  30! 

63  64, 

44!  41] 

62l  56 

421  29! 

68;  64 

411  33 

66!  68 

40;  30 


631 
46i 
61| 
33; 
60 
36] 

60! 
33 

60! 
331 
62! 
37, 
66 
39 
66, 
34! 
,59; 
34 

61 
34 

68! 
44, 

.541 
30 
63 
40 
65| 

36; 


70  57 
49  41 
6' 


70      75 
39     45 


57 
41 
42  60 
341  331  34 
68  62  64 
39!    39,     36 

40;     62]. 
36;     34 

47;     58, 


69i 

37!    421    37 


43 


70     ,59     61     65 
38      41      42     42 


40I  60i 

4<i    36;  35' 

73,     B61  66; 

44      45!  40] 

71  61;  661 
40I  45;  36 
70;  64;  66! 
35i    40,  36i 

72;     64  68 

40,     40;  36' 

72  70  68; 
50! 


46     49 

70]     38 


,58 

32  35  33 
72  61!  67 
42]     43!     39, 

71,  63;  68| 
43]     47,     40 


36  ...     . 

70  69 

41]  39! 

68!  641 

39!  381 

73]  70i 

49]  581 

79!  75! 

47;  611 

721  721 

48  55! 

72!  70! 

471  58 

74!  69' 

40;  ,56 

6S:  68 

35;  52 

78  71 

49;  .58 

77;  70, 

48i  58, 


,5.5     61 
27     27 


56  f>3;  47; 
42  45'  ZCv 
58     561    49, 


35;    30     40]    27; 


52;     55     62;    56;     63 
39j    311    38     27     22 


60!    54 
361    35 


...  56, 
..31 
54 1  56 
38|  29 
.52 


58     59 
44      44 


:M 
63 
34 

65!     651     56 

33i    38 

f6|    56 

34;    40 


65  40  60 

40,  26  23 

61  55!  55! 
331  30,  31! 

62  41]  56! 
41|  281  32; 

66  61 1  66! 
,39  .'2  24' 
621  52]  66 
39:  28  24 
63'  58l  63 
39!  25!  201 


56;    55     64:  59|  64 

38;    31      38,  281  24 

78!  49'  "(I 

44,  38  3.5! 

.50;    61 1  45'  58, 

35;     .32;     33;  28  25 

55]     581     66'  .50;  60; 
46! 


62      .59 
421     44 

54 


40     34 

60I 

43 


63]     66 
32     40 


28!  251 
."9  66! 
28     24 


65, 

451 
,58j 
41 
69 
41; 
08 
40! 
64' 
44! 

68! 
47] 
69 
46, 
72; 
4l| 
69j 
40' 
681 

36; 

i 

691 

45i 
67 
38! 
69 
41' 
62 
44; 


63 
54 

69 
55 
68 
.52 
68 
47 
63 


68,  63 

45  .32; 

661  63 

46]  33, 

71;  61] 

43  32 
64  .501 

44  28! 
66,  55, 


B8| 
41; 

'39 

54] 
44, 
64, 

34, 
71 


66 
3-.> 
69 
41 
611 
38 
64 
39! 
.58] 
34, 


65! 

481 

'46  ' 
.52 

41 
60 
3R 
60 
46 

60 
44 
62 
49 
56 
48 
59 
47 
64 
39 


60, 
37' 

"34  " 
54 

29! 
58 
33 
60 
34 


63 

44! 


.39!     46; 


70 
48 
.59 
34 
60 
37 
60 
34 


7')i     60, 
43;     36 


61  62 

3.^,  .30 

60!  62 

44;  35! 


56 
3V 
56 
.32 
60' 
33 


65  l'.4 

35  40; 

65  641 

40  43; 

60,  .59] 

341  40[ 

60;  62; 

371  42! 


65,     69i     fi5| 


.54'     41 


68 
61 
70 
.59, 
71 
.50; 
70i 
,58 


32 

.53: 
32 

56; 


69;    70 

411     37 


69, 
.55 
69 
49, 
6'll 
53! 
69 
,50! 
66- 


48:  ,14] 

73;  5S 

40!  .33- 

65i  55, 

42  33 

67!  55: 


38! 


i!I 


64!  .59, 

43  30 

71:  66! 

.50I  32; 

63;  56| 

43!  32 


64, 

47 


64 1  63! 
40|  44; 
671     60; 


44  43, 

64  .57' 

29!  33! 

631  58' 

34  44 

66'  .58 

,39'  43; 

6q;  61 

41'  47; 


61  59 

43i  30' 

56|  58; 

421  31 

601  "61 
44 

,58j  56 

33l  3' 

.58:  50 

35  31 


33 

58 

3.'ii 

61 

31 

4ll 

61 

611 

36 

41j 

61 

60] 

40 

40 

61 

61 

-  ?9 

30 

421  4'.>i 

66|  73 

48l  42 

631  69 

4.51  41 

62,  67 

44;  41 

601  63 

40  43 


641  6' 

371  38 

61!  70 

44 1  38 

62:  68 

40]  36     .32 

64  69!     54 

39  30]     28 


281 

60; 

35! 
511 
34: 
,56| 
39; 
70' 
341 


62'     6S 

38;     38, 


63 
35 

58 
351 

51' 
34, 

,52; 

31 

.    59 

41'     43!     32|    37 


■1 
6?     £4;     62! 


431 
57' 
43! 
.561 
36; 


641     58 


37, 
65, 

sq; 

66i 


.38!     43 

67:    .58 


PO      .50 
48      33; 


32      35,     45, 


42, 

601 
43; 
6?i 

371 
541 
32 
,57! 
33| 

I 
57, 
40 

38i 
61, 
36 
.'n7 
J1 

.=;«, 
3«' 


32j     31 
61      63) 


31 


40 


69i     63 


62,  63  70 

.37'  42!  31^ 

59!  61!  "9 

36;     42i  441  44 

65      63!  65;  68 

30;     40:  39|  301 

61      61,  63,  69|     ,571 

35]     39i  421  4\\     sr,] 

6oi     f;6.  58  60!     56| 

38      38  4?  38'     32 


.50  61 

.351  44 

56!  fiS 

381  44 

51 1  51 

■35i  45 

,53  671 


60, 
32, 

.591 
.391 
,57i 
,351 
.56! 

34; 

64! 
39 
64 
.39 
60 
35 
51 
35 
60 
33 

63 

35 
63 
3' 
65 
35 
63 
35 
63 
42 

,56 
35 

58 
3,-,i 
59 
31; 

5?l 
62 
351 


.59! 
37, 

?«' 
3.0] 

61 1 

38 

56 

29 

59; 

33, 

57 
29 
56 
33 
54 
36 
55 
35 
,55 
30 

63 
35 
65 
34 
.52 
2' 
,53 
30 
54 
34 

53 
33 
58 
37 
60 
40 
51 
27 
56 
2' 

52 
3? 
56 
36' 
,56, 

2X; 

35| 
.^5! 
33 


69, 

41 1 
71 
45, 
69' 

49; 

68; 

.35| 
68' 
37 

i 
62i 
36] 
69 

46; 

68, 
43] 
66' 

42| 
.58 
381 

i 
661 
42 
671 
38 
63 
37 
67 
38 
66 
42 

67 
40 
68 
45 
71 
40 
61 
41 
69 
36 

65, 

40: 

67; 

^7l 
4% 
66! 
S9| 
60j 
40! 


66'  63!  661 

40|  38!  .52; 

57  48l  61 

36  35  45 

55'  57 

34  .34 

45  -54 

401  34 

46]  62 

37;  32 


66!     63; 
51 1     3«1 


1 


65' 
42 

551  62 

3fii  35 

49,  .54 

361  36 

48  .54 


63l     631 

48,     ,58; 


66 
,53 

631 
441 
.59! 
45 
,551 
35! 


66  67 

42  .52 

60  46, 

47,  36 


70  651 

56i  351 

64!  46! 

44 1  3,5; 


60!  39I 

38!  35! 

65|  60 

491  37 


58;  ,561 

421  38! 

.58  ,581 

40  86; 

.56  .541 

40  351 

56  .=16| 

36!  .33 

.59  ,-8 

40  ,35; 

61,  .59! 

38  29; 

,55  54! 

39,  351 

,55  521 

40  371 

,521  .131 

37  3fii 


61'    61' 

29     32! 

,50     57' 


40'  27 

60  59     61 

4ft!  2«      .^n 

62  49     ,57 

34  27     26 

.59i  49 

39;  31 


33 


32! 


61      601 

35|     23: 


60  61 

30;  31 

.56  65 

32  49l 

,57i  .55I 


62' 

31 


62  47,  .5"! 

38,  30,  30 

6O1  46  .551 

341  26  301 

^H\  49  .^31 

35!  28  .331 

53;  60  45] 

32]  25!  25; 


62]     .50 


32 

56 
40i  35 
.59i  54 
38!    35 

59i    56 


63 
38 
62 
38 
60 
35 
59 
36 

40 
35 

61j 

sr.l 
"1 

37] 
41! 
39; 
58' 
38, 


34 
62 
35]     51 


60 
40 
56 
40 
58 
34 

58 
34 
.59 

37 
51 

3.5: 

."^Ol 
34 
.50! 
36] 


67 
40 
65 
45 
63 
42 

60 

45 
66 

?;si 

46' 
661 
36! 
54! 
34 


54  S,5] 

.37;  34; 

.55  .'^'>1 

38,  33 

.55!  56 


631 

451 
64! 
.58; 

35 
64 
40 
63 
50 

60 
42 
62; 

,52; 
64, 
.50 
6-1! 
501 
^*. 
44 


50  52 

34  39 

.58  55 

35,  41 

,M  .55 

4ft  44 


fOi     61 
41 
53 
36 


60     54 
40,     27 
61 
40! 


50 

29 

47;     ,=<« 


35,     9' 
541     .55 


37! 


36] 
54] 
32 

.<3| 
33| 
.5ni 
34j 


.W|  57 

?6!  37 

55;  541 

35  •?<>] 


26  29 

,';3;  461  56 

37i  26;  28 

61  46;  r^fi 

301  23  ?5] 

49,  49;  561 

.39]  26  30 


60; 

68 
41 
63 
39 
54 
38 
60 
3' 

.55 
35 

67 
43 

65 
3 

."91 


,50; 

27 
.58! 
?8, 
49! 
291 
.Ml 
24] 
51 
22, 


K"! 
32l 

.=!ni    4a; 


4«t  54 

26!  30 

581  57 

28l  .32 

FOJ  6? 

??]  ?« 

47;  .57 

261  30 

481  M\ 


.3.'51     28]     30;     29 


Reference  letters  («.  '',  c),  apnea  ring  in  the  table  imlicate  number  of  days  missing:  for  example.  "  represents  two  day.?  missing,  etc. 

vW  Instrnnients  are  read  in  the  morning:  the  maximnm  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

Abnorinally  warm  weather  during  February,  March,  Sep- 
tember, November,  and  December  resulted  in  a  mean  tempera- 
ture for  1921  that  was  considerablj^  above  normal.  But  three 
previous  years  have  liad  less  rainfall.  Moderate  floods  in  the 
various  rivers  were  fairlj^  numerous,  but  the  flood  losses  were 
nominal.  Eleven  persons  were  killed  by  lightning  during  the 
period,  Jane  to  September,  inclusive,  and  one  person  was  killed 
by  a  tornado  in  Maj'.  Destructive  hailstorms  occurred  in  April 
and  July. 

Incident  to  the  unusually  mild  weather  during  the  winter 
and  early  spring,  all  vegetation  bad  developed  from  3  to  4  weeks 
in  advance  of  the  season  by  the  close  of  March,  and  the  woods 
were  in  full  leaf  iiy  INIarch  27.  The  mild  weather  continued 
through  April;  rather  serious  frosts  between  the  11th  and  19th 
nece.'^sitated  mucli  replanting.  Persistent  cloudiness  and  low 
temperatures  during  May  materially  checked  growth,  and  vege- 
tation lost  the  advance  attained  earlier  in  the  season,  the  month 
closing  with  crops  1  to  2  weeks  late;  in  consequence,  all  staple 
spring  crops  showed  irregular  development,  but  winter  cereals 
maintained  satisfactory  condition.  Tliough  relatively  dry, 
June  weather  was  more  favorable,  and  all  crops  improved  ac- 
cordingl3',  witii  fields  unusually  clean,  but  the  boll  weevil  be- 
came very  active  in  the  central  and  southern  counties;  the  first 
cotton  bloom  of  the  season  appeared  near  Hartsville  on  the  9th 
and  in  McCormick  County  on  the  13th.  Generally  favorable 
growing  weather  prevailed  during  July  and  August,  l)ut  the 
weevil  activities  greatly  increased  in  the  infested  areas:  the  first 
open  cotton  boll  was  picked  near  Hartsville  on  July  27  and 
at  Lykesland,  Richmond  (bounty,  on  August  2;  the  first  bale  of 
cotton  was  ginned  at  Barnwell  Countj'  on  August  17.  Unsea- 
sonably high  temperatures  and  lack  of  moisture  at  critical  pe- 
riods caused  general  deterioration  in  all  crops  during  Septem- 
ber, and  the  weevil  ravages  materialh^  increased.  Fall  and 
winter  seeding  were  retarded  b.y  prolonged  drought  during  Oc- 
tober, but  liousing  of  late  crops  proceeded  satisfactorily.  Con- 
ditions were  more  favorable  during  November,  and  the  plant- 
ing of  winter  crops  made  good  progress.  The  mild,  open 
weather  of  December  was  favorable  for  outdoor  work,  and  winter 
grain  sowing  was  completed  about  the  20th,  with  good  to  ex- 
cellent stands  of  wheat,  oats,  and  rye,  and  winter  truck  was  in 
good  condition  generally.  Crops  were  practically  matured  be- 
fore killing  frosts  occurred. 

The  last  general  spring  killing  frosts  occuri'ed  between 
April  11  and  19,  and  the  first  general  autumn  killing  frosts  oc- 
curred on  October  9  and  1  1  and  about  Novend)er  13.  The  av- 
erage latest  spring  killing  frost  date  for  1921  was  March  19,  or 


4  days  earlier  than  normal,  and  the  average  earliest  autumn 
killing  frost  date  was  November  17,  or  7  days  later  than  normal. 
The  growing  season  was  243  days  in  length,  or  11  days  longer 
than  normal. 

The  mean  annual  temperature  was  G4.8°,  or  1.9°  above 
the  35-year  normal.  The  wannest  month  was  September,  with 
a  mean  of  80.0°,  or  5.8°  above  normal;  the  coldest  month  was 
January,  with  a  moan  of  46.9°,  or  1.3°  above  normal.  The 
highest  annual  mean  at  any  station  was  67.8°  at  Charleston ; 
the  lowest  annual  meon  was  61.7°  at  Laurens,  LaurensCounty. 
Tlie  highest  temperatuie  was  101°  at  Florence  No.  1,  Florence 
County,  on  September  4  ;  lowest  temperature,  17°  above  zero  at 
Society  Hill,  Darlington  County,  on  .lanuary  25. 

Seasonal  temperatures,  with  departures  from  the  35-year 
norninl:  Winter. — 47.6°,  -(-1.2;  spring  —64.6°,  +1.7°;  sum- 
mer.—79.0°,  +  0.3°;  autumn.— 66.5°,  +2.6°. 

'I'hi'  avei-age  precipitation  was  42.83  inches,  or  4.78  inches 
below  the  35-year  noi'mal.  The  greatest  annual  amount  at  any 
statioii  was  59.17  inches  at  Georgetown,  Georgetown  County; 
least  annual  amount,  33.30  inclies  at  Paris  island,  Beaufort 
(bounty.  The  greatest  monthly  amount  at  any  station  was 
17  17  inches  at  Georgetown,  Georgetown  County,  in  July;  least 
monthly  amount,  0.20  inch  at  Trenton,  Edgefield  County,  in 
October.  The  average  annual  number  of  rainy  days  was  90; 
greatest  number  at  any  station,  125  at  Gnrnett,  Hampton 
County;  least  number,  64  at  Georgetown,  Georgetown  County. 

Seasonal  precipitation,  with  departures  from  the  35-year 
normal:  Winter. — 12.58  inches,  +1.36  inches;  spring  — 
10.01  inches,  —0.27  inch;  summer. — 14.39  inches,  —2.52 
inches;  autumn. — 8.32  inches,  — 0.93  inch. 

During  the  growijig  season  ,  March  to  September,  inclusive, 
the  total  rainfall  was  27.82  inches,  or  3.30  inchi'S  l)elow  the 
35-year  normal. 

The  total  annual  snowfall  ranged  froPi  'I'rncesto  8.0  inches, 
and  the  snows  were  confined  to  the  latter  part  of  January  nnd 
to  Felnnary. 

INfoderate  freshets  in  the  Pee  Dee  and  Santee  River  Dis- 
tricts during  portions  of  7  months  of  the  year  wpre  attended  by 
unavoidable  losses  approximating  §6,390,  and  the  value  of 
movable  pi'opei'ty  savrd  by  timely  warnings  has  been  conserva- 
tively estitnat(d  at  ijf80.175. 

'I'he  average  annual  atmospheric  pressure,  determined  frrm 
reports  of  9  regular  \\'eather  l^ureau  stations,  was  30.08  inches. 
The  highest  pressure  was  30.90  inches  at  Charlotte,  N.  C,  on 
January  li),  and  in  the  Section  proper,  30  87  inches  at  Due 
West  on  the  same  date;  at  Columbia  the  pressure  on  the  ]9th 
was  the  highest  of  record;  the  lowest  pressure  was  29.38  inches 
at  Augusta,  Ga.,  on  November  1,  and  in  the  Section  proper, 
29.49  inches  at  Greenville  on  the  ,«anie  date. 

The  a  verage  annual  sunshine,  determined  from  9  automatic 
records,  was  H3%  of  thepossible  amount.  The  average  annual 
number  of  clear  days  was  178;  partly  cloudy,  97,  and  cloudy. 
90,  as  against  normals  of  172.  101,  and  93  days,  respectively 

The  average  annual  relative  bumiditv  at  8  a.  ni.  was  81  %  ; 
Noon ,  58%  ,  and  8  p.  in . ,  70%  . 

The  prevailing  wind  was  from  the  west.  The  average  an- 
Jiual  hourly  velocity,  determined  from  9  ane7nometer  records, 
was  7.7  miles.  The  highest  velocity  for  any  5-minute  period 
during  the  year  was  50  miles  per  hour  from  the  southwest  at 
Greenville  0)i  April  16. 

(CONTIXrED  ON  PAGE  52.) 
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CLIMATOLOGICAL  DATA  :   SOUTH  CAROLINA  SECTION. 


Year,  1921. 


Climatological  Data  for  the  Year  1921. 


Stations. 


Counties. 


Temperature  (degrees  I 

'ahren 

■6 

^ 

o 

c 

CO 

B 

.2 

n 

■s 

> 

be 
a 

S 

o 

H 

<-i 

< 

- 

a 

►-i 

EASTERN   PORTION. 

Allendale 

Blackville 

Bowman 

Charleston 

Cheraw 

Conway 

Darlington 

Effingham 

Ferguson 

Florence  1 

Florence  2 

Garnett 


Georgetown  . . 

Kingstree 

Orangeburg  1 . 
Orangeburg '2. 


Paris  Island . . 
Pinopolis*'. .. 

Rimini 

St.  Matthews  . 


Barnwell 

Barnwell 

Orangeburg . 
Charleston  . . 

Chesterfield  . 

Horry 

Darli  ngton . . 
Florence  

Orangeburg. 

Florence  

Florence  

Hampton  . . . 


Georgetown . . . 
Williamsburg  . 
Orangeburg  . . . 
....do 


.Society  Hill  . 
Summerville 
Yemassee  . . . 


Division  means  and  extremes 


Beaufort  . . 
Berkeley  . . 
Clarendon 
Calhoun  . . 


Darlington. 
Dorchester . 
Hampton  . . 


WESTERN  PORTION. 


Aiken  

Anderson. . 
Batesburg  . 
Blairs  


Calhoun  Falls... 

Camden 

Catawba 

Chap])ells 

Clerason  College. 

Colambia 

Due  West 

Edgefield 

Gaston  Shoalstt. 

Greenville 

Greenwood 

Heath  Spring  . .. 


Kershaw... 
Landrum . . 
Laurens  ... 
Liberty  


Little  Mountain  . 

Monetta 

Newberry 

Pelzor  


Aiken  

Anderson  . 
Lexington 
Fairfield  .. 


Abbeville  . 
Kershaw  . . 

■^'ork 

Newberry . 


Oconee 

Richland  . . 
Abbeville  . . 
Edgefield  .. 

Cherokee.. . 
(.reenville  . 
Greenwood 
Lancaster . . 


Kershaw 

Spartanburg  . 

Laurens 

Pickens 


Saluda 

Santuck  

Spartanburg 
Trenton 


Walhalla 

Winnsboro 

Winthrop  College  jt. . 

Division  means   and 

.Section  means  and  ex 


Newberry . 

Saluda 

Newberry . 
Anderson  . 


Saluda 

T'nion 

Spartanburg . 
Edgefield  . . . . 


Oconee . 
...do... 
York  . . . 


extremes, 
tremes. 


186 
296 
160 

4S 

144 
25 
175 
106 

63 
136 
136 

82 

12 

54 

264 

264 

13 

54 

97 

269 

192 

75 
24 


527 
764 
656 
293 


508 
222 
562 
402 

850 
351 
711 


680 
9H9 
671 
568 

500 
1063 
5S9 
900 

711 
400 

502 
850 

536 
512 
875 
620 

1061 
545 
690 


66.1 


64.4 
65.6 
65.  0 


101 

102 
1(12 
100 

102 
101 
101 


June  15 
Aug.  It 
.lune  14 
June  17 

Sept.    4t- 
June  14 
June  14t 


99     June  14 
Sept.    4 


67.1 
66.1 
6.5.9 


104 

163' 

103 
103 
100 


102 
97 


66.8 
67.0 


66.4 
63.7 


102 
103 
101 

104 


100 
98 
100 


.Ian.  19t 

Jan.  19 

Jan.  19 

Jan.  19 

Jan.  19 

Dec.  31 

Jan.  19t 


June  14  j 

June  14  I 
June  M+i 
June  lit: 


25     Jan.   21 
24     Jan.   19 

Dec.   3i 


June  IStl 
June  13t 


June  14+ 
Jmie  14 
June  14  . 

Sept.    4 


June  14 
July  31+ 
June  15 


62.9 

65.5 
63. 2 


62.3 
62.8 
64.0 

64.3 
62.3 
61.7 
63.1 

64.2 
65.8 
65.2 


62.8 
62.7 
65.2 

62.3 
63.7 


63.6 

64.8 


97 
100 
100 


96 
98 
100 

102 

98 
98 
98 


June  14 


June  25+ 
June  14 
Aug.    1 


June  14+ 
Aug.    1 
Sept.    4 

June  14 
June  14t 
June  14 
.lune  25 


Dec.  31 
Dec.  31 
Dec.   31 


.Ian.  27 
Jan.   19 


Jan.  25 
Dee.  31 
Jan.   16+ 

Jan.  25 


Jan.  19+ 
Jan.  19+ 
Jan.  19 


22     Jan.   27 


40 

38 
21 
51 

40 
33 
27 
31 

36 

40 

5 

4 

29 

40 

6 

3 

41 

75 
U 
40 

31 
24 
33 


Jan.  20+ 
Jan.  19 
Jan.  26 


22  Jan .  26 
21  Jan.  27 
21     Jan.   19+ 


99  June  14 
102  .lune  14 
102     June  24 


103 
102 
99 
102 

99 
99 
102 

103 

104 


June  14 
Aug.    1 
June  14+ 
June  14 

June  13 
June  14+ 
June  14 

June  14 

Sept.    4 


Jan.  21 

Jan.  20 

Feb.  22 

Jan.  20 

Jan.  19+ 

Jan.  19+ 

Jan .  27 


Dec.  30 

Jan  20 

Jan.  27 

Jan.  27 

Jan.  19+ 
Ji>n.  19+ 
Jan.    19 

Jan.  20 

Jan.   25 


35.44 


45.62 

42.  IS 
39.37 
39.  68 
45. 99 


60 
29 
38 
17 

23 
73 
16 
17 

30 

35 

1 

9 

19 

38 
38 
20 

6 

7 

4 

22 

29 

15 
18 

18 

20 
29 
43 
29 

22 

28 
22 


9.92 
7.30 
9.  .32 
16.61 


July 
July 
July 
July 


nches) 

t>^ 

c! 

• 

■C 

w 

>. 

c 
0 

0 

a 

m 

a; 

1 

□ 
0 

"3 
0 

B 

s 

k) 

1^ 

H 

^ 

Sky. 


10. 48  July 

6.  27  ]  July 

10.24  I  July 

14. 33  July 


0.35 
0.31 
0.51 

1.18 
0.41 
0.  63 
1.06 


45.85  11.26     July 

39.14  7.16     July 

42. 10  I  7.  69  ■  May 

47.  83  i  11.96  ]  July 

59.  17  17.17  \  July 

37.  53  9.  02  I  July 

43.  68  8.  78     July 

44.33  \  8.23    July 


Dec. 
Sept. 
Dec. 

Oct. 
Sept. 
Oct. 
Oct. 


0.89  Dec. 

0. 45  Sept. 

0.  85  I  Sept. 

0. 45  Dec, 


33.30  !  8.70 
5.80 
9.94 


47.  04 
43.  94 


July 
May 
July 


40. 

09 

42. 

88 

36.02  1 

38. 

72  1 

35. 

72 

37. 

04 

41 

56 

42 

47  1 

43. 02 

38. 96 

57 

51 

33 

.68 

8. 94  July 

9. 49  July 

12.66  July 

17.17  July 


44.40  1 
39.46 

43. 00 
48.75 
3K.  69 
43.48 

40.46 
57.55 
42. 1 1 

46.88 

38. 80 
39.79 
39.  3(1 
43.66 


46. 72 
45.77 
39.  91 

57.73 
42  33 
40.07 

42. 86 

42.83 


6.27 
7.49 
5.24 
6.55 

5.81 

10.38 

6.65 

6.39 

9.00 
5.97 
6.42 
5.53 

6.27 

8.87 
4.79 
6.19 

8.24 
9.26 
7.61 
6.17 

7.72 
5.77 
6.57 


5.36 
7.96 
6.89 
6.85 

9.68 
8.10 
7.34 

10.38 

17.17 


1.36 
0.45 
0.61 
1.60 


Oct. 
Sept, 
Dec. 
Sept. 


1.30  Sept. 
0.96  Oct. 
0.48  i  Sept. 


0.  HO 
0.75 
0.31 


Sept. 
Dec. 
Dec. 


0.5 
0 
0 
0 


0 
0 

T. 

0.5 

0 
0 

0 
0 


111 

65 
102 
87 
91 

97 
95 
79 
125 

64 

86 

115 

99 


232 


143 
'i49 


191 
187 
122 

202 
243 
161 


•c  c 


63 
'i27 


0.31  !Sept.+i     T. 


May 
Feb. 
Jan. 
July 

Feb. 
July 
July 
May 

Feb. 
May 
Aug. 
July 

Feb. 
Feb. 
Aug. 
July 

July 
July 
Feb. 
Feb. 

July 
Feb. 
Sept. 
Feb. 

Sept. 
July 
Feb. 
July 


0.83  :  Dec. 
1.40  ;  .Mar. 

0.  30  i  Oct. 
l.Ol     Oct. 

1 .23  i  Dec. 

1.21  Aug. 

1.39  1  Apr. 

0.33  !  June 

2.31  I  Oct. 

0.45  Oct. 

1.4(i  Dec. 

1. 16  I  Oct. 

2.04  I  Dec. 
1.75  June 
1.27  Dec. 
1.16     Dec. 


0.92 
2.31 
1.11 
0.82 

0.96 
0.59 
1.34 
1.76 


Oct. 

June 

j  June 

Mar. 

1  0<'t. 
Oct. 
Mar. 
Dec. 


0.93  Oct. 
1.28  t  Oct. 
2  20  Mar. 
0.20  i  Oct. 


Feb.  2.00  I.Tune 
July  !  1.41  1  Dec. 
July     1.38     Oct. 


Jtily 
July 


0.20 
0.20 


Oct. 
Oct. 


0 
2.0 
T. 
1.0 

1.7 
3.0 

8.0 
3.5 

6.4 
0.2 
2.5 
3.4 

1.3 
2.2 

4.0 
R.O 

4.2 
2.4 

2.5 
7.2 

2.5 
T. 
0.2 
3.6 


6.5 

3.8 
1.0 

7.6 
0.5 

8.0 

3.4 
2.1 


95 
116 

75 


77 
93 
69 

85 

84 
96 
98 
88 

87 
10-2 

109 
86 

112 
121 


88 
107 


77 
113 
84 
98 


108 
86 
VIA 

126 
12 

112 
93 

122 


198 


66 
92 
80 

37 
110 
82 
80 

106 


sw. 
ne. 


218  57  i       90 

207  '     100  I       58 
232         22  !     Ill 


183 


228 
203 
195 


154 


140 
126 
113 


93  i      89 


27 
21 
113 


110 
141 
57 


104 
100 


118 
105 
111 


90 


130 
224 
143 

216 
174 


143 

205 
95 
169 


158 

igi' 

172 
196 
174 

172 

178 


114 
125 

128 


140 

1 

119 


14 
125 


111 
114 
124 


159 

37 
182 
129 


95 
140 
103 

135 
66 


122 
■'96' 

113 

89 
80 

97 

97 


.63 

123 

88 
67 


85 
84' 


+  On  other  dates  also. 

"  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
tt  Postoffice  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals,  Blacksburg;  of  Winthrop  College,  Rock  Hill. 


lie. 
ne. 


ue. 
sw. 


80 

80 

111 


90 


ne. 
ne. 
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monthly  and  Annual  Precipitation  for  the  'X'ear  1921,  with  Departures  from  the  Normal. 


Stations. 


.lanuary. 


Feliruaiy. 


Marili. 


April. 


>Iay. 


.luin' 


Julv. 


.August.    1^'eptember.    Octol  er.  1  November. 


. 

'*! 

0) 

ci 

j3 

•" 

u 

§. 

C^ 

Ci 

d 

^- 

'■^ 

i. 

•^ 

0) 

a 

3 

'E, 

t^ 

'5. 

t- 

s 

c 

o 
^ 

1      i 

S 

S 

A. 

P 

P- 

c    1 





-  — 

— . 

December. 

Annual. 

d 

d 

o 

.^ 

QJ 

'P 

0> 

si 

U 

c« 

^ 

ci. 

•^ 

a 

1 

c. 

t. 

p., 

Q 

Ph 

R 

KASIKRN   PORTION. 


Allendale  . .. 
]51ackville  .. 

Bowman 

Charleston . . 

Cheraw 

Conway 

Darlington. . 
Kttingham  . . 


Ferguson 

Florence  I 

Florence  2 

Oarnett 

Georgetown. . . 

Kim?stree 

Orangeburff  1. 
Orangeburg  2. 
Paris  Islanii.  . . 
I'inopolis 


Kimini 

St.  .Matthews. 
Society  Hill. . 
Suinmerville . 
Vemassee 


Division  means  and 
ilepartures. 


WE.STEI'.N   POIMION. 


2.09 

-0.89 

i.'Jfi 

-0.18 

2.  Sli 

-0.  56 

i.rs 

-l.»7 

Aiken  

Anderson  . 
Katesburg. 
Blairs  


Calhoun  Falls 

Camden 

Catawba 

Chappells 


Clemson  College 

Columbia 

Due  West 

Edgetield 

Gaston  Slioals  . . 

Greenville 

Greenwood  . .... 
Heath  Spring  . . . 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain. 


Monetta . . . 
Newberry . 

Pelzer 

Saluda 

Santuck . . . 


Spartanburg 

Trenton 

Walhalla 

Winnsboro  

Winthrop  College 


Division  means  and 

departures. 
Section  means  and 

departures. 


1.9S 
2.711 

1.26 


4.fi8|  +  1.8K    3.4S 
2.18-1.23    3.11 
3.87|  +  1.37|  2.a) 
3.2fit-0.  14    4.49 


-2.17 
-1.77 
-0.37 
-2.15 

-0.99 
-1.5.: 
-■>.  liO 
-0.94 


1.31' -3. 03   2.99  -1.09 
3.  .is' +0.84    4.27  -0.13 


4.18-1.44    4.77 

1.33] I   l.fifi 

2.Ci8|-0.67    3.  10 


l.3f.i-1.61 
2.63    .... 

2.721 

1.80-1.06 
2..52:-0  58 


3.08 
5.  32 
fi.07 
1.40 
2.  00 


2.91     3.82 

4.19^  +  1.  13 

3.871  )-0.  94  4.5S 
1.82  -1.28!  2.24 
1.39;     1.40    1.58 


+0.  37 


•1.15 


-2.49 
-1..5: 


2.67    -0.31!  3.08  -1.31 


-0.  18 
-2.  21 
-2.45 


2  53i-1.07 
4.79+1.04 
5.24  +1.99 


2.53 
1.26 
2.78 
2.66 

3.48 
3.  .SI 
1.95 
3.09 

1.99 
4.26 
4.42 

2.  if 
3.15 


-1.29 
-2.  43 
-1.41 
-1.06 

-0.24 
-0.19 
-1.36 
-0.38 

-1.40 
+  1.31 
+  1.47 

-6.' 30 


2.18 
0.95 
2.7 
2.06 

3  13 
4.46 
3.21 
3.45 


-0.40 
-2.35 
-0.71 
-0.93 

+  0.31 
+  1.55 
+0. 06 
+  0.27 


2.73-0.07 
3.58  +0.68 
3.49+0.59 

2.14' 

3.  68'  +0.  38 


3.71  +0.26:  2.541-0.12 

1.97 !  I.68| 

2.85 I  2.44: 

1,90-0.47;  l.,50'-0.87 

3..iy|-0.  26J  2.  40;-0.  57 

...  I  3.  49* 


6.67 
6.78 
4.76 
5.92 

5.50 
3.  35 
9.05 
4.19 


+3.  30 
+3.  32 
+  1.35 
+2.  45 

+  1.96 
-0.01 
+  5.70 
+  0.82 


3.87 
2.65 
4.23 
0.61 

2.52 
4.98 
2. 29 
1.68 


2.74 
2.29 

1.65 

2.80 


3.551-0.531  1.31 
7,49l-2,2l|  1,40 
4.36'  -1.521  0.77 


4.84+1.73    5.27  +1.3 


5.  ll|  +  l.7il 
3.631+0.24 
5.  12j  +2.  22 
4.  68;  + 1.83 


5.81  +0.65 
.5.32  +  1.37 
6.49  +I.'.i8 
0.  19  +1.48 


5.27+0.72    9.  00: +4.  ,58 


3.26- 

3.  93 

4.  09' . 


-0.03 


4.49-0.  10 

6.  09' 

5.17 


1.09 

2.01 
2.08 
3.12 
1.40 


-1.621  2.821-0.47 
-1.14;  2.«5:-0.  63 
-1.92    1.95! -0.98 


4.44  +0.27  5.71 
6.33  +2.78  1.97 
7.69!  +-1. 14    l.fiu 

9.53 I  4.28 

5.  I9I+2. 15    2.85 

I 
4.24|  +  1.19    4.23 

6.44 5.2' 

7.021 I   4.211 

3.00  -0.16  4.20 
5.80  +1.95    3.18 


.56 


!  2.15 


2m  +3.94!  2.66 
4.06  +1.051  4.84 
5.10  +1.80    5.0G 


-0.81 


2.75' -0.31;  5.90 


'    ! 

-2.70|  1.451-1.01 
-3.63'  2.37I-2.  66' 
-3.80:  1.74i-  1.35 
-2.48    1.56,-0.55 

2.81  2.21  -1.37 

-1.71!  1.99-0.97 

-1.01;  1.39-1.01 

-2.  16,  2.37  +0.17 


+  2.  ,53 1  3.39 


6. 27 1 +2.  51 
3.65+1.01 
4.28!+0.86t  0.82 
4. 8.>i+2.34     1..52 


1.64 
3.55 


3.60 
6.04 
4.31 
6.39 


-F0.07  2.45 

+2.68  3.21 

+0.99  3.35 

+3.86  0.33 


3.35-l.-»9i  3.2l!-0.57|  4.15+0.64  2.9^2 

0.97  -2.73    1.241-1.62  5.  97: +2.  78  2  .53 

1.97     j    1.65 4.04' 1.65 

1.62 I  2.65 3.70 2.07 


5.98J+2.  14  6.27  +1.87  2.27 

5.  10H-0..S5|  8.87  +3.59  2.42 

4.  15  +0.56  4.47  -0.34  1.9 

4. 65I  +  I.4O  4.92  +0.64  3.93 


4.00  ... 

3.  81i,.. 
7.161... 

4.  51:!  +0. 29 
4.47  +1.41 

3.65+0.41 
4.60+1.15 
5.58+1.84 


5.75 


+2.29 


5.47  +2.2' 
4. 18; +  1.02 
4.89+0.70 
7.071  +  4.79 
4.311  +  1.29 

4.  74! +  1.2 

1 
3.  84, +0.39 


6.  05 

4.48 

7.61   

6.17  +0.38 
2.35  +2.44 

5.  77  +0.  94 
,5.09  +0.95 
7. 98  +2.  50 


6.9-2  +1.98 

6.89  +2.13 
6. 28  +0.  86 
9.  68  +4.  46 
4.59  +0.31 
3.67  -0.45 


2.  4(- 
2.92 
1.16 
0.  82 
1.64 

1. 

1.34 

1.90 


1.65 

2.20 
1.16 
2.65 
1.92 
2.  09 


5.88  +1.19    1.91 
4.  73' +0.37    2.28 


-2.44'  2.3' 

-3.08,  2.85 

-2.10  2.1 

+0.26i  2.66 


2.57 
3.78 
2.58 
3.80 
1.39 


-4.59 
-2. 23 

-2. 10 
-1.51 
-2.  90 


-2.81 

-2.  75 

-3.27 
-3.37 
-2.  17 
-1.86 


-0.85    4.  77, +  1.80  2.08 

-0.831  5.61+1.93  1.75 

-0.76    4.30  +0.68  2.45 

-0.83    5.96  +2.76  4.63 


-0.83 
-1.78 

-0.61 
-0.77 
-0.74 
+  0.53 


2.02 

2.00 
2.80 
3.00 
1.51  -1.77 


2.54 
1.72 
3.39 

1.55 
1.40 


-2.46    2.26 
-1.58    2.43 


-0.53 
-1.61 
-1.23 
-1.22 
-1.62 

-1.00 


5.42 

6.48 

5.  49 

4. 18  -0.21 
4.42+1.57 

4.95  +2.49 
5.  01  +2. 05 
5.34  +1.60 
4.44  +1.90 
4.65:  +  1.70 


-1.53 
-2. 97 
-1.51 

-4.78 

-2.64 
-0.09 
-3.44 
-4.67 

-0.13 
-3.44 
-3.81 

-3.04 

-1.19 


9.92 
7.30 
9.  32 
16.61 

10.48 
6.27 
10.24 
14.33 

11.26 
7.16 
(i.  53 
1 1 .  96 
17.17 

9.  02 

8.78 
8.  23 
8.70 


9.94 


-3.17  8.94 
-0.92  9.49 
-I.I2I12.66 

-2.51  10.20 


-3.  03 
-1.14 
-4.26 
-3.5-: 

-2.  42 
-1.30 
-2. 08 
-3.95 

-2.  02 
-1.65 


5.12 
5.64 
6.10 
5.53 


-3.19  2.21 

-3.47  3.15 

-1.85  4  39 

-0.98  6.19 


2.74 
2.31 
1.11 
2.75 
3.01 

2.56 
1.98 
1.96 
3.14 
2.20 


4.67i+0.64|  2.59 
3.44|+0.48i  2.45 
3  71-0.32  2.00 
5.  74 1 +2.  64  2.39 
3.60,-0.56    2.37 


4.86+1.42 
5.30+1.79 


2.3: 


2.81 


-2.65 
-1.60 


8.24 
9. 26 
3.15 
5.03 
7.72 


-3.021  5.71 
+2.38!  3.65 
-2.561  3.50 
-1.88  4.08 
-2.03    7.96 


-2.22 
-2. 22 
-3.20 
-1.99 
-2.01 

-2.50 


-2.08    7.44 


3.40 
6.85 
5.29 
8.10 
7.34 

5.57 


+4.57 
+  1.98 
+3.78 
+  9.35 

+4.66 
-0. 22 
+  5.41 
+  9.80 

+5.  34 
+  1.76 
+  1.13 


+  3.  32 
+  1.63 


+2.  75 
+  3.47 
+  5.91 

+  4.34 


-0.11 
-0.42 


-5.7 
-2.  2 
-1.03 
+  1.94 


-0.77 
+2.98 

+  1.35 
-0.79 
-1.80 
-0.13 
+  3.01 

-0.85 
+  1.20 
-0.67 
+3.  18 
+2. 45 

+  1.19 

+  1.50 


4.56  -1.22 
6. 02] +0.10 
5.70j-1.26 

2.  161-4.61 
3.321-3.74 

2.  4  r -2.  .54 
4.15-2.26 

8. 14J+0.81 
2.331-3.17 
3. 10]-3.4( 

5.  65' 

10.03|+2.  99 

4.621-1.88 

3.  69I 

3.80-3.36 
5.031-2.06 

1 

4.  66' 


8.25 
7.31 
3.15 

4.83 


4.97 
2.  32 
5.03 
2.  82 

3.82 
1.21 
4.10 
3.28 


+2.29 
-0.71 
-3.54 

-1.61 


0.80 
0.31 
5.19 

1.24 
0.41 
1.01 
1.61 

1.15 
0.45 
0.85 
2.10 
4.08 

0.45 
2.67 
1.60 
1.30 
4.81 

0.48 


0.80 
5.19 
3.11 


-3.57 
-3.15 
-0.27 

-2.39 
-4.44 
-2.  82 
-1.91 

-2.65 
-3.62 
-3.22 

-6.' 09 

-3.38 


-3.93 
+0.22 


-0.66  3.28 
-3.82  4.20 
-0.  99|  3.35 
-1.81    3.36 


-1.04 
-4.22 
-1.27 
-2. 22 


6.24  +0.7 
3.62  -3.16 
6.42 
2.95 


3.  06  -2.  40 
3.77  -2.31 
4.79-0.55 
1.46  -4.89 


1 .  54 

5.  79 

3.  38 

2.29  -4.47 
1.57  -3.73 


4.78 
3.38 
2.60  -1.80 
3.36  -2.51 
3.40  -2.42 

I 
4.  .50  -1.26 
3.40  -3.08 
7.08  +1.06 
2.39  -3.27 
4.34  -1.47 


3.98 
1.82 
2.25 
6.25 

7.54 
1.83 
6.  13 
3.97 

4.86 
6.49 
3.43 
2.05 

1.92 
6.64 
3.28 
5.67 
6.28 


0.18   2.73 
2.06    6.57 


3.46 
5.  36 
7.06 


3.67  -1.94    4.46 


4.14  -  1.94 


3.42 


-3.22 
+0.87 
—  1.13 

-2.41 


—  0.60 
+0.80 
-0.54 
+0.54 

—0.02 
-1.93 
-0.96 
+2.19 

+3.  32 
-1.62 


+  1.89 
+2.  ,58 
-0.  36 
—  1.13 


+  1.61 
+3.32 

-0.85 
+3.  ,54 
+0. 25 
+2.  06 
+3.59 

+0.79 
+  1.43 
+  1.98 
-1.09 
+2.03 


0.80 
1.53 
1.70 

1.18 
2.62 
0.63 
1.06 

1.76 
1.65 
2.40 
2.40 
1.36 

1.49 

2.44 
1.64 
2.90 
0.96 

3.52 


0. 

1.43 

1.60 

1.72 


0.87 
1.97 
0.30 
1.01 

2.68 
I., 54 

1.49 
0.83 


-2.1 
-1.22 
-2. 23 

-1.67 
-0.88 
-2.71 
-1.99 

-1.23 
-1.4 

-0.  72 

-2.' 32 

—1.35 


-0.42 
-2.1 


-2. 15 
-2.  51 
-1.33 

-1.62 


-1.79 
-0.89 
-2.95 
-1.58 

-0.17 
-1.14 
-2.14 
-1.98 


2.31  -1.03 
0.  45  -2.  40 

1.93 

1.16      .... 


4.54 
2.39 

1.82 

2.66 
3.94 
1.63 
2.77 


+2.  49 
+0.  43 
—1.05 


+  0.47 
+  1.66 
—0.65 
+0. 63 


3.48+1.10 
2.  50  +0.  39 

1.721—0.39 
3.771... 
4.37J  +  1.94 

2.161-0.03 
2.  401 .. . 
2. 20  . . . 
1.40-0.84 
1.11,-1.39 

2. 70  . . . 


2.29 
1.6' 
2.53 

2.57 


+0.  02 
-0.68 
-0.68 

+  0.42 


3.  66 
2.90 
3.75 
2.60 

2.95 
3.11 
2.66 
2.58 


+  0.95 
+  0.10 
+  1.17 
+0.26 

+  0.64 
+0.  66 
+0. 22 
+0.19 


5.  61  +2.  85 
2.47'  +  0.24 

3.  031 

5.281 


2.91  +0.12  4.18+1.61 
2.56-0.40  3.381+0.20 
2.36-  0.46!  2.941+0.  19 
1.481-1.15    3.391  +  0.82 


0.92 
4.44 
3.80 
3  55 
0.96 

0.59 
1.11 
3.42 
0.93 
1.28 

3.67 
0. 20 
3.02 
1.61 
1.38 


+  0.85    1.83 


-0.51 


1.79 


-0.21 
-2.05 

-2.75 
-1.64 
+  0.11 
-2.11 
-1.97 

+  1.00 
-.3.10 
+0.06 
-1.38 
-1.53 

-1.15 

-1.23 


3.671 

4.51! 

1.89' 

5.05; +  2. 26 
3.48+0.97 

3.55+1.36 
2.96-0.01 
3.36(  +  1.81 
4.051  +  1.52 
2.73-0.08 

3.431+0.56 
3.80+1.52 
5.22+2.81 
,3. 19  +0.  95 
2.18-0.18 


0.351-3.13 


0.511-2.64 


1.72 
1.26 
1.39 
1.31 

0.89 
1.06 
1.35 
0.451 

1.5l|- 

0.64 
0.  61 1 

1.67| 
1.40|- 
1.401 

I.25I 


35.441-12.01 


45.62    -0.45 


-1.54  42.181   -4,82 
-1.94  39.37,-11.05 


-1.40  39.68 
•1.99  45.99 


-4.98 
-2.81 


-2.14  45.85  -3.22 
-1  72  39.141  -5.66 
-1.43|42.  10'  -2.70 

....    147.  83| 

-2.04*9.17    +7.88 

-8.42 


-1.40 
-1.56 


1.85!- 
0.75  • 
0.311 

1.08 


-1.41 

-2.80 
-2.  90 

-2.11 


3.4: 


+0.8; 


3. 11, +0.81 


0.83  - 

1.  59  - 
2. 10  - 
1.54  - 

I 
1.23  - 
2. 14  - 
1.79  - 
1.89  - 

2.79'- 
1.211- 
1.46'. 
1.271. 

2.04  - 

2.  801  - 
I.27I- 
1.16,- 

0.93'. 
3.13  . 
1.50  . 
3.01 
1.51 

1.71 
1.61 
1.76 
2.36 
1.61 

2.31 
1.63 
3.37 
1.41 

2.08 

1.84 


-2.  92 
-3.19 
-1.86 
-2.46 

-3.19 
-1.32 
-2.51 
-2.88 


37.53!  - 

43.68; 

44.  33[ 

33.30-14.30 


47.04  1.16 

43.94  -7.48 

40.091  -8.57 

42.88  -5.6] 


36.02;  -9.  T1 
38.  72' -11.  45 
35.  721-14.70 
37.04    -4.80 


41.56 
42 .47 
43.02 
38.96 


-6.93 
-2.24 
-4.66 
-2.97 


-2.3457.51'   +4.42 
-1.69,33.681-12.40 

44.40 

39.461 


■2.64|43.00 
■1.95|48.75 
3.21,38.69 
-3.10  42.48 


-5.80 
-8.60 
-3.70 


40.  46 

57.  55 

42. 1 1  

46.88]  -2.39 
-1.78  38.80;  -5.36 

-1.71|39.79  -4.64 
-1.31  39.30  -5.78 
-3.70  43.661  -5.48 
-1.65 
-2.67 

-1.89 
-1.36 
-0.99 
-2.  08 
-2.51 

-2.54 

-1.82 


46.  72|  -1.18 

45.77I  -2.11 
39.911-10.23 

57.731  +1.29 

42.  33|  -2.33 

40.07|  -7.42 

42.86J  -4.81 

42.831  -4.78 


The  departures  from  the  normal  precipitation  are  compvited  only  for  such  stations  as  have  ten  or  more  years  of  record,    t  +10. 22. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Year,  1921 


stations. 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1931.  with  Departures  from  the  Normal. 

I 
November  I  December. 


.Tamiai-y.    February. 


EASTERN  PORTION. 

Allendale 

Blaekville 

Bowman 

Charleston 

Cheraw  

Conway 

Darlington 

Ferguson 

Florence  1 

Garnett 

Georgetown 

Kingstree 

Orangeburg  1 

Paris  Island 

Pinopolis 

Society  Hill 

Siimmerville 

Yemassee 

Division  means  and 
departures. 

WESTERN'   PORTION. 

Aiken  

Anderson 

Batesburg 

Calhoun  Falls 

Camden 

Clemsoii  College  

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Spring 

Kershaw 

Landruni 

I.aurens 

Liberty  

Little  ^fountain 

llonetta 

Newberry 

Saluda 

Santuck  

Spartanburg  

Trenton  

Walhalla 

Winnsboro  

Wintlirop  College 

Division  means  and 

departures. 
Section  means  and 

departures. 


50.4 

49.4 

48.0 

51.7 

45.5 

48.2 

«46.2 

47.2 

46.9 

51.7 

49.8 

47.3 

48.8 

53.2 

48.7 
'45.5 
50.2 
51.2 

48.8 


49.2 
4B.  6 
46.4 
44.0 


+2.7 

+2.3 

0.0 

+2.4 

+2.1 
+0.1 
+0.fi 
-0.1 

+  1.9 

+  i.'4 
-0.2 


+2.8 
+  L4 
+  1.6 
+0.3 
+  3.3 

+  1.5 


+3.:i 

+  1.9 
+  1.0 


Mai'cli, 


Anvil. 


Mav. 


June. 


51.8 
«54.  9 
48.4 
53.6 

46.6 
50.8 
'■49.  0 
50.7 


50.41 

53.4 

52.6 

51.0 

^52. 2 

56.  4 

49.5 

'48.8 

52.7 

54.1 

1 

'■■  51.4 

+3.6 
+  7.7 
+  1.0 
+  1.9 

+  1.9 
+  3.5 
+  4.4 
+  3.0 

+  4.8 

■+4.'i 

+  3.9 


+5.0 
+  1.4 
+  4.4 
+3.9 
+5.7 

+4.1 


52.2  +.1.2 

48.8  +4.9 

49.21  +4.4 
46.  2 


45.0  +2.7 
47.0;   +1.9 

44. 2 

43.8,   +.3.1 
43.8    +1.0 

4'-..  6'   +3.5 
45. 5' . . . 
44.8'... 

43. 1  ... 

45.2  +2.4 

46.8!    +1.5 
48.0,   +0.1 

45.3  +0.5 

'43.'6''+6.'6 

43.5'  +2.0 

46.  7i  +0.3 

4-1.6:  +'^-C< 

44.4'  +0, 

44.2  +0 

4.5.3    +1.2 

4C.9    +1.3 

I 


47.4 
5:1.2 
46.8 
46.8 
46.5 

48.3 
48.4 
46.  2 
■41 
47 


64.6 
63.6 
63.0 
65.1 

62.6 
6'2.8 
'63. 2 
62.0 

64.  6 
66.8 
64.1 
63.1 
64 

67.3 
62. 

'65.0 
65, 


+6.9 

1 
64.6 

+  ,5.5 

C2.9 

+  4.8 

63.2 

+7.9 

66.3 

+  8.9 

63.6 

+6.0 

63.2 

+  5.9 

63.6 

+5.7 

63.8 

+8.8 

61.3 

66.0 

+  6.2 

64.6 

+5.8 

64.8 

64.4 

+8.5 

68.9 

+  4.3 

62.5 

+6.  3 
+7.5 


63.0    +5.8 


65.  4', +  10.  3 


+5.0 
+2.4 


+  6.3 
1-3.5 


+  6.3 


+  5.2 


48.9     +3 
51.2    +3.4 
49.0    +4.8 


46.8 
50.4 
47.0 
47.0 
46.6 

47.9 


+  3.6 

+  4.4 
+3.  3 
+  3.8 
+2.  0 
+3.9 

+  3.6 


61.1 


58.1 


60.1 
64.0 
60.9 
59.0 
61.4 

61 

62. 4 
.59.2 
58.5 
60.2 


64.81 
65.  Oi 


+0.3 
-1.0 
-0.3 
+2.5 

+2.  1 
+0.4 
+  1.9 
+  1.7 

+1.9 

■+i.'i 
+1. 


+4 
+0.1 
+  1.0 
+  1.5 
+1.2 


69. 
69. 
69.2 
70.5 

67.2 
68.8 
'67.2 
68.9 


70.9 
69.2 
69.8 
69.3 


67.1 
68.0 
69.6 
69.8 


+  6. 


+  7.5 
+  10.0 


+8  4 
+8.2 


+7.6 


+7.1 


62.0  +5.9  62.3 
64.5  +8.7  63.9 
64.8    +9.  6 '64.  6 


61.4,   +1.4    69.2 


61. 5i  +1.6  69.6 
62.5  -M.2l"67.8 
62.3  +0.9  67.8 
61.5 69.0 


60.  5 
64.2 
61.4 
61.0 
62.6 

61.5 

63.1 

60.9 

60 

6'2.9 


"60.  3 

59.9 
63.8 
58.8 
61.6 
6L9 


CO.  9 


+2.4    62.5 


1-6.7    61.0 


+8.61 
+7.2 
+7.4 
+8.1 
+8.0 

+5.6 


61.7 
63.  2 
60.  '2 
'62.S 
63.1 

62.  2 


+  1.1 
+  1.4 


+2. 
+  1.5 


+  1.1 


66.  6 
68.7 
67.3 
66.0 
67.0 


-4.4 

-.3.7 
-3.1 
-L9 

-3.6 
-2.2 
-4.2 
-2.2 


-3.0 
-2.0 


-3.9 
-3.0 
-2.4 
-3.0 

-2.9 


-1.7 

-2.8 
-3.9 


80.2 
78.0 
79.0 
80.0 

"80.5 
78.6 

«79.4 
79.4 

81.6 
78.2 
"80.7 
80.6 
79.0 

'82.1 
"76. 2 
'81. 8 
79.8 
78.  6 

79.6 


79.6 
76.8 
SO.  f 
79.  < 


July. 


+1.2  79.8 
-1.5:''78.9 
+  1.0    79.2 


+  1.5 


80.6 


+2.1 
+  1.5 
+2.5'  79. Sj 
+2.3|  80.3! 


80.8 
79.8 


-4.0 
-•2.8 
— 1. 
-0, 

+0 
—0.3 
-0.2 
+0.9 


+2.91  80.  4 1   -1.0 

*  811.8  ... 

+2.1  80. 2I  -0.4 
+  2.5  "81.0  +0.6 
'  79.61.... 


6' 

67.2 
65.6 
'65.4 
+2.6    68.0 

+0.4;  67.7 
-0.1'  69.-' 
+2.  6!''68.2 


-2.  6 
-3.1 

-i.5 

-4.3 


-2.5 


-2.0 

-4.5 
-3.0 
-4.1 


77.9 
79.8 
78. 1; 
77.4 
78.2 

78.2 
79.  0 
77.4 
77.8 
78.1 


+2.8i  82.6    +1.5 

■    0.41 ! 

+  4.7I  79.61 

+2.61  79.  8| 

0.01  79.  9i 


+0.1 
-II. 1 
-1.3i 


78.6 
79.2 
77.  9 
78!8 


■September 


October. 


-1.4]  82.0 
-0.81  80.4 
+  0.5    »L9 


+0.3 
-0.1 
-0.9 
+  0.6 


80.9 
81.2 
81.2 
79.4 


79.2    —1.0   82.8 

80.4    IkS2.  3 

80.41  +0.3!  82.2 
80.4  +1.0'  8(J.  I 
78.6 79.9 


82.  4 
77.7 
"78.0 
80.  0 
79 


-t-1.6'  80. 2!   -0.  1 


+2.0;'79.0|  -1.2 
f".  4i  78.8:  -1.  1 
+2.8;  7S.7'  -0.3 
79.  61  . . 


+2.1    78.6    +0.8 
+  1.2:  79.91  —1.1 

79.0|.r. ... 

+3.0    78.61  +1.6 
+0.4    78.01  -2.0 


+  0.81  66.61   -3.8 


+  1.5!  66.2, 


+  7.5    63.3 


+  0.  61 
+2.  Oj 
+  1.7] 
+2.5[ 
1 
+  1.2 

+  1.0 


69.  S 
66.4] 
'67.41 
67.0; 

I 
67.4 

68.  I 


-3  3 
-3.1 
-1.0 
-3.8 
-3.2 

-3.4 

-3.1 


79.1 

80.  0 

'81.4 

'  80.  4 

78.8 

78.5 

^0.6 

77.9 

'■79.6 

79.0 

78.9 

79.2 

+  1.T 


+  1.8 


78.6 
79.4 
78.2 
79.4 
78.8 


+L2   79.2 
+2.8]  79.5 
+3.o:'^0.0 
+2.4    79.3    -1.2 
+2.1    79.2    -0.4 


+1.6 
-0.2 
-0.4 
+0.7 
-0.4 


83.8 
77.8 
!P0.  61 
81.0 
80.6 


79.5        0.0    81.1 


1. 


-0.4 


79.  2 1 
77.6 
78.4' 
77.5 


76.4 
79.5 
76 

75. 2 
76.4 

76.9 
7 

76.0 
76. 2 
76.2 


rO.6]  81.1 

-l.Ol  80.0 

0.  3i»81.0 

79.  6 


-1.3 
-1.0 


-0.3 
-2.  3 


78.2 

80.8 

79.4 

78, 

78.1 


+  6.4 
+5.2 
+5.7 

+7.8 
+  6.4 
+  6.9 

+5.4 

+  8.1 

'+6.3 
+6.1 


+6.6 
+3.6 
+7.4 
+  6.0 
+  5.1 

+  6.1 


63.0 
62.8 
66. 

62.7 
64.0 
664.0 
62.  4 

65.4 
'66.6 
66.5 
64.4 
63, 

69.0 
61.8 
61.8 
64, 
64- 8 

64.4 


-1 

-0.21  78.4 

— 0.8|''78.  6 

7.8 

■7.4 


+2.4I  79.2]  -0.1 


+2.1:  79.3 

+  3.3,  78.0 

+'.'.9  70.4 

+  3  0,  79.  8 

+  1.9j  79.1 

+  1.7I  79.6 


1.2 
+  1.0 
-0.2 
-O.I 

-0.4 

-0.2 


76.  6 
78.(1 
75.3 
77.8 
78.2 

77.3 

78.  2 


-2.5    79.5 

...,';    80.  6| 

'.'.'.' \  78.0 
-1,91  78.6 

-1.7';  79.9 
-0.4'  8(1.8 
-0.8|f80.4 
-1.6    80.0 

-1.1    79, 


-0  9; 

-1.6] 

-0.3; 
■0.4! 


+7.0 
+5.8 
+7.1 


+5.4 

+  7.1 


+7.3 
+4. 


+5.7 


+5. 

+4.9 
+6.  5 
+  5.6 


65.  (' 
61.2 


-1.4 
-1.4 
-0.5 

+  1.1 
-0.2 
+0.6 
-0.9 

+  1.8 

'+i!i 

+0.3 


+  1.6 
-2.4 
0.0 
-0.2 
-0.3 

+0. 2 


+  1. 
-1. 


■59.8  -1.5 
63.4  -0.6 
60.  6 


60.0 
60.2 

63.3 
62.6 

59.1 
'58.0 
59.6 

61.6 
64.0 
62  4 


+0.1 
-0.8 


+  1.8 


-     1.8; 


56.9 
58.6 
02.0 

55.8 
59.6 

'58.0 
57.6 

59.5 
61.3 
61.2 
59.0 
58.4 

64.4 
57.2 
'56.  4 
60.8 
61.0 

59.3 


58.5 
54.6 
57.4 
53.2 


54.6 
58.4 
.54.4 
54.0 
53.9 

56 
55.8 
54.1 
53.4 
53.  !- 


+  1.4 

+  4.4 
+3.9 


Annual. 


54.2    +6.9 
55.' 6  '+3.' 7 


+3.8  48.1 
+5.5  51.0 
+6.  9, '50.0 
+2.5   50.1 


+5.7 


+5.2 
+4.2 


■50.8 
54.3 
53.2 
51.6 
53.0 


+5.8  57.5 
■2.6  52.7 
+  4. 2  "47.  6 
+5.4  53.4 
+5.9   54.2 


+4.6 


+  4.6 
+  1.8 
+3.7 


53.2 
'48.4 
49.9 
47.4 
■50.9 


+  4.2 

+  4.6 


.50.2 
51.2 
48.6 
+  4.31  48.0 
+  L9'  47.8 


79.0 
80.4 
78.4 
80.1 
77.2 


+  .5.6  CO.  8 
+  6.l|  59.6 

+  6  9!  60.3 
+5.1  63.2 
+  7.6  .59.4 
+  6.91  ■61.6} 
+  4.  0' 


-1.21  79.3]   +5.5    60.7 
-0.6',  80.0    +5.8    62.1 


-2.5:  55.8 
-0.1'  58.  ( 
-0.  li  .56.'. 
-2.  ll  56.  ( 
-1.9j  54.; 

-0.  5I  53.4 
-l.li''56.( 
-0.5;  53.  f 
-0.8J154.  f 
53.  f 

-1.6]  55.2 

-1.0'  56.! 


+  5.6 


+  3.1 

+2.0 
+3.5 
+4.4 
+  3.0 
+  3.2 

+2.7' 
+  1.1 

+3.0] 
+2.0 
+  1.8 


+4.4 
+4.1 
+  4.8 
+1.9 

+5.9 

+4.'2 
+3.9 


+5.7 
+5.3 
+2.6 
+4.5 
+6.5 

+4.9 


66.1 

67.' 8 

64.4 
65.6 
65.0 
65.0 


67.7 
67.1 
66.1 
65. 9 


66  8 
67.0 


66.1 


+6.0    66.4 
+4.4    63. 
+4.2I..-. 

62.9 


49.2 

49.41. 
47.0  . 
46.2  . 
4,S.2 

49.7 
52.1] 
50. 2| 
47.6] 
47.4, 

47.4I 
51.2 
48.  Ol 
48.21 
46.61 


+  1.4 

+7.6 

62.9 

+4.0 

(■5.  5 

63.  2 

+  6.8 

62.  3 

+5.5 

62.8 

+7.2 

64.  r 

64.3 

62.3 

61.7 

+  5.4 

63.1 

+  4.1 
+5.8 
+3.  6 
+ 1 . !' 
+4.2 

+  4.8 
+  4.2 
+  4.7 
+5.6 
+3.5 


M.2 
65.  8 
65.21 

62.8 

62. 
65. 2 
62. 
63. 


+  1.6 

'  +  i.'2 

+2.7 
+2.0 
+2.  5 
+  1.7 


+2.4 
+2.1 


+2.4 
+2.  5 


+2.3 


+3.1 
+  1.7 


+2.5 
+2.3 


+  3.5 
+  12 


+2.7 


+2.5 

+  1.1 
+2.  3 
+2.  7 

■+i.'6 

+  1.3 
+  1.5 
+2.7 
+2.1 


+  4.1    49. Oj   +4.8|  63.6     +1.8 
+  3.0    50.3,   +4.0    64.81    +1.9 


The  departures  from  t'le  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  C.  ".  = ).  ai>pearing  in  the  table  indicate  number  of  days  missing:  For  example,  »  represeuts  two  days  mussing,  etc. 


(CONTINUED  FROM  PAGE  49.) 


WEATHER  BY  MONTHS. 

Janaary.—MUd,  open  weather  prevailed  generally  dnring 
the  month,' and  the  period,  1st  to  12tli,  was  abnormally  warm. 
Wliile  above  the  average,  on  tlie  whole,  precipitation_  was  de- 
ficient on  the  coastal  plain  and  abundant  in  the  Piedmont. 
An  unusually  severe  cold  rain,  ice,  sleet, and  snow  storm  occur- 
red in  the  upper  half  of  the  state  on  the  25th  and  2Gth. 

Fehraani. — The  weather  was  remarkably  mild,  on  the  whole, 
and  during  the  period,  6th  to  22d,  the  daily  mean  temperatures 
ranged  5°  to  22®  above  normal.  Precipitation  was  above  normal, 
on  the  average,  but  was  unusually  light  on  the  coastal  plain  gen- 
erally, wliile  relatively  abundant  up-State.  1 

March  —The  month  was  the  warmest  March   of  record   liyj 
0.5°;  the  mean  temperatures  ranged  5°  to   18°  per  day  above] 


normal  on  22  days.  Precipitation  was  considerably  below 
normal  and  was  badly  distrilnited . 

April. — The  temperature  averaged  higlier  than  usual.  The 
latest  spring  killing  frosts  occurred  in  the  eastern  portion  gen- 
erally al)0ut  the  r2th,  and  in  the  western  portion,  on  the  11th, 
12th",  and  19th.  'J'he  rainfall  was  sligtly  below  normal.^  A 
heavy  hailstorm  occurred  in  Anderson  County  on  the  28tli. 
Lightning  and  windstorms  caused  damage  approximating 
$12,000  during  the  month. 

May. — 'I'he  month  wasconsiderably  cooler  than  usual,  with 
two  prolonged  periods  of  low  temperatures.  Precipitation  was 
much  above  the  average.  A  tornado  occurred  near  Galivants 
Ferry,  Horry  County,  on  the  13th.  causing  the  death  of  one  per- 
son-and  property  damnge  approximating  $5,000. 

June. — The  month  was  well  up  in  the  group  of  warm  Junes, 
he    rainfall  averaged  but  little  more  than   half  the  normal. 
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There  were  two  deaths  by  lightning  during  the  month,  and 
fire  losses  resulting  from  lightning   approximated  $33,000. 

Judy. — Thermal  conditions  ranged  near  the  seasonal  aver- 
age. The  rainfall  was  superabundant,  on  the  whole,  but  was 
excessive  on  the  coastal  plain  and  deficient  up-State.  Five 
persons  were  killed  by  lightning  during  the  month.  Fire 
damage  resulting  from  lightning  approximated  $23,000.  A 
destructive  hailstorm    occurred  in  Pioken?  County  on  the  11th. 

August. — The  mean  temperature  was  somewhat  below  nor- 
mal. Rainfall  was  considerably  below  normal  and  badly  dis- 
tributed. A  small  tornado  occurred  near  Ashley  Junction, 
north-northwest  of  Charleston,  on  the  10th,  with  no  special 
damage.     One  person  was  killed  by  lightning  during  the  month. 

Septembe)-. — The  month  was  the  warmest  September  of  re- 
cord by  1.1°.  Precipitation  was  below  normal  and  very  un- 
evenly distributed.  Tiiree  persons  were  killed  by  lightning 
during  the  month. 

October. — The  mean  temperature  was  slightly  below  nor- 
mal. Precipitation  was  much  below  noniinl,  with  a  marked 
drought  between  tlie  first  and  last  few  days.  Heavy  to  killing 
frosts  occurred  in  the  Piedmont  and  in  sections  of  the  central 
counties  on  the  9th,  and  again  on  tiie  14th. 

November. — The  month  was  high  in  the  group  of  warm 
Novembers,  with  22  days  on  which  the  tnean  temperatures 
ranged  5°  to  21°  per  day  above  normal.  Precipitation  was 
above  the  average,  but  was  badly  distributed.  Freezing  tem- 
peratures extended  to  near  the  southern  coast  by  the  ]3th. 

De'-ember. — The  closing  month  of  the  year  was  unusually 
mild  and  open,  withsubnonoal  temperatureson  but  three  dates. 
Precipitation  was  less  than  half  the  normal.  Freezing  temper- 
ature- had  not  reached  the  lowercoast  by  thecloseof  the  niontli. 


MONTHLY  AND  ANNTJAI.  CLIMATOLOGICAL,  DATA  FOB 
SOUTH  CAROLINA,  YEAR   1921. 


Months. 


Temperature. 


January . . . 
February. . 

March 

April 

May 

June 

July 

August 

September 
October  . . . 
November . 
December  . 

Annual . . 
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49.4 
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63.3 
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79.6 
78.2 
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4.14 
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1.54 


+  0.39 
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*  From  35-year  averagei-. 


KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


Last  iu 
spring. 


]'"irst  in 
autumu. 


Averages— all  record.':. 


Last 
spring 
date. 


First     |og:(»^ 

autumn  k^  g.S  = 

date,     .y,  bi"""^ 


ERRATA. 

July,  1921,  Page  25.— Text,  General  Summary,  12th  line  of  second  paragraph,  bloom 
should  road  open  boU;  13th  line,  blooms  should  read  open  bolls. 

COMPARATIVE  DATA  FOR  SOUTH  CAROLINA. 


Temperature. 

Precipitation 

Average  number  of 
days. 

so. 

Year. 
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days  with 
0.01  inch 
or  more. 
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Si 
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■a 
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•S.C.. 

1887 

62. 8 
61.8 
62.0 
64.4 
63.0 
62.4 
63.0 
63.5 
61.9 
63.9 
63.3 
63.2 
62.8 
63.2 
61.1 
62.6 
62.2 
61.7 
62.6 
63.3 
63.3 
63.7 
63.4 
62.7 
64.9 
6'2.5 
63.8 
62.5 
62.9 
63.4 
61.4 
63.2 
64.1 
61.9 
64.8 
62.9 

no 
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105 
106 
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10(^ 
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109 
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lOfi 
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110 

5 
13 
10 
11 
13 
6 
3 

-  1 

-  6 
5 
3 
8 

-11 
1 
2 
10 
10 
8 
0 
11 
12 
12 

11 
16 
6 
16 
11 
17 
10 

-  5 

-  2 
8 
6 

17 
-11 

43.  43 
54.  63 

46.  76 
42.  29 

47.  52 
47.36 
53.  68 
50.49 
48.99 
44.95 
46.40 
49.  26 
46.76 
49.  79 
54.98 
46.43 
50.87 
40.98 
45.10 
54.81 
47.79 
53. 33 
44.61 
45.31 
39.  80 
54.32 
47.57 
43.39 
48.89 
43.91 
43.49 
46.48 
46.79 
52.24 
42.  83 
47.61 
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86 
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sw. 

1889 

se.    t 
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sw. 
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1893 

98 
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88 
86 
99 
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95 
96 
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98 
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95 
92 
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99 
94 
91 
91 
91 
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93 
96 
93 
93 
97 
94 
88 
93 
90 
96 

sw. 

1894 
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154 
163 
158 
143 
158 
167 
167 
172 
166 
188 
169 
159 
157 
169 
178 
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161 
177 
181 
163 
190 
184 
192 
186 
189 
183 
178 
172 
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116 
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102 

111 
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99 
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99 

95 

87 

85 
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70 

81 
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92 

97 

85 

85 

88 

83 

97 
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95 

84 
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99 

96 

94 

104 

91 
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73 
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w. 
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w. 
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1917 

sw. 
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sw. 

1919 
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1921 

Period ... 

\v. 
sw. 

Eastern  Poktion. 

Allendale 

Blackville 

Bowman 

Charleston  

Cheraw 

Conway  

Darlington 

Ferguson  

Florence  No.  1 

Garnett 

(ieorgetown 

Kiugstree 

Orangeburg  No.  1 

Paris  Island 

Pinopolis 

Society  Hill \ 

Summerville 

Yemassee 


Feb. 
.\pr. 
Mch. 
Jan. 
Apr; 
Apr. 
Apr. 
Apr. 
Feb. 
Feb. 
Apr. 
Feb. 
Apr. 
Jan. 
Feb. 
Apr. 
Apr. 
Apr. 


t  Also  other  directions. 


Normal 

Averages  for. 1921 

Wkstkr-N'  Portion. 

Aiken  

Anderson 

Batesburg 

Calhoun  Falls 

Camden 

Clemson  College 

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Spring 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain 

MontHta 

Newberry 

Saluda 

Santuck  

Spartanburg  

Trenton  

Walhalla 

Wiunsboro 

Winthrop  College 


Normal 

Averages  for  1921 

Section  Normal 

Section  averages  for  1921. 


Mch.  20 


Anr. 
Feb. 
Feb. 
Apr. 


Mch. 
Feb. 
Apr. 
Feb. 
Feb. 
Feb. 
Apr. 
Apr. 
Apr. 
.\pr. 
Feb. 
Feb. 
Feb. 


Apr. 
Apr. 
Feb. 
Apr. 
Feb. 
Mch. 


Mch.  19 


Mch.  19 


Nov.  13 
Nov.  13 
Jan .  2 
Oct.  14 
Nov.  13 
Nov.  13 
Oct.  23 
Nov.  13 
Nov.  13 
Nov.  13 
Oct.  9 
Nov.  13 
Jan.  2 
Dec.  19 
Nov.  13 
Nov.  13 
Nov.  13 


Nov.  16 

Dec.  30 
Nov.  13 
Nov.  13 
Nov.  11 
Dec.  30 
Oct.  14 
Dec.  30 
Dec.  30 
Nov.  13 
Nov.  13 
(Vt.  14 
Nov.  13 
Oct.  9 
Oct.  14 
Nov.  13 
Nov.  13 
Nov.  13 
Oct.  14 
Oct.  14 
Oct.  9 
Nov.  13 
Nov.  13 
Oct.  9 
Nov.  13 
Nov.  13 


Nov.  18 
'N(3V.'i7' 


Mch.  14 
Mch.  '20 
Mch.  26 
Feb.  '211 
Mch.  29 
Mch.  23 
M(  h.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Feb.  24 
Mch.  6 
Mcll.  22 
Mch.  15 
Mch.  13 

Mch.  17 


Nov.  14 

Nov.  12 


Nov. 
Dec. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 


245 
237 
222 
293 
219 
23' I 
216 
224 
233 


Nov.  18 
Nov.  15 


253 
214 


Dec.  1 
Nov.  26 
Nov.  8 
Nov.  14 
Nov.  12 

Nov.  13 


Mch.  16 
Mch.  27 
Mch  .'27 


Mch.  11 
Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 


Mch.  31 
Mch.  25 
Mch.  27 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Nov.  18 
Nov.  5 
Nov.  12 


28(1 
265 
231 
244 
2-14 

241 
211 

247 
223 
230 


Nov.  U 
Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov .  4 


Nov.  2 
Nov.  11 
Nov.  8 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.  5 

Nov.  7 


Nov.  10 


•245 
215 
245 

'I'M 
213 
228 
220 


216 
231 
226 
219 
204 
211 
216 
238 
204 
230 
•221 

225 
244 

232 
243 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  w^ith  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow :  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  number  of  growing  days  is  the  difference  between 
the  average  spring  and  autumn  killing  frost  dates. 
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CLIMATOLOGICAL    DATA 


SOUTH   Cfll^OLtlNfl   SECTION. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vot..  XXV.  Columbia,  S.  C,  Januai;y,  1922. 


No.  1. 


GENERAL  SUMMARY. 

Theniial  conditions  ranged  somewhat  ))p]o\v  the  seasonal 
average,  hut  tlie  month  was  comparatively  mild  and  open  until 
al)OUt  the  closing  week.  Precipitation  was  close  to  normal,  on 
tile  whole;  the  distrihution  was  poor,  however,  with  a  supera- 
liundancp  in  the  Piedmont  and  relatively  light  amounts  else- 
where. 

Altliough  the  weatlier  was  generally  mild  and  open  until 
ahout  tite  24th,  tiie  succeeding  low  temperatures  cliecl\ed  ah- 
norinal  crop  development,  and  winter  cereals  and  hardy  winter 
truci<  maintained  good  condition  generally.  Some  grain  was 
l>eing  pastured  toward  the  middle  of  the  month.  Spinach 
shipments  began  in  the  trucking  districts  about  the  17th.  and 
winter  cabl)agp  shipments,  about  tlie  2Uh.  Excepting  some 
young  lettuce,  no  material  damage  to  tiie  winter  truck  crops 
resulted  from  freezing  during  the  closing  week  of  the  month. 
Jlog  killing  l>pcame  more  or  less  general.  Wet  soil  retarded 
plowing  in  tlie  Piedmont  toward  the  end  of  the  month. 


Section  had  less  than  3  inches.  The  greatest  local  monthly 
amount  was  8.64  inches  at  Landrum,  and  the  least  local  monthly 
amount  was  1.57  inches  at  Florence  No.  1,  Florence  County. 
The  greatest  amount  during  any  24  hours  was  2.00  inches  at 
Walhalla  on  the  20th.  The  average  number  of  rainy  days  was 
12%  above  normal. 

Rain  and  sleet  or  snow  fell  throughout  the  Section  at  in- 
tervals between  the  2od  and  27th,  and  the  total  snowfall,  rang- 
ing from  Traces  to  7.5  inches,  was  measured  principally  during 

I  that  period. 

I 

I  WIND. 

The  prevailing  wind  was  from  tlie  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
9.4  miles.  'J"he  highest  average  velocity  was  12.4  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  12.0  miles 
per  hour  at  Ciiarleston;  the  lowest  average  was  6.0  miles  per 
hour  at  Augusta.  Ga.,  and  in  the  Section  proper,  8.0  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-niinute 
period  was  50  miles  per  hour  from  the  west  at  Savannah,  Ga., 
on  the  11th,  and  in  the  Section  proper,  87  miles  per  honr 
from  the  south  at  Charleston  on  the  same  date. 


I 


PRESSURE. 
'I'he  mean  sea-level  pressure,  determined  from  reports  of  9 
n-gnlar  \\'eather  Bureau  stations  in  and  suriounding  the  Sec- 
tion, was  80.20  inclies.  Tlie  In'gliest  prcssm-e  was  80.60  inches 
at  Cliarlotte,  N.  C,  on  the  7tli,  and  in  tlie  Section  proper, 
8).5S  inche- at  Due  West  on  the  same  date:  the  lowest  pressure 
wns  29.17  inches  at  Charlotte,  N.  C..  on  the  11th.  and  in  the 
Section  proper,  29.25  inches  at  Greenville  on  the  same  date. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  snrrounding  the  Sec- 
tion, was  as  follows:    8  a.m.,  81%;   noon,  66%  ;  8  p.  m..  71% .  j 
Tiie  greatest    percentnges  occurred   along  the    coast,    and   tliej 
lowest,  over  the  northern  interior.  1 


PRECIPIIATTON. 

The  average  for  the  Section,  51  stations  reporting,  was 
8.58  inches,  or  0.07  inch  above  the  normal.  The  bulk  of  the 
month's  rainfall  was  recorded  between  the  6th  and  llth  and 
from  the  20th  to  27th.  Precipilation  was  poorly  distributed, 
the  Piedmont  having  a   superabundance,   while  two-thirds  the 


SUNSHINE    AND    CLOUDINESS. 

'Phe  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  126.9  hours,  or  40%  of  the  possible  amount. 
The  average  number  of  clear  days  was  10;  partly  cloudy.  6, 
find  cloud.v.  15,  as  against  normals  of  18,  11  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

Fr(\*het  conditions  prevailed  in  the  upper  Saluda  River  at 
Pelzer  from  the  21st  to  the  24tli.  The  Santee  River  was  in 
moderate  floxl  as  follows:  At  Rimini.  12th  to  I6th  and  24tli 
to  29th;  at  Ferguson,  I4th  to  20th  and  2tth  to  8()th, 


TEMPERATURE. 

The  nionthlv  mean  foi'  the  Section,  detei-mined  fi'oni  re- 
».orts  of  4l  stations,  was  44.2°,  or  1 .8°  below  the  normal .  The 
highest  temperature  was  81®  at  Yemassee  on  the  20th  and  at 
Conwav  and  Georpptown  on  the  21st.  The  warm  periods  were 
from  the  4th  to  6th.  9th  to  llth.  1.5th  to  16th,  and  18tli  to22d. 
The  lowest  temperature  was  14°  at  Santuck  on  the  2d.  The 
cold  neriods  were  from  the  1st  to  2d,  7th  to  8th,  12th  to  14th. 
and  28d  to  81«t.  The  tirst  freezing  temperatures  of  the  autumn 
and  winter  did  not  reach  the  lower  coast  until  Januarv  2. 


MISCELLANEOUS    PHENOMENA  (dates). 

FrnMii,  kllliiK/. — Additional  numlier  of  stations  reporting: 
2(1,  2. 

Ilnloft-Sohrr:  Columbia.  5,  16,  22,  29;  Due  West,  2,  4, 
16,  22,  29;  Greenville,  16,  17.  22. 

Fog,  /)r'/(.*r.— Calhoun  Falls,  9:  Catawba,  9,  18;  Charleston, 
9,  10,  is,  19:  Columbia,  9,  10,  18,  19;  Due  West,  9;  Green- 
ville, 9,  19;  Kingstree,  6,  10;  Liberty,  5;  Monetta,  9,  IS,  19; 
Pelzer,  9;  Rimini,  18;  Trenton, "9. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1922. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 
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•  I  .Mininuun. . 

\  Maximum  . 

•  *  .Minimum. . 
\  Maxinunn  . 

■  )  Minimum. . 
\  Maximum  . 

■  I  Miiiimuni. . 
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.53  43 

32 

5fij  4: 

39  19 


591 
34i 

53i 
30 
.59i 
30! 
.58! 
201 
57! 
24, 


73!     70, 
53     54, 

,58'     ,58 


65: 
331 

"51 
321 


,50|  4.^ 

32|  21 

45:  45 

32j  20 

52  45! 

30;  161 
4.5!.... 

37 1  19 

40;  381 

.30  181 


21 
57 
30 
55 
28 
50 
31 
43 
29 

48 
27 
52 
26 
50 
30 
54 
20 
,58 
26 

55, 
30: 
.571 
20! 
60 
33 
53 
25 
55 
22 

51 
28 
56 
28 
51 
22 
56 
21 
52 
28 


51! 

73! 


,54,  55, 
,55'  55; 
38l  49] 


6' 

29 
68! 
44 
66 
41 
65 
46 
,55 
30 

6: 

42, 
,56, 
40 
66 
44 
66 
32 
66 
46 

66 
43 
68 
42 
60 
34 
6' 
3' 
6' 
38 

66 
39 

6' 

30 

66 

39 

68 

43, 

60; 

37, 


62:  60, 

44:  50! 

73  61! 

54;  4.5| 

60,  ,53| 

50  45 

.56!  54 

49  45 

66!  63 

431  51 


71 1  66 

49'  45 

60i  55 

481  46 

60,  52 

39;  51 

,58  53 

49;  33 

69,  70 

.521  45 

72  69 

51 :  48 

fiKl  64 

38l  30! 

69,  68; 

411  47: 

65!  65 

38;  46 

61  ,571 

48  49 

721  67 

491  49 

55,  61 ! 


54,  40 

3-!  32 

•5' I,  42 

40'  32| 

62'  54I 

.54!  331 

43!  37 

40|  32 

49,  49| 

41!  39 

58;  45 

42;  37 

451  40 

39  32 

45  40 

39  32 

45;  4'^ 

39  31 

,53,  42; 

40l  32 


51  61! 

27!  271 

53I  051 

29'  35     39 

48  63,     66 
29 


65     53] 

32I     3fil 

701     491 

41: 

40| 
31I 


31!    .39 

66'     69     53 


27 

32 

39 

67 

69 

59 

27 

33 

39 

49 
41 

58 
33 
53 
3.> 

60 
36 

51 
39 
62 
3' 
50 
40 
49 
38 
4.S' 

49I 
38| 
54 
40 
57 
35 
49 
44 
49 
40 


,571 
45I 
,53  45! 
361  40,  .351 
,54'  47  57, 
37i  39,  47S 
62,  49,  55! 
351  381 
,59      591 


32; 

,57! 

39'  39I  41: 


55  46 

32  24 

42  42 

28  25 

47  43 

31  24 

41!  43 

25:  22 

46,  47 

34  25 


501  64 1  63|  60  53 


25   351  30 
47'  591  61 1 


34  S8 
44   4 


33  42  35  38 
621  64   46  52 


,59  59  55 

34!  351  41 

48,  50}  58 

37,  37;  401 

61  47!  5.51 

36  391  =''* 

57,  50  53: 

,30,  41 
5S 


40      33 

.54 1     42 
40!     33 


361  31 

48; 

38  32 

.^51  42 


49  "42 

SS  32 

,5i1i  39 

37,  32 

.50:  40 

43i  32 

41 1  39 

38  3; 

4fi|  39 

37,  31 


40 

3,| 

.521 
32 
,56 
34| 
601 
31 
53 
33 
,5'' 
40 

46 
33 
55 
35 
49 

",52 
35 
49 
33 

",59 
33 

,54| 
341 
6S1 
29 1 
521 
.31 1 
46, 
33 


30!  32,  39,-    34 

49i  62  61 

21!  221  29 

50,  67l 


38 
421  •■'4 
.32 1  3' 
48i     54 


59 

491 
63l 
511 

^ 
69! 

40l 
70! 
391 
t;91 
451 
74; 
47! 
75 
43| 
73I 
44! 

72 
41 
64 
41 

65 
39 
73' 

44] 
76l 
45 


58 


68     60| 
54      401 


55 
81 
57 

79 
55 

75 
56 
78 

52 1     59 

801 

53!     57 


71  53 

53  42 

621  5-' 

52I  39 

75I  52 


26,     33,     361     37,     3; 


291    24 


54,  52, 

43,  28l 
561  4Ti 

44,  291 
49,  40, 
40I  291 


47  581     f''^ 

21 1  261     26 

49i  63;     65 

27!  31;     3 

46|  60 

241  31 

43!  55 

24  34 
40,  65:     60 

25  25:     39 


.32     28' 


.56      55; 
421     281 


52  43 

40  30 

.561  48 

44|  30 

541  43! 

39]  24 

.57  43 


49 

21 

42 

20 

41 

18 

41 

2 

38 

23 

41 
23 
44 
25 
49 
29 
49 
23 
.59 
2 

41 
21 
42 
25 
39 
19 
41 
2.S 
40 
22 


581 
331 
601 
31! 
531 
311 
,58' 
251 
,54! 

29: 

6,! 

^^i 
33' 
62; 

271 
,55! 
26, 
41 
33 

,56, 
30 

62 
32I 
58| 
24 1 
60; 
28 
54| 
32 


351  ^^ 

60  41 

33  34 

581  59 

33I  35 

621  ^'-^ 

3''  35 


68      65 
45      54 


71 
46 

62 
42 
70 
47 
71 
36 
69 
40 

53 
43 
69 
46 
66 
47 
50 
43 
,52 
35 

63 

35 
6.'^ 
45 
5' 
42 
64 
39 
53 
39j 

6"; 
4.^1 

72 
45 

60 

47 
65 
53 

54 
44 
70 
46 
53 
4? 
67 
37 


51 1  39|  29 

65I  46|  33 

551  35;  31 

70  46  41 

57  43l  34 

64  46;  4!)i 

55!  38'  32 

71!  63!  451 

59!  41,  36' 

721  641  42I 


521     41 

73!     60; 

38l 


30 

60:     44 
42      3' I 


591     42 
41      33 


34     32      33      47      56      ,54 


78 
61 
64 
59 

73 
58 
66,  69 
52,  56 
76 
50 


53 
47      39 


6 

5' 

78 

60 

68 

57 

66 

56 

6! 

5 

62 
36 
74 
59 
6^ 
49 
68 
5' 
,52 
3 

72i 
.50 

61^ 
71 
57 
7'' 
60 
6C 
41 

68 
51 
76 
60 
66 
51 


61 
42 
60 
50 
58 
.39 
62! 
51 

64 
39 
65 

43 

5' 

43 

501     43 

42\    3' 

70 1     60 

43|     39 


60I     60      65 
45      55     54 


65 
37 
67 
49 
62 
41 
56 
41 
4I- 
3? 

65 
4 

48 
6'' 
42 

66 
4 

48| 

3"] 

59 
41 
69 
46 
6 

'57 
4 

60 
44 


42 
34 
39 
33 
40 
31 
3f 
34 
38 
34 

41 
33 
40 
3( 
39 
31 
38 
32 
43 
3! 

.54 
3r 
3' 
30 
38 
33 
36 
3' 
5V 
36 

45 
30 
41 
32 
4' 
3' 
42 
31 
3= 
25 


47.'  46!   "47 
33     38l     35! 


46,    55     46 

31! 
46' 

29l     34; 

,531     46 


351     38! 

571     51 1 


291     33     34 


571    461  53 

32I    35i  34 

4 

301  3:1 


45 
32! 


50 

28 

55 

30 

41:    56;    44 

29!     33'    35 

491     58; 

30     27 

42I     55 

29 

5' 


971 

1 
45 


30     25 


231     26 


29  28 

47j  561 

30  29! 
46  54 
28  36 
47I  57 
301  28 
48  58 
28  27 


501 

35! 

571 
37| 
59 
36 
56 
36 

,■^3 
35 
59 


34 
25 
34 
2' 

36 

25! 
321 
2.ij 
33 
24 

37 
27 
31 
25 
32 
25 
33 
24 
37 
26 

45 

23     21^ 
S3     28 


32     48 
261    29 


37 

48 

37,  37 

46  51 

35  34 

48!  58 

37 1  54 


54 
31 

,50! 
301 
,52 
25 
57 
26 

,«12! 
.351 
49! 
29 
49: 
311 
48! 
33 1 
33, 
25, 


51 
38 
47 
3« 
46 
-3 
48 
27 
.56 
36 

51 

45 


t"  36 

*|     47' 


30  39 
54  45 
281     36 


.541 
35l 


49,     .56 
30     35 


25     26 


27 

21 

32 

30 

25 

21 

36 

26 

21 

20 

29  35 
20  2 ' 
31  31 
?3!  26 
331  44 
2' 
33 
22 
3" 


28 

53 

2 

56 

3'> 

.531 

2,-1     28 

,55      '- 

30 

52 
33 
55 
33 
54 
33 
49 
9 


23     26 


28 
4,5 
3" 


S2. 1 
36. 5 


54.6 
40.1 
53. 0 
34.5 
56.1 
35.3 

>'55.7 
'36.  0 
•54.3 
35.0 
53.5 
37.3 
58.6 
37.0 
58.3 
35.9 
56.9 
34.7 

55.  8 
35.9 
,"^8.5 
39.4 
"51.9 
'37.  5 
57.5 
.37.5 
,59.1 
36.7 


,55.7 
36.  5 
50  3 
•3\9 
54.0 
.38.1 
.W.  5 

31. S 

54.5 
36.0 

•.53.1 
33.  .1 
51.9 
.36.  3 
49  3 
3.5.0 
48.4 
.35.3 
.■^0.6 
33.  C 

54.4 
32  0 
r>.  4 
33. 9 
49.8 
33.4 
48.9 
33.1 
.■^0.4 
33.8 

,52. 4 
.34.3 
54.2 
36.3 

63.7 

.52.4 
35.2 
."^1.0 
34.1 

49  8 
34.3 
.'^2.  9 
35.6 
51.4 
33.5 
•.■^0  5 
33,  R 
47.1 
33.6 
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No.  2. 


GENERAL  SUMMARY. 

Tlie  irionth  was  unusually  mild  and  open,  with  20  dates  on 
wliich  the  daily  mean  temperatures  ranged  5  to  23  decrees  above 
normal  and  but  7  dates  with  marked  subnormal  temperatures. 
Precipitation  averaged  much  above  normal  and  was  supera- 
l)undant  in  tlie  Piedmont  sections. 

Winter  cereals  and  hardy  winter  truck  continued  in  good 
condition  generally,  with   no  material  frost  damage,  except  to 
someyoung  lettuce.      White  potato  planting  began  in  the  coastal  I 
counties  about  tlie  Hth,  and  the  spinach  harvest  was  completed  | 
al)nut  the  2lst.     The  heavy  rains  during  the  early  and  middle  j 
parts  of  the  month  were  followed  by  freshet  conditions  in  prac-  j 
ticall.v  all  the  streams  of  the  Section,  and  the  soil  was  generally  I 
too  wet  and  soggy  for  satisfactory  progress  in    winter  plowing,  i 
except  on  the  coastal  plain,  where  tlie  rainfall  was  not  so  heavy.  ! 
The  month  closed  with  fruit  and  early  shrubbery  buds  swelling, 
and  .scattered  peach  blooms  weie  noted. 


Darlington.     The  greatest  amount  during  any  24  hours  was 
3.62  inches  at  Calhoun  Falls  on  the  13th  and  14th. 

Snow  Hurries  occurred  up-State  on  the  7th  and  9th  ;  snow- 
fall ranging  from  Traces  to  2.5  inches  occurred  on  the  15th, 
16th,  and  17th.  The  average  number  of  rainy  days  was  11% 
above  normal. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  deteivmined  from  9  anemometer  records,  was 
8.9  miles.  The  liighest  average  velocity  was  12.3  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  10.7  miles 
per  hour  at  Charleston;  the  lowest  average  was  6.1  miles  per 
hour  at  Augusta,  Ga.,  and  in  the  Section  proper,  8.1  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  48  miles  per  hour  from  the  west  at  Greenville  on  3d. 


PRESSURE.  I 

Th<'  mean  sea-level  pressure,  determined  from  reports  of  9  ' 
re;,'ular  Weather  Bureau  stations  in   and  surrounding  the  Sec- ! 
(ion,  was  30.16  inclies.      The  liigliest  pressure  was  30.07  inches 
at    Asheville,   N.   C,   on   the  8tb,  and   in   tlie  Section   proper, 
30  6!  incite-  at  Due  We-^t  on  the.  same  date;  the  lowest  pressure! 
was  29.5-2  inches  at  Wilmington,  N.  C..  on  the  7th,  and  in  the 
Section  proper,  29.58  inches  at  Columbia  on  the  same  date. 


"  TEMPKKATUEE. 

'I'he  monthly  jnean  for  tlie  Section,  d(>termined  from  re- 
l-orts  of  41  stations,  was  52.6°,  or  5.5°  above  the  normal.  The 
highest  temperature  was  84°  at  Garnett  on  the  23d.  The 
warmest  periods  were  from  the  1st  to  Cth.  lOth  to  13th,  and 
19th  to  28th.  The  lowest  temperature  wa^^  14°  at  Walhalla  on 
the  8th.  The  coldest  periods  were  from  (he  7th  to  Dth  and, 
fi-om  the  15th  to  the  18tli.  [ 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9  j 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 1 
tion,  was  as  follows:  8  a.m.,  80%  :  noon,  08%  ;  8  p.  m.,  76%.  I 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  over  the  northern  interior. 


SUNSHINE    AND    CliOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  135.6  hours,  or  44%  of  the  possible  amount. 
The  average  number  of  clear  days  was  8;  partly  cloudy,  8, 
and  cloudy,  12,  as  against  normals  of  12,  6,  and  10  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Heavy  rains  in  the  middle  and  up-State  counties  from  the 
4th  to  the  0th  and  from  the  13th  to  the  16th  were  followed  by 
general  freshet  conditions  in  the  Pee  Dee  and  Santee  River  Dis- 
tricts. The  Santee  River  was  in  continuous  flood  at  Rimini 
after  the  3(1,  and  at  Ferguson,  after  the4th.  Unavoidable  losses 
in  the  Pee  Dee  District  approximated  ,^1,000,  and  movable 
property  saved  by  timely  warnings  was  estimated  at  $1,000  in 
value,  in  the  Santee  District,  unavoidable  losses  approximated 
.S/,170,  and  the  value  of  movable  property  saved  by  warnings 
was  estimated  at  S-12,250. 


MISCELLANEOUS    PHENOMENA  (dates). 

Hdlofs—Lvnar:  Charleston,  3,  (i;  Greenville,  12;  Libertv, 
16.  Solar:  Charleston,  17,  18;  Columbia.  13.  17,  24,  27;  Due 
West.  3.  4,  8,  17.  23.  24.  27;  Greenville,  8,  17;  Libertv,  16,  17. 

i/m7.— Walhalla,  13. 

Sleet. — Cheraw,  16;  Columbia,  7;  Little  Mountain,  7. 

TV/^nir/ffstorm.s.  — Charleston.  5,  6,  15,  27,  28;  Cheraw.  23; 
Columbia,  13,  14.  15,  23;  Due  West.  12,  13.  14,  15.  23:  Gar- 
nett, 5.  24,  27,  28;  Landrum.  26;  Libertv,  13;  Little  Mountain, 
5,  13,  14.  15,  24;  I\ronetta.  5.  15,  21;  Santuck.  7,  15;  Sum- 
merville,  27;  Winnsboro,  14,  24. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
6  62  inches,  or  2.19  inches  above  the  normal.  Precipitation 
occurred  in  four  fairly  well-defined  periods,  but  was  rather 
badly  distributed  as  to  a,mount.  The  heaviest  rainfall  was  re- 
corded principally  on  the  5th  and  Otli  and  from  the  1-Jth  to  the 
16th.  In  the  Piedmont  counties  and  in  sections  along  the 
middle  and  lower  coast,  the  monthly  amounts  were  much  above 
normal  generally  and  ranged  from  6  to  over  10  inches,  and  in 
n  large  portion  of  the  coastal  plain  the  total  meaMirements  were 
less  than  5  inches.  The  greatest  local  monthly  amount  was 
in.5t  inches  at  Calhoun  Falls,  and  the  least  was  3.23inchesat 


J                   MISCELLANEOUS  DATA 

FOR  FEBRUARY, 

1922. 
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E.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snn.sct,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  mcasnreil  in  I  lie  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  liegular  Weather  Bureau  'Station;  preciiiitation  is  for  the 
24-liour  period.  nn<lniglit  to  midnight.    *  Pre(i|>itation  included  in  the  next  following  nieasiirement.     t^eparate  ilates  of  falls  not  recorded.     1'    'rra<'e.  or  less  than  O.iil    iiieli. 


COMPARATIVE  DATA  FOR  FEBRUARY. 


Temperature. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


February,  1922. 


Daily  Temperatures  for  February,   1922. 
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Enstfrn  Pmtinn. 
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)  Jia.xinnnn  . 
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Spartanburg i  Minimum.. 

„,       ^  )  Maximum  . 
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55 
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49 
38 
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78 
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75 
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48 
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74 
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78 

73 

45 

45 

78 

79 
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74 
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73 

76 

50 

47 

71 
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72 

49 
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45 
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56 
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4R 

RR 
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51 
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50 

82 
50 
78 
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50 


75     68 
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I 


Refprenee  letters  (".  '',  e),  appearing  in  the  table  imlieate  number  of  days  missing:  for  example,  *>  represents  two  flays  missing,  etc. 
%  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  ivliich  it  almo.st  always  nccnrs. 
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GENEKAL  SUMMARY. 

The  tnontlily  mean  teinppratui'e  was  somewliat  above  nor- 
mal incident  to  two  prolongKl  periods  of  warm  weather.  Pre- 
cipitation was  nearly  twice  the  normal  and  was  superabundant 
in  the  central  and  northern  counties. 

Showery  weather  dnririR  tlie  first  half  of  the  montli  mate- 
rially retarded  the  usual  spring  plowing,  especially  up-State, 
l)nt  plowing  conditions  improved  as  the  nionth  progressed. 
M'heat,  oats,  rye,  early  truck  and  early  gardens  maintained 
generally  good  to  excellent  condition,  and  frost  damage  was 
practically  negligible  White  potatoes  had  developed  good 
stands  by  the  end  of  the  month,  notwithstanding  some  seed  rot 
<lue  to  wet  weather.  Early  cabbage  and  early  l)eet  shipments 
from  the  trucking  districts  liegan  by  tiie  middle  of  the  nionth, 
and  all  tree  fruits  wei-e  in  full  bloom  during  the  last  decade. 
Tiie  woods  were  about  two-thirds  in  leaf  by  the  (Mid  of  the 
nionth. 

PRESSURE. 

■|Mie  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'giiLir  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.18  inches.  The  highest  jiressnre  was  30. T)!  inches 
nt  Olinrlotte,  N.  C.,  and  at  Columbia  on  the  13th;  llie  Iow(>st 
jn-e-i-:nre  was  29.43  inches  at  .\ugusia,  Ca.,  on  the  20th.  and  in 
tiie  Sectiwn  proper,  29.0.5  inches  at  Greenville  on  the  same  date. 


Charleston.  The  greatest  amount  during  any  24  hours  was 
4.00  inches  at  Batesburg  on  the  5tli.  The  average  number  of 
rainy  days  was  38%  above  normal. 

A  destructive  tornado  visited  the  Big  Horse  Creek  valley, 
between  Langlej'  and  Graniteville,  Aiken  County,  about  5:30 
a.  m.,  March  7.  The  storm  moved  from  the  southwest  toward 
the  northeast  in  a  path  50  to  200  yards  wide.  Five  persons 
were  killed,  and  20  were  injured.  The  property  damage  ap- 
proximated $45,000. 

Lightning  fired  and  destroyed  a  barn  and  contents  near 
Monetta  on  the  19th,  the  loss  approximating  S700. 


WIND. 

Tile  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  fiom  9  anemometer  records,  was 
9.9  miles.  The  highest  average  velocity  was  14.0  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  12.1  miles 
per  hour  at  Cliarleston;  the  lowest  average  was  6.6  miles  per 
hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  S.3  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  4S  miles  from  the  west  at  Greenville  on  the  7th. 


TEMPERATURE. 

The  monthly  mean  for  tiie  Section,  determined  from  re- 
pirtsof  40  stations,  was  55.5",  or  0.5°  above  normal.  The 
highest  temperature  was  89°  at  Florence  No.  1  on  the  30th. 
The  mean  temperatures  were  near  or  considerably  above  normal 
l):^twe'^'i  tlif-  6tii  and  19th  and  from  the  24tli  to  the  close  of  the 
month.  The  lowest  temperature  was  24°  at  Walhalla  on  the 
5t!i.  Sul>normal  temperatures  occurred  from  the  1st  to  the  5th 
and  between  the  20th  and  24th.  The  last  spring  killing  fro.sts 
thu-*  far  were  recorded  on  the  coastal  plain  about  the  5th,  and 
in  the  interior,  as  late  as  the  21st  to  24th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
n'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  81%;  noon,  60%  ;  8  p.  m..  68% . 
Tiie  highest  percentages  occurred  on  the  coastal  plain,  and  the 
lowest,  over  the  northern  interior. 


SUNSHINE    AND    CLOUDINESS. 

!  The  average  monthly  sunshine,   determined  from   9  auto- 

inatic  records,  was  217.3  hours,  or  59%  of  the  possible  amount. 
The  average  number  of  clear  days  was  15;    partly  cloudy,    7, 
land  cloudy,   9,   as  against  normals  of  14,  8,   and  9  days,   re- 
spectively. 

RIVER  CONDITIONS.  .^.^•. 

I  \ 

Moderate  freshets  occurred  in  the  Saluda,  Broad,  Congaree, 
land  \\'ateree  Rivers,  of  the  Santee  Kiver  District,  between   the 
I  7tli  and  the  14th,  and  again   in   the  same  streams  on  the  20th 
'and  21st;  the  Santee  Kiver  was  in  flood  throughout  the  month . 
In  the  Pee  Dee  River  District,  moderate  freshet  conditions  pre- 
i  vailed  in  the  Great  Pee  Dee  at  intervals  from  the  4th  to  the 
I  13ih.  in  tlie  Lynches  River  between  the  10th  and  I5tli.  in   the 
i  Black  River  from  the  r2th  to  the  17th,  and  in  the  Waeeamaw 
I  River,  from  the  19th  to  22d.      High  water  also  occurred  in  the 
i  Savannah  River  alnnit  the  9th,  I2th,  and  21st,     The  unavoid- 
jal)le  losses  in  the  Santee  District  were  estimated  at  $6,100,  and 
movable  prorierty  saved  by  warnings  approximated  $44,000  in 
i  value.      In  the  Pee  Dee  District  the  unavoidable  losses  were  es- 
timated at  $13,700,  and  the  value  of  movable  property  saved 
by  flood  warnings  approximated  $71,200. 

MISCELLANEOUS  DATA  FOR  MARCH,   1922. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
7.01  inches,  or  4.10  inches  above  normal.  Precipitation  oc- 
curred in  6  periods  and  was  superabundant  in  the  central  and 
Tiorthern  counties,  where  the  measurements  ranged  from  6  to 
over  10  inches;  in  the  coast  count  ies  the  amounts  ranged  down- 
ward from  5  inches  to  less  than  4  inches  in  Charleston  County, 
The  greate^^t  local  monthly  amount  was  10.10  inches  at  Mo- 
netta. and  the  least  local  monthly  amount  was  3.15  inches  at 
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fi.8 

s. 

84 

61 

69 

66 

rharlpston.  S.  <\. . 

m  H 

.59.  0 

80 

3R 

3.15 

1.33 

12.1 

s. 

79 

60 

74 

75 

Charlotte,  X.  ('  ... 

3(1.  1L> 

53. 2 

79 

2!) 

(5.  32 

1.31 

6.6 

lie. 

78 

61 

65 

51 

roliimliia.S.  V .... 

:w.  \h 

.5fi.8 

81 

32 

fi.51 

2.20 

8.3 

s. 

83 

53 

60 

47 

Piie  West,  S.C  .  .. . 

.30.14 

53..2 

79 

29 

7.98 

1.93 

9.7 

s. 

84 

61 

51 

Oi-eepvillp.  S.  C.  .. 

30.  in 

.03.  0 

78 

30 

5.95 

1.95 

9.9 

svv. 

78 

61 

64 

54 

Siivaiinali,  Oa 

30. 1-1 

(51.2 

S3 

3fi 

4.fi8 

1.7f> 

14.0 

s. 

82 

63 

75 

70 

Wiliiiiimtnii.  N  ('. 

30.  If. 

56.8 

79 

35 

4.47 

2.31 

9.8 

s\v. 

80 

r.0 

73 

67 

Mean'  ami  e.'c-  » 

tremes i 

30. 13 

hS.  5 

83 

_^9_ 

.5.82 

JJ'1_ 

9  9_ 

s. 

81 

60 

fS 

.n9 

^ffA 


10 


CLlMAroLUliRAL   DATA:    801' 111   CAKOLINA   SKCTJON 


Mahch,  1922. 


ICnxtcni   I'm  lion. 


Allendale  . 
Blackville  . 
Bowman.. . 
Charleston. 


Clieraw 

Conway  

Parlington  — 

Kllingliaiii 

I'^rgnson 

Florence  1 

Florence  2 

(Jiirnett 

(iporgetown  . . 
Ivingstree..   .. 

Orangelnn-g  1 
Orangeburg 2. 
I'ari.s  I.sland.  . 
Pinopolis  *'  . . 

Rimini 

Societ.vHill  .. 
Snmmerville  . 
Vemaspee 


Cliinatological  Data  for  March,   1922. 


Allendale  — 

Barnwell 

Orangeburg  . 
Charleston  . . 

Chesterfield  . 

Horry 

Darlington  .. 

Florence  

Orangeburg  . 


Florence 

....do 

llainpton 

Georgetown  . . 
Williamsburg 

Orangeburg . . 

do 

Beaufort 

Berkeley 

Clarendon 

Darlington  .. . 

Dorchester 

Hampton  


186  i  40 

■296  i  38 

160  I  21 

48  ■  51 

144  !  40 
25  32 
175  27 
lOG  I  31 


■IVmpcratnre.  in  rieg.-ees  I'ahr. 


_ 

^_ 

1 

rz 

z.   = 

61 

a^ 

3-  Ct 

ti 

— 

— 

.— 

"" 

rrei-ipiliilion.  in  inc 


63 

36 

136 

40  ' 

136 

7 

82 

4 

12 

29 

54 

40  ! 

264 

6 

264 

2 

13  I  41 

54  ;  75 

97  '  8 
192  31 
75  :  24 
24     33 


"56.6      -I.  1 
'59.0+1.8 


55.8  I 
58.1 
5fi.  6  ! 

"56.' .5 

56.0 

'60.9 
59.4 

58.2 

,=i9.8 
.57.4 


+2.4 
+  1.8 
+  1.2 

'+0.'f.' 

+  1.6 


-1.9 
-1.1 


+  1.4 

+  0.  9 


Division  means  and  ii'xtrcmes 


''5'-.  2  +0.5 

59.0  +0.8 

(iO.O  :  +2.2 

57.9  +1.3 


"84 
"83 

'80    ' 

87  I 

85 

86 

'86':' 

89 

'88  ! 
85  j 


SO 
84 


'■84 
86 
86 

89 


t29 

t28  j 

"29' 

30 
29  ; 

29 

1 
30 

"36' 
30 
29 


28 
t29 


"34  ; 
»30 

"35' 

31 
34 
32 

"si 

33 

'  '31 ' 
32 

31 


35 
34 


:iO  I  "32 

29  j  31 
t29  I  31 

30  I  31 


23 

t  1 


23 
5 
5 


5 

'5 
5 

■23 

.5 

t  5 

to 


1  I 

i 
j 

»30'i' 

. ..  i . 

26 ; 

42! 

'41 

'39 

43  ' 

44 
42 
42 

40 

36': 


Niniit'tr  of  da.vs.  1    z 


T-  ■  >  C  1 


7.28 


3.15 


7 .  62 
6.  85 
6. 27 
5.  19 
5.. 52 


h3.9n 


-0.,57 


6.58  i  +2.99 
4.79  !  +1.'20 
3  32  I  +0.31 
7.35  -0.44 
4.18  !   +0.73 


1 

1 
'2 

.56' i 

1 

i'i 

33  ■ 

i  I 

30  ' 

1 

6(1 

!  0 

X5 

i  2 

30  ' 

1 

75 

+  4.45 
4-3.68 


1.91 
l.fi7 

!    1.18 

+  1,68  i    l.KO 
+2.12  '1.91 


6. -25 1.-^0 

6.26  ! I  0.97 

6,00      +2.65  !   1.70 
5.52      +1.90      l.s5 

fi.  14    '   1.64 

6.21  I    f2. 8)      I.:',8 

4.83  :   +1.51    ,   1.-24 

4.81  ^    +1.35  I    1.50 

5  71   !   +2.21  I  2.50 


0  i     8     23  ;     2  I     6 

'6'i  {.•)  i  is  '  io  i   t'i 


0  1  9 
0  ;  8 
0  i  9 
0  9 
0:11 


7  I  21 

9  i  16 

12  1  11 

5  !  18 

10  1  '22 


9 


0  7 
0  i  11 
0  12 
0  '     8 


1   i     9 

4  I  n 

14  i     6 


4  ! 


Observers. 


U.  li.  Vance. 
Mrs.  I).  B.  Sanders. 
Olin  P.  Kvans. 

I.  S.  Weatlier  Bureau. 

Boland  D.  Powe. 
I'iinl  Qualllebaum. 
1).  C.  McCall. 
Will.  B.  (lillespie, 
Henry  C.  .Savage. 

II.  K.dilbert. 

I'ce  Dee  Experiiiient  Sta. 
Mimcr  B.  Itobcrt. 
.\.  !■.  Hazard. 
W.  H.  iMalthews. 

r.  S.  Fisheries  Station. 
State  A.  auil  M  .  College. 
V .  S.  .Marine  Corps. 
Miss  K.  I'.  Uavenel. 

BoYldu  K.  Cantey. 
K.  1).  Fields.  Jr. 
K.  r.  I.awton. 
W.  C.  Unison. 


% 


Wffleiii  rorlhiii. 


Aiken  

Anderson  

BatPSbnrg 

Blairs  

Calhonn  Falls 

Camden 

Catawba 

Chapi)Plls 

Clemson  College  . . . 
Columbia 

Due  West '. 

Hdgelield 

(I'aston  Shoals  tt 

(Ireenville 

(I'reenwood 

Heath  Spring 

Kershaw 

l.andnnn 

Laurens 

Liberty  

Little  ■Mountain 

Monet  ta 

New  berry 

Pelzer 

.Saluda 

Santuck  

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt... 

Division  means  and 

Section  means  and 


Aiken 

Anderson  

Lexington 

Fairtield 

Abbeville 

Kershaw 

York  

Newberry 

Oconee 

Kichland 

Abbeville 

Edgefield 

Cherokee 

Greenville .. . . 
Greenwood.  .. 

Lancaster 

Kershaw 

Spartanburg . 

[,aurens 

Pickens 

Newberry.. .. 

Saluda 

Newberry  — 

Anderson 

Saluda 

t'nion 

Spartanburg 
Kdgefield  — 

Oconee 

Fairfield  .  . .. 
York 


extremes  . 


5-27  6(1  57.6      +2.4 

764  29  56.  1      +1  .9 

6.56  38  I  58.8+4.0 

■293  17  ! 

508  23  .='2.2    


56.  9      +■>.  6 


222 

7'> 

562 

16  , 

402 

17  ! 

850 

30  1 

351 

36  1 

711 

8  i 

-r;.:. 

8  1 

680 
1039 
671 

568 
500 
1063 
589 
900 

711 
400 
5f>2 
850 
536 

512 
875 
6^20 
1061 
515 
690 


19  1. 
38  I 
38  I 

20 


53.6 

56.  8 


53.2 


53.0 
53. 6 


.54.2 

6  ]  1.53.7 

7  j     51.9 
4  I  '51.9 

■22  I     .53.6 


29  i 
15 
18  i 
18 
20 

29 

45  I 
29  I 
22  j 
28  1 
22  I 


54.8 
56.  4 
55  5 


.53.  2 
.53. 2 
56.1 
51.9 
54.9 
52.8 


+  1.2 

-1-5. 9 


+•2.4  I 

+0.9  t 


+  0.8 


+  0.9 

-0.6 
+  '1.3 
+  0.9 


0.0  i 
+■>.  I 
+  0.1 
+0.6 
+  1.4 
-0.5 


81  29 

80       t29 
S3         31 


80 
84 


82 
81 


78 
80 


78 
«80 
81 

79 
81 
83 


SO 
SO 
80 
81 


.■«) 
+28 


30 
26 


79  I      30 


^0 
+30  i 
1 
+■29 

26  j 

29  I 

30  j 
30  I 

+29 
29 
30 


29 
29 
+29 
30 
29 
31 


54.0  !   +0.3         84  ;     +'28 


55.5  '   +0.5 


89 


30 
30 
34 

'■27 

31 


26 
32 


29 


30 
30 

31 

31 
32 
•28 

28 


+  5  ! 


30 
:!0 
24 
30 
30 

24 

24 


38  I  9.^20  !  -!-5.'24 

■M\  I  7.50  !  +-2. 90 

33  1  9.92  !  +5  50 

.,    .1  7.41  :  +3.71 

42  ;  8.:!9  i  +3.4: 


36 


45 
33 


5 

3.^ 

+  4 

^•41 

21 

4'. 

22 

"12 

5 

45 

5  i  35 
5  I  37 
5  i     39 


23  ' 

+  1   I 
5  i 

^\ 
o   : 

+  2 
5 
5 


43 

■16 
36 
48 
31 
32 

48 

48 


7.  19 
7.91 
8.92 
7.41 
6.51 


+3.  49 
+  3.K' 
+5.05 
f2.44 
+  2.81 


3  2  •■ 
2.  80 
4.r.(i 

1.80 
2.  (  9 

2.  65 

1 .  .55 

2.  20 
2.  75 
2.  -20 

7.98  i 1  1.93 

8.  65  I !  2.70 

5.76  I  +1.00  I  1  0-2 
5.95  !  +0.56  I  1.95 
8.64  1  -t-4.62  !   1.87 

8.00  -<-4.51   j  2. '23 

6.69  1 1.74 

10.  r2  I j  2.  t'.d 

7  .10  1 1 .  75 

6.92  1   +1.45      .S. 


8.40 
10.10 


7. 

96 

6 

76 

9 

44 

7 

15 

6 

07 

8 

.59 

7 

93 

8 

30 

7 

67 

+  4.74 
+  6.05 
4- -1.17 
-h  1 .  98 
+5.  43 

+2.72 
+  1.19 
+4.30 
+  1.34 
+  4.31 
+3.  80 


2.  10 
3.9' 
2.  33 

1.48 
3.15 

1.3.^ 
1.05 
2.80 
■2.03 
2.42 
1.75 


7.  89  ■   +3.  53      4  00 

I 
7.04  ;   +4.10  I  4.00 


M 
11 
8 
12 
14 

12 
12 


15 

0 

16 

14 

7 

10 

13 

5 

13 

14      10 


0 

11 

0 

10 

0 

10 

0 

14  ' 

" 

8 

0 

15  1 

0 

10 

11  !  11 

s     W 

15  i 

11  : 

15  i 


8  i  11  i  12  ;  s. 


12 1  (' 


9 
1 

12  I  9 
12  :  13 
11  I  11 

4 

14 


0 

11 

15  1 

0 

14 

10 

0 

1! 

18 

0 

12 

0 

12 

19 

0 

13 

13 

;  n 

>v. 

'3 

w. 

'  1(1 

w. 

6 

!   9 

sw. 

12 

s. 

■  ■ 

s. 

0  I   12  1   13 
0  !  11   I  15 


7 

6 

'6 

"6 

10 

8 

■- 

10 

11 

11 

8 

11 

() 

12 

8 

10 

7 

•' 

Frank  B.  McCoy. 
11.11.  Ilussell. 
K.  .1.  Ilile. 
1.  N.  Owens. 
L.  .M.  Parker. 

Henry  A.  Brown. 
•iiiiicsC   Fari> 
George  V.  Clamp. 
I'rof.  F.  II.  H.Callionn. 
1:   S.  Weather  Bureau. 

r.S.W  B.  Aerological  Sta. 
.1.  A.  Townsciid. 
S.  C.  l.t,.,  Power  ,»  H.v,  Co. 
r.  S,  Weatlier  Biueau. 
M.  M.  Ciilhoini. 

.1.  Marvin  Bowers, 
.lohii  W.  Haniel. 
1!.  llartwell  Wilds.  D.DS. 
I'erry  .\.  Simnsoti. 
.lohii  T.  Boggs. 

I.  M.  .Sease.  M.  1>. 
'osepli  M.  .lolmson. 
Warien  G.  Pelerson. 
lostnia  Y.  .lones. 
Mrs.  F.  v.. I.Max  well. 

IC.  W..leter. 

1'".  P.  lidbinson. 

Mrs.  S.  v..  Long. 

II.  \V.  ISrandt. 

I!pv   Oliver  .Johnson. 
R.  F.  Gooding. 


The  departures  from  the  normal 
determining  section  or  division  meaji 

t  Also  on  other  dates.    +t  Recei   " 
pnted  from  ob.served  readings.      .... 

T.  T'recipitation  is  less  than  0.01  inch  ot  ram  or  melted  snou 


plete  reports  are  used  in 

'ssiiig,  etc. 

re  com- 
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Daily  Precipitation  for  March,    1922. 

1 

Drainage-     ; 

basins.        i 

Day  of  niontli.                                                                                                          ! 

,-ilalions. 

1 

2 

3 

4 

5 

6 

7 

8    19 

1      ! 

10 

U 

12 

13 

14 

i 

15 

16 

17 

18  1   19 

1 

20 

21 

1 
2>  1  23 

■24 

'1           1     1 

■2b  1  26  1  27  i  28     -2^  ;  30     31 

III         1    1 

0 

K<v<lerii  I'oiiioii. 

Allendalellll 

Uhiokvillellll 

Bowman 

;h;irloslon  ••* 

Cheraw  111]  

Conway  llll 

Savannah  

Kdisto 

do 

Coast 

Pee  Dee 

Waccamaw ... 

Pee  Dee 

Lynches 

tv 

'.'50 

'.'63 
.39 
T 

.03 

.0(1 

'!5S 

'.'43 

1. 00 
.59 

.31 

.80 
.90 
.90 
.43 
.63 

1.50 
.63 
.75 
.60 
.20 

1.85 
.42 
.80 

1.11 
.59 

.59 
.05 

'.'90 
.80 

.70 
.98 
.92 
.17 
.81 

.09 

:i 
.94 

1.30 
1.00 
.08 
..30 
.25 

.90 
.06 

'.'40 

.86 

.61 
.40 
.80 
.07 
1.06 
.40 

1 

2.' 26 

'.'47 
1.30 
1.60 

.85 
1,50 
1.75 
1.40 
1.67 

,85 

1.80 
1.91 
.90 
.97 
.90 

.10 
1.25 
1.38 

.96 
1.42 

.CO 

i.'ii 

.2,? 

.92 
1.15 
1.05 

.30 

.03 
1.00 
.15 
.05 
.60 

't'.' 

.08 

'.'02 


'.'06 

! 

2.' 50 

'.'i9 

.74 
.59 

.45 
.80 

'.'72 

.72 

.18 
.90 
.08 

i.'is 

■.'53 
'.■36 

'.'so 

'!70 

... 
'.'65 

1 
".W 

'.'69 

'.'os 
'.'36 

.28 
.40 

.1(. 
'."63 

.27 
1.T9 

1 
1 

\'.25 '.'.'.'. 

.  46l . . , . 

1 

.  72  . . . . 



'.'20 
.18 
.13 

.06 

.10 

.09 

.06 

T. 

.34 

T. 

.11 

.11 

.10 

.50 

.23 

.18 
.19 

.61 
.44 
.41 
.20 
.26 

.20 
.13 
.31 

'.'18 

.34 
.32 
.28 
.13 
.29 

.21 
.15 
.23 
.27 
.04 

'.'24 

.28 
.30 
.30 

i  .23 
.21 

.48 
..55 
.12 

!  .02 

!!!! 

i.'^o 

i.'29 

1.10 

'.'64 
.65 
.62 

.37 

.... 

.... 

■.'is 
'!64 

.05 

!64 

T. 

T. 

.26 

'.'6i 

T. 
T. 

.05 

'.'67 
.35 
T. 

.35 
.09 
.03 
1.91 
.32 

■.04 

:^1 

1 

■.'i5 

".'is 
— 

""7.' 28 

'"3!i5 

6.58 
4.79 

3.32 

7. 35 
4.18 

filling-liani  l!l| 

Kt-r^'uson   1  II 

Piorence  1 1 II 

Klorenee  2 1 II 

Harnett 

(ii'orKclown 

KiiiKsti-eellll    

Orangidjiirg  1 

Orangi-biirg2 

2.  30 

04 

.80 
1.09 

'.'07 
.05 

.05 

.20 
.12 
.22 
.30 

Pee  Dee 

do 

Savannah  

Coast 

niaolc 

Kdisto 

do 

.06 
.68 

'.'05 
.14 
.32 



4.' 66 

1.40 
.  77 
.83 

.86 
.13 
1.60 
1.16 
.41) 

.67 
1.30 
.42 
.61 

3.26 
1.13 

1.90 
1.57 
.25 

i.'66 
.57 

.67 

ii-ii 

1.03 
'.'23 

.59 

1.'48 
.86 

!!!! 

. . . . 

— 

!!!! 

.... 

.... 



'.'55 

".'8.5 
1.18 

.83 
1.00 
1.48 
1.11 
1.60 

!:!! 

.... 

't. 

't. 

.38 

'.'67 
.50 

i.7r 

'.'... 

'.'45 

.2! 
.25 

7.62 
6.85 

6.  27 

5.  19 
5.  52 
6.25 
6.26 
6.00 

Cooper  

Santee 

Pee  Dee 

Ashley 

Ashepoo 

Kdi.sto 

Savannah  

Kdisto 

'.'65 

'.'64 

.... 


1. 10 

!!!, 

.... 

... 

!!!! 

!!!' 

.20 
'.'i2 

!!!! 

1 

.55 

'."ig 

.50 
.92 

... 

5.52 

1.64;.... 

.91  .... 
1.2-41.   .. 
1.60..... 

i 
I 
1 

.  94  . . . . 

.37.... 
1.38  .... 
1.461 

!!!'  '^07 
•IS 

1 
1 

..5ll  .17 
.  59  . . . . 
...11.29 
.?6i  .21 
.401  .06 

.1.5i  .OR 

.15,  .65 
.10,  .25 
.64!  T. 
.28j     10 

.60!  .03 
.28  ... 
.63i  .17 
..53|   .05 
.49i  .29 

.30'    .07 
.60 

■.■15        " 
.40 
.03 
.16 

.4.3 
'.'33 

!!!' 
— 

.... 

.  . . 



6.14 
6.21 
4.83 
4.84 

9. 20 

7.,';o 

9.  92 

Itiniiiii  nil 

Society  Hill  llll 

Snnniu>rville 

Yeniasseejlil 

II>.-./f'i//   I'lirlimi. 

Ailteii 

Anilerson 

BatoshurKJIII 

Blairsllll 

Callioun  Falls  l|!| 

Camden  llil 

Catawl)a  llll 

fhlippellsllll 

Cleinsiui  CollHse 

Columbia*"  

Due  West*** 

KdKeHeldJIil 

Cnstou  Shoals  ll|| 

(ireenville     *" 

(Jreenwood  lill 

'.'08 

.27 
.27 
.60 

'.'is 

.10 

.19 
.59 
.43 

.... 

1 

27 

....  1.30 

1.80 
1.75 

2.65 
1 .  55 
2.20 
.80 
2.01 

1.08 

2.70 

.59 

.59 

1.87 

2.23 
1.74 

.72 
1.20 

.25 

2.10 
3  91 

.08 
.06 

.23 
.10 

.... 
.... 

.03 

T. 
T. 

"a3 

.06 
.15 

2!  7.5 
l.lfi 

1.93 

!!!! 
!!!. 



. . . . 

,!!!! 
I 

!!!! 

7.41 

Savannah  

Wateree 

Catawba 

Saluda 

Savannah  

Congaree 

Savannah  — 

Savannah  

liroad 

SalniUi 

do 

.08 

'.'io 

on 

.75 

.38 
.36 
,  .68 
.98 
.44 

1   n^ 

.03 


:::: 

'.'i9 

.14 

1.961.... 

1..50  .   .. 

1 

!!!!!!!!. 
!!!  ;'.'5i 

1.66 

1.65.... 

.64... 
1.55.... 

1.74 

1.40... 

.17'.... 

.01 

!!!! 



!!!! 

1 

!!!! 

'.'64 

T. 
T. 

.08 
'.'07 

T. 



'.'6s 

i  T. 

!.19 

t"" 
1  .07 

!  .06 

'.'75 
'.'02 

'.'65 

.23 

".'41 

... 
.38 
.15 

.57 

.16 

.18 

.36 

'!4i 
.40 
.30 

.20 

8.39 

7.19 
7.91 
8.92 

7.41 
6.51 

7.  ('8 

....'  .45 
.14    .40 
.43,  .58 
.13    .01 

.25  1.2.') 

.  m  1 .  33 

....1  .70 
.25    .10 

.231.15 
.15    .51 
.30'  .70 
.12    .4fi 

.31    .95 

.13    .fi2 

1  40 

. . . . 

....I....J  ... 
!!!!|!!!!:i:ir 

1.80 
.86 

i'rs 

...   i.. . . 

S.  65 

.09 

'.'13 
'.'64 

....11.02 
.10  1.89 

!>« 

'.'32  2.' .30 
....  1  .  34 
.  06  3.  CO 

'l.on 

...    1   -  80 

..80 
1.74 

'1 "  " 

....!.... 

...  1 

... 

.04 

5.76 
5. 93 
8.  64 

!Teath  Spring 

Wateree 

I,ynclies 

Broad 

Saluda 

Savannah  

Saluda  

Kdisto 

Saluda 

do 

do 

1   14 

'.'so'!!!! 
.21'.... 

1.25;,.. 

'.'os !!!! 

....  '  .  99' 

8.00 
6. 69 
10.02 
7.30 
6.  92 

'     8. 40 
10.10 

Kershaw  Jll 

....i. ......     ...      .70....   ... 

I.andrmii 

I.anrens  III! 

I.ilierty 

Little  Mountain 

Monetta 

..32 
.20 
.01 

.70 
51 



.... 

!!!' 

74,  .  .53 . . . 

1. 75 ... . 

80    .60  ... 

1 
...    !...,  1.08    ..54  ... 

'  ..5P!  .80  . ... 

.......    i  .80    .80... 

...   i...    '...     1.40.... 

...   :...    1.05    .52,... 

1.04    .35  ... 
.7"  ..        .17 
.24    .36    '!"      ... 

.-'0    .1"  ... 
...      .57    .09    .. 

New  herrv 

.86 
.06 
.40 

2.33 

1. 10,    ..    ' 1 

j  .36  ....    .10    ..33:     <-Vt. 

Pelzerllll 

"  '  1 
'.'.['  3.' 15 

.84    .04 

i'i5^::' 

.58... 

't. 

.21 

.94 
l.OS 

1.35 

1.481....  .... 

.64    .08 

! ! ! .    .■<•'-... 

.48    .03 

h.  ■Ii 

!!!' '.'in'.'so    9.44 

Saiuuolc 

Broad 

do 

1 
.44,.... 
13' 

. . . . 
■.'01 

...,; 1.18    .,54'....! 

T.      .06 

.33,     7. 1.-1 

Sparla nltur^  llll 

1.051.03  .... 

1 

1.01 

' . . . 

1.4f 

; 

.90    .11    T.      .13 

...    1     0. 07 

Trenton  ...             

Walhalla 

Winnsborollll 

Wintlir(ip(;olleKe 

Kdisto 

Savannah  

Broad  

Catawba  

.32 
.31 

.'ifi 

■  .44 
1.03 
.61 

.77 

.38 
.08 
1.17 
.75 



.... 

2.80 
1.03 
2.42 
1.75 

'.'64 

1.24 

2.03 

.OS 

.85 

i.'64 
1  -^^ 

i... 

!!! 

E 

'.'6.3 

...  ; li.sr 

....!.. ..'i.ir 

!!!'!!!!  i!6r 

...  .1 , 

1  ....j 1 

1        ■        , 

1        '        i        i 

...       .42... 
.02    .62    .W 
.07    .13 
...    !  .3." 

1 

...    1   .Oi 

...  '  .20 

("'3  . 
'06    .58 

.37      "  "" 

.3(1 
.04 
.31 

i    7.93 

8.30 
7.67 

Except  as  otiierwise  indioated.  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endnitr  at  tlie  lime  of 
observation.  Illj  Precipitation  measvned  in  tlie  morning;  amount  tiien  recordcil  i-  for  tlie  preceding  24  hours.  ***  i;egular  Weallicr  Bureau  station;  precipilation  is  or  iiie 
24-liour  perio<l,  mi<liiiglit  to  midnight.     *  Precipitation  inchided  in  the  next  following  measurement.     tSeparate  dates  of  falls  not  recorde.l,    1  .  Trace,  or  less  tliano.oi    men. 


COMPARATIVE   DATA   FOR   MARCH. 


Year. 


Temperature. 


I'recipitatinu. 


1887 
18.SS 
1.HS9 
1890 
1891 
1892 
1893 
1894 
189.5 
1896 
1H97 
189S 
1899 
19  JO 
1901 
1902 
1903 
19IT4 
1905 


51.4 

82 

52.1 

80 

51.6 

/  / 

62.5 

85 

50.0 

78 

.52. 8 

78 

53.9 

85 

59. 3 

90 

53. 5 

90 

.53.1 

93 

56.4 

92 

59.1 

92 

55.2 

89 

.51.6 

79 

53.4 

86 

54.0 

86 

60.4 

84 

.56.2 

87 

.57,8 

93 

Average  number  of 
days. 


23 

1.S5 

19 

6.71 

20 

3.41 

11 

2.96 

20 

7.88 

23 

3.78 

18 

2.22 

15 

2.08 

24 

5.71 

19 

2.12 

21 

4.54 

22 

2.99 

12 

3.89 

22 

4.22 

10 

4.36 

19 

4.08 

26 

5.92 

23 

3.42 

28 

2.15 

sw. 
ne. 
11  \v 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
sw. 

*iW. 

sw. 
sw. 
ne 
ne. 

TIP. 


Te 

nperatnre. 

Precipitation. 

A vera g 

e  n  u  m 
days. 

ler  of 

Mi 

— 'C  c 

Year. 

s 

S 

ii 

g  p  c  c 

'^>. 

■c 

>  - 

bo 

a;  ;'■  _  S 

0 

*S 

a 

^ 

3-  i. 

0 

CU 

1906 

51.6 

82 

18 

5.34 

10 

13 

6 

12 

.V. 

1907 

62.0 
61.4 
54.1 
59.4 
54.9 
53. 2 
56.9 
50.2 

99 
90 
90 
93 
90 
88 
88 
91 

20 
29 
27 
22 
22 
T.5 
■>■> 

12 

l.,57 
4.  56 
4.80 
1..3S 
2.30 
6.  79 
7,40 
2.  59 

5 
8 
11 

10 
10 

15 
15 
14 
21 
17 
14 
13 

10 
8 
8 
6 
S 
5 
5 
y 

6 
8 
9 
4 
6 

\i 

8 

sw. 

1908 

sw 

1909 

sw. 

1910 

sw. 

1911       ,    , 

w. 

1912 

lie. 

1913 

w. 

1914 

w. 

1915 

46.3 

81 

22 

2.66 

15 

8 

8 

nw 

1  1916 

53.  7 

K7 

15 

2.  14 

19 

8 

4 

sw. 

1   1917 

6.5.0 

88 

14 

5.  39 

11 

14 

6 

11 

sw. 

i   1918 

«9.  7 

N9 

29 

1.S3 

16 

R 

1 

sw. 

{   1919 

56.  5 

S2 

27 

2.86 

17 

. 

1 

ne. 

1920 

52.3 

87 

10 

6,73 

17 

6 

8 

sw. 

19-21 

62.  5 

91 

2S 

2,2« 

16 

7 

8 

sw. 

1922 

55.5 

89 

24 

7,04 

11 

13 

' 

9 

\V. 

Period    ,  . 

55,  0 

99 

10 

3,94 

8 

14 

K 

0 

sw. 

.  :5^S«K«!4L-. 


12 


CLIMATOLOGICAI.  DATA:    SOUTH  CAROLINA  SECTION. 


March,  19'i2. 


t 


stations. 


Kdsferii  Porlion. 


AIIeiifIaIe$$ } 

BliiPkville J 

Bowman ] 

Charleston j 

(;hera\v\^'sS j 

Conway J 

Darlington  S'iV^ ) 

Pf  rfjnson  *v\ j 

Klorence  I    j 

Qarnett j 

Georgetown ( 

ICingstree j 

Orangelmrgr  1 ) 

Paris  IsUui<iv'i<> | 

Society  llill*\'i j 

Sinnnierville J 

1  einassee ) 


Ma.ximum  . 
Minimnm.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  , 
Minimum. . 
Maximmn  . 
Minimum.. 
Maxinnnn  . 
Minimum.. 

Maximum  . 
Minimum. . 
Maxinuim  . 
Miniminn. . 
Maxinuim  . 
-Minimum. . 
Maxinuim  . 
Minimum. . 
Maximum  . 
.Mininnnn. . 


H>.«/fc»  I'liilioii. 


Aiken  

Anderson 

Rateslinrpr 

('all)onii  Fails'f^S.... 
(;amden  v\* 

("leinson  ('iiUeiie  . . . 

Columbia 

Due  West 

(^reenville 

lireenwood    

Heath  Spring 

Kersliaw 

I.anilrum 

Laurens's^'? 

I.ilierty 


l.ittte  Mountain 

Monetta 

.^eu'herry 

.^alnda 

.<^llnt^(■k 

Spiirtan)jnrg 

Trenton 

Wallialla 

\Vinn3boroSS"5 

Winthrop  College  . , 


\  iMaxiiiuMii  . 
i  Minimum. . 
J  Maximum  . 
(  Miniminn. . 
(  Maxinuim  . 
(  .Minimum. . 
(  Maximum  . 
(  Minimum.. 
)  .Maxinnnr  . 
(  Minimnm. . 

\  Maximum  . 
/  .Minimum. . 
\  .\iaxinuim  . 
(  Minimum. . 
>  Maximum  . 
(  Minimum. , 
J  Maximum  . 
/  Minimum. . 
\  JFaxinnim  . 
/  MiMimum. . 

)  Maximum  . 
/  Minimum. . 
i  .Maximum  . 
I  Minimum. . 
j  .Maximum  , 

■  '  Minimnm. 

)  Miixiinum  , 

•  '  Minimum. 

\  Maximum  , 
'  )  Minimum. . 

)  Maximum  . 

•  I  Minimum. , 
)  Maximum  . 

■  '  Minimum. , 
\  Niaximum  . 

'  '  Minimnm. , 
\  Maxinuim  . 

'  '  Minimum. , 
\  Maximum  . 

•  '  .Minimum. . 

)  .Maximum  . 

•  *  Minimum. 
j  Maximum 

■  )  Minimum, 
j  ^^ax!mum 

•  I  Minimum. 

S  Maximum  , 

•  '  Minimum. 
i  Maximum 

■  '  Minimnm. 


Daily  Temperatures  for  March,   19S2. 


1   2   3   J   5   6 


65  l,:i 
38 


67  62 

45  -16 

45  4.') 

34!  41 

61  i  00 

39  43 


43|  46 

42!  34 

52|  5- 

42  39 

441  43 

38'  35 

66  68 

53  4oi 

65|  61 

44i  41 

64i  59! 

3J;  37] 

671  .53! 

42!  37; 


44!  45 

. . .  33 

66  63 

4?,'  43 


0  69 


8   9   10   11  i  !2   13  I  14   |.^   16   17   18   19  20  21   22  23  24  25  26  27   28  29  3U  i  31   Meal 


61 
3G     42 


621 
32I 
65, 
34; 


63:  73 

32i  33 

641  72 

39j  31 

62]  761 

33!  361 

6:1!  75! 


721     68 
44      36 


65     56! 
48     42 


68  49 

32  32] 

57  4-=); 

34'  341 

,59!  451 

ail  3i| 

.5.^1  511 

30  31, 

69;  481 


68i  721 

32j  35j 

66  73; 

31:  32| 

64  72J 

32i  33| 

66  71 


61 


64: 
.34! 

66! 
31 
61' 


31     31 


51  i  631  68 
39'  30;  39 
,50J     63      64 


38i     29 
541     67 


47i     34,     44 


47i  63; 

36,  27| 

66J  681 

86,  37i 


51 : 

3R, 
52, 

38 

48; 

34, 
49' 


71 

37 

66 

40  36     39 

73  65      70 

56  ,37      39 

73  79      66 

541  37;     37 

72|  m     64 

51 1  37| 

7l|  6v|     63 

58j  381     36 

75j  63 

44I  41 

751  63 

39 

71 

551  351    37 

73  64      71 

58  37      36 


68 
43 

6; 

35i    36 
64!     66 


611 

341 
631 

34| 

63; 

42! 

62: 
32 
70l 
411 


50     53 


731  70 

58  56 

64;  64 

50:  50 

71 1  69: 

53]  591 

68!  fiS 

46|  53 

751  64, 

49|  55; 

58|  64 

401  41 


76      66 

42|  41 
73  . ... 
53 


57      51 


52     56, 


40 
72 
52|  43 
68 1     73 

43I  42 
72|  74 
4.3'  51 
70  73 
43  43 
69'  73| 
4ll     41 


66 
53' 

70' 


66  70! 

43I  45I 

65j  72 

48!  53;  ,55 

64l  71 

42'  42 


691 


72;  71 


44   48 


7C  69 
60|  43 
79 
59 


72  80 
42  46  48 
78  ... . 
49  42 


52 

75i  711 

59  38! 

78!  761 


66 


72|  je 


42  49!  51 


66  66;  69 


''  76!  *** 
'60,  42 


63|  48  45;  46 

52   63  61 1  66, 

44  44  41!  44' 

661  71 

471  51 


47 
61 

31 
53 

36 

31 

63 

43 

32 

32 

60 

.52 

30 

30 

56 

56 

45 

31 

63 

52 

39|  351 

451  45; 

321  37j 

44!  47| 

361  .35, 

44  49' 

,36  31  i 

49I  48; 

,39'  34; 


62;  63 

26;  29 

65,  68 

.32,  41 

61!  62 

29,  37 

,59|  62 

31!  40 

49;  62 

.301  32 

I 

60J  66 

31  38 


32;  31 


47]  44 
35  30 


43  45 
31  33 
4),  45 
34  40 
53 
36 


45 


65  45 

30  30'  40 

,59  45  46 

36!  34 

-'  Hi 


37! 
51 
36| 

.51! 
36! 
511 
38, 
44! 
391 


61  65 

.30  42 

63l  68 

32|  38 

64!  69 

28'  30 


.52; 
36| 

53 

35 
,50 

38 
50l 


33  32  39  36| 


46  44'  43l 


451 
60, 
32 


.321  34 


43! 


60  60i 

50  341 

69  62, 

46j  .39  40 

6(11  59!  54 

37]  32!  41 

.59;  621  4« 

42j  35  39 

65,  62!  60 

41 1  35I  34 


67;  57! 
35]  35; 
69l  60 


53i 

62  61 


58 

37 

6: 

331  36 


4 

62]  58, 

31 1  30 

62!  61 

45!  35 

I 

65;  60 

,53 1  35 

66]  62 

,53;  3» 

65,  60 

50  31 


51 

38|  33 


69]  72 

54!  ,56 

57'  67  64!  70 

33!  40  39!  42 

70  64  50  73 

43  45  46 

1 

51;  65  65 

44;  43  35; 

6  1;  64  64 

,50]  51!  44 


,56; 


45  43 

54 


62,  60; 
41 


65 
42 

69 

45 

66!  70i 

44!  51 


44 

65 

40 

6 

43 

80 

44 

74 

43 

75 

44 

73 
45 
75 
44 

65 

391  45 
76  76 
44|  49 
78  80 
44   48 


42|  43 


66]  72 
33;  3f 


66; 
41! 


61  61 
45  40 
61 
40 


66  64 

.52  41 

74!  65 

57i  38 

69  62 

52!  38 

62J  61 

531  3S 

78!  61 

54]  41 

63:  GO 


48   37 


74   59  61 
59  49 

57I  57 
42  34 
,59l  60 
47; 
,52 
45 
59 
50 


44| 
.59 


63!  57 
44'  42! 

.58,  61; 


71 

69;  64,  71 1 

4T|  40]  46i 
64 


68|  65 

44!  48 

73!  73 

,52!  49 

68!  58 

50!  46 


40  45|  40;  44!  45! 


63  61 


63 


60, 
49  31  j 
r>4,  60 
51 1  35; 


59;  60; 

48]  41; 

63  64| 

4-*;  41! 

65!  ,57] 

42,  35] 

.57;  62 

441  46 

68'  67 

43;  35 

65  i63 

5ll  41 

63;  65 

IS]  44' 

64  65 
47;  41 


40  53 


67] 
41! 
72, 
561 


43'  45 
70,  65 
36i  40 


65] 
,50;  36: 


66 
•55 


70  74 
43  45 

71  76 
44I  51 
70]  78; 
43;  ,53, 


67; 

35] 

■31  64I  71 

,53!  33'  35 

65 


67 


58|  .36;  3: 

I  I 
60!  fi4i  69 
,50j 
73 
.53; 
73j 
,52; 


38,  43 

66;  72 

38  44 

75!  73 

37,  43 


64'  65   69  75 
46,  34|  36,  48 


44  40 


30;  .341 
.«17:  62, 


Hfi  59 

45!  n% 

66 

47; 


56 

36 

63 

38! 

55' 

32!  34, 

CO,  62, 

33   37I 


rn 


.30,  38  36i  30  3S,  49,  48, 


65;  .59, 

4i\  38; 

63'  69 

-15!  45 

65!  ,58 

40;  .34! 


66] 
39; 

70 


.50, 
65'  69 


44 
64'  681 


43 
63; 
41;  ,52 


71,  66 
,50,  31 


63 
50; 
70 
45  46 


62]  52 


55 

32 

59 

37 

55 

33:  31 

51!  57 


5' 
33 

5' 
33 
43  55 
.32!  35 
57;  58 
50  30 
57  60j  67 
42  31   30 


68   59 
48  44 


72 
50 
74i  68 
46  53 


71   68 
34|  43 


69 

58 
75; 

l-> 
fi'! 
,52! 
70] 
.58 
70i 
491 


36   38 
64 
.39 
65 

30! 

65 
38 
65, 


48 

72.  74 

49  52 

71!  fifi 

42!  42 

69i  69 

41  46 

63!  62 


46,  46  47i 


59,  61 
31   32 


60  59 
30  28 


74  76 
36;  43 


45  39 


59  55  59  65 

471  .32 

58]  .57,  ,59 

45I  34i 

56  53 


32  31 
66 
39 
6. 
28 


32 

60 

3d 

,571  63 

3''  35 

55  60 

34   36 


45  51 
72   69 


73 
50 
75 
45 
72 
40  38 


49 


48 


80  82 
53I  65 
83 


48  51 


75]  76 
36  41 


75  80 
65  61 


52 


83  84 
66]  60 
83 
60 


79 
66 
87 
62 
83 
65 

86 
64 
85 
6' 
89 
64 
88 
6' 

83]  85 
52]  64 
86!  84 
64   65 


87 
65 

78]  70 
56  50 
82]  84 
63;    64 


Refereiiee  letters  (».  h,  c),  appearing  in  the  table  indieate  number  of  days  missing:  for  examnle.  ''  represents  two  days  missing,  eto. 
«*  Tnstrnments  are  read  in  the  morning:  the  maximum  temperature  tbep  rearl  is  rbarged  to  the  preefding  day.  on  wliirh  it  almost  always  ocenrs. 


o 


Ks  e. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 
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CLIMATOLOGICAL    DATA. 


SOUTH   Cflf^OIiH^fl  SECTIOfl. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vol..  XXV.  Columbia,  S.  C,  April,  1922. 


No.  4. 


GENERAL,  SUMMARY. 

The  month  was  liigh  in  the  group  of  wet  Aprils,  hut  there 
was  a  superahundance  of  rainfall  in  the  central  and  northern 
districts,  and  amounts  were  much  below  normal  in  the  lower 
coast  counties.  Temperatures  averaged  somewhat  above  normal, 
with  a  prolonged  lieat  wave  during  the  middle  of  the  month 
and  unseasonably  low  temperatures  during  the  last  three  days. 

Copious  to  heavy  rains  at  intervals  in  the  central  and  up- 
State  counties,  with  resulting  bad  soil  condition,  greatlj^  re- 
tarded plowing  and  planting,  wliieh  were  10  days  to  two  weeks 
late;  on  the  otiier  hand,  a  scarcity  of  seasonable  rains  on  the 
lower  coastal  plain  was  detrimental  to  satisfactory  crop  devel- 
opment. Cotton  and  corn  planting  became  general  during  the 
last  decade,  with  good  stands  ifi  the  eastern,  central  and  south- 
ern counties.  Rust  appeared  in  wheat  about  the  middle  of  the 
month,  and  the  crop  materially  deteriorated  thereafter;  oats 
and  rye  wpre  in  good  to  excellent  condition  generally,  and  the 
cereal  crops  were  heading  during  the  last  decade.  White  pota- 
toes were  generally  vigorous.  Tobacco  transplanting  was  prac- 
tically finished  l)y  the  25th,  and  sweet  potato  transplanting  was 
bogun.  Vegetable  shipments  from  the  trucl<ing  regions  were 
quite  extensive  at  the  end  of  the  month.  All  tree  fruits  and 
l)erries  were  in  good  condition,  with  no  material  frost  damage. 
Native  strawberries  were  ripening  about  the  25th.  The  woods 
Were  generally  green  by  the  llth. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'gnlar  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.12  inches.  The  highest  pressure  was  30.48  inches 
at  Columbia  and  at  Charlotte,  N.  C,  on  the  24th;  the  lowest 
pre-isure  was  29.44  inches  at  Asheville,  N.  C,  on  the  llth,  and 
in  the  Section  proper,  29.55  inches  at  Greenville  on  the  same 
date.  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  64.5°,  or  2.1°  above  the  normal. 
The  highest  temperature  was  95°  at  Garnett  on  the  14th.  The 
warm  periods  were  from  the  3d  to  the  5th,  from  the  7th  to 
18th,  and  on  the  26th  and  27th.  The  lowest  temperature  was 
33°  at  Santuck  on  the  2d.  The  coldest  periods  were  on  the  1st 
and  2d,  on  the  6th,  from  the  19th  to  the  25th,  and  on  the  28th, 
29th,  and  30th.  The  latest  general  spring  killing  frosts  were 
confined  to  March.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  78%:  noon,  56%  ;  8  p.  m.,  67% . 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  northern  interior. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
5.11  inches,  or  2.14  inches  above  the  normal.  There  were 
four  periods  of  general  showers,  but  the  amounts  were  badly 
distributed;  north  of  a  line  running  from  southern  Georgetown 
County  to  southern  Barnwell  County  the  amounts  ranged  up- 
ward from  3  inches  to  over  8  inches,  and  south  of  this  line  the 
measurements  ranged  downward  to  less  than  an  inch  in  southern 
Hampton  County.  The  greatest  local  monthly  amount  was 
8.30  inches  at  Landrum;  least  local  monthly  amount.  0.82 
at  Garnett.  The  greatest  amount  during  any  24-hours  was  4.10 
inches  at  Spartanburg  on  the  5th.  The  number  of  rainy  days 
was  14%  above  normal. 

There  was  no  snow  at  any  station  during  the  month. 


WIND. 


The  prevailing  wind  was  from  tbe  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
9.5  miles.  The  highest  average  velocity  was  12.7  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  12.3  miles 
per  hour  at  Charleston ;  the  lowest  average  was  6.1  miles  per 
hour  at  Augusta,  Ga.,  and  in  the  Section  proper.  7.7  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-niinute 
period  was  42  miles  per  hour  from  the  east  at  Asheville,  N.  C, 
on  the  28th,  and  in  the  Section  proper,  39  miles  per  hour  from 
the  southwest  at  Greenville  on  the  llth. 


SUNSHINE    AND    CLOUDINESS. 

The  average  nionthly  sunsliine,  determined  from  9  auto- 
matic records,  was  243.8  hours,  or  63%  of  the  possible  amount 
The  average  number  of  clear  days  was  14;  partly  cloudy,  7, 
and  cloudy,  9,  as  against  normals  of  15,  8,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

Moderate  flood  and  freshet  conditions  prevailed  in  the  va- 
rious tributaries  of  the  Pee  D<>e,  Santee,  aTid  Savannah  Rivers 
between  the  6th  and  the  9th.  and  again  in  the  Saluda  River 
from  the  19th  to  the  21st.  The  Santee  River  was  in  flood  at 
Rimini  and  Ferguson  throughout  the  month.  In  the  Santee 
District  the  unavoidable  losses  approximated  $12,270.  and  the 
value  of  movable  property  saved  by  warnings  has  been  esti- 
mated at  $80,000.  In  the  Pee  Dee  District  the  unavoidable 
losses  a]iproximated  $1,000,  and  the  value  of  movable  property 
saved  by  warnings  has  been  estimated  at  $10,000. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  a^^^^^ 
H»tor1ninin"sprtinn  or  division  means      Reference  letters  (".  i-,  <^>.  appearing  in  the  table  indicate  number  of  days  nnssmg;  for  example,  i'  represents  two  days  missing,  etc. 

t  A    00    other  date       ft  Rece    ed  too  la?e  to  be  included  in  means  and  snnnnaries.    "  Temperature  data  are  from  observed  readings  of  the  ;iry  ;;ilb;  means  are  com- 
puted from  observed  rea.lings.     ttPost-oftU-e  addresses  of  these  stations  are  as  follows:     Of  Gaston  Shoals.  Blacksb.n'g;  of  W  luthrop  College.  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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.62 

■.'65 

3.58 

i'PMias.soellll 

90 

.07 

1.02 

Wei'levii  I'miioH. 
iiken 

1   07 

31 

.40 
1.78 

3.67 

\nderson 

Savannah  

Kdi.sto 

44 

1.11 

.10 

.07 

.20 

T. 

4.(5 

RatcshnrKllll 

Blairsllll 

Broad 

Savannah  

Wateree 

Catawba 

Sahida 

Savannah  

Congaree 

Savannah  

.-39 
.35 

.20 
.40 
.20 

2.73 

'.'27'i.Or 

.06 

.23 
.12 

.13 
'.'05 
.12 

'.'20 

.12 
.29 

2.' 45 
1.20 

.40 

.03 

.02 
.06 

.64 
1.35 

91 

7.i9 

:^allionn  Falls  l||| 

1.65 

l.KO 
2.15 
2.80 
2.72 
.85 

.10 

.12 
.21 

.12 

.20 
.12 

1.12 

.20 

.08 
.16 
.39 

.'26 
.07 
.16 

.19 
.33 

■■08 

T. 

T. 

5.5-1 

:anidoii  nil 

06     'n 

5.09 

;atawlia  Illl 

.... 

V.hk 

1..35 

2.35 

2.34 

.50 

2.02 

.38 

1.17 

1.43 

2.02 

2.00 
1.31 
1.74 
1.67 
1.96 

1.25 

.60 

3.23 

1.10 

75 

.76 

■.-98 

.64 

.88 

1.20 

.78 

.16 

.07 
1.20 

.85 
.02 
.89 

6. 'iO 

'hapi.ollsllll 

*!enison  College 

3olumbia*"  

.... 

'.'ii 

T. 

.09 
.01 

.14 
.10 

■.'68 

...    .62 

....'  .28 
.  18 1-81 

.50 

'.'20 
T. 

... 

T 

'.'io 

7.75 
6.72 
6.  .'■3 

)ue  West*** 

I   99 

.60 

.90 

2.48 

1.46 

7  or. 

.01 

.'i2 

T. 

f. 

T. 
T. 

.46 
.22 

'.'ii 

.47 

.30 

'.'46 
.02 
.06 

.70 
.62 
.60 
T. 
1.26 

.51 

'65 

.48 

'.'51 

■.■33 
'.'52 

6.05 

<:dgelield  nil 

Savannah  

Broad 

Saluda 

do 

.40 
.60 

■.'30 

3.85 

I'aston  .Shoals  II II 

Ireonville     ♦" 

ireenu'ood  l||| 

i.'io 

.02 

f 

.05 
.01 

.40 
'.'63 
.04 
.05 

T. 
'.'45 

.... 
.... 

T. 

'.'oi 

T. 
T. 

'tV 

.01 

1.'22 
T. 

.73 
.64 

.03 
.72 

'.'60 

..36 
.56 

'.'12 
.80 

.27 

.04 
.30 

6.  CO 
4.97 
6.83 

leatli  Springs 

Wateree 

1.00  1.97; 

T.' 

6.32 

C.M-sliaw  .III 

■nndrtMn 

-aureus  |||| 

/ilierty 

-itile  ^follntaiM 

lonUta 

lewhi'rry 

Lynches 

Broad  

Saluda 

Savannah  

Salucla  

Kdisto 

.31 
.33 
.10 

..    12.22 
.16|2.11 
....  2. 57 
.  45,2.  55 

.34,1.90! 

.(l7jl.S2j 

.21 

::.•■ 
.20 

T.' 

.47 

1.20 

.75 

.10 

.57 
.67 
1.09 
.68 
.85 

.37 

.85 
.38 
.U 

:g] 

'.'62 

5.52 
8.30 

5.  63 

6.  25 

5.  29 
4.  63 

7  55 

'el/nr  Illl 

do 

do 

.64 

■;:: 

.'io 

.74 

i  60  .'.'.' 
85 

'tV 

'.'08 

.42   T. 

'.'62 

T. 

.03 

T 

'.'67 
'.'07 

6.28 
6.21 

antnck  

Broad 

do 

Kdisto 

Savannah  

.14 
.45 

.41 

l.in 

01 

1 

.O.'ii  .13,1.84 

5.50 

parta,nl)nrg  |||| 

T. 

....| 

T.I 

T   1 

■•=;.••• 

7.35 

renton  . . . 

— I 

13i 

'.'67 

.12 
18 

.  45  . . . 

OA 

T    t    .33(  .63 

.09'    .33:2.56 

1.60  ...    |1,43    .44 

05,1.75    01 

1 

i 

. . . .  |. . . . 
........ 

3.71 

I'alhalla  ,. 

19  17?^          1 

•■•! 

6.15 

l'iniist)orolll| 

Broad 

Catawba 

.24 

1 

40' 

.10 
.11 

8.03 

intluop  College 

5 

.00' 

j 

...    1 

.29 

5.12 

1 

1 

hxcept  as  otlierwise  indi(;ated.  observations  are  generally  made  late  in  the  afternoon,  near  snn.>;et,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  lime  of 
onserviitioii.  |,i|  1  reeipitation  measured  in  tlie  moriiins;  amount  tli.Mi  recm'ded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Hurean  «talion-  prpcipit;ili<in  i«  for  the 
24. Hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.     tSeparatd'  dsites  of  falls  not  reconled      T    'I'rice   or  less  than  Ool    inch. 


COMPARATIVE  DATA   FOK   APBIL. 


Year. 


Temperatn 

re. 

Precipitation. 

AveiaK 

01 

5 

9 

0 
►J 

a! 
bo 
te 

> 

< 

ci  '  -  - 
i-  ■ — ■  c 

days. 


;887 

1888 
1389 
1890 
1891 

,mi 

1893 
1894 
189.5 
1896 
1897 
1898 
1899 
1900 
1901 

mi 

903 
904 

905 


62.3 
61.6 
62.4 
62.8 
63.2 
62.8 
66.7 
62.6 
6L4 
66.9 
62.2 
58.0 
60.0 
62.4 
56.0 
60.4 
60.4 
59.2 
62.8 


92 


2.09 
1.33 
2.01 
2.02 
1.66 
1.13 
1.30 
2.01 
5.55 
1.31 
3.24 
5.05 
3.02 
5.41 
5.03 
2.18 
2.95 
1.34 
3.83 


a;" 


s\v. 
uw 
sw. 
sw. 


Temperature. 


Precipitation. 

Average  n  um 

day.s. 

le  r  of 

s 

s5f=-- 

^ 

t^ 

k. 

CD 

vera 
ysw 

01  in 
mo 

OS 
0 

"1 

Ki5 

3 
0 

-li 

<S=,  0 

1    a.  0 

0 

Sie-v 


(-  3 


sw. 
sw. 


1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

IfllS 

1919 

1920 

1921 

1922 

Perioil 


6,5.1 

93 

28 

1.39 

4 

20 

6 

4 

56.4 

89 

20 

4.40 

10 

10 

13 

/ 

66.6 

95 

31 

4.75 

9 

11 

10 

9 

63.9 

96 

30 

2.95 

7 

14 

9 

7 

63.4 

95 

32 

1.71 

5 

15 

10 

5 

61.6 

91 

,30 

2.95 

8 

12 

9 

9 

64.3 

91 

32 

4.24 

9 

14 

5 

11 

61.2 

90 

30 

2.00 

6 

20 

4 

6 

63.7 

98 

30 

2.86 

7 

14 

10 

6 

63.1 

96 

25 

1.47 

4 

20 

6 

4 

61.6 

93 

24 

1.79 

5 

18 

8 

4 

64.9 

96 

28 

3.34 

7 

20 

6 

4 

m.o 

92 

32 

5.82 

11 

11 

9 

10 

62.  4 

92 

24 

2.10 

5 

20 

5 

S 

61.4 

94 

26 

5.  13 

10 

13 

6 

11 

63.3 

91 

27 

2.43 

6 

16 

8 

6 

64.5 

95 

33 

5.11 

8 

14 

" 

9 

62.4 

98 

20 

2.97  ' 

7 

15 

8 

7 

sw. 

sw 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

w. 

w. 

w. 

sw. 

sw. 

s. 

sw. 


:'S^«S&-: 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


April,  19'22. 


stations. 


Eastern  Portion. 


)  Maximum  .. 
Allendale W )  Minimum... 

i  Maximum  . . 
Blackville \  Minimum... 

i  Maximum  . . 
Bowman j  Minimum . . . 

j  Maxinuim  . . 
Charleston )  Minimum... 

j  Maximum  . . 
Cheraw W j  Minimum . . 

i  Maximum  . 
Conway )  Minimum.. 

,,  i  Maxinuim  . 

Darlington  SN'ji |  Minimum. . 

j  Maxinuun  . 
Ferguson  H |  Mininnmi . . 

\  Maximum  . 
Florenoe  1   (  Minimum.. 

)  Maxinuim  . 
Garnett /  Minimum.. 

S  Maximum  . 
(ieorsetown ;  Minimum. . 

i  Maximum  . 
Kinestree j  Minimum.. 

)  Maxinuim  . 

Orangeburg  1 j  Miniinuiii.. 

„  )  Miixiniuin  . 

Paris  Islan(lS\SN \  Miniiiiuin., 

,  „  .Maxinuim  . 

Society  1I|1U'>S'> KMiuimum., 

)  Maximum  , 
Sumnierville j  Minimum. 

^Maximum 
Vemassee )  Minimum. 


nV,«?cni  I'oilUni. 


Allien 

Aniiersou 

Biitesliurg 

Crtllioun  FallsS^sV.. 
CamileuSSs'i 


Clemsoii  Collpce 

Columbia 

Due  West 

Hreeiiville 

(ireenwooil   


Heath  Springs 

Kershaw 

LaiKlrum 

LaurenssV^ 

Liberty 


Little  Mountain 

Monetta 

Newberry '. . 

Saluila 

Santuok 


Spartanburg 

Trenton 

Wallialla 

Winnsboro'js^ 

Winthiop  College  , 


S  Maximum  .. 
(  Mininiuni. .. 
\  Maximum  . . 
j  Mininiuni. .. 
\  .Maxiiiinm  . . 
)  Minimum. . . 
\  .Maximum  . . 
(  .Minimum. .. 
)  .Maximuir  .. 
)  Mininiuni. . . 

)  Maximum  . . 

■  (  Miiiinium. . . 
)  iXiaximum  . . 

•  I  Mininiuni. . . 
\  Maximum  . . 

•  (  Minimum.., 
)  .Maximum  . 

•  i  Minininni. . 
)  Maximum  . 

■  /  Minimum. . 

)  Maximum  . 

■  (  Minimum.. 
\  Maximum  . 

■  (  Minimum. . 
\  Maximum  . 

•  )  Minimum. . 
j  Maximum  . 

•  (  M'niniuni. . 
j  Niaxiinum  . 

■  \  Minimum. . 

(  Maximum  . 

•  )  Minimum. . 
\  Maximum  . 

•  '  Minimum. . 
S  Maxinuim  . 

■  ■  '  Miiiimnin. . 

\  Maximum  . 

•  i  Minimum. . 
\  Maximum  . 

•  '  Minimum.. 

(  Maximum  . 

•  •  I  Minimum. , 

\  Maximum  . 

•  •  I  Minimum. . 

j  Maximum  , 

■  ■  (  Minimum. 

\  Maximum  . 
••  '  >rinimum. 
(  Maximum 

•  •  I  Minimum. 


Daily  Temperatures  for  April,   1922. 


1        2 


74  78  82  83 

44  45  5-2  61 

72  65  63  70 

38  40  38  58 


63 


72 
39 

71 

571  40 


77 

63  63 


49  42 


80  82 

43I  50 

79,  82 

44I  51 

h3i  8h 


18   19  20 


21   22 


75  80  85  84   88  72 


631  51 

90 

60  50 


79  84 

44I  51 


78:  83 

42 1  42 

78  8n 

4.3  51 


54 

80,  85 


43  50 


40 
71 
50 

70 

43 

68 

49 

68 

4 

63 

44 

75 

44 

67 
4' 

'2' 

48 

f.3 
43 
66 
48 
69 
43 

65 
45 

69, 
45 
74j 
39i 
71 
45 
68 
45 

64 
43 
69 
45 

70 
42 
67 
47 


82 
56 

80  75 
43i  62   58 


79 
62 

86 
52 
84 
57 

84 
50 
83 
50 
87 
55 
88 
59 
83 
56 
85 
52 

84 
67 

80! 
54 
85 
48l 
84i 
56 
87 
58 


67l  65 

82i  84 
651  62 


81  84 

68  68 

84  88 

64  66 
84 
66 


861  78  78  82j  87 

59'  62  66  68  62 

84|  83'  92!  89  88 

601  62  7U|  65l  58 


70 
82 
66 
84 
68   60 


85 
61  62 
82  92 


65 
87 
66 
91 
65 
90 
62 
86 
68!  69 
83l  8' 
651  65 


72  75  85 
49  60 
81 
5' 


44 

83] 

55 

79 
45 
80 
56' 
78i 
50  551 

74  77' 
50  55| 
77  80 
52j  55 

71  75 

47  55 

79I  81 

44i  53i 

75  78J 
40!  50' 

76  80 


40i  51 

771  80 
39]  47 


82 
50 
75 
58 

77 
54 
76 
.59 
76 
5S 
68 
57 
78 
59 

74 
5S 
79 
55 
71 
52 
73 
51 
75 
52 

70 
55 
81 
58 
79 
54 
70 
5' 

52 

76 
56 
80 
59 
70 
55 
74 
59 


5h 
58 

4y] 
73 

51 

49 

58 

■74 

51 

47 

71 

71 

49 

.52 

62 

71 

52 

1-; 

52,  56 


59 
49 
62 
49 
5' 
49 
63 
61 

65 

4 

70, 

48 

58 

49: 

54 

52 

60 

52 

65 
43 
67 
52 
63 
50 
66 
51 
62 
49 

61 
49 
65 
52 
64 
54 
54 
52 

"47 


73: 

48! 
701 
48i 
7oj 
49 

62, 
46' 
71 
46 
71 
48 
71 
48 
75 
46 

70 
47 
74 
48 
74 
51 
66 
48 
73 
47 

72 
48 
72 
48 
71 
48 
71 
47 

"48 


52 


84 
47 
86 
55 

82 
54 
84 
58 
83 
5' 
80 
58 
82 
59 

78 
55 
83 
55 
82 
52 
82 
51 
82 
44 

81 
58 
85 
57 
86 
62 
68 
40 
83 
51 

75 
55 
83 
56 
81 
53 
82 
49 

'57 


831 
65] 
80] 

67 
88 
62 1 

85; 

68! 
841 

65: 


90,  93 
51 

90l  92 

53!  65 

86;  92 

50  66 

9-2!  93 

56;  68 

93!  95 

53;  63 

91  94 

53I  6S 

88|  92 

52  66 


92   68 

74 


78  80  73  81 

65'  66  53  45i  52 

89!  88  88  76l  75 

63'  63  50  42  50 


87 

80 

72 

67 

94 

71 

71 

56 

91 

80 

68 

66 

92 
fii 

85 
55 

82:  83 

72  62 

78  03 
63  54 
85;  85 
68  60 

79  62 

671 

88,  86 


55  52 

66 

49  40' 

71 


68   81 


88:  80; 

71]  56 


67: 

711 
591 

9o; 

65j 
85 

62!  68  70 
85  87!  86 
60  67 


90  92 

54   64  64 

84  93 

63  69! 

93  91 

58; 

94 


821 
61 


55  53 
84  91 
50 


831  80  87  90 

64  55  56 

751  79  83  87 

551  60  59  66 


62   69 
92   89 


80   82 


76!  79  86 

60,  50l  51 

so!  86  89 

67  53  52 


65 
63 
70i  58 
92I  85 
65 
81 
65 


65 


691  60 
87  68 
68  54 


80  85 
59  60 


80 
54 
81 
58 
73 
54 
80 
52 

80 
50 
7K 
53 
82 
53 
79 
55  57 


52 


55 
91 

58 

87 
66 
90 
68 
87 
65 
85 
67 
86 
65 

86 
69 
90 
69 
86 
53 
8' 
55 
87 
6' 

86 

69 

90 

6 

91 

68 

81 

67 

90 

69l 


56  59 


84 
64 
83 
71 

86 
69 
88 
66 
84 
70 
84 
69 
83 
70 

86 
70 
87 
71 
85 
67 
86 
68 
87 
69 

8' 
69 
86 
70 
90 
68 
80 
71 
91 
71 

I  86 
68 
87 
58! 
87 
66 
87 
69 

"62 


65 


55 


65 
55 

68 
43 
2;  72  66 
40  48  46 


60 

52 
84 
51 

84 
54 
66 
55 
70 
54 
69 
53 
76 
53 

65 
53 
78 
55 
78 
55 
60 
58 
77 
55 

76 
42 
83 
57 
80 
58 
79 
57 
76 
54 

79 

55 
69 

58' 
73; 
53; 
61 
57 


881  86 

671  60 

87;  88 

70|  70 

78,  60 

63:  56 

88;  89 

66:  65 

89i  90 

66  64 


73 
66  59 
70;  68 
64  52 


46 


70  69 
40l  50 


48  49 

76  85 

42 

68 

49I  52 

72:  73 

40  45  47 


73  79 
42  47 


53 1  56 
69  68 


66 

53 
72 
40 
69 
41 

67 
40 
69 
41 
73 
43 
76 
42 
68 
46 
70 
41 

72 
41 
71 
55 
67 
41 
73 
41 
74 


83  85 

62  65 

83  86 

4ll  59  62 

73|  81  87 

39i  52  64 


65  6I;. 

42!  49. 

501  58  , 

42  42!. 


Mean 


83  53 
52  45 


56 


71! 
60; 

751 

68; 

71! 
66l 
70l 
62; 
71 
65 

76 
52 
75 
65 
72 
52 
4  70 
58 
721 
53 


n  78 

451  49 

70  75 

451  44 


721  63  68  72;  76 

54  61  44  391  41 

74,  67  69;  70 

61 '  50  471  44  47 


79 
53 
83 
56 
82 
59 
75 
4 

55 

75 
53 
83 
56 

74 

- 
52 


39  43 


69;  76 
38|  48 
66; 
49| 


74  81 
45  55 
76|  82 
59 
85 
45  58 
80  87 

'73 
39 
75 
40 

7 

43 

79 

65 

74 

41 

77 

43 

78 


60 


72  74 

42  40 

69  73 

45  42 


■  41 

72;  75  65 

43  51!  46 

65;  69l  74;  64 

48:  '■^\    ^^-  *^ 

M\     68,  73!  fiS 


69  64 

45;  41 


49   46 


57  55  69 


511  43 
74  68 
52  45 


6S 
41 
69 
39 
70 
38 
71 
39 

62 
44 
70 
4' 
72 

5o; 

60 
37 
70 
34 

'.1 
38 
71 
47 
71 
38 
69 
43 


50  42 
70  64 

51  3' 
741  65 
43  44 
74  69 
50  42 

62  63 

42  44 


62   55 
48   41 

81 
46 


68:. 

^: 

43 . 

49  73! . 

42  471 , 


74  . 
43'. 

681. 

43;. 
71  , 


531  70| . 

44;  49  . 

64  70|. 

42  46' . 

48  73. 

41  411, 


60  52 
87  84 
581  60 


82  85 

46  56 
79 

48  54 


68 
39 
67 
44 
67 
43 
65 
45 
66 
42 

60 
41 
68 
40 
66 
39 
67 
41 
70 
40 

70 

48 
70 
43 

■;o 

52 
6' 
39 
70 
38 

68 

42  43 

70  75 


38  42,  41 


61 

56 
8 
63 

71! 
45 
64 
46 
61 
46 
58 
40 
78 
44 

76 
45 
69 
51 
59 
44 
58 
57 
66 
44 

76 
44 
80 
44 
73 


.52 
39 
63 

50 

59 
42 
50 
41 
.■^3 
43 
56 
42 
52 
40 

55 
40 
51 
40 
57 
42 
54 
4? 
61 
44 

53 
39 
49 
41 
60 


79  64 

62  49 

84 

59;  44 

84  66 
.581  44 

85  57 
61  55 


591     61 ;     45 


61,. 
38  . 

39;. 

67. 
41  . 
69,. 
49'. 
64  . 
43  . 
68'. 
431. 
62;. 
43. 
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GENERAL  SUMMARY. 

riiprinal  conditions  ranged  near  the  seasonal  average,  with 
no  marked  extremes.  Precipitation  averaged  mucli  above 
normal  and  was  badlj'  distributed,  with  exces.sive  amounts  on 
much  of  the  coastal  plain  and  in  the  Piedmont  and  measure- 
ments I>p1ow  normal  in  the  north-central  interior. 

Almost  contiiiuousdailj'  showers  materiall}'  retarded  spring 
work,  especially  in  tlie  northwestern  counties,  where  plowing 
and  planting  were  very  backward;  on  the  coastal  plain  the 
moisture  and  soil  coiiditionif  were  better,  and  spring  work  made 
satisfactory  progress.  Unfavoral)le  weather  caused  irregular 
germination  of  cotton  and  corn,  necessitating  much  replanting, 
and  the  stands  showed  all  stages  of  development;  cotton  chop- 
ping began  in  the  lower  counties  during  tiie  opening  week  and 
was  in  progress  up-State  at  t"^  end  of  the  month.  The  boll 
weevil   was  numerous  practic  everywhere.     Corn,    though 

irregular  in  growth,  had  geiiei  '  good  color.  Tobacco,  white 
potatoes,  fruits,  and  field  and  rden  truck  were  in  good  con- 
dition. Rust  damage  to  wheat  was  not  as  great  as  anticipated, 
and  the  crop  had  improved  by  the  end  of  the  month,  when 
harvest  l)egan.  The  oat  and  rye  harvests  became  general  about 
the  middle  of  the  month,  with  good  to  excellent  results. 
Stul)ble  lands  were  being  turned  to  late  corn  and  forage  as  soon 
as  plowing  conditions  permitted.  Sweet  potato  transplanting 
was  carried  on  extensively.  Native  peaches,  strawberries, 
blaekt)erries,  and  vegetables  were  phntiful  at  the  end  of  the 
montli. 

PRESSURE. 

Tiie  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'gular  \\'eather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.98  inches.  The  highest  pressure  was  30.44  inches 
at  Charlotte.  N.  C,  on  the  1st,  and  in  the  Section  proper,  30.42 
inches  at  Due  West  on  the  same  date;  the  lowest  pressure  was 
29.40  inches  at  Asheville.  N.  C,  on  the  18th,  and  in  the  Section 
proper,  29.44  inches  at  Greenville  on  the  same  date. 

TEMPERATURE. 

The  monthlv  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  71.0°,  or  0.2°  below  the  normal. 
The  liighest  temperature  was  98°  at  Garnett  on  the  13th.  The 
warm  period  was  principally  between  the  3d  and  15th.  The 
lowest  temperature  was  38°  at  Calhoun  Falls  on  the  1st.  There 
was  no  well-defined  cool  period  until  the  closing  days  of  the 
month. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  81%:  noon,  60%  ;  8  p.  m.,  73%. 
The  greatest  percentages  occurred  along  the  coast,  and  the 
least,  over  the  north-central  interior. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
5.89  inches,  or  2.31  inches  above  the  normal.  The  month  was 
marked  by  practically  continuous  daily  showers.     In  a  consid- 


erable area  of  the  northern  im(  rior,  the  ra-infall  was  below  nor- 
mal, while  in  the  Piedmont  counties  and  the  major  portion  of 
the  coastal  plain  the  amounts  ranged  from  4  to  nearly  13  iriches. 
The  greatest  local  montlil^'  amount  was  12.65  inches  at  George- 
town; least  local  monthly  amount,  2.68  inches  at  Heath 
Springs.  The  greatest  24-hour  amount  at  any  station  was  3.25 
inches  at  Liberty  on  the  16th.  'J'iie  number  of  rainy  days  was 
50%  alcove  normal. 

Damage  !>>/  Lif/Jifning. — Store  of  .J.  G.  Cousar,  Fort  Lawn, 
Chester  County,  fired  by  lightning  and  completely  destroyed, 
lUh;  ginnery  of  O.  A.  Jordan,  Fort  Lawn,  fir(d  by  liglitning 
and  badly  flamaged.  22d ;  two  horses  belonging  to  W.  P.  Ed- 
wards, C^allioun  Falls,  killed  by  lightning,  11th,  loss  being 
about  $100. 

Heavy  liail  caused  considerable  damage  to  crops  in  the 
vicinity  of  Patrick,  Chesterfield  County,  on  the  18th. 


WIND. 

The  prevailing  wind  was  from  the  southeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.9  miles.  The  highest  average  velocity  was  12.2  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  11.2  miles 
per  hour  at  Charh^ston  :  the  lowest  average  velocity  was  4  5  miles 
per  hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  6.5  miles 
per  hour  at  CoIuml>ia.  The  highest  velocity  for  any  5-niinute 
period  was  45  miles  per  hour  from  the  west  at  Savannah,  Ga., 
on  the  17th.  and  in  the  Section  proper,  39  miles  per  hour  from 
the  north  at  Due  West  on  the  13th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^  262.8  hours,  or  60%  of  the  possible  amount. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  8, 
and  cloudy,  11,  as  against  norirals  of  15,  10,  and  6  days,  re- 
spectively.   

RIVER  CONDITIONS. 

Moderate  floods  and  freshet  conditions  prevailed  in  the 
Saluda  River  from  the  5tb  to  the  7tb  and  from  the  17th  to  the 
2(Hh;  in  the  Broad  River,  from  the  5th  to  the  7th  and  on  the 
19th:  in  the  Congaree  River,  on  the  19th  and  20th;  in  the  Pee 
Dee  River,  on  the  7th,  20tli,  and  21st,  and  in  the  Savannah 
River,  on  the  5th,  6th,  18th  and  19th.  The  Santee  River  was 
close  to  or  above  flood  stages  at  Rimini  and  Ferguson  through- 
out the  month. 
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The 
"^TaIso  on  other  datrs.""tfTeceTved"too  fate  to  be  included  in  means  and  summaries, 
puted'from  observed  readings.     «Post-ofRce  addresses  of  these  stations  are  as  follows 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


Of 


have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 

.,.„„„.^ er  of  days  mi.ssing;  for  example,  »>  represents  two  days  nnssing.  etc. 

Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
if  Gaston  Shoals,  Blacksburg;  of  Winthrop  College,  Rock  Hill. 


:iSiSise^)SaSt!, 
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.02 
'.'67 

.'32 

.04 
.04 
.08 

.98 
.13 
.24 
.42 
1.00 

'.'21 
.15 

.58 
.07 
.35 
.62 
.66 

T. 

.32 

.72 

.04 
.49 
.45 

.03 

'f.' 
.37 

i.'24 

2.28 
.25 

.64 
.80 
.35 

.88 
.08 
.90 
.09 
.10 
.38 

.63 
.20 
1.24 

'.'90 

.58 
1.02 
.57 
.08 
2.40 

13 
1.03 

.15 

1.08 

.74 

.12 
.65 
.77 
.56 
.66 
.08 

.55 

1.07 

.18 

.23 

1.10 

i.'so 

.68 
.8f 
.35 

.38 
.36 

.42 
T. 

'.'io 
'.'23 

.13 

.55 

'.'36 
.20 

.50 

'.'26 
1.16 

T. 

.1-6 

.53 

2.53 

.07 
1.10 

.75 

.42 
.36 
1.67 
.3t( 
.45 
.51 

1.78 
.60 
.57 

T. 

1.15 

9.66 

.22 

.14 
1.43 

.04 
.07 

4.05 

Conway  llll 

DiLrlini/toti  III] 

.29 

.38 
1.84 

.37 
1.53 
1.02 

.04 

.36 
.35 
1.92 
.15 
.20 

.70 
1.96 
.20 
.10 
.50 

.51 
.81 

.43 

.30 

.66 

.31 
T. 
.11 

.06 
.47 
T. 

i.'40 

.00 

4.32 

Pee  I>ee 

T 

.04 

3.31 

Lynches 

Santee 

T. 
T. 

4.48 

.62 
.05 

.... 

1.61 

'.'03 

1.74 
.18 
.85 
.78 

T. 

T. 

'.'i5 

T. 

T. 

'.'87 

8.15 

.03 
'.'26 
1.55 

.28 
.81 

'.'42 
.10 

i.'93 

.20 

.17 
2.00 

1.40 

.20 
.03 
.04 

T. 

.04 
T. 
.66 

1.57 

4.16 

Florence  2  [  || 

do 

T. 
.45 

.40 

1.28 
.28 

'.'io 

3.94 

Giirnett 

Savannah 

Coast 

Black 

.05 
T. 

.43 

.73 
.22 

.28 

6.15 

GcorKclown 

King^tree  llll 

.20 

.68 

1.48 

.32 

.80 

12.  65 

.10 
.13 

'.'i3 

5.03 

Orangeburg  1 

Edisto 

.08 
.'20 

T. 

.70 

.,33 
.50 

T. 

7.67 

Orangeburg  2 

do 

.60 
.10 

2.41 

7.06 

Paris  Islan<i 

Coast 

'.'60 

.10 
.50 

1.50 

i.'98 
.52 
.31 
.32 

.81 
.10 

.10 

2.10 
.10 

'.'12 

.20 
.05 

■.■32 

9.80 

.08 

..50 
.78 
.88 
.07 
.52 

.67 
.04 

i'.ke 

'.'■ji 

1.00 

1.00 

.85 

2.' 40 
.43 

.44 

6.51 

.22 
.18 
.32 
.13 

.60 

10.78 

Society  Hill  III! 

Pee  Dee 

Ashler 

Asliepoo 

'.'62 

.11 

'.'60 

.'ie 

'.'67 
.41 

3.34 

Stimiiterville 

.08 
.16 

.04 

1.  55 

1.14 
1.62 

.18 
1.00 

.13 

■;65 

7.49 

Veiiiasseellll 

Wrslt-n,    I'liiiiiiii. 
Aiken 

.06 
.'16 

.49 
.31 

'.'47 

6.15 

Kdi^lo 

Savannah  . . . . 
Kciisto 

5.58 

Aiiiier.son 

.33 

.05 

5.33 

BnteslMirgllll 

Blairsllll 

Broad 

Savannah  

.  Ill 

'V) 

.04 

.12 
.05 

.05 
.10 

.22 

.26 
.25 

.20 
.42 
.05 

.15 



'.'20 

'.'58 

1.73 
.10 

i.'72 

.40 

.21 

'.'■72 

.,50 

3  25 

1.37 
1.85 

.45 
1.02 
2.68 
1.43 

.42 

.94 

1.40 
1.19 
1.00 
2.95 

.35 

.45 

1.21 

2.20 

.25 

.45 

.31 

1.13 

.3.04 

.47 
.25 

.40 
.90 
82 
.53 
.52 

.19 
.60 
.67 
.16 
.39 

.90 
.70 
.97 
.77 
.50 

.67 
.38 
.36 
.24 

.14 

.40 

.30 
.02 
.30 

.06 
.11 

.20 
1.18 

.10 
.04 

.46 

'.'67 
.12 

'.'08 

.42 
1.01 

.04 

't'.' 

3.33 

CallioiiM  Tails  llll 

.40  1.00 

.041  .62 
.101  .,50 
.30    .45 
.44:2.04 
.291     18 

.28 

.12 

'.'08 

T. 

5.96 

CiinKlenllll 

Catawba  III! 

\Va teree  

("atawba  

SahKhi 

Savannah  

Congaree 

Savannah  

Savanniili 

Broad 

Salu(hi 

do 

TV 
.05 

T. 

'.'0.5 
.15 

.01 

'.'li.^ 
.03 

3.17 
4.27 

(Miainiellsljlj 

.20 
1.46 

.03 

.25 

'."57 

.05 
.60 

't.' 

.21 
.21 

't'.' 
T. 

9q 

.12 
.03 

'.'45 
1.60 

.'io 
'.'42 

5.42 

CleinsKii  College 

Columbia"'  

..SO 
.04 

.18 

.'i4 

.06 

.20 

'.'84 

'.'40 

03 

T. 

.60 

.02 

■f.' 
.14 

T. 
T. 

.02 

.93 

.08 

.05 

't. 

.06 

.... 

.05 
.02 

T. 

.06 

.01 

'.'61 

8.04 
2.h5 

Dne  West*** 

.89 
.25 

.n 

.611 
.43 

.18 

.01) 
1.42 
.35 

.16 

.80 
.97 
1.46 
.67 

.06 

.19 

2.62 

70 

'.'io 

13 

.03 

.05 

4  ,59 

Kcigeti,.i,i  nil 

.20 
.32 

'!32 

'.'36 
.33 

4.50 

(Jastoii  Sli()als  nil 

.18 
.01 

.'03 

.01 
.05 
.22 

'.'65 

.30 

.40 
.33 
.82 

T. 
T. 

'.'18 

't. 

.10 
.09 

'.'27 

't.' 

5.65 

'ireenville     *** 

(Jreenwood  l||| 

'.'.38 
.07 

T. 

6. 28 
6.17 

ITealli  Sjirings 

Wateree 

.12 
.26 

'.'as 

2.20 

'.'25 



.03 
'.'02 

2.  63 

K'.M-sbaw  ,111 

r,ynches 

3.07 

l.anilnim 

Broad 

Salnda 

Savannah  

Salnda  

I'Misto 

Saluda 

do 

'.'it; 

.22 

'.'oil 

.'09 
.08 

11.93 

I.aurens  |||| 

.80 
T. 

'.'75 

'.'62 

.27 
.05 

5.  ,^9 

Liberty  

.26  I   »S 

.20 

T. 

1.10 

.35 

1.90 

.20 

.02 

11.21 

Lillle  Mountain 

.4.-1 
.51 

.  06 
.40 

.10 
..56 
.45 
.72 

.60 
1.21 
1.50 

.12 

10 

2.69 

Monetta 

Newb.'irv 

09 
.10 

'.'36 

"05 

'.'46 
T. 

T  " 

.35 
.15 
T. 

.02 

.09 

.09 

.80 

1.00 
1  oq 

't'. 

.5.57 
6.00 

IVIzerllll 

'I' 

T. 

.04 

T. 

.04 

.30 

4.98 

Saluda 

do 

Sanluclc 

Broa.l 

do 

Kdisto 

Savannah  

T. 
T.' 

T. 
T. 

'.'22 
T. 

.31 

.20 

T. 

.  62 

.06 

.27 

.54 
.80 
1.28 
3.  03 
.51 
.19 

.24 
T. 

.14 
10 

.03 
'.'08 

.04 
..50 

'.'20 

'.'64 

't'.' 

'.'39 

'.'6i 

'.'64 

't'. 

'f. 

.18 

'.'27 

1.20 
.05 

1.57 
.67 

'.'63 

.75 
1.47 

T. 

.33 
1.21 

.  77 

.92 

1.58 

1.21 

.62 

.42 

.83 

.05 
.50 
.28 

.16 

.04 

T. 
T. 

.18 
.02 
.02 

T. 

.06 
.19 
.01 

't. 

.28 
.01 

.02 
.10 
T. 
.C9 

'.'67 

T 

'.'48 
.07 

'.'6i 

.32 

T. 

T. 

.06 
T. 
1.00 

■f. 
T. 
.80 

';o2 

4.48 

Spartanburg  |||| 

Trenton 

.05 

5.35 
6. 1^3 

Wallialla 

T. 

7.03 

Winiisborollll 

Inroad 

.83    .20 
.12.... 

i 

.03 
.32 

1.29 
.11 

4.  39 

^Vintlinn)  College 

Catawba 

3.43 

ICxccpt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 
observation.  ||l|  I'reciiiilation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitiilion  is  fur  the 
24-h(iur  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparatc  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.ol   inch. 


COMPARATIVE 

DATA  FOK  MAY. 

'i'emperature. 

Precipitation. 

Average  number  of 
days. 

.5  2 

Year. 

Temperature. 

Precipitation. 

Average  n  u  m 
days. 

be  r  of 

Year. 

1 

0^ 

J 

cS 
> 

< 

Average 
days  with 
0.01  inch 
or  more. 

a,  u 

S 

1 

-  <C 
0 

be 

e 

> 

Average 
days  with 
0.01  inch 
or  more. 

5 

0 
5 

rh-r 
a. 

1887 

72.5 
70.2 

71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 
70.7 
70.6 
7.3.4 

97 

99 

101 

95 

100 

94 

97 

98 

101 

104 

97 

106 

100 

96 

99 

101 

104 

99 

99 

41 
33 
35 
30 
36 
39 
38 
38 
34 
42 
38 
39 
45 
.38 
40 
42 
44 
38 
42 

3.17 
7.51 
1.97 
5.44 
3.57 
3.53 

10 
11 
5 
10 

1906 

70.7 
70.8 
71.8 
69.5 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
73.8 
66.3 
72.6 
71.0 
67.6 
68.1 
71.0 

71.2 

99 
96 
96 
100 
99 
106 
101 
101 
105 
98 
103 
98 
100 
96 
94 
98 
98 

106 

30 
41 
36 
35 
40 
35 
43 
38 
42 
46 
42 
31 
31 
42 
42 
36 
38 

30 

3.00 
4.51 
2.  92 
4.26 
4.03 
0.  65 
4.08 
2.13 
0.83 
7.20 
2.44 
3.09 
3.48 
5.23 
1.77 
5.30 
5.89 

3.58 

7 

10 

7 

8 

8 

3 

9 

6 

3 

11 

5 

7 

7 

11 

6 

10 

12 

8 

17 
11 
16 
14 
15 
20 
16 
19 
18 
11 
20 
18 
19 
12 
16 
12 
12 

15 

6 
12 
11 
12 
10 
8 
6 
6 
10 
11 

8 
11 

9 
10 

8 

10 

8 
8 
4 
6 
6 
3 
9 
6 
3 
9 
4 
6 
4 
8 
6 
9 
11 

6 

sw. 

1888 

1907 

sw 

1889 

nw. 
sw. 
ne. 

1908 

sw. 

IS'iO 

1909 

sw. 

1(191 

1910 

sw. 

(892 

1911 

ne. 

1803 

4.13 
3.43 
4.36 
2.74 
2.39 
1.35 
1.68 
2.37 
7.31 
2.69 
2.69 
2.04 
5.70 

9 
9 
9 
8 
6 
5 
5 
5 
11 
8 
9 

13 

13 
10 
11 
14 
18 
18 
15 
19 
13 
15 
12 
18 
12 

9 
16 
12 
13 
8 

10 
10 
7 
10 
10 
9 
8 
9 

9 
5 

8 
4 
5 
3 
6 
5 
8 
6 

10 
5 

10 

«\v. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

s. 

sw. 

191'> 

sw. 

1894 

1913 

sw. 

1895 

1914     .. 

1896 

1915 

vV. 

1897 

1916 

sw. 

1898   . 

1917 

w. 

1899 

1918 

sw. 

19<*) 

1919 

s. 

1901 

19-20 

ne. 

1902 

1921      . 

ne. 

1903 

1922     

se. 

1904 

Period.... 

1905 

sw. 

saosssiS&y. 


20 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


May,  1922. 


Stalioiis. 


Kaxterii  Porlinn. 


^,  )  Maximum  .. 

Allendale W \  Minimum... 

i  Maximum  . . 

BlaokviUe )  Minimum... 

S  Maximum  . . 

Bowman j  Minimum... 

Maximum  . 

Charleston j  Minimum.. 

,,  j  Maximum  . 

i;heraws>* j  Minimum.. 

)  Maximum  . 
(;oinvay i  Minimum.. 

V  Maximum  . 
DarlinutonViS* )  Minimum.. 

)  Maximum  . 
Ferguson  s\S^ /  Minimum.. 

)  Maximum  . 
Klorence  1   j  Minimum.. 

)  Maxinunn  . 
Qarnett (  Minimum.. 

)  .Maxinunn  . 
(ieoritetown (  Minimum.. 

\  Maximum  . 
Kingslree j  .Minimum.. 

S  Maximum  . 

OranRfbin-g  1 \  Minimum.. 

,,.  j  Maxinunn  . 

Paris  IslamiW j  Mininunn.. 

...,,  ,,  )  Jiaxinnnn  . 

Society  IhllM \  Minimum.. 

.,,  )  Maxinunn  . 

Snnnnerville j  .Mininuim.. 

\  Maxinunn  , 
Yemassee )  Mi„i„umi. 


Weslrni  I'liilidii. 

i  Maxinuim  . . 
A'l'"" \  Mininnuu... 

i  Maxinunn  . . 
Anderson j  Minimum... 

(  Maxinunn  . . 

Hates). ing (  Mininunn... 

„  ,,  „  ,,   ,,  .Maxinunn  . 

Calhoun  I'alls^^^'i j  .Minimum.. 

,,  i  .Maximun'  . 

Camdenv'isS j  Minimum.. 

,     ,,  S  Maxinunn  . 

Clenison  (  ollege  ....  ,  Mininuim.. 
„   ,        ,  .  )  Maxinunn  . 

Columbia j  Minimum, . 

^       „,    ^  i  Maximum  . 

I^iie  \\est i  Minimum.. 

j  Maxinunn  . 
nreenville \  Minimum.. 

(  Maximum  . 
fJieenwoo.l   i  Minimum.. 

,,     .,   r,     •  )  Maximum  . 

Heath  Springs ,  Minimum.. 

S  Maximum  . 
'■^Prs''""' !  Minimum.. 

j  Maxininir  . 

•■"'"''■""i I  Minimum.. 

,,  S  Maximum  . 

LaurenssS-sS j  Minimum.. 

,  .,      .  i  Maximum  . 

''""^•■'y I  Minimum.. 


Daily  Temperatures  for  May,   1922. 


I.illle  Mountain 

jronetta 

Newberr.v 

Saluda 

Santucl; 


Spartanlmrg 

Trenton 

Walhalla 

WinnsboroS^'S 

Wiiithroii  College  . 


j  Maximum  . 
)  Minimum. . 
j  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 
1  Maximum  . 
>  Minimum. . 
)  Maximum  . 
'  Minimum. . 

(  Maximum  . 

(  Minimum. . 

i  Maximum  . 

I  Minimum.. 

j  Maximum  . 
■  I  Minimum. . 

i  Maximum  . 
'  I  Minimum. . 

(  Maximum  . 

)  .Minimmn. . 


70  71 

54  52 

66  HO 

50  55 


70     72 
61      62 


18      19 


2S     29 


31      Mean. 


.  80     82 
54 
74 
60 


65 


62 


83!  85 

641  60 

79  85 

62  59 


64 1  56 
80l  80 
631     60 


71  78 

4si  60 

85  79 

62  61 

71 

fill]  62 

68  80 

62  65 


88  89 

621  60 

91  87 

64  61 


91  92 
62  65 
94  94 


60  61   61   64 


93 
61 
8S 
63 
83 
59  60 


89  91 
65  60 


66 


69 

5fi   .59 


69 
60 

70 

59 
70! 

60; 

70, 
59 
681 

5?| 
60 


74 

58 
79 
61 

74 
59 

63 

73 
60 
74 
60 
73 
60 

74 
61 


90  89  86'  85  86 
6S':  63'  62!  '>8'  5'J 
91 !  90  91   90;  65 


78 
68 
89 
54 
84 
54 

87 
54 
88 
51' 
91 
57 
92l 
62! 
85 
68 
88 
53 


83 

61  65  63 

82  85  86 

65  61  62 


79|  82 

621  5- 

76  78 

5S  55 


63  55! 


80| 
621 


83  85 
51   60 


79 

78 

62 

59I 

SO 

77 

60 

56 

78 

75 

60 

56 

SO 

77 

61 

62 

72 

72 

63 

60 

82  86 
55|  62 


84 
67 
94 
59 
92 
60 

93 
64 

91 
61 
88 
65 
95 
64 
90 
68 
92 
60 

92 
62 
89 
63 
92 
54 
93 
59 
93 
60 


61  i  62  59 


92!  S9 

56;  68 

90  91 

64  64 


91   90 
64   66 


63   65 


81, 
69 1 
851 
58! 
831 
6O; 

78 
56 
82j 
63i 
88i 
62! 
9-2  j 
.5k! 
84 1 
61 1 
86! 
63 

86 
62 
90 
65 
86 

"88 
62 
89 
60 


88      88      84      8( 
64!     63i     62 
73      74      SSl . 


81 
64 
78 
60 
79  81 
.58      56 


591     00 


76      861     80 
63      66  i     68 

82' 


85  81 

61  59 

83  73 

60  58 


93 

'"sii 

6(1 

63 

89 

88 

62 

67 

89 

88 

63 

64 

87 

87 

64 

60 

91 

89 

63 

6S 

89 

87 

64 

65 

71  81 

59  5' 
72 

57  54 


75 


56 


62 


90  85 

641  e7 

881  83 

661  66 

88  85 

64  64 


88     82 
63 


80 

82 

.57 

60 

82 

85 

64 

62 

84 

85 

62 

84 

"85 

58 

61 

82 

85 

,=i4 

57 

7'« 

82 

65 

6' 

8n 

8- 

.■^5 

y, 

85 

85 

6a 

62 

8'> 

83 

60 

^0 

83 


il  79 

61  56 

65  72 

61  5 


76 
66 
85 
58 
79 
60 


69  58 
80  t'8 
67      58 


84      69 
65     60 


83      83 
61      69 


86 
60 
8" 
61 
82 
60 
83  80 
65      64 


79 
51      53 

84      SC 
50      55 


88      71 
65      66 


72 


84.1 

62.3 

>'82. 1 

61.2 


^0.0 
67.2 
84.8 
59.4 
82.6 
00.4 

"81.9 
^59.  3 
82.7 
CO.  9 
83.6 
61.9 
8.5.5 
62.9 
83.1 
62.4 
83. 2 
60.1 

82.3 
61.1 
84.3 
64.8 
'  82. 9 
'57.2 
83.7 
62.4 
84.1 
61.6 


5R 

7?  I     78 


81.8 
62.0 
78.3 
60.7 


80.0 

56.8 
'84.4 
62.  8 

79  2 
.57.7 
80.7 
62.7 
78.  .5 
60.1 
77  5 
.59.7 
77.3 
59.5 

79.3 
.';9.6 
82.0 
59.2 
78.fi 
57.0 
79.fi 
f9.  8 
79.9 
57.8 

"'79. 7 
.59.0 
81.5 
60.8 
83.3 


82.  .5 
58.0 


Referenee  letters  (\  h.  c).  appearing  in  the  table  indieate  number  of  days  missing:  for  example,  "  represents  tuo  days  missing,  ete. 
VW  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  nharged  to  the  pveee.ling  day,  on  Nvhi<h  ,t  almost  nlways  oeeurs. 


:^S6SISi9Saf^s!ai&; 


M^e 


%^. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief, 


>«i 


\, 


CLIMATOLOGICAL    DATA. 


SOUTH   CAPJOIilNfl   SECTI0^1. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vor..  XXV. 


Columbia,  S.  C,  June,  1922. 


No.  6. 


GENERAL.  SUMMARY. 

Seasonal)lo  temperatures  occurred  tlirougliout  practically 
the  entire  mouth.  The  rainfall  was  badly  distributed,  with 
large  excesses  in  the  eastern  counties  and  in  a  small  area  of  the 
Piedmont  and  deficiencies  in  considerable  areas  of  the  western 
counties. 

Much  needed  cultivation  against  grass  was  materially  re- 
tarded until  the  improved  conditions  later  in  tlie  month.  The 
cereal  harvests  were  likewise  greatlj'  delayed,  l)Ut  this  work  was 
finished  al)out  the  middle  of  the  month,  followed  by  threshing, 
with  fair  to  good  results  generally,  wheat  turning  out  better 
than  expected.  Corn  was  in  all  stages  of  grov,"th,  from  stubble- 
land  germination  to  roasting  ears,  but  the  crop,  as  a  whole, 
was  fair  to  good.  Cotton,  though  small  for  the  season,  was 
vigorous  and  iienlthy  at  the  end  of  tlie  month,  and  the  early 
crop  was  blooming  freely  in  the  eastern,  central,  and  southern 
counties;  the  first  l)loom  was  found  near  Cope,  in  Orangeburg 
County,  on  the  4th;  weevils  were  numerous  throughout  the 
State,  with  some  damage  in  the  southern  counties.  Tobacco, 
sweet  potatoes,  late  white  potatoes,  field  and  garden  truck,  and 
pastures  were  in  fair  to  good  condition  generally.  The  straw- 
berry season  closed  during  the  first  week.  Native  watermelon 
shipments  began  toward  the  close  of  the  month,  and  canta- 
loupes, muskmelons,  and  l)lnckberries  were  plentiful. 


area  uf  tlife  ISavannah  drainage  basin,  the  lower  coast  counties, 
and  the  north -central  border  district  the  amounts  weie  1«  ss  than 
4  inches  and  ranged  downward  to  below  3  inches.  The  greatest 
local  monthly  amount  was  11.76  inches  at  Conway,  and  the 
least  local  monthly  amount  was  2.62  inches  at  Allendale.  'J'he 
greatest  amount  during  any  24  hours  was  4. 2.'>  inches  at  Florence 
No.  2  (Pee  Dee  E.xperiment  Station)  on  the  18th  and  19th. 
The  number  of  rainy  days  was  10%  above  normal. 

Deaths  by  Lightning. — Mr.. J.  Abrams  Coats,  planter,  Sullivan 
Township,  Laurens  County,  21st;  ]Mr.  Addy  Matthews,  Naza- 
reth section,  Saluda  County,  27th. 

Damage  hi/  Lightning. — At  Monetla,  4th,  warehouse  and 
contents,  including  331  bales  of  cotton  ;  loss  estimated  at  about 
$40,000.  Near  Camden,  l)arn  and  contents,  including  11  bales 
of  cotton,  belonging  to  Mr.  D.  M.  IMcCaskill,  IDth;  loss  esti- 
mated at  about  $2,000. 

WIND. 

The  prevailing  wind  was  from  tlie  west.  'I"he  average 
hourly  velocity,  determined  from  9  anemometer  records.  \\as 
6.5  tniles.  The  highest  average  was  9.0  miles  per  hour  at 
Charleston  and  Savannah,  Ca.  ;  the  lowest  average  was  4.0  miles 
per  hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.2  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-niinute 
period  was  48  miles  per  hour  from  the  west  at  Savannah,  Ca., 
on  the  20th.  and  in  the  Section  proper,  46  miles  per  hour  from 
the  west  at  Greenville  on  the  12th. 


PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'ifnlnr  \\'eather  P>ureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.01  inches.  The  highest  pressure  was  30.23  inches 
at  Due  West  on  the  24th.  and  at  Asheville,  N.  C,  on  the2r)th: 
the  lowest  pressure  wns  29.76  inches  at  Asheville,  N.  C,  on  tlie 
2d,  and  in  the  Section  proper,  29.78  inches  at  Greenville  on  the 
same  date.  

TEMPKRATURE. 

The  monthlv  mean  for  the  Spotion.  determined  from  re- 
ports of  38  stations,  was  78.2°.  or  0.6°  above  the  normal. 
The  highest  temperature  was  101°  at  Paris  Island  on  tlie  11th, 
and  at  Newberry  on  the  12th.  The  warmest  period  was  be- 
tween the  8th  and  the  18th.  The  lowest  temperature  was  52° 
at  Calhoun  Falls  on  the  24th.  The  coolest  period  was  between 
the  23d  and  26th.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  81%:  noon,  58%  ;  8  p.  m..  74%. 
The  highest  percentages  occurred  along  the  coast,  nnd  the 
lowest,  in  the  north-central  interior. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa"  297.6  iiours,  or  69%  of  the  possible  amount. 
The  average  nund>er  of  clear  days  was  14;  partly  cloudy.  11, 
and  cloudy.  5,  as  against  normals  of  13,  11,  and  6  days,  re- 
spect ivel.v.  

~-v 

RIVER  CONDITIONS. 

M<Mlernte  freshets  occurred  in  the  Saluda,  P>road.  and 
Congnree  Pivers  between  the  2d  and  4th.  The  Santee  River 
fell  below  flood  stage  at  Rimini  on  the  18th  and  at  Ferguson 
on  the  20th.  having  been  in  flood  at  the  latter  point  since  Feb- 


PRECIPITATTON. 

The  average  for  the  Section,  50  stations  reporting,  was 
5.18  inches,  or  0  58  inch  above  the  normal.  Showers  were  in- 
termittent throughout  the  month.  In  a  small  area  of  the  Pied- 
mont and  in  an  extensive  area  of  the  coastal  plain,  the  measure- 
ments ranged  from  5  to  over  11  inches,  while  in  a  considerable 


ruarv  5       The  rivet 

•  wns 

again  in  flood  a 

t  Rimini  from  the  22d 

to  the  25th  and  nt  Ferguson  from  the  24 

th  to  the  27th. 

;NA  (dates). 

MISCELLANEOUS    PHENOJVi 

Hnlos—LiDuir:    Columbia,  4,  5.  6,  8.  9.     Solar:    Columbin, 

5,  9.  10.  12.  27;    Due  West,  9;    Libertv,  12. 

/fr///.— Liberty.  18. 

MISCELLANEOUS  DATA  FOB  JUNE,  1P22. 

eS 

Temperature. 

Pieoipita- 
tioti 

Wind. 

Jlean 
relative 

is 

1            Stiilioiis. 
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stations. 


Eastern  Portion. 

Allendale  

Blackville 

Bowman 

Charleston 

(;heraw 

Conway  

Darlington 

EHinghani 

Ferguson 

Florence  1 

Florence  2 

(iarnett 

(ieorgetown 

Kingstree 

Orangeburg  1    

Orangeburg 2 

Paris  Island 

Pinopolis" 

Rimini 

Society  Hill 

Sumnierville 

Yemassee 

Division  means  and 


We.tleni  Portion. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls 

Camden 

(;atawba 

Chappells 

Clemson  College 

Columbia 

Due  West 

Kdgetield , 

Gaston  Shoals  tt 

Greenville 

Greenwood 

Heath  Springs , 

Kershaw  

Landrum 

Laurens , 

Liberty  

Little  Mountain 

Monetta 

Newberry 

Pelzer 

Saluda 

Santuck 

Spartanburg 

Trenton 

VValhalla 

Winnsboro 

Winthrop  College  tt. . 

Division  means  and 

Section  means  and 


Orangeburg . 
Cliarleston 


Cliesterfield  . 

Horry 

Darlington  .. 

Florence  

Orangeburg . 


Florence 

do 

Hampton 

Georgetown  . . 
Williamsburg 


Orangeburg . 

do 

Beaufort 

Berkeley 


Sumter 

Darlington  . 
Dorchester.. 
Hampton  . . 


extremes  . 


Aiken 

Ander.-iou  . 
Lexington. 
Fairfield. . . 
Abbeville. . 

Kershaw.. . 
York  ...... 

Newberry  . 

Oconee  

Kichland  .. 


Abbeville  . . 
Edgefield  ... 
Cherokee  .. . 
Greenville  .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg . 

Laurens 

Pickens 


New  berry . 

Saluda 

Newberry  , 
Anderson. 
Saluda 


extremes  . 


Union 

Spartanburg 

Edgefield 

Oconee  

Fairtield  .... 
York 


extremes . 


Climatologrical  Data  for  June,  1922. 


Allendale 186  40 

Barnwell 296  38 
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48 
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12 

54 
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13 

54 
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764 
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293 
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711 


680 
1039 
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400 
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850 
536 
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875 
620 
1061 
545 
690 


79.8 
79.6 


79.8 

78.8 
78.5 
78.4 


79.2 
79.6 


•80.5 
78.2 


81.8 

77.2 


+0.8 
+0.B 


+0.9 

+  1.6 
+1.7 
+  1.6 


+2.2 
+  1.2 


—0.2 

+0.7 


78.2 
79.0 

78.8 

79.1 


79.0 

77.4 


76.8 


76.3 
79.0 


77.5 


76.1 
76.4 

76.8 
78.5 
75.8 
77.0 
76.8 

77.6 
79.0 


+2.8 
+  1.1 


99 


96 


101 
95 


+  1.3 

+  1.7 
—0.1 

+  1.4 


+  1.4 

+1.8 


12 
tl3 


Precipitation,  in  inches. 


Number  of  days. 


25 


26 

23 

tl6 
23 


12 

12 

tl2 


2.62 

4.81 


3.54 

6.31 
11.76 
7.25 
8.60 
5.90 

11.23 
10. 02 
3.74 

7.56 


-2.58 
-0.83 


-1.85 

+  1.06 
+6.89 
+  1.66 
+2.74 
+0.24 


+5.96 
+4.75 


0.65 
2.50 


0.86 

2.15 
2.33 
3.  .55 
2.35 
1.01 


1.42 
4.  25 
1.46 
+2.98  I  1.05 
+2.40     2.91 


96  i       12 


+  1.0 

+0.8 


92 
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78.8 
77.4 
78.6 
75.8 
78.6 
78.2 

75.5 

78.2 


+2.0 
+  1.0 


+0.4 


+0.5 


-0.2 
+  1.6 


+2.1 
+  1.4 
+0.4 
+  1.1 
+  1.9 
+2.1 

+0.8 

+0.6 


92 

91 

95 
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0 
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0 
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11 

7 
10 
2 
0 
3 


Observers. 


se. 
sw. 


R.  B.  Vance. 
Mrs.  1).  B.Sanders. 
Olin  P.  Evans. 
U.S.  Weather  Bureau. 

Roland  D.  Powe. 
Paul  Quattlebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie. 
Henry  C.  Savage. 

11.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Robert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

U.S.  Fisheries  Station. 
State  A.  and  M.  College. 
IT.  S.  Marine  Corps. 
Miss  K.  P.  Ravenel. 

Boykin  R.  Cantey. 
E.D.  Fields,  Jr. 

E.  P.  Lawton. 
W.  C.  Hutson. 


Frank  B.  M<Coy. 
II.  11.  Rn.ssell. 
E..I.  Hitp. 
.1.  N.  Owens. 
L.  M.  Parker. 

Henry  A.  Brown, 
.lames  ('.  Faris. 
George  V.  Clamp. 
Prof.  F.  IT.  H.Culhonn. 
11   S.  Weather  Bureau. 

U.  S.  W  B.  Aerological  Sta. 
J.  A.  'I'own.send. 
S.  C.  T.t.,  Power  .»  Ry.  Co. 
n.  S.  Weather  Bureau. 
M.  M.  Ciiliioun. 


J.  Marvin  Bowers. 
John  W.  Hamel. 
K.  Hartwell  Wilds.  D.D.S. 
Perry  A.  Simpson. 
John  T.  Hoggs. 

J.M.Sease.  M.  D. 
.loseph  M..lohnson. 
Warren  G.  Peterson. 
Joshua  Y.  .lones. 
Mrs.  F.  V.J.  Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.Brandt. 

Rev.  Oliver  Johnson. 
R.  F.  (iooding. 


The  departures  from  the  normal  temperature  and 
determining  section  or  division  means.     Reference 

t  Also  on  other  dates,    tt  Received  too  late  to  be  incl 
puted  from  observed  readings.     ttPost-oflice  addresses  of  these  stations  are  as  follows: 

^r.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  i eports  are  used  i n 
letters  (»,  >>.  <=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  tw-o  days  missing,  etc. 
ncluded  in  means  and  summaries.    "  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 


Of  Gaston  Shoals.  Blackshurg;  of  Winthrop  College.  Rock  Hill. 


EBRATA. 

Pinopolis.— Maximum  temperature  date,  page  70,  October,  1918.  and  Errata,  April,  1919.  page  28,  should  be  t3. 
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Daily 

Precipitation  for  June 

1922 

stations. 

Drainage- 
basins. 

Day  of  month. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16      17 

18 

19 

20 

21 

22 

23 

24 

25 

26     27 

28 

29 

30 

31 

C8 
1 

Eastei-n  Portion. 
Allendale  III  

Savannah  ... 

Edisto 

do 

.IC 

.65 
2.5C 

.0-5 
.25 

....     .15 
....il.OC 

'.5e 

.K 
.IC 

).,. 

,0- 

.10 
.25 



.50 

.60 
.10 

.30 

2  62 

Blackville  II 1 

... 

.15 

.  .  .  . 

4.81 

Bowman 

1 . . .-. 

■  *  *  * 

. . . . 

.  .  .  . 

Charleston  "• 

Coast 

.Oi 

.07 
.91 
.19 

.62 
.80 
.72 
.21 
.60 
1.46 

.52 
.21 
.29 
..50 
.30 

2.66 

.70 
.32 

.29 
.52 

■.'7f 
1.02 

.,S3 
.82 
1.01 
.82 
.59 
.01 

T. 

2.91 

.65 

.65 
.42 
.60 

.97 
2.35 

.8t 
1   4'> 

.01 
T. 
1.11 

.Of 

... 

T. 

.Of 

. . . . 

.r 

.23 
l.H 
1.03 

3.55 
1.8C 

.30 
3.25 
4.26 

.30 

.70 

2.50 

.58 

.35 

.17 

2.15 
.16 

.83 
.42 
.24 
4.16 
2.1c 
.05 

.45 
.42 

.74 

'.'30 

.10 

■f  33 

.38 

T 

.06 

... 

"'.io 

'.'33 
.so 

.55 
.57 

'.'68 
.63 

.10 

.53 

2.33 

.58 
.70 
.13 
.54 
.10 
.03 

.85 
.69 
.32 
.20 
.20 

.80 
.30 
1.30 
.70 

.79 

.10 

.08 

.60 
.16 

.  .  .  . 

3.64 

Cherawllll 

Pee  Dee 

.29 

.05 
'.'48 

6  31 

Conway  nil 

Darlington  III 

Waccamaw  .. 

Pee  Dee 

Lynches 

Santee 

Pee  Dee 

do 

1.6C 

.2C 
T. 

.oa 

.37 
.27 
.61 

.33 

".■34 

.20 

.50 

.ot 
.'i'i 

.03 

.2t 

".it 

'f. 

■f. 

.24 
.34 

.... 

.... 

't.' 

T. 
T. 
.16 

.54 

.12 
T. 
.67 
.03 

.... 

1.35 

1,36 

.07 

11.76 
7.25 

Effingham  II 

•••" 

.55 

.57 

.08 

T. 

.01 

.85 

'."66 
T. 

1.00 

.95 
"."66 

.21 
.51 
.02 

•••• 

8  60 

Ferguson  III 

Florence  llll 

11  23 

Florence  2  ilii 

....  1.01 

....    .10 

T.     .55 

10  02 

Qarnett 

Savannah  

Coast 

.OS 

.34 

.09 

'.'is 

. . . . 

.15 
.17 
.5J 
.11 

.47 

.04 

.25 
?1 

.02 

.14 
.75 

3.74 

Georgetown 



.80 
.33 

1.05 
.21 

8  55 

Kingstreellll    

Black 

Edisto 

do 

.03 

7.56 

Orangeburg  1 

'.'ii 

1.16 

.28 
.10 

.05 
.20 

.62 
. . . . 

.02 

.25 
.25 
.10 

.25 

'.'55 

.55 

".'i6 
'.'50 

.24 
.29 
.90 

■5.45 

Orangeburg  2 

.... 

3  22 

Paris  Island 

Coast 

Cooper  

Santee 

.70 

2.80 

Pinopolis  

Rimini  |||| 

2.00 
.30 
.4i 
.55 
.64 

.10 

153 

.65 
1.00 

'.04 
.25 

.25 

.20 

.20 

.31 

.46 

1.90 

.10 

.10 

8.16 
7.31 

Society  Hill  |||| 

Pee  Dee 

Asliley 

Ashepoo 

Hdisto 

Sava.nnah 

.30 
.53 
.03 

.37 

2.66 
..33 

.09 

'.'ii 

.63 

'.'i'i 

.06 
.32 

'.'62 
.42 

'.'23 

.55 
1.06 

.67 
.02 
.03 

1.05 

3.02 

.54 

.16 
.16 

.75 
1.20 
.73 

1.65 

.04 
.02 

.37 

■.'i2 

•••• 

7.60 

Summerville 

'.'26 

.79 

.08 
.28 

.  77 
.21 

"t".' 

8.13 

Yeinasseellll 

5  33 

WeMerti  Porlion. 
Aiken 

4.44 

Anderson 

.44 

.... 

4.12 

Batesburgllll 

Edisto 

Blairsllll 

Broad 

1.44 
.30 

.71 
.58 
1.60 
.32 
.16 

.02 

.20 

2.64 

2.46 

1.70 

1.28 
1.30 
2.  62 
.87 
.04 

1..50 

.01 
.70 
1.82 

.68 
1.82 
T. 
.84 
.05 
.75 

.3S 
'.'■72 

'.'23 

i.'si 

.69 
1.65 

.72 
4.05 

i.'is 

09 

.18 
.02 

.94 

'.'io 
.12 

.74 
.13 

.12 

.50 

.49 

1.0:! 

.07 

T. 

1 

.21 
1  30 

.15 

1.75 
.54 

't.' 

.17 

.45 
.10 

'."61 
.02 

13 

.11 
.60 

.22 

'.'i5 

.... 

.... 

3.66 

Callioun  Falls  nil 

Savannah  

Wateree 

Catawlia 

Saluda 

Savaiuiah 

Congaree 

Savannah  

Savannah  

Broad 

SahnUi 

do 

.30 

.96 

.67 
.04 
.04 
.74 

.49 

.50 
.60 
.22 
.01 
.18 

..35 
.10 

'.'24 
09 

. . . . 



.... 

3.24 

Camden  llll 

Catawba  nil 



.48 
.32 

.15.... 

.16 
.24 
..50 
.72 
.33 

.83 
.85 
.29 
.83 
1.61 

'.'26 

.08 

.71 

'."i2 

5.34 

.'6.5 

't. 

't. 
T. 

'.'in 

.25 

T. 

.75 

3.18 

Chappellsllil 

Clemson  College 

Columbia'" 

Due  West*** 

Kdgelield  nil 

.10 

'.28 

'.'64 
.80 

.01 

4.19 
4.90 

'.'20 

.'io 

4.96 
3.02 

1 

5.44 

fiaston  .Shoals  nil 

Greenville     ••• 

Greenwood  l||| 

.04 
.09 

91 

2.29 

T. 

T. 
.47 

'.'SH 

'.'35 

'.'C8 
"65 

.'i5 

'f. 

.03 

.07 
.14 

1.08 
.57 

'.'26 

.05 
'.'65 

".'58 

".".".'.\'.".'.' 

't 
.03 

.03 
'.'62 

".'63 

"."6i 

4.47 
6.  ,59 
4.02 

Heath  Springs  

Kershaw  Jll 

Landruni 

Laurens  II II 

Wateree 

T.ynches 

Broad 

Saluda 

Savannah  

Saluda 

Edisto 

Salnda 

do 

do 

Broad 

....do 

Edisto 

Savannah  

Broail 

Catawba 

1.22 

.02 

.W 

2.70 

1.05 

.10 
.22 

.82 
T 

1.49 
.05 
.94 
.10 
.03 
.69 

.15 

.48 

.77 
.05 
.66 

.08 
1.40 

2.' 05 
T. 

. . . 
'.'64 

.41 
.19 
.20 

'.'6fi 

.42 

.66 
.78 
.10 
.10 

1.65 
.151 

2.24 
.46 

1  29 

6.81 
7.34 
5.24 
8.  .52 
4,19 

5,20 
2,74 

7.47 

Liberty  

Little  Xronntain 

Monetta 

Newberry  ... 

T. 

T. 
.23 

.'SH 
.25 

'.'79 

1.20 
.20 
.22 

T. 

T 

.  77 

) 
1 

'.'io, 
.'i4 

.12, 

i.'66 
1.95 

02 

.04 

.23 
.24 

'.'08 
■.'63 

1.10 

.... 

.30 
.36 

75 

:: 

.02 

'.'86 

.01 

.22 
.07 
.16 
.04 

'.'ii 

T. 

.05 
.03 
.32 

! 
1 

.'67 
.34 

. . . . 

■;:: 

.... 

;:H 

'.'64 
'."'27 

'.'62 

.03 
.51 
.20 

.66 
.04 

"."62 

PelzerlHI 

S.-iluda 

Santnck  

.02 
.47 
T. 

I.'35 

1 

.04 

.70 

.26 
.25 
.72 
..55 
.16 
.21 

.42 

.31 

2.00 
"t". 

. . . .  1 

...   i 

6.20 

.44 
'.'ifi 

6.04 

Spartanburg  |||i 

Trenton 

Walhalla 

.03    .02I 
J..33   T. 

. . . :  .13 

. 06  . . . . 
.12    .73 

'.'io 

.07 

T. 
.14 

'.'05 

'.'i7 

■••■ 

'.'95 

.12 

.05 

.73 

1.35 

.04 

29 

1 

1 

3,5R 

T. 

'."eii 

1 

T. 

.05 

.21 

4.45 

Winnsboro nil '.'.'.'.'.'.'.'." 
'Vinthrop  College 

'i'. 

i 

.... 

5.29 

.... 

.01 

. .. 

4.32 

1 

nh^o,^fH^,.  MM  i  •  l  .•  ^'  ol-servations  are  generally  made  late  in  the  a^fternoon.  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
oo.sei  vatioii,  ||||  Precipitation  measnied  111  the  iiKirning:  amount  then  recorded  is  for  the  piecpdiiig24  hours.  ***  Regular  Weather  Bureau  station-  precipitation  is  for  the 
.n-nour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t.'ieparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.ni   inch. 

COMPAKATIVE  DATA  FOB  JUNE. 


Year. 


Te 

mperature. 

Precipi 

^ 

S 

S 
s 

be 

9 
0 

te 
t-, 

0) 

■5 

I  '—  o 


1887 
1888 
1889 
1«90 
1891 
1892 
1893 
1894 
1895 
18% 
1897 
1898 
1899 
1900 
1901 
1902 
1903 
1904, 
1905, 


77.9 

107 

44 

3,53 

78.1 

102 

51 

2,73 

74.4 

99 

39 

5.10 

80.9 

103 

56 

2,41 

79.3 

3,20 

7.5,1 

99 

53 

5.25 

76,5 

96 

53 

7.64 

77,0 

105 

41 

3.91 

78,2 

105 

50 

3,04 

77,9 

102 

52 

5,42 

79,2 

103 

49 

5.44 

79,7 

105 

55 

4.15 

79,4 

105 

48 

3.89 

76,2 

97 

52 

7,94 

76.7 

102 

48 

6,55 

78.5 

105 

52 

4.48 

74,2 

96 

42 

8,09 

77,0 

102 

48 

4,06 

78,9 

101  J 

43 

1,92 

Average  num 

ber  of 

<lays. 

>'^ 

.^ 

u 

■«-»  ;i 

•c 

0* 

s5 

0 

0 

a.  =- 

C 

se. 
sw. 


sw. 

se 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

<w, 

sw, 

sw. 

sw. 

sw. 

e. 


Year. 


Temperature. 


Precipitation. 


1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

Period . 


78.4 

102 

52  i 

75.8 

99 

50 

76.6 

100 

48  I 

79.2 

105 

,58  i 

7.5.5 

98 

46 

80.9 

106 

.54 

7.5.5 

101 

48 

76.2 

105 

40 

81.1 

108 

50  i 

76.0 

103 

49 

76.4 

100 

48 ; 

76.9 

102 

43 

77.0 

106 

50  1 

76.4 

101 

46 

77.4 

105 

52 

79.2 

103 

50  j 

78.2 

101 

52  ! 

77.6 

108 

39  1 

8.88 
5.92 
4,90 
6,87 
7.78 
.3.  42 
5,68 
5,53 
3,80 
4,26 
5,12 
4,49 
.  3.  44 
5.97 
3.41 
2.81 
.5,48 

4,90 


*  E;  a  c 


Average  n  uni 

ber  of 

days. 

"-"U 

U 

cS 

w'C 

■o 

0) 

3 

C 

s° 

0 

a,  V 

0 

12 
10 
9 
12 
13 
8 
9 
12 
8 
9 
11 
K 

10 
6 
6 

11 


13 
12 
13 
10 
10 
14 
13 
15 
14 
14 
12 
1(1 
15 
11 
19 
15 
14 

13 


SW, 

sw 
ne. 
sw. 
sw. 
sw. 
sw. 
sw. 


sw, 
ne, 
e. 

s. 
sw. 

.V. 


24 


stations. 


Enalern  Portiov . 


AHen<1iile\V^ 

Blackville 

Boumaii 

Cliarlpstoii 

ClieiawW 

(loiuvay 


Darlington  S^^V  • 
Feri?iison  sW  . . . 

Kloieuce  1   

Dariiett 

(leorgutouii  . . . 
KincsMee 


OraiiKebiiig  1 

Paris  Islaii<i\\sV  •■• 
Society  Hill 's'isV  . . . 

Siimiiiervillii 

Yemassee 


)  Maximum  .. 
(  xMiiiimum.. , 
\  Maximum  . . 
i  Minimum... 
S  Maximum  . 

■  1  Minimum.. 
)  Maximum  . 

•  (  Minimum. . 
i  Maximum  . 

■  i  Minimum. . 
i  Maximum  . 

•  '  Minimum.. 

*  Maximum  . 

■  i  Minimum. . 
)  Maxinuim  . 

•  i  Minimum. . 
1  Maximum  . 

■  )  Minimum. . 
)  Maxinuim  . 

•  I  Minimum., 
i  Maximum  . 

■  t  Minimum.. 
)  Maxinuim  . 

•  I  Minimum. . 

\  Maximum  . 

■  \  Minimum.. 
>  Maxinunn  . 

■  (  Mininuim.. 
J  Maximum  . 

•  (  Minimum. . 
s  Maximum 

•  )  Minimum. 
)  Maximum 

•  /  Minimuiii. 


IIV,vV^)-;i  I'dilioii. 


Ailten 

Anderson 

Halesburg 

Calhoun  FallsS^'J... 
CamdonS^SV 

('Ifiiison  CoUeere  . . 

Columbia 

Dup  Wost 

Hreeiiville 

(iiepuwood   

Ileatli  Spring.'; 

Kersliaw 

Landrum 

LaurensvW 

I.llierty 

Little  Mountain  ... 

Monetta 

Newberry 

.Saluda 

Santuck 

Spartanburg 

Trenton 

Walhalla 

WinnsborosSs^ 

Wintlirop  College  . 


)  Maximum  . 
)  Minimum. . 
)  Maximum  . 
I  Minimum. 
i  Maximum 
t  Minimum. 
\  Maximum 

■  I  Jlinimum. 
)  Maximini 

■  (  Minimum. 


j  Maximum  . 
I  Minimum. . 
)  ftiaximum  . 
/  Minimum. . 
J  Maximum  . 
I  Minimum. . 
\  Maximum  . 
(  Minimum. . 
\  Maximum  . 
I  Minimum. . 

\  Maximum  . 
/  Minimum. . 
\  Maximum  . 

■  i  Minimum. . 
\  Maximum  . 

•  )  Minimum. . 
j  Maximum  . 

•  )  Minimum. , 
S  Maximum  . 

■  (  Minimum. . 

j  Maximum  . 

•  '  Minimum. . 
s  Maximum  . 

•  '  Minimum  . 
S  Maximum  . 

•  '  Minimum. . 
\  Maximum  . 

•  '  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 

S  Maximum  , 

•  (  Minimum. 

j  Maximum  . 

•  /  Minimum 
\  Maximum 

•  (  Minimum. 

)  Maximum  . 

•  '  Minimum, 
j  Maximum 

■  )  Jlinimum. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


June. 1922. 


Daily  Temperatures  for  June,   1922. 


83  84 
681  05 
84 
fiS 
86 
71 
86 
66 
82 
67 


61 

88 
61 
87 
67 
84 
66 
88 
68|  68 

8.')|  86 

671  fif) 

86]  84 

701  67 


66 


11   12   13 


18  1  19  1  20 


>I  1  2-2  I  -2:! 


97  93!  90; 

69 

91  90  91 

61  70  70 


80  82 

75  74 

90|  94] 

68 1  70 


84l  89 


68;  70i 


69  69 

89 
6 

851  86 
721  69 


88 
71 
85 
70 
87 
71 
87 
68 
80 
70 
83 
69 

85 
69 

841 
721 
83 
69 
87| 
671 
84' 
67 


89 


91      93 

70l     72 
90!     91 


931 

70| 
91i 
71' 


92! 
69i 
95l 
7Ii 


86, 

78i 
89} 
64 
91' 
68, 


90  96  95:  90,  91 

66'  69'  701  69i  69 

9oi  90^  98;  99|  93 

66!  67l  (.8|  '•■ 


70j 


90  90|  89  881  89 

691  (.8;  69!  65  64 

90  93'  9l!  87  92 

70  69  68'  63  66 


901     91! 
72' 
91 
71 


93i  97|  90: 

68  70i  721 

90,    95:  981  89 

2     71i  74;  19, 


03:  86i 

~i)'  67! 

95'  87] 

701  70 


73! 
84! 


821  87 

76l  75 

93!  96 

6hl  70!     69| 

861  92i     87, 

66;  68      691 


85i     88 


89  90 

621  65 

871  93 

67 1  66; 

9l!  921 

66!  6»i 


94  95] 
72  68! 
92      94! 


72, 


98;  96 

76!  72! 

99;  93 

75  70 


92|     941     97!     91 


72      68; 


68 


96|  90 

69  73; 
95!  87; 
72!  70! 
95  901 

70  69 


91!  92 

69i  701 

89:  92! 

74!  71; 

m'  94! 

70;  70, 

89;  93! 

701  70; 

90;  9 1 

6."i  69, 


91;  93;  9fi!  90; 
70;  70!  76;  73 
95!  101 1     98'  ICO 


73'  72| 

91'  95' 

70  70 

88i  95 

721  68 

93  94 

721  67 


86!  87  85 

65!  69i  64 

83!  84'  84 

64!  651  66 


8-2;  89  90;  86 
601  6rii  621  62 
86'     91;     84.... 


75;  70 
fi-ij  65 
83;  81 
67!  67 
76  81 
65  65 
75 
63 
76 
65 


85 
61 

87 
67 

84 1  87 
63,  66 
84'  85 
63,  65 
82 1  83 
64!     fiS 


86     85 

62I     64 

831     88 

65:     6' 

85 

65 

83 

65 

80 

65 


67!     fiS 
88 


82      82 
65 


88;     89 
69!     66 


87!  87 

70!  69 

801  85 

65i  65 


82  90 
64  65 
88      91 


69 


94      94 

68      Sol 

ail ... . 


91!  92!     96 

671  68: 

87!  89 

69!  ■^'1 

90]  90 

63  0- 


96  92  92 

73|  73  66 

92  88:  91 

73!  71 1  65 


95| 
68; 
98, 

1 


93I    94 

70|     60 
90     92 


87]    90 
65     66 


84;  86 

68  67 

90!  90 

09!  '" 

»6!  85 

68]  6' 

93;  92 

70I  70 


88' 
751     74 
9oi     92 


94 
69 

90[     92 


66 


91 

69'  70 

92  92 

75I  71 

84  86 


69 


89  85 
65'  61 

90  87 
69  67 
89  90 
66!  65 


92] 
70; 
861  88 
68]     65! 


84 
73 
88 
61 
87 
67 

87 
63 

891 
63] 
90 
65 
91 
68 1     68 


64!     06; 


69! 

871 

69|  69 
94!  90  87 
67     68;    68 


89 
66 

881  88;  85 

70!  66  67 

90!  891  84 

69:  69  68 

93!  92!  88 

68  711  70 

86i  90,  84 

641  64'  62 

88'  90!  87 

69'  68'  66 

91!  91,  88 

67  69  66 


90  91!  951  92 

69,  69;  701  70 

87  90!  92  86 

70  70!  70;  09 


90;  90 
61  66 
92I     94 


84]     88! 
68!    68; 


921     fl 

1 


«■ 
65 

90 

69,     701     721 
85;     89'     911     88 
68l     66l     68      "01     67 
83!     841     86'     8Sj     86 
66!     06      66 


84!  861  85 

64,  61  6.^ 

85t  87i  84 

64  65  65 

86]  84  85 

61  64  64 


801  87 

68  65 

88l  90 

691  66 

8fi!  8' 

631  62 


86  85 
66 
86 
66  66 
85 


89 
66 

86 
66 

87 
641     fi'7 
86|     82      85 


89 


69 


80     82      86l     88|     85| 
681     65     68,     701     69! 


86  87!  86: 

70  70]  70I 

89  921  89, 

691  69!  ''"! 

88!  911  86] 

64|  691  68; 

87;  90]  88 

71!  7i|  67; 

88;  90!  90 

661  67,  69 


89'  911 

67;  62' 

92!  94! 

70;  75 

911  92; 

68]  72] 

881  92, 

681  71! 

89!  90, 

691  71 1 


93 
73 

95; 
731 
94 

69 1 


91 
71 
92 
70 
90 
63 
qni     93,     89;     9"! 


90  92  i 

65!  65| 

91 1  921 

74|  68 

88]  91 

701  651 

87;  89 

72]  65l 

881  88 

68 1  64 

91  91 

67!  67 

89;  92, 

69,  67 

88|  90] 

69!  651 


88  90:  89  88 

68i  69'  68'  69 

87l  86!  89  8' 

70  69;  681  70 


93!  98l  90 
66|  63|  64 
961    97     84 


85     84 

67     70 


90 

64! 


90  89 

68  69 

95!  94 

72]  71 


84!  90 

72!  76 

891  92 

70  69 

88,  94 

09i  73 


31   Mean. 


69 

88'  88 

68;  68 

91'  89 

65  70 
89  90 
63,  68 
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Reference  letters  («.  b.  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  »■  represents  two  days  mis.sing,  etc. 
M  Instrnmentsare  read  in  the  morning:  the  maximum  temperature  then  read  is  oharge.l  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

'reiuppiaturos  ranged  near  nnrnial,  with  no  markrd  ex- 
trenif'S.  F'rcoipitation,  on  the  whole,  was  nmcli  above  tlie 
average,  l)ut  was  badly  distributed. 

The  weather  was  generally  favorable  forerop  development, 
tliougli  showers  occurred  practically  every  day,  and  corn,  sweet 
potatoes,  and  n)inor  crops  showed  material  improvement. 
There  was  too  much  rain  for  tobacco  in  the  eastern  counties, 
but  the  crop  liad  ini[)rovrd  at  the  end  of  the  month,  and  curing 
was  progressing  satisfactorily.  Cereal  threshing  ended  about 
the  middle  of  tlie  month.  Cotton  grew  rather  luxuriantly  :  the 
crop  had  reached  aliout  seasonable  condition  and  was  fruiting 
well  iiy  the  end  of  the  month;  the  weevil  menace  was  actively 
cond)atte(l  throughout  tiie  month,  but  the  sappy  condition  of 
tlie  f)lants  and  continued  moist  weatiier  were  attended  by  some 
sliediling  and  were  favoral'le  for  increased  weevil  activity,  with 
consideralile  damage  ii\  the  eastern,  central,  and  southern 
counties;  the  first  open  liolj  was  found  near  Bishopville.  Lee 
County,  on  the  l?)tli.  Commercial  melon  shipments  ended 
about  .\ugust  1.  .Apples  were  in  good  condition,  and  peaches 
and  all  kinds  of  vegetables  were  plentiful. 


PRESSURE.  ; 

The  mean  sea-level  pressure,  determined  from  reports  of  9' 
r-'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  ?)().()7  indies.  Tlie  hitrhest  |)r(>ssnre  was  HO. 27  inelies 
at  Wilmington,  N.  C,  and  at  Columbia  and  Due  West  on  the 
I7th;  the  lowest  pressure  was  29.79  inches  at  Charlotte,  N.  C, 
on  the  8d.  and  in  the  .Sect  ion  proper,  29.81  inches  at  Greenville 
on  the  same  date. 

TEMPERATURE. 

The  monthlv  mean  for  the  Section,  determined  from  re- 
ports of  R9  stations,  was  79.9°,  or  0.1°  above  normal.  The 
highest  temperature  was  101°  at  Newberry  on  the  2d  and  lOfh 
and  at  Paris  Lsland  on  the  oist.  The  lowest  temperature  was 
•")S°  at  Calhoun  Kails  and  Santuck  on  the  CAh.  The  warm  and 
cool  periods  were  short  and  ill-detined. 

HUMIDITY. 

The  mean  relative  liuiuidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  See- , 
tion,  was  as  follows:    S  a.m.,  S."i%  ;   noon,  fil  %  ;  S  p.  m..  78^ . 
Tlie  highest  percentages  occurred  in   the  eastern  and   extreme 
northwestern  coimties,and  the  lowest, along  the  lower  Piedmont. 


Piedmont  and  in  small  sections  elsewhere.  The  greatest  local 
montldy  amount  was  12. oS  ijiches  at  Society  Dili;  least  local 
monthly  amount,  ;>.50  inches  at  Paris  Island.  The  greatest 
amount  during  any  24  hours  was  3. BO  inches  at  Rimini  on  the 
14th  and  loth.  The  average  nundier  of  rainy  days  was  1S% 
a))Ove  normal. 

Deaths  bi/  Lightmng. — At  \'an  Wyek,  William  Crawford, 
colored,  20th;  at  Cottageville,  Fenn  Ackern)an.  a  youth,  25th; 
nearSumter.  Mose  Wasliington,  colored,  2rith  ;  in  Holly  Springs 
Section,  near  Westminster,  young  son  of  ]\Ir.  and  .Mrs.  .joliti  B. 
Cox,2Slh. 

Damage  hi/  Lightning. — Near  Heath  Springs,  4th,  ware- 
house and  contents,  loss  about  §2,000;  at  Lone  Star,  9th, 
warehouse  and  contents,  loss  about  i5!2o,000;  east  of  Columbia, 
14th,  dwelling  burned,  loss  about  $;>,000;  at  Camden,  14th, 
Hotel  Kirkwood  damaged  about  $40,000  by  resulting  fire;  at 
Elloree,  14th,  negro  dwelling,  lossabout  $500;  nearCoj)e,  14th, 
2  dairy  cows;  Chesterfield,  lotii,  ,'lwelling  damaged  and  liorse 
and  mule  killed,  loss  about  $1,000;  near  Swansea,  10th,  barn 
and  contents,  loss  alwut  $2,C>00;  Waltnboro.- 2-'th,  2  dairy 
cows;  near  I'nion.  31st,  4  horses  ami  a  mule. 

WIND. 

'{'he  prevailing  wind  was  from  the  southwest .  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
<)  4  nnles.  Tlie  liighest  average  was  10.4  miles  per  hour  at 
Savannah,  Ca..  and  in  the  Section  proper,  9.0  miles  per  hour  at 
Charle.«ton;  the  lowest  average  was  8  fi  miles  per  hour  at  Char- 
lotte. N.  C,  and  in  the  Section  iiroper.  5..")  miles  per  hour  at 
Coluirdiia.  The  highest  velocity  for  any  .^-minute  period  was 
'}[  miles  per  hour  frotn  the  northeast  at  Charleston  on  the  30tb. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  stmshine,  determined  from  9  auto- 
matic records,  wa*^  27.'), (1  hours,  or  HH^r  of  the  y)Ossible  amount. 
The  av(M'age  nnmlier  of  clear  days  was  12;  partly  cloudy.  13, 
and  cloudy,  d.  a<  against  normals  of  12,  12.  and  7  days,  re- 
sp<>et  i\-ely. 

RIVER  CONDITIONS. 

The  Santee  IJlver  was  in  Hood  at  Rimini  on  the  Sth  and 
9th  and  from  the  21st  to  the  30th:  and  at  Ferguson  on  the  9th 
and  from  the  19th  to  the  close  of  the  month.  The  Black  River 
was  in  flood  on  the  24th  and  25th.  The  remaining  rivers 
maintained  moderate  stages  oidy. 


MISCELLANEOUS  DATA  FOR  JULY,  1P22. 


03 

St  11  til 

Ills. 

TpiiipprHtiiiP. 
Aogrooi  I'-iiliv. 


Pipoipita- 
tioii, 
iiiolios. 


WiiiiL 


^'-t-:   =.c 


Mean  6 ,; 

i-plativp       ~-~ 

liiimiility.     o~ 


PRECIPITATION. 

The  average  fi'>r  the  Section,  50  stations  reporting,  was 
7.20  inches,  or  1.22  inches  above  normal.  Rainfall  occurred 
in  some  part  of  the  State  on  practically  every  day  of  the  month. 
Precipitation  wa"  badly  distributed  in  area  and  amounts,  with 
7  to  over  12  inches  in  extensive  sections  of  the  coastal  plain  and 
the  upper  Savannah  drainage  basin,  and  measurements  ranged 
from  5  inches  downward  below  4  inches  in  a  large  part  of  the 
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1.84 
2.  00 

2.  00 

3.  20 

'i.'io' 

2.00 


3.  60 
2.85 
2.  35 
1.50 

3.00 


2.  09 
1.34 
1.61 
1.17 

1.92 
2. 25 
1.56 
2.25 
2.43 

1.71 
1.40 
1.46 
1.08 
1.42 

1.22 
2.  13 
1.21 
1.27 
2.15 

0.90 
1.03 
0.60 
1.22 


1.06 
1.79 
2.71 
1.70 
1.96 
1.06 

2.71 

3.00 


10  17 
12 

18       6 

11  21 
9     26 


sw. 
sw. 
sw. 
sw. 
sw. 


sw. 
sw. 


sw. 


sw. 
sw. 
sw. 

s. 


6     sw. 

6      sw. 


Observers. 


K.  B.  Vance. 

Mrs. D.  B.Sanders. 

Olin  P.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 
I'aul  Quattlebauin. 
P.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.K.  Gilbert. 

Pee  Dee  ICxiierinient  Sta. 

Maner  B.  Robert. 

A.  P.  Hazard. 

W.  11.  Matthews. 

r.S.  Fisheries  Station. 
State  A.  and  M.  College. 
U.  S.  Marine  Corps. 
Miss  K.  I'.  Kaveiicl. 

Bovkin  U.  Cantey. 
E.  D.  Fields,  Jr. 
E.  P.  Lawton. 
W.  C.  Ilulsoii. 


Frank  B.  McCoy. 
H.  H.  Kiissell. 
Esther  B.  Owens. 
L.  M.  I'arker. 

Henry  A.  Brown. 
.lanio  <'.  Faris. 
George  V.  Clamp. 
Prof.  F.  H.  II.  CallMiiin. 
1'   S.  Weather  Buieiin. 

U.  S.W  B.  .Aerologiial  i-la. 
.}.  A.  'rownscnd. 
S.  C.  It..  I'owcr  .«  It.v.  Co. 
V.  S.  Weather  Bureau. 
M.  M.  Culhonn. 

•T.  JIarvin  Bowers. 
John  W.  Hamel. 
K.  Hartwell  Wilds.  D.D  S. 
I'erry  A.  Simpson, 
.lohn  T.  Boggs. 

.1.  M..Sease.  M.  D. 
.Toseph  M.  .lohnson. 
Sue  Ella  Peterson, 
.loshua  Y.  .lones. 
J.  A.  Hunt. 

E.  W..leter. 

F.  P.  Hobiiison. 
Jlrs.S.  E.  Long. 
II.  W.  Brandt. 

Rev.  Oliver  Johnson. 
R.  r.  Gooding. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a.s  have  ten  or  inore  years  of  record  ^^-'t  al'  TOmplete  .eport^^^^^^^ 
determining  section  or  division  means.     Reference  letters  («.  b,  c),  appearing  in  the  table  indicate  number  of  days  '"''^^^"fj /"■,<",^'^"\1^  ^- "^ ^^^^ 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.    "  Temperature  data  are  from  "bse.wcf,   3|'"ff^°i  *iio,,t  H 
puted  from  observed  readings.      ttPost-olTice  addresses  of  these  stations  are  as  follows:     Of  Gaston  Shoals,  Blacksburg:  of  Winthrop  <  ollege,  Ro(  k  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA. 

In  Text,  River  Conditions,  Page  S.-Unavoidable  losses  in  Pee  Dee  District  should  read  $6,750,  and  value  of  movable  property  saved  by  warnings  should  read  $53,000, 


July,   1922. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  July,    1922. 


Stations. 


Drainage- 
basins. 


Day  of  month. 


9       10      U      12      13      U      15      16      17      18      19     '20     21      22      23     24      25      26     27      28      29      ,S0      31 


Kcialeni  I'mlifiii. 


Allendale  III!  ... 
lUaokvillellll... 

Bowman 

Charleston  "*. 

Clieraw  llll 

Conway  llll 


Darlinprtoii  III 
Kftingliani  ill 
KersrusoM  llll 
Florence  I  llll 
Florence  2  llll 
(iariiett 


Georgetown  . . 
KinKsti-eellll  . 
Orangeburg  1 . 
Orangeburg  2. 
Paris  Island. . 


Pinopolis  ... 
Uimini  ||||.... 
Society  Hill  III 
Snniniervillo 

Vemasseellll. . 


IlV.-Vrt/i  I'diiitin. 

Aiken 

AiKlerson 

Blairsllll 

("alhonn  Kails  ||||  ... 


Camdon  III! 

Ciilawbii  III! 

('lM.|.|»'ll>||ll 

Cleiii.-^iHi  College. . . 
Columbia"'  .... 

Due  West*** 

Kdtfclieldllll 

(iaston  Shoals  ||||. . . 
fireoiiville  ***... 
fJreenwood  l||| 


Ilealli  Spiiiigs  . 

IC.Tsliaw  ,111 

l.iaudriMii    

I.ftiirens  llll 

Liberty 

I-illlo  Monnlnin 

Moiiclla 

N'-vb.M-rv 

IVIwrllll 

.Saluda 


Suuinclt 

Spartanburg  ||||.. . 

Tremon 

Wallialla 

Winnsborollll 

*ViMtluoi)(:ollege. 


Savannah  . . 

Kili.sto 

do 

Coast 

Pee  Dee 

Waccanniw 


Pee  Dee 

Lynches  . . . 

Sautee 

Pee  Dee 

do 

Savannah . 


Coast . . 
lilack.. 
Edisto  . 

do. 

Coast . . 


Coniicr  . . 
Sanlcc... 
Pee  Dee.  . 
Ashley... 
Asliepoo. 


.20 


i.ro 


ICdi-^b)  .... 
.^a\a.uiial> 

Broad  

Savannah 


Walcree  .. 
Catawba  .. 
Saluda  .... 
Savannah  . 
Con^aree  .. 

Savannah 

Savanuali  . 

Hroad 

Saluda  .... 
....do 


WaleriM'    . 

I.yni'hes  . . 
Broad  .... 
Saluda.... 
Savannah 


.68 


1.36 
.15 


1.35 


.151  .25 
.50 


i.o: 


2.  35 
.32 


.20 
.05 
.03    T. 


.06 
T.' 

.90J 


1.27 


.05 
l.4» 
.11 

1.80 
1.15 

.81 
1.14 
2. 25 

.01 


.30 


.10 


.01 


.30 

.10 
l.lOi 
'?..  46i 

.Hi- 

.  50l . 


.20 


.10 

.06 

..    |2. 

.09 

.30 


...|....    .701. 
.«5    .341  .02 


Sabida 

Kdio,< ;  .■'PI.o: 

Siilud;!    I  .14    .34 

..    .do ! I 


.0.5 

.67 


.10 


.20 

.821 
.,5fij 
.  32  1 

I 


Broa<! 

...do 

I'Misto 

Savannah  . 

Broad  

Cala.w  ba  . . 


.  T 

'P 

T.  i  .80  2. 

.02 

,...!....  il. 

.12 

.31  ....[.. 

.28  .... 

32i  . 
51  1. 
71  . 
70'. 
•1. 
24    . 


45 


.30 


.09 


.45 


.40 


.25 
.32 
.0' 

.06 
1.15 
.41 
.09 


80  2.  Of 


.24 


T. 
.04 


.06 


.25 


.06 

.70 
.57 
.15 
.03 
.15 
1.84 


.45 
1.66 


.60 


1.52 
.70 


.02 


.01 


l.CO 


.50 


.22 


.08 


1.56 


.07 


.28 


02 

10 
.    .02 


T.     T 


...    .09;.... 
.30...,,  T. 

T.  I  T.  !.    .. 
...!1.15;.... 


.10 


2.20 

.87 
1.15 
2.  58 
.59 
.52 


.35 


2.00 
2.03 


1.60 
.25 


.04 


.04 


.01 


...|  .36 

.'isl!!: 


.85.. 


2.90 


.09 
1.02 


1.3 

.85 


.94 

1.92 


2.20 
07 

1.71 
90 
01 
33 


1.22 
.01 
.52 
.10 
.54 

.1.5|.. 
.60.. 
.  25! . . 
T.  ! 


.10 


.53 
1.36 


.23 


i.r 


.06 
1.95 
1.03 


.76 


..50 


.13  ... 
.0.3,  .30 
1.70!  T. 
.18'   .62 
.42'   .14 
.  86  . . . . 


.30 


.05 


.60 


.23 


1.20 


1.45 


.58 


.15 


.94 

l.'?1 
1.21 
.15 

.06 
.50 
.35 


2.55 


1.00 
.60 
.45 


1.72 
.94 
.2' 


1.02 
.30 
.80 

1.79 
.68 

.50 
.55 
.14 
.81 
1.40 

.60 
.66 
.43 
.26 
.04 

.10 
.26 

.501 
1.10 


1.75 


1.49 
1.21 
.30 


1.35 
1.06 
3.18 
2.83 
.56 

2.00 

.28 

3.20 


.10 

1.00 
1.90 
2.85 
1.71 
.63 


.1 
.05 

1.50 
.58 
.30 


.50 
1.00 
.75 
.29 
1.60 


.10 


2.15 


.19   ..54 


.281  T.  11.49 
...I   .18  1.46 

..    ' 29 

.06    .10    .83 


T 

1.76 
.11 

.15 
1.17 
1.10 
2.28 
1.07 


.25,2.13 


.  09| . . 
.  801 . . 


.35 


.25 


1..30 


1.01 


.15 


.22.... 
..53.... 
.  50| . . . . 
.30i  T. 


73  1.06 


..53 
T. 
.32 
1.34 
.19 


.08 


.15 


.82  ... 


.04; 


.20 


.03 

i.'o; 


.02 


.28 


1.75 


.70    .06: 


1.41 


.45 
i.C5 


.30 

•i.'so 

'.'67 


.19 


.20 


15 
2.25 


.55 


.05 


,08 


.531... 
.f)i... 


.28   .08 
.20   .50 


T.     .92 

.  38  . . . . 


.35  , 


....  1.18 
.65    .85 


....1.19 


.50 


.43!. 


.33 


.64:. 
.49. 


.85'. 


....|.76 

:::■!■" 

.12,. 
.f6;  .02 


.10 


.0?:  T. 


.10  .. 


.70 
.14 


.14 


1.38 


1.61 
.30 

.06 

".'56 

'.'25 


1.69 


.12.. 


.67i  .05: i  .40:. 

....!....!....!  .  08  ....  1  .23 

T    1  T.  I  .42  .......   I  .21 

..32!   .30 1  .06 


1.06 


27 


7.68 

5.41 


8.02 
7.47 
7.54 

6.34 
9.31 
11.18 
10.19 
8.66 
7.50 

7.90 
5.67 
12.19 


3.50 

10.10 
11.52 
12.58 
10. .32 
6.84 


8.29 
6.73 
6.02 
f.  19 

6.01 
7.i)5 
6.85 
9.16 
7.39 

5.  28 
6.59 
3.89 
5.21 
6.76 

8.09 
9.44 
6.70 
4.58 
7.14 

4.  .'0 
6.42 
3.P8 
5.20 


4.f5 
4.84 
7.61 
7.09 
6.  23 
5.61 


Kxcept  as  otherwise  indi<aled,  observations  are  generally  made  „  ..,..„-,  v,  ......  t,. 

observation.     ||||  Precipilalion  measured  in  the  morning:  amount  tlien  recorded  is  for  the  preceding  24  hours.  ,.r,a,,,,.,  ,,,-,ni,c-,  i.uiciiu  ~iiiii.>ii .   piniiMin 

24-hour  period,  midniglit  to  midnight.     *  Preciiiitation  includH<l  in  the  next  following  measurement.     tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  tlian  Old    inch. 


:  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
n...,.  ,-^,.^^A^A  i=  f..,.ti,.,  ,...,„.„,i: .,  ,.„ ***  Kegnlar  Weather  Bureau  statioti:  precipitation  is  for  llie 


COMPARATIVE  DATA  FOB  JULY. 


Year. 


Tenip''ralure. 


1887 
1888 
1389 
1890 
1891 
189'2 
1893 
1894 
189.5 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903 
191M 
loii 


82.0 

110 

78.9 

108 

79.5 

102 

7H.4 

104 

77.9 

93 

78.9 

102 

82.0 

104 

/  /.  / 

100 

79.5 

102 

80.7 

105 

80.2 

107 

80.0 

102 

80.0 

105 

81.2 

104 

81.4 

102 

80.8 

107 

80.4 

103 

79.4 

105 

80.4 

101 

60 
53 
51 
52 
56 
51 
60 
55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 
60 


Precipitation. 


7.49 
.3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.  16 


9 

16 

8 

13 

11 

14 

9 

9 

10 

9 

8 

12 

12 


A  verage  n  n  m  b  e  r  of 
ilays. 


13 
8 
10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 


^■c 


a.  "r; 


sw. 
sw. 
sw. 
sw. 
.sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


Year. 


Temperature. 


1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

Period 


78.4 
81.4 
79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79.3 
78.9 
79.6 
79.9 

79.8 


100 
106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 
101 

110 


Precipitation 

OJ 

^■^a 

be 

bo."  0 

i 

td 

tH  '^..- 

g 

a; 

<!>;"_. 

>  tjo 

•^^ 

<:S^<6 

0 

Average  n  u  m  be  r  of 
liays. 


56 
56 
60 
55 
.58 
53 
58 
56 
53 
55 
60 
52 
50 
51 
53 
60 
58 

45 


8.40 
5.06 
5.43 

4.  92 
5.83 
3.79 

5.  22 
4.  78 
5.16 
3.26 

14.69 
6.56 
5.02 
8.86 
5.60 
7.44 
7.20 

•5.98 


16 
11 
12 
10 
13 
10 
11 
9 
9 
8 
17 
12 
11 
13 
11 
14 
13 


5 
13 
12 
13 

9 
12 
14 
15 
14 
18 

5 
14 
15 
13 
13 


17 
13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
9 
8 
10 
13 
13 


c 


svv. 

sw 

s. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

e. 

sw. 


'lT.WVi\t,  ' 


:'«a&ft»Biss^. 


28 


CLIMATOLOGICAL  DATA:    SOUTH  CAROIJNA  SECTION 


July,  1^22. 


Daily  Temperatures  for  July,  1922. 


Stations. 


1  i  -2   3  i  4 


8   9 


10  1  11   12   13  1  14  1  15 


I    !    i    I 
16  I  17  I  IS  I  19  1  20 


Kitxlefi)  rorlidii. 


AlleniliiU'\>S> 

RIarkvillf 

nouniaii 

Charleston 

Cheraw^^^ 

("nnway 

OarliiiKtoii  M 

FerKiison  vW 

PloreiiPe  1   

Oarnett 

fiporeetou  11 

ICiiiestit'i' 


Oraiigebiiie  1- ■■  • 
Paris  TslamlW.  ■• 
Society  IlillS'i'sS.  .. 
SumiiifrvilU'  . .  ■ . 
Yemassop 


)  Maximum  . . 
*  .Miijiiiium. . . 
)  Maximuiii  . . 
(  Mini  mum. .. 
\  Maxiiniini  . 
'  I  .Minimum. . 
S  Maxiunim  . 

■  (  Minimum.. 
S  .Maximum  . 

•  (  Minimum.. 
\  Maximum  . 

•  '  Minimum. . 

)  Maximum  . 

■  I  Minimum. . 
\  Maximum  . 

•  /  Minimum. . 
\  Maximum  . 

■  (  Miinmuiii. . 
)  .Maximum  . 

•  (  Miiiimuin.. 
\  Maximum  . 

•  I  Nliniimim. . 
)  .Maximum  . 

'  I  .Minimum. . 

)  .Maximum  . 

■  (  Minimnm. . 
)  Maximum 

•  i  Miiiimum , 

\  Maximum  . 

•  (  .Minimnni. 
)  Maximum 

'  /  .Vliiiimnm. 
^  .Maxiimnn 

•  /  Miniiinnn 


Vr^lnii  Vniii' 


Ailtf  11 

Amleison 

Calhonii  FallsW... 
CaniilensW 

rlpiiison  Ciilli'Sf  .. 

Columbia 

Due  West 

fJrepiivillo 

(I'lppiiwonil    

lleatli  Springs 

ICersliaw 

I.anilrnm 

l,auiviis# 

l.ilicrty 

l.itlli^  Moniilaiii  . . . 

MoiiPtta 

Nowherry 

Siilnda  

S;nitncl< 

Snavtanliurs 

Trt'nton 

Walhallft 

WinnstioroSSiJ 

Wintlirop  Collesp 


\  .Maximum  . 
i  .Miiiimnm. . 
\  Maximnm  . 
i  Minimnm. . 
\  .Maximum  . 
/  .Minimum. . 
\  .Maximnu  . 
(  .Minimum. . 

\  Maximum  . 
(  Minimum. . 
\  .via xi mum 

■  i  Minimum. . 
)  Maximum  . 

•  (  Minimum. . 
\  .Maxnmini  . 

'  I  Miniimnn. . 
\  Maximum  . 

•  I  .Miniimnn. . 

s  Maximum  . 

•  I  .Minimnm. . 
i  Maximum  . 

•  (  .Minimum. . 
|i  Maximum  . 

•  '  Minimnm. . 
\  Maximnm  . 

•  '  .Minimum. . 
\  Maximum  . 

•  '  .Minimum. . 

\  Maximum  . 

■  /  Minimum  . 
)  .Maximum  , 

■  '  Minimum. . 
)  .Maximum  . 

•  '  Minimum, . 
\  Maximnm  . 

•  '  Minimnni . . 
\  Maximum  . 

■  '  .Minimum. . 

i  Maximum  . 

•  I  Minimum. . 
\  Maximum  , 

•  '  Minimnni. , 
J  Maximum 

■  )  Minimum. 

\  Maximum  , 

•  '  Minimum. 

i  Maximum  , 

■  '  Minimnm. 


94 1  931  SGj  9'2i  90  85 

7U  Vlil  72i  71'  71  68 

ilfi  98  991  9IJj  92  80 

70  71  72i  (iR  70  67 


. '  92 

.1  79 

.  95 

.!  71 

.1  92 


95 


93 


951    95 

74!     74i 


89 
76 
93 

92| 
73 

93 
73 
90 

70i 
98l 

'^i 
93i 
7(1' 
93 
71 
95^ 


90  i     86 
72 


86  73 

70  67 

87'  83 
70: 


91!  95  92  921  91 

72|  72  70  69  .69 

991  95  93;  91  94 

69'  70  6si  69  6» 


90 
741 
90' 
70| 

93l     95 
69i     70 


90      89 

70 

91'     94 


82 
66{ 

841 
68; 

61     84' 


H7i 
64l 
90' 
651     68 


90      93 
69     69 


76  69 

89  87 

71;  72 

91  on 

73; 


67' 
87 
67 
84 
67 

89:     82      85 
711     70     66 


891 
651 


92 

71 

931  90;  92 
6N 
96 
71 


93i     96:     93,     96 
66      69      70j     69 


9fi;  93! 
7:1;  72: 
97: 


9s:    96; 

75l     74'  72: 

91;     98i  93! 

74!  73; 

98'  90' 

721  71 

91'  90! 

(iO  69 


70^ 
97; 
74 
95 


881     80      8-. 
69 

% 
'6; 

Sfi! 

70' 

88 

71 

S8' 
68 


90|  93  97 

(is!  69  70 

88'  931  91 

651  69!  70 


S2 

71  67 

99'  89 

71I  64 

711  S3: 

69;  67 

8H'  85, 

72:  6!)| 

87,  86| 

70'  64 


90; 
65; 
91 
71; 


95     97 

73I     731 


92 1     85 

721     68! 
93!     921     89;     79] 

741     72      - 
961     94 


661     66 


96 
68 

96 
68 

93 

93 

70 

70 

93 

96 

75 

73 

9.^ 

94 

72 

70 

92 

90 
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OBITUARIES. 


WARREN  GREEN  PETERSON. 

A  rare  character  passed  to  his  reward  with  the  demise 
of  Mr.  Warren  Green  Peterson,  Cooperative  Observer  of  the 
Weather  Bureau  at  Newberry,  S.  C,  on  June  20,  1922,  after 
a  useful  life  of  nearly  79  years.  It  is  with  more  than  ordinary 
sentiment  that  the  older  officials  of  the  Weather  Bureau  witness 
the  passing  of  observers  whose  services  in  the  public  interest 
began  prior  to  the  transfer  of  meteorological  work  from  the 
Signal  Service  in  the  summer  of  1891. 

Mr.  Peterson  I)egan  his  observations  at  Belmont,  after- 
wards Longshore,  Newberry  County,  in  February,  1887;  in  the 
winter  of  1903  he  removed  with  his  family  to  the  county  seat, 
where  the  record  was  continued  to  the  time  of  his  death,  a 
period  covering  over  36  years,  with  but  few  breaks.  Truly  a 
goodly  heritage  for  posterity.  This  work  was  done  for  the  work's 
sake  and  in  the  interest  of  his  community  and  the  public  at 
large. 

Honored  as  a  soldier  of  the  Confederacy  at  Gettysburg, 
The  Wilderness  and  other  famous  battlefields  in  the  civil  strife 
of  two  generations  ago,  and  having  been  wounded  five  times  in 
line  of  duty,  he  limped  through  his  remaining  years  with  a 
buoyancy  of  spirit  in  keeping  with  a  well  spent  life.  It  was  an 
honor  and  pleasure  for  the  writer  to  know  Mr.  Peterson  per- 
sonally, and  with  great  regret  he  records  the  passing  of  a  sol- 
dier, citizen,  philosopher  and  genial  gentleman. 

Ag  the  Herald  and  News,  of  Newberry,  states:    "He  was 


a  familiar  figure  in  Newberry  County.  The  people  respected 
him.  Among  other  things,  they  respected  him  for  his  walk 
in  two  ways — his  walk  was  upright,  and  he  walked  with  a 
limp." 

Mr.  Gerald  C.  Merchant,  Meteorologist,  in  charge  of  Green- 
ville, S.  C,  born  and  reared  in  Newberry  County,  states: 
The  writer  all  his  life  has  known  him  and  ventures  the  asser- 
tion that  the  Bureau  has  never  had  a  more  faithful,  conscien- 
tious and  devoted  observer  than  Mr.  Warren  G.  Peterson.  At 
all  times  a  man  of  honor,  gallantry  and  firmness,  yet  gentle 
and  solicitous  of  the  welfare  of  others.  Public-spirited,  he 
fought  for  and  upheld  the  interests  of  his  community,  his  State 
and  his  Nation." 


MRS.   F.   V.  .T.  MAXWELL. 

Mrs.  F.  V.  J.  Maxwell,  Cooperative  Observer  at  Saluda, 
S.  C,  died  on  May  29,  1922,  in  the  65th  year  of  her  age.  She 
began  observations  in  March,  1911,  and  rendered  continuous 
service  until  about  a  month  before  her  death.  The  record  suc- 
ceeded that  of  Mr.  Alvin  Etheredge,  who  had  made  observa- 
tions during  the  preceding  9  years.  The  Weather  Bureau  wit- 
nesses the  passing  of  old  and  tried  cooperative  observers  with 
more  than  ordinary  regret,  but  is  fortunate  in  the  knowledge 
that  such  work,  well  and  faithfully  performed,  will  always 
stand  as  a  monument  to  public-spiritedness  in  all  generations, 
and  Mrs.  Maxwell's  services  will  ever  be  a  memorial  in  her 
community  and  the  State  at  large. 
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GENERAL  SUMMARY. 

Tlio  iiioiitli  was  far  down  in  the  gronp  r,f  cool  August?  and 
was  the  coolest  August  since  18S9.  Precipitation  was  consid- 
erably i)elow  normal  and  very  irregularly  (listrihuted. 

All  crops  made  good  growth  during  the  first  three  weeks. 
'I  here  was  entirely  too  much  rain  in  extensive  areas  of  the  eas- 
tern, central,  and  southern  counties  for  uniform  development, 
hut  the  weather  was  generally  too  dry  in  the  northwestern  coun- 
ties. Corn  maintained  good  condition  g^'iierally.  but  sweet  po- 
tatoes gn-w  rather  too  1  luxuriantly  for  best  tuber  results;  early 
sweet  potatoes  were  being  marketed  about  the  2()th.  Coiton 
was  vig(.rous  and  fruiting  well,  l)ut  the  wet  weather  and  the 
generally  sappy  condition  of  the  plants  were  attended  by  shed- 
iling  and  Imll  rotting  and  were  favorable  for  increased  weevil 
activities,  the  pest  taking  the  top  crop  and  making  serious  in- 
roads in  good-'^izcd  bolls  in  I  he  intermediate  crop;  the  first  bale 
wn-J  ginned  at  Bamiierg  on  the  9tli,  and  picking  was  quite  gen- 
eral at  the  end  of  the  month.  Tobacco  curing  was  practically 
finished  about  the  20th;  the  quality  of  lenf  was  above  the  av- 
p'-fige.  General  lack  of  rnin  marked  llie  last  10  days,  and  large 
quantities  of  corn  fodder  and  other  forage  were  harvested.  The 
month  closed  with  fruits  and  vegetaliles  abundant . 

PRESSURE. 

'I'lie  iiM':i'i  "ea-level  pri"^snre.  detnnn'ned  from  reports  of  U 
regular  \\'ea!her  Pureau  stntions  in  and  surrounding  the  Sec- 
tion, was  .^>0.<t2  inches.  The  bifrbesl  pressure  was  o0.2<S  inches 
at  Charlotte,  N.  C.,on  the  l-1lh.  and  in  the  Section  proper, 
B0.2(>  inches  at  Columl>ia,  Due  West,  and  fireenville  on  the 
same  date:  the  lowest  press\ire  wns  29.77  inches  at  Creenville 
on  the  :',d  and  at  Chnrlotte.  N.  C,  on  the  Sth. 


determined    from    re 
°   below    ihe    normal 


TEMPERATURE. 

The  monthlv  mean  for  Ihe  .*^ectioM. 
ports  of  ?>H  stations,  was  7>'>.  1°.  or  2. 1 
The  highest  temperature  was  98°  .nt  Calhonn  Falls  on  tlie  2d 
and  at  Georgetown  on  the  7th.  There  were  no  marked  wnrm 
periods.  The  lowest  temperature  \vns  49°  at  Wallialla  on  the 
28th.  There  were  marked  cool  periods  on  tl'e  8-4th,  and  from 
the  10th  to  I.Stb.  21st  to  2Bd,  and  27th  to  29th 

HUMIBITY. 

I'll*'  n\enn  relative  humidity,  determined  from  reports  of  9 
regiilnr  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  S  a.m..  8.")%  ;  noon,  fi2%  :  8  p.  m..  7.')%. 
Thp  highest  percentages  occtirred  over  the  coast  counties,  and 
the  lowest,  over  the  northern  interior. 


PRECIPITATION. 

The  average  fi^r  the  Section,  oO  stations  reporting,  was 
■">.07  inches,  or  0.98  inch  below  the  normal.  Sliowers  were  fre- 
quent until  about  the  21st,  followed  by  a  marked  dry  period; 
superabundant  amounts  were  recorded  in  sections  of  t  be  middle 
nnd  lower  coastal  plain,  in  the  northeastern  border  counties, 
nnd    in    the   lower   Proad    bssin,  with   7  (o  over  12  inclies:   in. 


other  sections  tlie   measurements  ranged    much  belnw  ntinniil , 
with  less  than  1  inch  in  Pickens  and  Greenville  Counties.     'J  he 

.greatest  local  monthly  amount  was  12.73  inches  at  Yemassee; 

j  least  local  monthly  amount,  0.89  inch  at  Liberty.     The  greatest 

j  24-hour  rainfall  was  4.60  inches  at  Blairs  on  the  ISth  and 
16th.     The  number  of  rainy  days  was  10%  above  normal. 

A  small  tornado  visited  the  Kennerty  Farms,  on  the  Ashley 
River,  about  6  miles  from  Charleston,  at  0:40  p.  m.,  July  oO. 
The  short  path  was  about  450  yards  wide,  and  the  property 

i  damage  was  estimated  at  .^1 ,000;  tliere  was  no  loss  of  life. 

Death  hi/  Lightiving. — Infant  son  of  Mr.  and  Mrs,  Andrew 

;Co.x,  near  Sellers,  Marion  County,  8tli. 

Damage  bg  Lightmng. — Baptist  Church  at  Ellenton,  Aiken 

I  County,  fired  by  lightning  and  destroy(d,  9th. 

j  IJailstorms. — A  series  of  severe  hailstorms  occurred  in  i\n- 

[derson,  Greenville,  Ahlieville,  GreeuAvood.  Laurens,  and  New- 
berry Counties  on  the  3d,  attended  liy  damage  estin  ated  at 
$50,000  to  8100,000;  the  hailstorms  were  of  the  size  of  guinea 
eggs  in  some  sections,  and  large  numbers  of  birds  and  chickens 
roosting  in  the  trees  were  killed.  Severe  hailstoims  also  oc- 
curred near  State  Park,  Richland  County,  and  in  nortluastern 
Kershaw  County,  on  the  2d;  near  Richburg.  Chester  County, 
on  the  5th,  and  at  Gaft'ney,  Cliemkee  County,  on  the  9th. 


WIND. 

The  prevailing  wind  was  from  the  nortlienst.  The  average 
hourly  velocity,  determined  fiom  9  anemonteter  records.  \\as 
6.5  miles.  The  highest  average  was  9.3  miles  per  liour  at 
Charleston  ;  the  lowest  average  was  4.0  miles  per  hour  at  ('har- 
lotte,  N.  C,  and  in  tlie  Section  proper,  5.6  miles  per  hour  at 
Columln"a.  The  highest  velocity  for  any  5-minute  period  was 
10  miles  per  hour  from  the  north  at  Charleston  on  the  2d. 


SUNSHINE    AND    CLOUDINESS. 

The  nveinge  monthly  sunshine,  determined  from  9  nnto- 
matic  records,  wa"  239.3  jiours.  or  58%  of  tlie  possible  amount. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  8, 
and  cloudy.  11.  ns  against  nonrals  of  12,  11,  and  8  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  Santee  River  was  somewdial  above  th>od  stages  at 
Rimini  from  the  12th  tothe  14tli  and  from  the  17(h  to  the  2Jst, 
and  at  Ferguson,  on  the  1st  and  from  the  13th  to  tlie  25th. 
Moderate  stages  prevailed  in  the  remaining  rivers,  the  waters 
l>ecoming  comparatively  low  at  the  end  of  the  month. 
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.Monetta 

New  berry 

I'eber 

.'ialnda 

Santnok 

Siiartanbing 

Trenton 

Walhalla 

Wimisboro 


.\llendale 

Barnwell 

Orangeburg  . . 
Charleston  . . . 

Chesterfield  . . 

Horry 

Darlington  ... 

Florence  

Orangeburg  .. 


Florence  

....do 

Hampton 

Georgetown  . . 
Williamsburg 

Orangeburg . . 

do 

Beaufort 

Berkeley 

Sumter 

Darlington  ... 

Dorchester 

Hampton  


]8f> 
•296 
160 

48 

144 
25 
175 

106 

1.36 

13fi 

82 

12 


54      40 


2G4 

264 

13 

54 

97 
192 
75 
24 


extremes  . 


Aiken  .... 
Anderson 
Fairfield. . 
Abbeville. 


Winthrop  College  tt. . . '  York 


Kershaw 

York  

Newberry 

Oconee  

Richland 

Abbeville 

Edgefield 

Cherokee 

Greenville  .. . 
(ireenwood.  . 

Lancaster 

Kershaw 

Spartanbiu'g. 

Laurens 

Pickens 

Newberry 

Saluda 

New  berry  . . . 

Anderson 

Saluda 

Union 

.Spartanburg 

ICdgefield 

Oconee 

Fairfield  .  . . . 


527 
764 
293 
508 

222 
562 
402 
850 


680 
1039 
671 

568 
500 
1063 
589 
900 

711 
400 
.502 
850 
531) 


512  29 
875  45 


620 
1061 
545 
690 


Division  means  and 
Section  means  and 


extremes  . 
extremes  . 


Climatolog-ieal  Data  for  August,    1922. 

Temperature,  in  degrees  Fahr.  |    Precipitation,  in  indies.    iNuiidier  of  days. 


'   ;,_ 

! 

-c  • 

bL 

r  a: 

1! 

i  c 

S 

^* 

!  — 

'78.' i' 


77.3 
77.0 
=76.3 


77.5 


79.0 
78.2 
70.2 

77.1 

'79.0 
75.3 


''76.0 
77.9 
77.0 

77.3 


75.0 


-2.8 

-2.' 9 : 

-1.3  ! 
-2.2  I 
-2.6  I 

-a9t 

■3.1' 


-2.2 
-3.3 


96 
97 

'9.5' 

91 
91 
'■93  j 

95  1 

96  j 

'96  ! 

98 
93 

95  ! 


t  1 
1 


t  1 
t  1 
t31 
..... 

t  1 
..... 

t  1 
1 


2.1 

2.5 

9'> 
92 

1 
tl 

■i's 

1.6 
3.0 

' '  ''92" 
96 
95 

"t'l' 

1 
1 

2.2 

9.S 

7 

-1.4 
-1.4 


79.6  I   -fO. : 


74.8  I   -2.6 
77.  0  !  -2.  5 


95 : 

95  ! 


98  ; 
95  I 


03 

95 


75.  9 


74.7 
74  4 

74.3 
75.8 

74.  6 
'74.1 

75.  6 

75.  <i 

76.  6 


75.  6 
76.4 
7,5.8 
75.2 
"76.  7 
75.5 


-1.0 
-4.0 


-4.5 


3.7 


-2.9 
-1.1 
-3.7 
-1.2 
-1.4 
-2.9 


75.8  ;  -2.5 


96  i 

95 

94 

96  I 
'95  I 
96  i 

98  I 

98  ' 


1 

T  7 
1 

2 

t  2 


66 


54 
56 


64 

60 


».55 
.59 
59 


94 

1 

57 

93' 

i 

'".58 

91 

1 

55 

93 

1 

56 

96 

6 

55 

93 

7 

50 

'91 

7 

»,53 

94 

7 

.52 

94  :         1  57 

95  I         2  I       58 

96  i       31   ! 


23 


22 


30 


60  I  t23 
5S  22 
57  I       22 


22 
22 
t-23 


"30 
31 
32 


54 

22 

34 

1 

61 
57 

28 
28 

27 
30 

si' 

' '  '28' 

40 

60 

28 

25 

.54' 

■31' 

"3.5 

28  I     29 


28 
28 


22 
t22 

28 


32 
33 
36 


8.60 
5.35 


26  !     -5.18 


35  ; 

30  , 
"30  I 

■32  I 


7.11 
8.02 
5. 12 
5.17 
8.50 

3.95 
5.66 
9.46 
3.75 
6. 56 

6.14 
5. 73 
11.10 
3.  22 


-(-2.97 
-0.12 

-i!79 

-fO.51 
-1-0.80 
-0.  21 
-0.93 
-fl.66 

-1.60 
-1-0.11 

-3.' 05' 
-f  0.  26 


•f  .5. 16 
-3.86 


4.00 
LOO 

2.03 
2.23 
1.45 
1.20 
1.53 

;  0.86 
1 1.37 

i  2.30 
!  1.85 

|L70, 

'  0.  86 

i  1.22 

1.60 

0.  75 


6.  SO  t 

6.68  i  -fO.98 
7.02  I  -n.  40 
12.73  L  -1-6.24 


1.70 
1.25 
1.70 
3.23 


6.75  '   -fO.  45     4.00 


5.61  '  -fO.  18 

1.13  •  -4.20 

11.75  j  4-6.65 

1.34  -3.87 


1.41 
0.  65 
4.  60 

0.  60 


28 

"31 

28 

35 

28 

29 

t29 

33 

29 

35 

28 

3( 

t23 

29 

28 

40 

t23 

"31 

27 

34 

28 

40 

3.  .58 
1.75 
4.26 
1.61 
1.76  I 

2.24  !. 
2.  45  ! . 
6.38  I 
0.95  I 
4.05  I 

8.60  ! 
6.13  |. 
I..55    . 

4.00  !. 

0.89 


-1.88  I  1.42 
—3.46  I  0.40 
-0.19  i  1.29 
-3.65  1  0.68 
-.5.02  I  0.41 


I- (1.97 
-4.  11 
-1.  14 

h3.  10 


-.5.62 


0.  75  I 
0.78  ] 
■>.  66  ' 
0.31 
1.41 

2.00 
1.07 
0.84 
1.18 
0.34 


.5.13  \  -0.05  I  2.12 
3.00  i  -1.98  0..^2 
6.41  -1-1.05  I  1.70 
1..55  I  -3.28  I  0.96 


8.20 
1.33 
5.40 
1.29 
4.21 
1.99 

.3.74 

.5.07 


-1-2.  47 
-4.26 
-0.47 
-4.9S 
-1  13 
-3.70 


3.  34 
0.48 
1.65 
0.  70 
1.03 
0.S6 


-1.66  i  4.60 
-0.98  '  4.60 


!fe 


.~  o 
■3 


7 
12      14 


9 

12  15 

13  I     6 

11  |.... 
15  I... 

13  i  15 
10  1  15 

14  1  12 
5  i  17 

13  i  19 


15  !  sw. 


16  ;  ne. 
12  1     . . , 


10 


I  fi  ;  ne. 

2  I  14  •  ne. 

T  12  e. 

9  !  5  :  e. 

0  1  12  J  ne. 


11  i  13  .  18  ,      0      sw 

12  !  17  I  5  :     9  ]  se. 

13  11  9  '  11  1  e 

12  ■  12  I  0  ;  19  j  se. 

13  MrY's  18  I  S. 
18  !  12  12 

14  14  ;  1 


0      13      v.] 


7     SW. 

16    ne. 

11  I  ne. 

i 


3      11- 

0  j   19 


(I  !  11  i   17 

0  I  4  ;  12 

0  11   l....!....|.. 

0  '  -  '     7        7  !   1 


0 

19 

s 

li 

ift  i 

il 

s 

9 


11  :  11 


112 
13  I  10 


6  I   10  1   15 


3;  6i     8 

2  i  14  I     1 

6  I  14  I  12 

8  4  '  26 

8  9  1  17 


10  I  18  I     1 

11  i     7  i  18 
11   !   14  I   10 


0  I  11 
0  1     7 


0  I  10      14 

0  7  1  14 

0  !  12  i   7 

0  ;  9  i  17 


Observers. 


0  I  9  i  11  :  9  11 

0  i  11  !  12  ,    8  '  11 


R.  B.  Vance. 
Mrs.D.  B.Sanders. 
Olin  P.  Evans. 

U.  S.  Weather  Bureau. 

Roland  D.  Powe. 
I'anl  Quatllebanni. 

D.  C.  McCall. 
Wm.  B.  Gillesiiie, 
Henry  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Experiment  sta. 

Maner  K.  Robert. 

A.  P.  Hazard. 

^V.  H.  JIatthews. 

r.S.  Fisheries  station. 
State  A.  and  M.  College. 
U.  S.  Marine  Corps. 
Miss  K.  P.  Ravenel. 

Boykin  R.  Cantey. 

E.  D.  Fields.  Jr. 
E.  P.  Lawton. 
W.  C.  Ihitson. 


Frank  B.  McCoy. 
H.  H.  Russell. 
Esther  B.  Owens. 
L.  M.  Parker. 

Henry  A.  Brown, 
.lames  ('.  Faris. 
George  V.  Clamp. 
Prof.  I''.  11.  11.  Calhoun. 
V   S.  Weather  Bureati. 

17.  S.W  B.  Aerological  Sta. 
.1.  A.  Townsend. 
S.  C.  Lt.,  Power  , I  Ry.  Co. 
r.  R.  Weather  Bineau. 
M.  M.  Calhoun. 


I>  D.: 


.1.  Afarvin  Bowers. 
John  W.  Ilamel. 
R.  Hartwell  Wilds 
Perry  A.  Sinn'son. 
Joliii  T.  Hoggs. 

^.^\.  Sease,  M.  D. 
Joseph  M.  .lohuson. 
Sue  Ella  Peterson. 
Joshua  V.  .lones. 
J.A.Hunt. 


E.W.Jeter. 

1".  P.  Robinson. 

Mrs.  S.  K.  Long. 

H.W.Brandt. 

Rev.  Oliver  Jobnson. 

R.  F.  Gooding. 


The  departures  from  the  normal  temperature  and  precipitation  are  comt.uted  only  for  such  sta  .ons  as  have  ten  or  "}""^ J^Yn,  !v T,      le'  V/l?Jresents  two  dtu s  missi   g  e^ 
determining  section  or  division  moans.     Reference  letters  («.  K  n.  appearing  in  the  table  indicate  number  of  days  •'''S';'  '^j, .  "  /^^   '"   ^' '' fl^ffrt^'A*^^^^^  are  co  iv 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.    "Temperature  'lata  are  from  observed  '';"''.'  f^"'  Rn„,.  ^     '"  ' 
puted  from  observed  reading.?.     ttPost-office  addresses  of  these  stations  are  as  follows:    Oi  Gaston  Shoals.  Blacksbnrg;  r,r  W  mihrop  (  oUege.  Rocl,  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


GllF.KNVir.T.E. 


ERRATA. 

-Miscellaneous  data.  July.  1922.  pages  26  and  27.  greatest  precipitation  in  24  hours  shouM  be  1.13. 


jisxiif^iskm 


AL\;r<r,    lH'i-2,, 


ClJ.M.\TULOt_;iL'.\J.  DATA:    SOUTH  CAROLINA  ST^CTJON.. 
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Cally   Precipitation  for  August,    1922. 


Stations. 


Drainage- 
basins. 


Day  of  monili 


19     20     21     22     23 


25     26 


28     29     30 


Enflern  Portion . 

Allendale  nil 

Blackvillellll.'. 

Bowman 

Charleston  *" 

Cheraw  l||| 

Conway  illl 


Darlington  I 
Elling-hani  I 
Ferguson  III 
Florence  111! 
Florence  2  ill 
Garnett 


Geoiffftown 

Kinsrstreellll 

Orangeburg  1 

Orangeburg  2 

Paris  Island Coast 


Savannah  . , 

Edisto 

do 

Coast 

Pee  Dee 

Waccamaw 


Pinopolis  

Rimini  lll| 

Society  Hill  l|l|.. 
Snnimerville  .. . 
Yemasseellll 


M'es/rn,    Poiiioii. 

Aiken 

Aniierson 

Blairsllll 

Calhonn  Falls  ||||  ... 

Canidon  |||| 

Catawba  |||| 

Chappellsilll 

Clemson  College 

Columbia*"  


Due  West*** 

bMgolleldllll 

Gaston. 'Shoals  Illl 
(Jreenville  ***  . 
Greenwood  lll|  ... 

IT'-ath  Springs  . 

K''rsliaw  ,111 

l.auiinnii 

Laurens  !1|| 

Liberty  


Little  Mountain  . . 

Mimetlii 

Newberry 

Pelzerllll 

Sahida 

Santuck 

Spartanburg  ||||.. . 

Trenton 

Walhalla !. 

Winnshorojlll 

'VintliropCollege. 


Pee  Deo 

Lynches  . . . 

Santee 

Pee  Dee 

do 

Savannah . 

Coast 

Black 

Edi.sto 

do 


Cooper . . 
Santee. .. 
Pee  Dee.  . 
Ashley.. . 
Ashepoo. 


ICdisto 

Savannah  . 

liroad 

Savannah  . 

Wiiteiee  . . . 
Catawba  . . 

Saluda 

Savannah  . 
(.'onsaree  .. 

Savannah  . 
Savainiali  . 

Umad 

Sahulii 

....do 

Wateree  . . . 

Lynches  . . . 

liroad 

.Salnda 

Savannah . 


LOO 


LIO 


.84 


.  30! . . . . 
'.'.'.  i.22 


L20 


.06 
.3.23 


.131 


.73!  .07 
.50!1.00 


.72 
L25 
.55 


.01    .241 
.61  ....I. 

.06    ...'. 


.18 

T. 

.63 

.16....  ... 


.  10, . . . . 

1.55,  .15! 

60    .2.5! 

1.70!  .21! 

.62!   .03 


,33  .62!  .11  . 
.  20. ....  I . 
.40!   .13. 


1.42  .1,5'... 
....  .2I|,.. 
.  42    .  49    . . 


.39 
.20 
1.80 


1.45 
1.10 
.15 
.70 
1.37 
.26  1.23 


T. 


.11 


.30 


•I   ■'■' 


.02;  .21 


.85 
.93 
1..37 


.10 
'.'55 

i.'io 

.05 

.12 

.41 


.25 
.37 
.02 
.60 
1.20 


.32.... 
....  .83 
1.251... 

.61 


.23 
.18 
.32 
.16 
.40 
2.30 


.0' 
.64 
1.60 


.25 


.23   .50 
.38  .. 
.16 


.28 
.90 
.02 
.24 
.23  T 
.55   .15 

T.      ... 

.  96  . . . . 
.20i.... 
,  ...i  .47 
.6OI  .90 


.!  .10 
.97!....  ... 

.09;  .90^  .05 
.  69;  .  02   .  0' 
.'«   T.  |2. 10!  .-10 


.20 

'.'62 
T. 
.16 

.41 

.17 
1.53 

f. 
.10 


4.00 

1.30 

.68 

.15 

.25 

.20 

.03 

.08 

'.'.S2 

■r. 

.40 

.30 

.... 

.80 

.22 

.27 

.10 

.24 

.54 

.48 

.03 

.44 

.51 

.35 

.12 

.04 

.13 

.13 

.12 

.05 

.30 

1.15 

T. 

.40 

.30 

.25 

.23| 

.15 

.10 

.82| 

.20 

.76 

.721 
.60 

.30 

.22 

.05 

.20 
'.'45 


ILIO 

.20 

.76 

.861 

!  1.  12i 

1I.62: 

T  ! 
.54! 
.69 
.15 
1.10 


....  T. 
.71  .01 
.  16  . . . . 


1.15    .6.5J....1...   !l.30 
.07i  ..52    .86    .20    .67 

.15    .,58| 2011.04 

.23    .051.05   .06  1.78 


.  65;  . 


.  40i . . 


.  .37' 


Salnda  . 
Kilisto  .. 
Saluda.. 
....do  .. 
....do  .. 


,1.41j.... 

.7o|2!i(i 
.35|   .02 

I 
.  06' . . . 
.18!    .06 
.  16:1.29 

.nii|... 

..  .1  .17 


.88 


.09  1.39!  .13 


,611  .1,3|. 
...i  .60| 
...!....    .07i 
.  02I  .01! 

75j  .49' 


.32 


.31! 


.93  ...,|. 
.43    .5.51. 


■1:  ..  ! 

■1   •10;. 


26  . 

. . .  2. 


05!  .01:  T. 

..!  .78!,.. 
.  07'2.  661 
.16!.... 
.0,511.411 


.31 


...  1.1s!. 
10  T.  !. 


00    . . .  2.  OOi 
...1.07    .03! 
.14  .......    I 

.7.3    ...     .03i 

.  30' ....!.... ! 


.  05i 
T.  ' 


.62 


.  061 ... . 

T.!-;oi! 

. ..!   .03 


.16' 


.21!....! 
.03]  .51 


liroad 

do 

Kdisto 

Savannah  , 

Broad 

Catawba  . . 


.70'. 

.04|. 
.27  1., 59;. 
....'   .96, 


..    .10  2.12  . 
,52!  •■"'•I     • 

.   !l.70  . 

32    .04,. 


70! 


....I  ..50! 

<'V| 

. ...:  ..iO 


.21 

.23 

4.60 

16 


.22 
.15 

.221  5SI 
...!  .681 
.271  T.  I 

■-!■'■■! 

...!  .41! 

.0.5il.40| 
.071  .02 
...     .24, 


T. 


.  i  .05 


.37 
i.26 


.  20; . . . . 
.971.... 
...1  08 
.82'.... 


T. 


261  •  •  ■  ■ 
2.O3I  .12 
2.231  -14 


T. 


T. 


1.20 
.60 

.31 

.20 
.16 


...    T. 
..-.1.321 
.07    .04! 


T     .. 
....    .60 
.22   .02 


.90 


.10    .10|. 


.57.. 


.08  . 
.  36! . 
.041. 


.06!  .14  .... 

T.  1  T.  ! . . . . 

.60 

. . . . !  .  50  . . . . 

.  34'  .  04  . . . . 

.02 

. . . . ;  . 23  . . . . 

1    i    ; 

.  02  , 


.04:  T.  :3.  34 
..  !  .05  .22 
.28    .3.', 

.  no ! . 

...  .31  .30 
.07    .01  ...     . 


,  51 1 . 

■20I. 

I 

34:! 


T. 

'tV 
.27 

'.h 


.25 

.47 

1.48 

.16 

.87 

.62 

.84 

.09 

.06 

1.01 

.67 

.02 

..34 

.06 

..52 

.23 

08]   .52 

10.... 
.56   .02  . 

.oi|...    .1.5!. 

...1  .05!  .181. 


.03'....     .69:....  . 
1.0,5;  .01!  ..52l....|. 

.Ill  .31  ....   ....i. 

051  .02I....  ...   I. 


.40i  .491 
.80'  .30i 
T.  !  .081 


.04'  T 


7|  .021... 
1,5  .241... 
04;  .O81... 


I 
.28:  .58' 
T.  .05' 
.94'  .  13, 
.05    .70. 

1 .  03 
.31    .05 


.40  . 
.21  , 
.11  , 
.  03' , 


07'....  11.73 
48  T.  !.  .. 
15  ....' 

.    I   .01  ...    ... 

03  1.0'.    .07 

21' sn 


I 


T.  ■  T. 


.04  1.171  .05  .... 
I  .30   .18 


.051. 

'.'64 ! 


8.60 
5.35 

'5.' is 

7.11 
8.02 


11.10 

3.22 

6.80 
C.  68 
7.02 
12.  73 


...IT   IT. 
T.  1  T      .01 


.04 
.01 


1.51    T. 
T. 


.14! 


.oil  .021  T. 


j    0.=;. 
t.     T.    . 


19  . 


T.  I  .01  ...   '... 
....|  .18    .05... 

T.  i....  ........ 

.15, 

W    .-n...  ... 


.■_'l 

.09 


L.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  .for  the  24  hours  endiu"  at  the  lime  of 
observation.  ||l|  Precipitation  measured  in  the  mornin!?:  imiouiit  llicii  recorded  is  for  the  preceding  2t  hours.  ***  Heirnhir  Weiitber  Bureau  stniioii-  precipiliiliou  i«  for  the 
•.'1-hour  period,  midnight  to  midniglit.    *  Precipitation  included  in  '.he  next  follou  ing  measureiueut.     t,<e|ianite  dnte^  of  TmIIs  not  recjrded.    T.  'I'race.  or  less  Ihiin  O.nl    inch. 

COMPARATIVE  DATA  FOR  AUGUST. 


Tempera  lure 

Precipitation. 

Avorasr 

c   unin 
days. 

.er  of 

^ 

a).cj;    . 

c 

> 

c 

^  'r^. 
-^    S 

>; 

<; 

— 

^ 

< 

^^=-s 

- 

-    - 

1887 . . 
1888.. 
1889.. 

1S<40.. 

1891 . . 
7892.. 
1893.. 
1891.. 
1895.. 
1896.. 
1897.. 
1898.. 
1H99  . 
I»)0.. 
I9in.. 

■vyti.. 

1903.. 
1904.. 
W05.. 


77.8 
77.8 
74.4 
77.1 

78.9 
79.5 
77.5 
77.9 
79.4 
80.4 
78.0 
78.7 
81.2 
8.3.0 
78.6 
7S.fi 
80.6 
77.fi 
77.9 


101 

102 

97 

96 

98 

96 

97 

102 

101 

105 

102 

99 

103 

106 

97 

104 

105 

102 

107 


Yenr. 


Temperature. 


Precii 

nation. 

.\verage  n  u  m 
days. 

l.cr  of 

2 

Clear. 

5 

C.54 

4.  .53 
6.37 
4.25 
8.79 
4.42 
12. 45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2. 13 
9.01 
.5.07 
7.15 
8.47 
5. 09 


12      110 


19<16 

1 
SO.  6 
79.  4 
7S.  6 
7S.8 
79.0 
80.0 
79.2 

78.  9 

79.  0 
78.8 
79.6 
78.  5 
8n.  2 
78.  5 

78.2 
76.4 

78.8  i 

1907 

19(iS 

1909 . 

1910 

1911... 

19I-' 

1913 

1914..    . 

191.-) 

1916 

1917 

1918 

1919 

19- '0 

1921 

1922 

Period 

1110 
101 

100 

104 
101 
104 
101 
109 
101 
102 
100 
102 
106 
1113 
ICO 
102 
OS 

109 


I'.O 
54 
49 
53 
fin 
51 
54 


58 
49 


C.  I'i2 
5.41 
9.  11 

4.  S3 
6.  IKI 

6.  05 

3.  69 
.3.  76 

5.  S8 

7.  62 
3. 27 
3. 23 

4.  45 

5.  OS 

s.ns 

4.  14 

5.07 


17 

. 

13 

5 

11 

s 

12 

4 

12 

s 

s 

^) 

l\ 

11 

9  ! 

10 

5 

10 

6  1 

4 

12 

11 

111 

7 

S 

11 

11 

S 

M 


CLLMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Algcst,  U)22. 


Daily  Temperatures  for  August,  1922. 


Station.s. 


:       !       !       ' 


10  I  11   I  12  I   13  iH      lo 


16    i   IT  i   IS  j   !9  I  20  i  21   j  22  1  23  i  2-J  |  25      26  I  27  i  2S  i  29  i  30  :  3i  |  i\<ui,. 


Kdnleni  I'liiiiiiii. 


AlleiKtali'^vl 

lllarltvillc 

Rowman 

Clllkl'IPStOIl 

Clieraw^s^'j'i 

Coiiwny 

l>iU-liii2ton\W 

Fergii^nn  >,SvS 

KlnVPtii't'  1    

fianiPtt 

npoi-Kelnivn 

Kinesh-pp 

Oraiigt'l'iirp  1 

Paris  Islauils^sV  ... 
Society  llilUW.... 

.Siimnierville 

Vomassop 


\  Mft.vimiim  . . 

*  Minimum. .. 
\  Maxiiimm  . . 
'l  Mininiuui... 
\  .Maxiimim  . 

/  Miiiimuin.. 
\  .Maxiinvaii  . 

*  MiniiiiUHi.. 
\  Maximum  . 

•  (  Minimum. . 
S  Maximum  . 

■  '  Minimum. . 

*  Maxinnim  . 

■  i  .Mininnun.. 
\  .Maximum  . 

•  (  .Minimum.. 
)  Maxinuuu  . 

•  /  Minimum.. 
s  .\la.\inuun  . 

•  (  Minimum.. 
\  Maximum  . 

■  (  .Minimum.. 
\  Maxinuun  . 

■  I  .Minimum. . 

\  Miixinunn  . 

■  *  .Minimum. . 
V  .Miixim(nn  . 

•  '  .Mininnun. 

\  .Maximum  . 

■  (  .Minimum. 
\  .Maxiininn 

•  I  .Mininnun. 
\  .Maximum 

•  I  MininniTn. 


Wfsleni  I'liili 


Ailifii 

.\nil<»ison 

Ciilhonn  l''alls*^^ 

(,'amilpn  vW 

Clfmson  ('olle^p  . . . 

Columbia 

Pne  Wost 

(irpf  nvilli' 

rjinpuunoil   

I  loath  Springs 

ICt'r.slinw 

I>!\nilrnni 

1. aureus*'!^ 

I.iliorty 

I.iltle  Monnlain  . . . 

MonPKa  

NVwIiorry 

,«:ilnila  

S:\nfncl; 

Spartanlmrer 

Trputon 

Walhalla 

\VinTisbnrov\\^ 

\Vint)irr>ii  Collo.srp  . 


\  .Mnxinnnn  . 
i  .Mininnun. . 
\  Miixinnmi  . 
/  Mininuim.. 
\  .Maximum  . 
/  .Minimum. . 
(  .Maxinnnr  . 
'  '  NlininuMn. . 

'i  MaKinnu!!  . 

■  I  Mininnun. . 
\  .xiaxinnnn  . 

■  I  Minimnm. . 
^  .Maximum  . 

■  I  .Mininnun. . 
\  .Ntaximuni  . 

■  (  Minimum. . 
\  Maxinnnii  . 

'  I  .Mininnini. . 

\  MHXiin'.nn  . 

•  '  Mininnun. . 
\  Miixinunn  . 

•  /  .Mininnun  . . 
\  Maximum  , 

•  '  .Mininnun. 
)  Maxinuun 

•  '  .Mininuuu. 
\  Ma.xinnnn 

•  I  Mininnun. 


9f. 

9f.! 

94I 

72 

70"    f>7! 

97 

95]    93| 

70 

;'f 

OS 

■  95 

"96 

"87 

1    'S 

70 

68 

'    94 

94 

87 

(-.9 

70 

65 

ftJ 

89 

85 

7l 

74 

66 

881  891  88 
65'  65l  70 
90|  91]  86 
631    65!    6k 

...I....!. 

'86i"85|"86 
68|  75  76 
8Si  92  91 
62'  66;  6' 
8»1  88  89 
65'     67' 


i  Maximum  . 
'  Minimum. . 
\  .\liixinnmi  . 
'  Minimum. . 
S  Maxinuun  . 
'  Minimnm. . 

*  Maximum  . 
'  Mininnun.. 
)  ^laxinnim  . 
'  Miiu'inum. . 

^  Maximum  . 
I  .Miin'mum. . 
\  Maxinuun  . 

■  '  Minimum. , 
\  M;^xipinm  , 

■  I  Mininuim. , 

*  Maximum  . 

■  '  Minimum. . 
t  Maximum  . 

■  '  Minimum. . 


99 

92i 

86 

87i 

901 

7O1 

65 

64j 

65i 

9.=> 

93 

90 

88i 

92; 

70 

70 

66 

63: 

66 

96 

95 

87 

891 

92 

7(1 

74 

66 

64  i 

6S 

96 

93 

90 

92 

93 

70 

6fi 

67 

66 

(ih 

05 

93 

87 

90 

90 

71 

73 

65 

63 

65 

93 

90 

87 

84 

89 

70 

67 

66 

63 

67 

90      94 

711 
891     94 
70' 


89j  8t< 
77!  74 
93     93 


1         I 


...I  90'.... 

...i  70,.... 

91  92     90]     791    85 

70  711     69i    61     63 


9o| 
71 
9fii 
'31 
92; 
69 
96i 
69. 
95 
69 


941  8S; 

71'  66l 

92:  90| 

73i  671 

911  87' 

70  6S| 
93  88| 

71  7,31 
92!  89| 
70:  66 


88  90 

631  66 

91)  90 

681  70 

...  91 

621  63 

89i  88! 

73!  72; 

90l  921 

83'  64; 


90 
70 
90 
73 
91 
74 
94 
68 
90 
69 
89 
67 

91 
70 

flli 
72 
91 
68! 
Plj 
69 


72 

70 

70 

94 

S3 

79 

71 

71 

70 

79!     851 


76     73 
91!    81 


69 
93 
72 

91  91 

72  75 
88  89 
72' 

9fil  95 

70  74 

95!  94] 

721  721 

98j  95 

70!  74 

93!  93 

72l  72 

1 

941  92 

73  71 
93!  92 

74;  74 

731  73 

921  92 

69'  72 

911    931  92 

671     701  71 


95, 
70 
95' 
69 
97 1 
64i 
92, 
■76! 

93, 
64  i 
95! 
7''! 
91 
70 
93: 
661 
91  i 
TO 

93I 
69 
9li 
r9: 
92 
65 1 
90I 
69, 
92. 


94 
74. 
93 
70 
90 


92  881    88!    90I 
72      66l     63,     66, 

93  S8l     89!     90 


72  66l  6;Jl 

98  94,  96, 

64,  64i  56, 

9.-i:  R9'i  91 

•76  74!  69, 


89!     80 

7l|     71 
85;     82 


70 

7 

65 

84 

66 

76! 
65i 

861 

67; 

7o! 
66; 

91: 

69i 
94; 

66; 
811 
67! 


...!    68 
89     81: 


861 
711 


68 


78      78!     83 


7ll    70 


80     SO 
74      72 


82! 
711 
911  92 
73!  69 
84!  90 
74; 
84 


701     71 


79  8' 

74  73 

89!  92 

65l  69 

84  88 

70  71 


88      90 


70 

83     83 

71      6' 


70l  70 
86, 

73;  69 

881  79 

73!  69 


91'  861  86:  90! 
.69!  631  601  Ii3! 
91 1     87;     89:     90: 


62     C.S: 
90; 

68' 


66  65! 
92!  KS'  87 

67  64,  61 
R8l  86,  86!     SS 

68  64!  62;     67 
9O1  83  831     83i 


911  92 

701  72 

941  94 

69l  72 

961  96 

60i  65 

90  93 
74|76 

90;  92 

65i  61 

89;  92 

73l  73! 

91  93! 
68  69; 
90  91 
681  69' 
861  R9 


92!  891 

8i  90, 

69)  69 

92  91 1 

67!  64| 

961  91! 

76t  73 


89 

87' 

68     66! 

91 

89: 

72 

72! 

89 

R9| 

72 

69 

80 

87 

70 

06; 

86!     83j 
73     67'     f.2j    67     68;     70i    70,    701 


91 
70 
92 
73' 

891 

69| 

65  . 
91 

69: 

91 

67 
9,i 

en 

88' 


87;  87| 

.59;  66, 

88;  89; 

66'  72! 

87:  89, 

72;  61 : 


881  91 

61  61 

86,  91, 

681  691 

R9l  94; 

61 ;  65; 

90!  95! 


86'  87, 

67!  65! 

96,  921 

65  66: 
91,  93 
65;  69! 
891  Oil 
67!  68 
93  94 

66  67 

89, 
6K; 
93! 

681 
95. 


85;  821 

641  63; 

83;  87; 

65;  65: 

85]  S9j 

7ft;  68] 

88'  86 

69  62 
88  89 

70  66 


91  i     90:     90, 


71 


69: 


92i     90,     89! 


71! 


q.-.,     sg      tifl      93; 
69i     65      61      63] 


9ti 
6.5 
92 
7ft 
91 

69,. 
961 
70 


90;     88, 
69      62, 


93,     94 

65:     67 


89  92, 

60,  65! 

86]  9ft 

61 1  65 

9?1  92 

.571  61 


'.11 
96|     92, 


92      9ft 
69     69, 


70 

88; 

70' 
74! 
651 
86! 
7O1 
80, 
fiSl 


78]  79, 

69  67! 

75]  78; 

67  65; 

77,  781 

62  62: 

77;  791 

65;  68! 


78] 

83 

86 

67; 

69 

71 

82| 

86 

87 

68; 

70 

71 

76! 

88 

87 

63' 

67 

69 

8'' 

84 

85 

67' 

71 

72 

82 

83 

88 

67 

69 

71 

85  85; 

72!  691     69 

89;  85| 

73!  70J 

86;  86; 

70l  70     67] 

82]  85]     88, 

72!  701    691 

82j  86'     80] 

72'  69!     69! 


86:    84,     84     85, 


86l     84      90!     91 
60     57     60]    65 


i 


94'    93,    S8j"8!^l"88|"93i" 
75     7Uj    59]    GOj    60     fi5| 


83     86, 


80     83| 


89     80 
69     66 


ri;     64; 


.55! 

86i 
58] 
85] 
56! 


85, 


85]     851 
61 
90,     82]    84 

72  62     58 
82!     80     81 

73  63;    57 


87 

57!  61!  70] 

84]  91]  88' 

57;  59]  60] 

90]  90!  91! 

59]  64;  67] 

89]  90:  95. 


60;     62 

88 


61]  64 
80]  86] 
601     621 


90]    90i 
0; 


87 
74 

93!  88 

70]  70 

89!  88 

71|  73 

go!  88 
73; 

88]  90 

73!  67 

90;  881     851 

75]  70]     62; 

90;  90.    87l 

74!  71'     621 

95]  98!     861 

75'  73;    661 

92]  91!     81 
69;    621 


88 
60 
83 
66 

63; 
60| 
83; 
601 


7.51 


71]    -71 

85:    K-li 
69!    70; 


78  89 

69]  70 

S5J  87 

69;  71 

861  91 

67]  68 

78;  89 

7ll  71 

82  90] 

70!  70] 


83,  88 

70:  71 

84]  91 

70'  68 


84!     81 
68 


801 


8' 

73      68l 


651     58 
83]     85; 


6: 

85;     84; 


68 

87, 

74;     66 
851     84 


55' 

84l     85: 


71' 


59; 

82; 
651    60' 


86;  88!  931 

57!  71'  67! 

88!  90  93: 

651  67]  71! 

87]  88;  88] 

561  57]  62l 

88!  hO;  92! 

59,  611  68; 

88  88  93; 

59:  6O]  69 


fi'>. 


91!  88; 

72]  691  691 

911  90!  86| 

74I  68l  64 

92]  88;  83; 

70!  70i  60| 

93|  891  841 

71  701  62] 

85'  88'  85; 

73,  7(i;  61] 


SSi  85! 

70l  69] 

88  91] 

01]  691 

85  88, 

62  62i 

!  I 

84;  901 

60'  60 

86]  89i 

61;  59I 

86;  88] 

62  62] 

88!  90l 

64!  60] 

87]  90; 

60;  601 

82  851 

60;  60? 

851  87 

7i>l  ,58' 

85!  90l 

66;  67; 

87;  90] 

57,  60] 

85]  88, 

63]  61! 

86!  8S! 

64}  591 


861 
70 

92] 
68j 
90 
63, 

03! 

6:t; 
91! 
51 
96| 
65 
94I 
62 
94! 
61] 
88! 
63i 

90 
61  ■ 
91 

67 
90, 
60' 
91 
64 
91 
('2 


7S!     88'     83,     88     88     83!     90 
62      62!     64]     64]     64]     631     63 


74! 
66; 
72] 
66' 
75; 
66] 
72, 
641 
73; 
671 


75; 
6.5] 

67' 
79 
671 
78] 
64! 
76] 
65 


88      89,     90'     84'     86;     93 


''I 

84' 
681 
861 
72; 
85; 
69, 


86;  82, 
631  65, 
75!  78 
64] 
79 
6S 
78 
66 
79. 
65; 


76i  83; 

65]  67i 

73]  81, 

65  68 

821  83; 

63;  66; 

83!  88, 

67l  69] 


71;  721 

'  ! 

851  83 

70;  68; 

85  851 

72;  72; 

84]  81; 

71 1  70; 

821  84; 

69:  68; 

83!  8ft 

69;  70, 


88, 
68! 

?t! 

82] 

69; 

83: 

67, 
80 
69l 


87,  81 

70:  fiS'  62; 

90:  83]  79 

70!  64'  65 


80;    861    86,    90; 
69 


60:    C5, 
,85,     87] 


.67'    721 


74 

88:     94 


87 1  84 

711  61 

79I  84      86 

7ft!     681  .57:     60 


92'     83'    85     85;    88;    c,2,    92;    821    86     K9; 
65'     60,     58      59     60     fiS;     64      62     5! 
89     89     91 


91; 
71 

89 

67 

85, 
71] 
88, 
70j 
,87 
70, 
83 
70; 


871     85; 


911 


64     64     68     71     75 


87;    87 

76     6ft     61 


861     89  92' 

62'     64  65! 

'.to.  91 

r.l  69, 

92  9,'. 

53,      55:  ?:7, 

89     92  94, 

67'  69; 


93     95     921     9':! 


■'I 

66,     69 
90!     91] 


65, 
95 


73  66 

01 1  86] 

72  70: 

9="  93, 


73: 

64]  64 

731  78 

66]  66 

71'  80; 


78 

83; 

,    6R; 

64] 

76! 

84 

;    67i 

68 

85 

,|     65] 

68 

',     80; 

83; 

661 

68, 

!]    81; 

86; 

701 
831     88' 


87; 
7ft, 
85,     85; 
68,     62; 


84!    82,  82; 

70'     65,  65, 

8ft'  84; 

69  65 
84] 
64, 

81!     811  84' 

62:     70]  68! 

84l     85!  85] 

68,     65;  66; 

i          !  ' 

82:     82!  81; 

69]     68'  671 

851     83;  831 

70i     691  69' 

85;    84i  86, 


88  84; 

69  671 

89!  86] 

691  68 

87:  86] 

651  69 

851  86 

69'  70 

88]  88 

66j  66 

82!  83! 

69]  64! 

89]  86] 

70j  66] 

82;  9ft' 


80! 
65! 
81; 
62 
79 
63; 

77] 

65; 
78! 
63' 

56!- 
83l 
55 
80 
60, 
79' 
65 
78 
66 


79 
62 
86; 
66, 
83 
6K. 
8|! 
67i 
84] 
651 


89  84, 

75  65 

89  77 

72  65 

89'  76l 

70  66; 

87,  81] 

72  6*, 


8'< 
?5l 


6ft  fo;  63, 

81 1  861  ,s,J' 

,57;  59;  .^9 

SO!  83;  86: 

.=,8!  61'  60' 

79:  SO;  87 

.55  .58,  6;! 


80.     82; 


84;    90)    m 


.58!    6ft; 
89 


86  85;  84, 

641     65!     69]  57,  ,58' 

86!     87'     S9l  83I  83 

74l  70]  ,56      56!     .=i9 

90,  781  82;     86]     Oft 

69;  65|  .'=.0,     ,541 

821     841     85i     87,  75;  Sftl     83] 

60]     621     66)     731  66,  .531 

85]     85]     84]     93'  82!  84, 

66     66,     69      68'  67j  ,52]     54]    57'     65- 


63;     69 

82      85 


64;     68;     67 


56 

87 
55!  .56 
86!     89 


83;  83; 

60:  63' 

83]  87 

.581  ,58 

86i  88 


84]    85;    86'     80;    Si]    ff'; 


64,     68!     73      67 


60; 


93 
62 
901 
66 


62  62  68,  63; 

92  95  94'  89 

69'  72;  74;  69 

92  941  f"''-  9ft 

68  71:  72  66 


74; 
65] 


74,  S:! 
65'  64, 
81  77; 
66,  67' 
77  80, 
66  65; 
'■?,  79 
65 
85 
65, 


65' 
8ft, 
63 


86! 
69] 

69  j 
83] 
67] 
85; 
68 

90        86; 

67;  70; 
88 1  90: 
66,     60, 


78, 
67| 

Slj 
66 
80, 
67i 
78 


86     85,     84}     85     89,     87 
70     69:    691     67     70;     68 


84I  88,  881  86  89: 

7ft!  69  66|  661  fi7| 

81]  83,  80]  85l  86; 

7ft  7ft,  691  69]  69, 

85'  S3;  86;  85]  89; 

68,  65  64;  65]  (131 

1  87,  84;  87]  89: 

701  70  70]  67:  69 

R3l  88l  89  90!  91 

70'  681  69  65;  68, 


81 
62 

84i 
60 
70 
66; 
92] 
.59, 
83: 
63 
fS 
64, 


87      9ft]     i^^     841     81,     86! 


63;     68 
82]     90 


861     88 
62!     72 


87: 
66, 

86: 
66| 
85 
64 
89, 
70] 
85| 
64 
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CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   Cflf^OIilN^  SECTION- 


BICHARB  H.  SULIilVi^N.  Meteorologist. 


V'or..  XXV.      Coi.uMRiA,  S.  C,  September,  1922. 


No.  9. 


GENERAL  SUMMARY. 

The  month  was  iiiarkod  bj'  drought,  with  abundant  sun- 
sliine.  Although  intermittent  showers  occurred  during  the 
first  half  of  the  month,  and  local  rains  fell  generally  on  one 
day  during  the  last  half,  the  amounts,  on  the  whole,  were 
light,  and  heavy  rains  were  confined  to  small  sections.  Tem- 
peratures averaged  al)Ove  normal,  with  no  marked  extremes. 

On  account  of  the  generally  deficient  rainfall,  there  was 
general  deterioration  in  all  crops.  Late  corn  was  practically 
beyond  recovery,  and  field  truck,  gardens,  and  pastures  were 
parched.  Sweet  potatoes  did  not  meet  expectations.  The 
weather  was  especially  favoral)le  for  harvesting  and  curing  large 
quantities  of  corn  fodder,  peavines,  and  other  forage.  Drought 
materially  reduced  the  production  of  sorghum  molasses.  Cot- 
ton also  showed  the  effects  of  drought;  the  crop  opened  rapidly 
and,  in  some  sections,  prematurely;  picking  was  well  advanced, 
and  all  gins  were  rushed.  The  weevil  had  about  taken  its  toll 
for  the  «eason  in  the  destruction  of  the  top  crop  and  puncturing 
many  intermediate  bolls;  the  crop  has  exceeded  e^cpectations 
in  the  Pie(bnont.  The  month  closed  with  apples  plentiful  on 
tlie  mark(>t,  but  good  ve^otables  were  becoming  scarce. 


PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Wcatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  80.08  inches.  The  highest  pressure  was  30.36  inches 
at  Charlotte,  N.  C,  on  tlie  26th,  and  in  the  Section  proper, 
30.33  inches  at  Due  West  on  the  same  date;  the  lowest  pres- 
sure was  29.83  inches  at  Charlotte,  N.  C,  on  the  1 1tii  and  at 
Wilmington,  N.  C,  on  the  21st,  and  in  the  Section  proper, 
29.86  inches  at  Charleston  on  the  21st  and  at  Greenville  on 
thelltii.  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  75.2°,  or  1.0°  above  the  normal. 
The  highest  temperature  was  lOO'^  at  Calhoun  Falls  and  Wal- 
halla  on  tlie  4t]i  and  at  Blaekville  on  the  .5th.  The  lowest  tem- 
perature was  47°  at  Calhoun  Falls  on  the  23d.  The  daily  mean 
temperatures  ranged  from  normal  to  8°  above  until  about  the 
16th.  and  there  were  no  marked  cool  periods,  except  about  the 
23d  and  24th.  

HUMIDITY. 

Phe  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8a.m. .82%;  noon,  56%  ;  8  p.  m.,  70%. 
The  highest  percentages  occurred  along  the  coast,  and  the  low- 
est, over  the  northern  counties. 


PRECIPITATION. 

The  average  for  the  Section,  49  stations  reporting,  was 
1.15  inches,  or  2.70  inches  below  the  normal  and  but  0.03  inch 
above  the  average  of  the  great  dry  September  of  1887.  The 
rainfall  was  fairly  well  distributed  as  to  time  up  to  about  the 
16th,  but  the  amounts  were  greatly  deficient,  and  the  latter 
part  of  the  month  was  marked  by  general  drought,  with  showers 
only  in  widely  scattered  sections.  The  total  monthly  amounts 
approached  the  normal  only  in  the  northern  coast  counties, 
where  the  measurements  were  above  3  inches,  while  in  exten- 
sive areas  of  the  Piedmont  and  upper  coastal  plain  the  monthly 
totals  were  less  than  one-half  inch,  with  no  rainfall  near  the 
Calhoun-Sumter  County  line.  The  greatest  local  monthly 
amount  was  3.68  inches  at  Georgetown;  least  local  monthly 
amount,  0  00  inch  at  Rimini.  The  greatest  24-hour  rainfall 
at  any  station  was  1.72  inches  at  Summerville  on  the  5th. 
The  number  of  rainy  days  was  57%  below  normal. 


WIND. 

The  prevailing  wind  was  from  the  northeast .  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.1  miles.  'J'he  highest  average  was  12.0  miles  per  hour  at 
Charleston  ;  the  lowest  average  was  4.2  miles  per  liour  at  Char- 
lotte, N.  C,  and  in  the  Section  proper,  5.9  miles  per  hour  at 
Columbia.  'I'he  highest  velocity  for  any  5-niinute  period  was 
38  miles  per  hour  from  the  northeast  at  Charleston  orrthel9th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^  266.6  hours,  or  72%  of  the  possible 
amount.  The  average  nundier  of  clear  days  was  IS;  partly 
cloudy,  8,  and  cloudy,  4,  as  against  norn^als  of  15,  9,  and  6 
days,  respectively.  ___^ 

RIVER  CONDITIONS. 

On  account  of  prolonged  dry  weather,  all  rivers  of  the  Sec- 
tion were  unusually  low  throughout  the  month. 


MISCELIiANEOUS    PHENOMENA  (dates). 

Hahs-Sohir:    Due  West,  16.  28;  Greenville,  16,  22;    Lib- 
erty, 11. 

Fo,9.  f?nf.sc.— Columbia,  11;   Greenville,  12;    Kmgstree.  t. 


ERRATA. 

CAMDEK.-Clear,  partly  cloudy  and  eloudy  days.  Augu.^t.  10-22,  page  32,  .•:houlil  read 
20,  1,  and  10,  respectively. 

Paris  Isiand.— Precipitation  departure,  .Tune,  1922,  page  22,  should  read  — 2.C0. 
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Septkmber,  1922. 


Climatological  Bata  for  September,   1922. 


Oliservers. 


Jt.  H.  Value. 

Mis.  I).  14. .^aiulers. 

Olin  P.  Kvans. 

V.  S.  \V»'atlicr  Bureau. 

Koliiiui  1>.  I'owe. 
I'luil  Qimltlcliiiuiii. 
I).  C.  McChU. 
Will.  H.  (!illes|>ie, 
Ilenr.v  ('.  Savage. 

II.  K.(;ill)eit. 

IVe  \hv  Kxpeiiiiieut  Hta. 

Miiiur  li.  liobeit. 

A.  r.  lla/ani. 

\V.  11.  Matthews. 

r.S.  Fisheries  Station. 
State  A.  and  M.  Collegp. 
v.  S.  Marine  Corps. 
Miss  K.  P.  Itavenel. 

Boykin  U.  Cantey. 

E.D.  Fields,  Jr. 

E.  P.  Lawton. 

W  Hampton  Ramsey. 

VV.  V.  llulsdii. 


Santuclt 

Sparlanhurg. 
Troiiton 

Wallialla 

Winnsboro 

Wiiithrop  College  tt. . 

Division  means  and 

Seetion  means  and 


l''ranl(  15.  McCoy. 
II.  II.  Itussell. 
Esther  P.  Owens. 
I,.  M.  I'luker. 
Henry  A.  Hrowii. 

.lames  C  Farts. 
fJeorge  V.  Clamp. 
.I.e.  Cornwell. 
Prof.  I'.  II.  ILCaMidUii. 
V   .S.Wiather  I'.iiivau. 

n.  .'!.\V  B.  Aerological  Sin. 
.).  A.  'I'ownseuii. 
.Si.  C.  T.t.,  Power.*  Pv.  <'i). 
I'.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers, 
.lohn  W.  llaiiiel. 
it.  llartwell  Wilds,  1)  M.S. 
ivrry  .\.  Simpson, 
.loliu  'I'.  Hoggs. 

.1.  M.Sease.  M.  I). 
.lose))h  M.  .lohiisoii. 
Sue  Ella  Peterson, 
losliua  Y.  .lones. 
J.  A.  Hunt. 

E.  \V..leter. 

F.  P.  Pobinson. 
Mrs.  S.  E.  Long. 
II.  W.Brandt. 
Kev.  Oliver  .lohnson. 
R.  F.  fiooding. 


pnted „        .. 

'1'.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


September,  1922. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


37 


Daily  Precipitation  for  September, 
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Kxcept  as  otherwise  indicated,  ohseivations  are  generally  made  late  in  the  afternoon,  near  snnset.  and  preoii>ilatioii  recorded  is  for  the  24  hours  ending  at  the  linic  of 
<>  .servahoii.  in|  Precipitation  iiieasur.'rl  in  the  mdiiiiiig;  anionnt  then  recordcil  is  for  the  preceding  24  hours.  *»*  Hcgnlar  Weather  Hiirean  station-  precipitation  is  for  the 
''■•■' '■  period.  nii<liiiglit  to  midnight.     *  Precipitation  iiicUideil  in  the  next  follow  iiig  measurement.     JSeparate  dates  of  falls  not  recorded      T    'I'race   or  less  than  0  01    iiiili. 
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Temperature. 
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Average  nnm 
.lays. 

her  of 

x' 

Ills 

i^ 

•c' 
.0 

-  » 

—  u 


1.12 
9.86 
3.34 
7.84 
2.66 
6.41 
4.  12 
6.51 
1.29 
2.  94 
2.91 
4.06 
2.55 
2.83 
4.66 
3.74 
3.62 
2.46 
1.91 


e. 
ne.- 


. .  .|  ne. 
9  j  sw. 
8  I  lie. 
5  ,  lie. 
5      ne. 

lie. 

ne. 

lie. 


Temperature. 


Wi\  r. 


Precipitation. 


and 


ne. 
ne. 
ne. 
ne. 


1906 

78.0 
76.0 
72.4 
72.  0 
75.8 
78.9 
77.  7 
71.7 
71.3 
75. 9 
72. 2 
71.2 
69.8 
74.1 
75.  5 
80.0 
75.2 

74.2 

98 
99 
94 
98 
103 
100 
109 
99 
101 
102 
99 
98 
96 
99 
100 
104 
100 

109 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

Period. . . . 

55 

45 

40 

39 

46 

50 

47  I 

40  : 

43 

43  ! 

35 

40  i 

36 

45 

46 

57 

47 

31 


4.85 
5.91 
2.86 
3.74 
3.10 
3. 33 
5.91 
4. 66 
3.63 
2.  .38 
2.56 
5.75 
3.87 
0.97 
5.42 
3.42 
1.15 

3.85 


Average  11 11  m 

)p  r  of 

iliiys. 

^ 

^■■^ 

>i 

0; 

X.  3 

%.  = 

- 

10 


10 

12 

13 

11 

15 

9 

13 

9 

15 

12 

13 

13 

10 

7 

14 

7 

14 

9 

16 

8 

17 

8 

12 

8 

18 

5 

22 

6 

16 

8 

19 

8 

18 

8 

15 

9 

Ufa 

w. 


ne. 
ne. 
ne. 


t 


6  I  ne. 
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Septembek,  iy22. 


stations. 


E<islerii  Porlion. 

)  Maximum  .. 
Alleiulale  §9 (  Minimum . . . 

i  Maximum  . . 
Blat^kville )  Minimum . . . 

\  Maximum  . . 
Bowinau )  Minimum... 

)  Maximum  . . 

Charleston (Minimum... 

,,  y  Maximum  .. 

CliHi-a WiS? (  Minimum . . 

)  Maximum  . 
C'onwiiy i  Minimum.. 

*  Maximum  . 
Darlington  S^* /  Minimum.. 

\  Maximum  . 
FerRusonW )  Minimum.. 

)  Maxinuun  . 
Florenct!  1   (  Minimum.. 

)  Maximum  . 
Qarnett /  Mininunn.. 

S  Maximum  . 

<ieorKetown (  Minimum.. 

Maximum  . 
Kinsjstree j  Minimum.. 


Orangeburg  1 

Pari.s  IslaiidW.  ... 
Society  llillS^SV... 
Summerville  .. ., . 

Wedgefield 

Yemassee 


)  Maxinuim  . 
(  Minimum.. 
)  Muximnm  . 
)  Minimum.. 
)  Jlaxinuun  . 
I  Minimum.. 
s  .Maximum  . 
t  Minimum.. 
i  Maximum  . 
(  Minimum.. 
)  Maximum  . 
I  .Mininunn. . 


Western  I'm  lion. 


Aili.-n 

An'ierson 

Calliouu  ^'alls'sSV 

Cam.ienS^S^ 

Cliester 

clenison  CdIIi-ki' 

Columbia 

Due  West 

ilreenville 

(ireenwdod    


Heath  Springs 

Kersliaw 

I.aniiruni 

l,aurens\S's\ 

I.ll.ert.v 

I. idle  MonntuiTi  . . , 

Monetta 

Ne»lieiT.v 

.Srilnila  

.Siiiitnc  U 


\  Maxinunn  . . 

■  (  Minimum. .. 
\  .Maximum  .. 

•  )  Minimum... 
)  .Maximum  .. 

•  (  Minimum. . . 
)  Maximuu'  . . 

•  (  ^lilnnnnn. .. 
\  Maximum  . . 

•  (  Mininuim... 

(  Maximum  . . 

■  )  ^^ininulm. . , 
)  Ma.xininm  . , 

•  )  Minimum. . 
S  -Maximum  . 

■  (  Minimum. . 
\  Maxmnini  . 

•  i  Minimum.. 
\  Maxinuun  . 

•  )  Minimum. . 

S  Maxinumi  . 

•  (  .Minimum.. 
j  Maximimi  . 

•  (  Minimum.. 
\  Maximum  . 

•  '  Minimum.. 
)  Maximum  . 

•  I  Minimum. . 
(  Maximum  . 

■  /  Minimum. . 

\  Maximum  . 

•  t  Minimum. . 
)  Maximum  . 

■  '  Minimum. . 
\  Maximum  . 

■  •  '  Minimum. . 

j  Maximum  . 
■•  )  Minimum. . 

)  Maximum  . 
■■  )  Minimum.. 


Dally  Temperatures  for  September,  1922. 


93 


Spiirlanhmsr 

I'retnon 

W.illialla 

Winnsljoro'Ss^ 

Winllu'dii  ('oi)pfro  . . 


LMaximum  . 
(Minimum.. 
j  Maximum  . 
(  Minimum. , 
j  Maximum 
(  Minimum, 
j  Maximum  . 
(  Minimum. 
(  Maximum  , 
(  Minimum., 


85 

n\ 

93 
63 
91 
65 

94 
65 
93 
64 
97 
6' 
95 
65 
95 
63 
90 
65 

W\ 
6-i\ 
90 
68 
93 
60 
92 
64 
95 

"gi 

64 


90 
75 
93 
71 
89 
72 

92 
72 
93 
70 
94 
73 
96 
70 
91 
70 
91 
73 

94 
66 
93 
72 
91 
69 
93 
71 


11   12   13 


14   15   16 


19  20  21 


24  25 


■166195  "92  "93"93j  "9i  90 
71  70i  70  65  65|  66  67! 


90| 
76| 
93 

70 
90| 
72! 


90  91 

72,  71 

92  93 

71  69 
90|  90 
73 
99I  94 
71 

92!  90 
71 

901  90 

72|  71 

94!  9- 

72  71 

93  94 


85 
74 
94 
69 
90  87 
71 


85l  84  84 

761  73  76 

95  92  91 

68  64 1  63 


95  91! 
69i  71 


94  98 


66  68 


93  90 
72  69 


94 1  93 
65 


9J1 
73 
93, 

rq 

91 
69 
90;   91 


90 
65 

88 

691  61 

871  88 

711  68 

891  90 

73!  6' 

881  90 

69  65 

89|  88 

69:  65 

89! 

701  63 

88;  89 

74:  71 

91  89 

68;  64 

91!  90 

73  68 

941  9-. 


70  68 


91 
65 

87  89 
70i  65 
94]  95 


69  67 

90  90 

65  68 

90  90 

69  67 


891  92 

64  65 

89  90 

71  69 

941  94 


89'  89  88  90 
72  65  69  66 


1 
96 

72.  7-2i 
95j  90| 
70'  68i 
9! 
71 


90  90 

70  67 

92  93 

70 


90 


88 
73 
88 
71 
89 
69 

89 
67 
89 
66 
S9 
68 
91 
70 
95 
69 
88 
6' 

90 

6 

88 

69 

90 

67 

89 

68 

94 


94  92 

67   67 


851  ^-^ 
741  75 


91  92|  91 
69|  68;  67 


90  76 

63!  6 


85l  85| 

75;  75, 

94  93 

67  65 


90 

65!  70 

90 

<i7 

90 

68 

90 

68 

90 

69 

88 

69 


88 

65  68 

90 

70 


64 


92 
67 

69 
6 
85 
70 
89 
70 
92 
68 
89 
69  69 


89!  88 
69'  70 
92!  92 


92  90  90,  89  90 
67  70  67  69  69 


87 


69  63i  '■'!' 

88  89!  ''8 
73I  691  fi» 


8' 
66 
85 
65 
921  til  9"'  *5 
63  63  '''^  69 
96  94  9J  92 


91 

65 
88 

72:  72 
00  90 
69  70 


90;   90 

661  63 

88l  88 


70 


71 
93 

701  71 


90  90 
69  69 
93   "" 


70  69 
93 

70 


95 

97 

65 

68 

93 

93 

76 

77 

97 

97 

62 

63 

95 

96 

66 

68 

85 

95 

61 

62 

95  93 1  95 
67  69  68 


93  95 

68  69 

92  95 
7ll  71 
981  100 
65!  65 

93  94 
7l!  70 
90|  95 
70  71 


89  90 

68!  67 

921  91 

69  64 

93  91 


901  91 

69|  68 

W>\  95! 

661  R7I 

on  90; 

70  68; 


96  95, 

68  64 

89  90 

69!  68| 

93  92, 


68 


67, 


91 
67 
85 
63 
79 
63 
80 
65 1  63 


87      88 


80 


Mean. 


85     84     90     76l    891    90     83 
61     57     63     60     68     60     62 


81      8'. 


68      6(i 
86      82 


90      83 


83     80 


83     85 
61      55 


62 


81  81 

63 
80 
59      571 

82  86! 
60 


55 


1  71 
62 
74 
62 
76 
62 
85 
60 
74 
61 

76 
61 
74 
62 
80 
57 
69 
60 
78 

"78 
5' 


83 
58 
83 
60 
86 
53 
85      85 


86 
62      69 

92i  8'. 
59 
8' 
60 


77;  79 
67l  64 
78 
61 


90 
54 
84 
62 
93 
60 
86 
60 
8' 
60     63 


90     93 
52     55 


84 

57 

91 

56 

85 

51      61 

90     95 


881     86,     78.. 
57     54;    60  . 


83 

51      53 


8' 
54 
91 
65 
89 
62 
86 
65 
88  '  89 
58     64 


88     92 


771    79. 
67!     67  , 


86     80 
57     54 


83 
61 
80 
62 

yf-, 
55    54 

83     85 


91      91 
50     56 


85 
58 
81 
63 

80     88 
57;     59 

83|  86 
631  651 . 
801  831. 
59  601  _ 
78,  83  . 
58     CO, . 

811  861. 
57|  62, . 
84     84. 


64 

65i 

82 

84 

56 

55 

79 

85 

62 

63 

89 

87 

80 

"86 

62      63; 


85      83 


53 

80 
61 
81 
.■^7 
78 
.■^8 
79 
65 

78 

5' 

83 

58 

8? 

51 

79 

55 

83      89 

65     54 


Keferenre  letters  («  b  c)   at>pearini?  in  the  table  indicate  ntimber  of  days  missing:  for  example,  "  represents  two  days  missing  etc. 
...  Tu^trTrntsTre  read  in  the  morning-,  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  .vlneh  >t  almost  always  occurs. 


89.6 
64.3 


83.2 
70.5 
88.8 
63.5 
85.1 
65.3 

f87.8 

•65.1 

86.4 

63.9 

86.4 

65.6 

"89.1 

•=66.3 

87.4 

64.2 

84.8 

64.8 

87.0 
64.0 
86.5 
67.6 
86.7 
62.8 
86.5 
66.1 
91.2 


64.'; 


87.5 
65.6 
86.0 
65.  5 
88.9 
58.1 
89.2 


85. 

4 

60.9 

85.9 

66. 

5 

85. 

5 

63. 

9 

83. 

4 

64. 

2 

83. 

3 

63. 

7 

84. 

5 

63 

7 

87 

7 

6? 

5 

85 

3 

61 

7 

84 

4 

60 

8 

85 

6 

61 

4 

86 

7 

65  2 

'87 

9 

(-4 

8 

•88.4 

87.5 
61.7 

87.fi 
61.4 
86.9 
64.7 

88.7 

'86.9 

»f3.2 
87.8 
61.4 
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U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
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SOUTH   Cfll^OlilNfl  SECTION- 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vor..  XXV.       Columbia,  S.  C,  October,  1922. 


No.  10. 


GENERAL  SV1IMAR7. 

The  weather  for  the  month  of  October  was  exceptionally 
moist.  The  amounts  of  precipitation  and  the  periods  of  rain- 
fall were  fairly  well  distributed  over  the  State  throughout  the 
month.  Temperatures  were  generally  above  normal,  with  sun- 
shine somewhat  above  the  October  average. 

Normal  progress  was  made  in  harvesting  crops  in  season. 
Cotton  picking  had  l)een  finished  at  the  close  of  the  month,  ex- 
cept in  the  northwestern  counties,  where  a  few  scattered  fields 
remained.  Corn  harvesting  was  well  under  way,  and  the  dig- 
ging of  sweet  and  Irish  potatoes  were  nearing  completion. 
Plowi(\g  was  progressing  as  well  as  soil  conditions  permitted, 
but  the  weather  was  generally  unfavorable  for  this  work,  except 
during  the  last  week,  when  sowing  of  oats,  rye,  and  winter 
wheat  was  carried  on  extensively,  and  the  early  planted  grains 
were  coming  to  good  stands.  Vegetables  were  somewhat  im- 
proved by  the  rains,  and  apples  were  plentiful  on  market. 
Afolasses  making  was  becoming  general  at  the  close  of  the 
month.  ■  .J.  F.  J. 

PRESSURE. 

'I'lie  mean  sea-level  pressure,  determined  front  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  80.04  inches.  The  highest  pressure  was  .80.42  inches 
at  Asheville  and  Charlotte,  N.  C,  on  the  18th,  and  in  the  Sec- 
tion proper,  30.38  inches!  at  Greenville  on  the  same  date;  the 
lowest  pressure  was  29.fi6  inches  at  Charlotte,  N.  C,  and  at 
Greenville,  S.  C,  on  the  8th. 


periods,  from  the  6th  to  the  10th,  14th  to  18th,  and  on  the  23d 
and  24th.  Tiie  amounts  were  greatest  over  the  coastal  plain 
and  portions  of  the  lower  Piedmont,  and  smallest  over  the  up- 
per Piedmont  and  the  south-central  counties.  The  greatest 
local  monthly  amount  was  9.00  inches  at  Effingham,  Florence 
County  ;  least  local  monthly  amount,  3.04  inches  at  Orangeburg, 
No.  2,  Orangeburg  County.  The  greatest  24-hour  amount  at 
any  station  was  4.50  inches  at  Effingham,  Florence  Count>,  on 
the  9th.  The  average  number  of  rainy  days  was  60  per  cent 
above  normal.  

WIND. 

The  prevailing  wind  was  from  the  east.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.9  miles.  The  highest  average  velocity  was  10.7  miles  per  hour 
at  Savannah,  and  in  the  Section  proper,  10.5  miles  per  hour  at 
Charleston ;  the  lowest  average  was  3.8  miles  per  hour  at  Char- 
lotte, N.  C,  and  in  the  Section  proper,  5.1  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  M-as 
32  miles  per  hour  from  the  northeast  at  Charleston  and  Savan- 
nah on  the  13th.  

SUNSHINE    AND    CLOUDINESS. 

Tlie  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa-  231.6  hours,  or  63%  of  the  possible 
amount.  The  average  number  of  clear  days  was  18;  partly 
cloudy.  5,  and  cloudy,  8,  as  against  normals  of  17,  7,  and  7 
days,  respectively.  

RIVER  CONDITIONS. 

The  Santee  River  was  at  or  above  flood  stage  at  Rimini 
from  the  19th  to  the  22d,  and  at  Ferguson,  from  the  20th  to 
the  24th.  Otherwise,  the  various  rivers  of  the  Section  were 
relatively  low  throughout  the  month. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
cords of  37  stations,  was  64.5°,  or  0.9'^  al)ove  the  normal. 
The  liighest  temperature  was  94°  at  Florence,  No.  1,  Florence 
County,  on  tlie  4th  and  5th.  The  warm  periods  were  from  the 
3<1  to  tlie  9th.  16th  to  17th,  and  28th  to  81st .  The  lowest  tem- 
perature was  31°  at  Landrum,  Spartanburg  County,  on  the  25th. 
The  cool  periods  were  from  the  11th  to  the  16th,  and  from  the 
19th  to  the  25th.  Light  frosts  occurred  over  the  higher  eleva- 
tions of  the  Piedmont  on  the  19th  and  20tb.  but  killing  frost 
was  reported  from  the  extreme  northern  section  of  Spartanburg  j 
County  only.  i 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  82%  :  noon,  56%  ;  8  p.  m.,  68%. 
The  highest  percentages  occurred  along  the  coast,  and  the  low- 
est, in  the  northern  interior. 


MISCELLANEOUS   PHENOMENA  (dates). 

Fro><ff>,  killing. — Landrum,  25. 

HaJoi<—Lvvar:  Charleston,  2,  4.  6:  Due  West,  2,  4: 
Greenville,  2.  5:  Liberty,  2,  4,  5;  Walhalla,  25.  Solar:  Col- 
umbia, 3;  Due  West,  2.  23;  Greenville,  2,  4,  13. 

Fo(7,  rffHse.— Charleston,  28;  Cheraw,  5;  Columbia,  30; 
Gartiett,  23;  Georgetown.  5,  30.  31  ;  Greenville,  7;  Kershaw. 
5;  Kingstree,  28;  Monetta,  31;  Rimini,  30;  Santuck,  31; 
Trenton,  31  ;  Winnsboro,  31;  Yemassee,  23. 

MISCELLANEOUS  DATA  FOR  OCTOBER,  1922. 


Temperature, 
decrees  Fall  v. 


Preeipita- 
tioii, 
inolies. 


So 


Wiii<1. 


I    c«   ' 

fc'  —  >~-  (/      •-  c 

-  r  c  Pi  >  5 


Mean 

relative 

liiiiiiidit.v. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
5.57  inches,  or  2.48  inches  above  the  normal.  The  rainfall 
was  fairly  well  distributed,  and  occurred  in  three  well  defined 


Asheville,  N.C... 

Augusta.  iJa 

Oliarlestoii.  S.  ('.. . 
charlotte.  N.  C  ... 

Cohimhia.S.  (' 

Due  West.  S.C 

Oreenville,  S.  C.  . . 

Savannah.  Cia 

Wilniiufftoii.  N.  C. 

Means  ami  ex-  * 

tretnet ' 


9<\.m 

■M).  02 
30.  01 

SO.  n,"! 
m.  04 

30.06 
.^0.  03 
.30.  00 
30  04 

30.  04 


56.6 

81 

.32  !  3.  36 

1.59 

66.5 

87 

43  j  6..'i0 

2.75 

68.7 

86 

52  1  5.  72 

2.41 

62.8 

fl 

43  1  5.32 

2.26 

65. 2 

86 

42  I  G.65 

2.82 

62.6 

86 

40  i  3.14 

0.  96  1 

62.  4 

84 

42  4. 77 

2.92  i 

69.0 

89 

54  i  4  94 

1.69  ' 

66.1 

84 

45  6. 40 

2..5- 

64  4 

89 

32  '  5  20 

2.92  ' 

5.4 
4.5 
10.5 
3.8 

.5.7 
7.6 
7.  5 
10,7 
6.0 

6.9 


SB. 

e. 
lie 
lie. 
ue. 

ne 
ne. 
lie. 
lie. 


87 

47 

60 

82 

54 

72 

85 

68 

83 

75 

46 

61 

.82 

.50 

64 

81 

56  : 

77. 

5& 

61 

87 

66 

80 

K6 

58 

78 

S2.  i.,56--  68      63 
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Cliinatolog-ical  Data  for  October,   1922. 


KdMrni   I'lirlioii. 

AllHiidule  

BliipkviUe 

Bowman 

Cliarlcstoii 


rhoraw 

Conway 

Darlinston  .. 
KtVnisrIiiun. . . 
Toignson 

Florence  1 . . . 
Florence  2. . . 

fiarnett 

(ieorgetowM 
Kings  tree..   , 


Orangebnrgl     

Oraiigcbtirg'2 

Paris  Island 

PinopolJs  *• 

(Uniinf 

Society  Hill 

SnnniK^rville 

V\'e<lgefield  ........... 

Vf'niassee. .. .-. ,. 

Division  means  and 


Wenleni  I'oilion. 

Aikf'ir.  ■ 

Anflerson 

Hlsiirs 

Calironn  Falls ''. 

i'anldon  ............ 

Catawba 

Chappells 

Chester 

Clemson  College  . . . 
Columbia 


Due  West 

Kdgelield 

fiaston  .Shoals  tt 

Greenville 

(ireenwood 

Heath  Springs 

Ifershaw 

Landrnm 
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Precipitation,  in  in<'lies.      Number  of  days. 
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li.  ii.  Vance. 

Mrs.  I).  B.Sanders. 

Olin  P.  Kvans. 

I' .  S.  Weather  Bureau. 

I'olaml  B.  I'owe. 
Paul  Qualllebamn. 

D.  C.  McCall. 
Wm.  B.  (;illesi>ie. 
Henry  (;.  Savage. 

H.  K.Ciliiert. 

Pee  Dee  F,xi>erinienl  sta. 

Miiner  li.  Itobert. 

A.  P.  Hazard. 

W.  H.  Mattliews. 

I  IT.S.  Fisheries  Station. 
State  A.  ami  M.  College. 
I  V.  S.  Marine  Corps. 
'   NHss  K.  P.  liavenel. 

Bovkin  K.  Caiitey. 

E.  D.  Fields,  .Tr. 
K.  P.  Lawton. 

W  Hampton  Kamsey. 
\V.  C.  llnlsun. 


Frank  B.  McCoy. 
11.  H.  liussell. 
Esther  B.  Owens. 
I,.  M.  Parker. 
Henry  A.  Brown. 

.lames  (".  Faris. 
Oeorge  V.  Clainp. 
J.  C.  Cornwell. 
I'rof.  F.  II.  H.Calliniin. 
11   S.  Weather  Bureau 


U.  S.  W.  li.  Aerological  sia. 
.).  A.  Tow  nsend. 
S.  v.  l.t..  Power  A  By.  <'o. 
r.  S.  Weatlier  Bureau. 
M.  M.  Callionn. 


.1.  IMarvin  Bowers. 
,1ohn  W.  Hamel. 
K.  Hartwell  Wilds.  D  D  S. 
I'erry  A.  SinuLSon. 
.lolin  T.  Boggs. 

.1.  M.  Sease.  M.  I>. 
.loseph  M   .lohnson. 
Sue  i!lla  Peterson. 
.loshna  Y.  .loucs. 
.J.A.Hunt. 


E.  W..leter. 

F.  P.  Hobinson. 
Mrs.  S.  Iv  Long. 
H.  W.  Brandt. 

Kev.  Oliver  .lohnson. 
K.  F.  (iooiling. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  inore  y-^ys/'f  >J^o''1'    '*",''/"  {l^l'^^-o.^rn/s^ 
determining  section  or  division  means.     Heference  letters  C.  •■.  c,,  appearing  in  the  table  in.licate  number  of  days  miss,  ig:  f"^'-" '"I^  ^1 ''  .^  f^'','^''!',  "/' .''^'^^  "^^^ 

+  Also  on  other  dates'.    ++  Iteceived  too  late  to  be  included  in  nteans  and  sunnnaries.    ••Temperature  <  ata  are  from  observed  readings  ol  '  >e  drj  1  u!b .  nu  ans  are  r  om- 
pnted  from  observed  readings.      ttP„st-ofhce  addresses  of  these  stations  -ire  as  follows:     Of  Oastou  Shoals.  Blacksbiirg:  r.l  W  nitliiop  (  ob.-_'e    Ko(  k   mil. 

T    Precipitation  is  less  than  0  01  inch  01  rain  or  melted  snow  . 


ERRATA. 

Col.l-MP.r.\.-D,iily  precipitation  tor  Sept^m1>e,r  4th  and  5th,  1922,  page  37.  should  be  1.43  and  0.19  respectively. 


October,   1922. 
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Daily  Precipitation  for  October,    1922. 
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Broad 

1 

—  — 

■■■■'■:.■ 
........ 

•6.-21 

ViiilliroiiCiiilege 

1 

Catawba 

.!;■]!;.■  ;'.:;:;';.'""n.5i. 25 .45j  .23 .51 .... 
1     '     i     r    /    !     !     :     i 

...'!'!.'  .(12  !i'o 

3.99 

Kxci-pt  as  otherwise  indicated,  oh.servalions  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recordeil  is  for  the  24  hours  ending  at  the  time  of 
ol.servaliou.  I|||  Precinilatioii  measured  in  tlie  morning:  amount  then  recorded  is  for  the  prec.edlng  24  hours.  ***  Begnlar  Wcatln'r  Bureau  stnlion:  i>re(.iiiilalinn  is  for  !lie 
24-h<nu.  period,  midnight  to  midnight.     *  I'reeipitntioii  included  in  the  next  following  measurement.     tSepnrate  ■h\tes  of  falls  not  recordeil.    '1'    'Iriice.  or  less  thanO.nl    inch. 


COMPARATIVE  DATA  FOR 

OCTOBER. 

'I'emperature. 

rre(.ipii!ition. 

.\verage   n  n  ni  hor  of 
days. 

be  ,        1 

-  a; 
..-  ^    .  -i 

Year. 

Temperature. 

Precipitation. 

Average  n  n  m 
days. 

he  r  of 

tc  i. 

Vc»r. 

5 

7. 

5 

-r 

5.  96 
4.18 
1.66 
4.06 
1.63 
0.  (10 
4.92 
4.  95 
1.15 
1.41 
3. 23 
3.  82 
5.01 
3.  65 
0.  89 
4.40 
2.  63 
1.10 
1.97 

8 

i. 

>1 

i 
1 

1 

a 

9 

oj  p  c  c 

1 

a.  0 

5 
0 

1.887 

61.4 
.59.  3 
00.8 
63.  0 
60.  2 
63.  8 
64.4 
64.2 
61.3 
61.3 
65.  8 
62.  9 
64.2 
67.6 

62.  4 

63.  2 
62.  0 
62.  4 

64.  2 

91 
88 
88 
<I0 
9'^ 
89 
90 
98 
9.5 
91 
'    96 
90 
91 
95 
92 
95 
93 
98 
93 

30 

31 

27 

22 

28 

27 

25 

33 

28 

28 

35 

28 

34 

33 

29 

30 

25  . 

26 

29 

n.         ! 
sw 

1906 

61.9 
61.2 
(i2. 0 
61.2 

66.  5 
67.5 
6.5.0 

62.  5 
64.7 
67.0 
64.0 
59. 3 

67.  3 
73.7 

■64.1 
62:6 
(1-1.  5 

63.  (I 

90 
91 
89 
96 
100 
99 
94 
95 

'^ 

93 
■    101 
92 
90 
91 

101 

•24 

28 
35 

22 
37 
32 
28 
26 
27 
31 
22 

44 

25 

.>.l 
22 

3.69 

0.73 
4.22 

2.  43 
4.. 39 
.5.89 
2.21 

3.  ,56 
3.44 
4.95 
2.54 
1..-.0 
3.  75 
2. 53 
11.76 
1.79 
.5.  57 

3.119 

3 

6 
5 
6 

8 
5 
6 

S 

s 
5 
4 
5 

4 

S 

6 

14 
19 

19 
23 
20 
12 
18 
19 
13 
IS 
16 

15 
13 
■21 
21 
Is 

18 

6 

6 
5 

9 
4 

6 

5 

10 
1 
4 

5 

6 

11 
5 
6 
3 
4 

10 
9 
6 

11 
6 
8 
3 
8 
8 
3 
6 
8 

lie. 

18S.S 

1907 

ne. 

H!<9   . .    . 

n. 

1908 

lie. 

ISW 

1909 

lie 

liSOl 

nw. 

1910 

lie. 

i8it2 

1  e. 
ne. 

ne. 

1911 

1893 

5 

3 
4 
5 
9 
6 
9 
3 

5 
3 
6 

is 

20 
20 
15 
14 
14 
14 
13 
2'> 
?9 
IS. 
23 
15 

7 
6 

\ 

s 
(') 

5.- 
6 
5 
6 

6 

,5 

19V' 

ne 

1891 

1913 

1914 

1915 

1916 

lie 

189.5 

4   ,   ne. 
s      ne. 
9      ne. 
9      ne. 

1896 

1897 

lie. 
sw 

1,'<9S. 

1917 

IS99 

1918 

I9;h) 

11      ne.            1919 

sw. 

19,11 

3      ne. 
7      ne. 
7      U- 
J^>       ne 

1920 

1912   

1921 

1922 

1903 

19  M 

Period   . . 

19' 15 

ht 

ne. 

lie 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


October,  1922. 


stations. 


Eastern  Portion. 


Allendale  $$ 

Blaokville 

Bowman 

Charleston 

OherawJvS 

Conway 


Maximum  . 

Minimum.. 
I  Maximum  . 
!  Minimum.. 
i  Maximum  . 
I  Minimum.. 
I  Maximum  . 
I  Minimum.. 

Maximum  . 
(  Minimum.. 
i  Maximum  . 
i  Minimum.. 


< ,  >  Maximum  . 

Darliiiffton  S^SV J  Minimum. . 

i  Maximum  . 
FerKUSon  M \  Minimum. . 

)  Maximum  . 
Florence  I   /  Minimum.. 

i  Maximum  . 
rtarnett t  Minimum.. 

i  Maximum  . 
(jeorttetown ,  Minimum.. 

I  Maximum  . 
Kingstree |  Minimum.. 


OranRebiirg  1 

Paris  IslanilS^\'i 

Society  HillS^S^ 

Snnimerville 

Wedgefield 

Yemassee 


Maximum  . 

Minimum.. 

Maxinunn  . 

Minimum.. 
I  Maximum  . 
!  Minimum.. 
I  Maximum  . 
'  Minimum,. 
I  Maximum  . 
(  Minimum. 
I  Maximum  , 
f  Minimum. 


Wfxleni  fiivlioti. 


Aik«n 

Anderson 

Calhoun  Falls\\'J. 

(!am<ten# 

Chester 


\  Maxinunn  . 
\  Minimum.. 
Maximum  . 
I  Minimum.. 
\  .Maximum  . 
\  Minimum.. 
\  Maximum  . 
i  Minimum. . 
S  Maximum  . 
\  Minimum. . 


,„  ,,  ,,  S  Maximum  . 

rloinsnn  College  ....  (Minimum.. 

-,  ,        .  ,  )  iNiaxinuim  . 

ColnmbU i  Minimum.. 

„       ,,,     .  \  .Maximum  . 

Due  West I  Minimum.. 

,,  .,,  )  Maximum  . 

^^•■«P"^''"<' I  Minimum., 

,  S  Maximum  . 

'''■'"''"""""'   I  Minimum.. 


Heath  Springs 

Kersliaw 

Landrum 

I.aurenss^'sS 

[.ilierty 


Little  Mountain  , . . 

Monetta 

Newberry 

Saluda 

Santnck  

.Spartaiihnrff 

'rrenton 

Walhalla 

Winnsboro  W 

Wiiithrop  College  . 


)  Maximum  . 
)  Minimum. . 
S  .Maximum  . 
(  Minimum. . 
S  Maximum  . 
)  Minimum. . 
S  .Maximtim  . 
'  /  Minimum. . 
j  Maximum  . 
1  Minimum. . 

)  Maximum  . 

•  )  Minimum. . 
S  Maximum  . 

•  '  Minimum. . 
S  Maximum  . 

■  '  Minimum. . 
\  Maximum  . 

•  )  Minimtim.. 
\  Maximum  . 

■  )  Minimum. . 

S  Maximum  . 

•  t  Minimum, . 
<  Maximum  . 

•  (  Minimum. . 
(  Maximum  . 

•  )  Minimum. . 
S  Maximum  . 

•  '  Minimum. . 
S  Maximum  . 

•  I  Minimum. . 


Daily  Temperatures  for  October,   1922. 


89  81 
57  61 


88 
58  62  60 


73  77 
66  69 


5   6 


86  85 
60  .59 


10   11 


13   1-J   1-5 


19  20 


83  84 

6n|  64 

83,  82 

61 !  60 

841  85 


93 
55 
85 
59  62 


8S  88 
61   60 


54; 

86i 


84 
52 

82 
60 

831 
58, 
811 
61' 

81  [ 

55! 

I 

sn; 

56i 
85' 
56j 
82 
,54  i 
82: 
53i 
81 
53| 

83: 

,551 
85' 
f,< 
86 


52 


79  84 

581  fiP 

84  j  90 

60  5C, 

85 

54 

83 

54 

S4 

55 


85  85  87 
50  49,  53 


83  84 

55  56 

84]  84 

58|  57 

85:  85 

.54;  .56 

84.  85 

56'  .5' 

Sfif  89 

54:  55 


90  8 
55  60 


86  89 


66 


68 


63 


70 


84i  83! 


K3 


62  71 

761  75 

65  64 

701  8;i  83 

.571  .571  60 

89  ^     **6 
70  71 


78 

83 

82 

.59 

63 

(i5 

87 

S3 

8" 

fi7 

62 

63 

75 

83 

82 

56 

63 

60 

89 

S.'i 

83 

,59 

66 

80 

8."; 

82 

61 

65 

67 

87 
67]  72 
89i  85 


75  83 
50|  55 


7] 
64i  49 

70!  6' 
551  40 
64  i  69 
55!  41 


46 


68   60 


67 

68 

47 

42 

72 

72 

55 

51 

67 

67 

47 

45 

65 

66 

48 

45 

67 

67 

49 

48 

79 

73 

54 

.50 

84 

71 

.541  47 
68i  68 


75 

5 

81 

47 

76 

49 

82 

4' 

7 

46 

84 

49 

SO 

4« 

80 

48 

76 

48 

78 
46 
76 
55 
80 
48|  46 
75  78 
.52  48 
76|  82 
48|  .50 
75'  80 
48i  46 


49 


53 


65 

"si 

55 

61 

83 

'"85 

68 

70 

70 

72 

59 

62 

84 

85 

65 

73 

72 

80 

58 

61 

86 

84 

58 

71 

72 

73| 

72  65 

49  50 

65]  .59 

oo]  .52 

611  .55 


70 
61 
75 
.58 
73 
69; 

71 
59 
72 
61 

76 
60 
75 
■59 
74 
55 
72 
59! 
i 
75} 
62 
68 
64 
70 
.59 
■?5 
59i 
78 
55 
72 
66 


70 
58 
72 
43 
69 
46 

69 
43 
74 

IS 
67 
40 
73 
50 
71 
49 
69 
47 

70 
48 
70 
5C 
68 
43 
71 
49 
80 
46 
74 
49 


73 


23 


24 


58i  58 
76 
43 


78 
44 
78 
49  51 


45!  49 


28 


Mean. 


72 
50 
70 
45  50 
"^  75 


75  69 

53  39 
70i  671 

54  47 
70[  65 
51:  44 
69  63 
54|  45 
72  67 
57  45 


73! 

38 

72 

45 

70 

45]  49 

691  67 

44  51 

64!  69 

43i  48 

I 

7o|  68 

42]  43 

73i  7 

431  4 

70]  69 

39|  43 

69  68 
431 
69 
50 


76  6' 

45  44 

78  66 

50  4 

73!  68 

48]  43 

8nl  71 

52,  51 

9]  78  70 

481  51  i  4B 

781  76]  6" 

50  49  48 


73  741 

53  55] 

73|  69 

49  51 


70]  69 

43  471 

73]  741 

.52|  50] 

721  7ll 

501  50] 

70,  62| 

511  50! 

69]  67) 

48|  50 

70;  71 

441  45 


73 
41 
66 
55 
70 
45  .. 
72i  63 
44  46 


68   64 
46:  40 


6' 
43 

64  71 


50 


72 
49 
77 
49 
74 
39  42 


49 


87  87 
60  55 


42  46 

72  82 


35]  40 
. ..   78 


46  55 


39  41 


74 
49 
74 
51 
83 
53 
80 
59 
76 
51 
72 
43  54 


80.2 
53.6 


75.1 
62,3 
78.9 
50.8 
77.2 
55.4 

•77.4 
'51.1 

78.6 
53.2 
77.5 
54.0 
80.1 
•54.7 
79.4 
54.5 
76.7 
54.4 

79.0 
54.4 
78.0 
59.5 
76.9 
50.6 
79.2 
.56.8 
80.4 
53.6 
79.6 
56.3 


76.3 
55. 5 
72.9 
53.8 
75.7 
45.5 


74.4 

48.7 
75.3 
55.2 
72.8 
52.4 
71.8 
53,1 
72.1 
51.4 

74.2 
51.9 
76.3 
.51.7 
74.0 
49.1 
'■72. 3 
''48.9 
74.1 
49.3 

74.0 
52.9 
75.9 
51.5 
76.3 


Reference  letters  («,  l'.  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  "  represents  two  days  missing,  etc. 
^^\  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  rea.l  is  charged  to  the  preceding  day.  on  which  it  almost  always  ocurs. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief. 
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CLIMATOLOGICAL    DATA 


SOUTH   Cflf^OLil^Ifl  SECTION. 


RICH  ABB  H.  SUIililVAN.  Meteorolo  grist. 


Vor..  XXV.       Columbia,  S.  C,  November,  1922.  No.  11. 


GENERAL  SUMMARY. 

The  rainfall  of  November  averaged  the  lowest  of  record. 
The  month  was  somewhat  warmer  than  usual.  Mild  weather 
prevailed  generally  during  the  first  three  weeks,  followed  by 
temperatures  below  the  seasonal  average. 

Winter  cereal  planting  proceeded  throughout  the  month, 
with  good  stands  of  wheat,  oats  and  rye  where  soil  moisture 
was  sufficient.  In  large  areas,  however,  the  prolonged  rela- 
tively dry  weather  retarded  germination,  and  much  plowing 
and  planting  were  suspended  on  account  of  hard  ground. 
Lack  of  moisture,  likewise,  was  reflected  in  the  condition  of 
pastures  and  winter  gardens  and  truck,  which  \^ere  badly  in 
need  of  rain  at  the  end  of  the  month. 


PRESSURE. 

Tiie  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.17  indies.  Tiie  highest  pressure  was  30.58  inches 
at  Aslieville,  N.  C,  on  the  lltii,  and  in  the  Section  proper, 
30. .53  inclie.-!  at  Cliarleston  on  the  30th;  the  lowest  pressure 
was  29.50  inches  at  Cliarleston  on  the  28th. 


TEMPERATURE. 

The  moiillily  mean  for  the  Section,  determined  from  re- 
cards  of  39  stations,  was  54.8°,  or  0.9°  above  the  normal. 
The  higliest  temperature  was  88°  at  Orangeburg  No.  1  on  the 
15tii,  and  at  Sunnnerville  on  the  11th.  The  warmest  periods 
were  from  the  1st  to  tlie  Sth  and  from  the  12th  to  the  20lh. 
The  lowest  temperature  was  17°  at  Walhalla  on  the  29th.  The 
coldest  periods  were  on  the  lOlh  and  11th  and  during  the  last 
9  days.  The  fir.st  general  autumn  killing  frosts,  or  freezing 
temperatures,  occurred  in  the  Piedmont  on  the  10th  and  11th, 
over  the  central  sections  from  the  21st  to  the  23d,  and  in  some 
sections  of  the  low  country  between  the  25t]i  and  29th. 


HUMIDITY. 

The  mean  relative  humidit.v,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  as  follows:  S  a.m.,  80%;  noon,  52%;  8  p.  m..  65%. 
The  highest  percentages  occurred  along  the  coast  and  over  the 
lower  Savannah  drainage  area,  and  the  lowest,  over  the  north- 
central  interior. 

PRECIPITATION. 

The  average  for  tlie  Section,  51  stations  reporting,  was 
O.fil  inch,  the  lowest  of  record  for  November,  and  1.07  inches 
below  normal.  Light  showers  occurring  in  four  periods  in  the 
western  portion,  and  three  periods  in  the  eastern.  The  amounts 
were  uniforml.v  below  normal,  ranging  from  somewhat  above 
one  inch  in  small  areas  up-State  to  Traces  and  no  rainfall  in 
sections  of  Beaufort,  Ja«per,  Hampton,  Colleton,  and  Dor- 
chester Counties.  The  greatest  local  monthly  amount  was  1.29 
inches  at  Cheraw;  least  local  monthly  amount,  0.00  inch  at 
Paris  Island.     The  greatest  amount   in  any  21  hours  was  0.71 


inch  at  Gaston  Shoals,  Cherokee  County,  on  the  27th.     The 
number  of  rainy  days  was  40%  below  normal. 

Snowfall,  ranging  in  amount  from  Trace  to  1.0  inch,  oc- 
curred in  many  sections  of  the  State  on  the  26th,  27th,  and 
28th.  Sleet  occurred  at  Garnett  on  the  26th,  at  Chester  and 
Conway  on  the  27th,  and  at  Georgetown  on  the  28th. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.2  miles.  The  highest  average  velocity  was  11.1  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  10.1  miles  per 
hour  at  Charleston;  the  lowest  average  was  4,3  miles  per  hour 
at  Augusta,  Ga.,  and  in  the  Section  proper,  5.4  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  6-niinute  period  was 
48  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on  the 
28th,  and  in  the  Section  proper,  37  miles  per  hour  at  Char- 
leston on  the  same  date. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa«  230.7  hours,  or  74%  of  the  possible 
amount.  The  average  number  of  clear  days  was  20;  partl.v 
cloudy,  5,  and  cloudy,  5,  as  against  normals  of  17,  6,  and  / 
days,  respectively. 

RIVER  CONDITIONS. 

On  account  of  relatively  dry  weather  throughout  the  month, 
all  the  rivers  of  the  Section  were  unusually  low,  with  reduced 
power  in  the  up-State  streams. 


MISCELLANEOUS    PHENOMENA  (dates). 

Fros^ls,  killing. — Additional  number  of  stations  reporting: 
10th.  2;  11th,  i;  21st.  9;  22d,9;  23d,  7;  25th,  3;  26th,  1  ; 
29tb,  1. 

HnJns-Lvnar:  Columbia,  30;  Due  West,  3,6.23;  Green- 
ville, 2;  Libertv,  2;  Walhalla,  3.  Solar:  Columbia,  23;  Due 
West.  19.  23,  27;  Liberty,  17,  19. 

ThfinderMormfi. — Florence  No.  2.  28,  29. 


ERRATA. 

OoTOBF.R,  1022.— Andorson:  Mean  tenippratiirp,  pagp  40.  .shoiilfl  be  f>3.4.  rheraw: 
Mean  temperature,  page  40,  should  be  04.8.  Chester:  Number  of  clear  days,  page  40. 
should  be  8.  and  partly  cloudy.  12.  (ireenwood :  Number  of  clear  days,  page  40,  slioiild 
be  21,  and  cloudy,  10. 

A  .VNUAI,,  1921  .—Greenville :  Last  spring  freezing  temperature  date,  page  .53.  should 
be  February  24. 
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CLliMATOlAKUCAL  J)ATA:    SOUTH   CAROLINA  SKCTION 


NOVEJIBER,  1922. 


8tHti()iis. 


Eastern  Poiiion. 

Allendale  

Blackville 

(Mmrlestou 

C'heraw 

Conway 

Darlington 

KDinghani 

Ferguson 

Florence  1 

Florence  2 

Garnett 

Georgetown 

ICingstree 

Orangeburg  1    

Orangeburg  2 

Paris  Island 

Pinopolis" 

Kiniiui 

St.  George 

Society  ilill 

Sunnnerville 

Wedgefield 

Yoniiisst'e 

Division  ineiins  and 


U'f!<lei(i  Portinv. 


Aiken  

Ander.-on 

Blairs  

f'lillionn  Falls. 
<;aniden 


Catawba 

Chappells 

Chester 

Clemson  College  . 
Columbia 


Due  West 

Edgetield 

Gaston  Shoals  It. 

Greenville 

Greenwood 


Allendale 

Barnwell 

Charleston  . 
Chesterfield 


Horry 

Darlington  — 

Florence  

Orangeburg  . . . 

Florence 

do 

Hampton 

Georgetown  .. , 
Williamsburg 

Orangeburg . . 

do 

Beaufort 

Berkeley 

Sumter 

Dorchester  . . . 
Darlington  ... 

Dorchester 

Sumter 

Hampton  

extremes 


Aiken  

Anderson  .. 

Fairfield 

Abbeville... 
Kershaw 

York  

Newberry  .. 

Chester 

Oconee 

Richland  ... 


Heath  Springs 

Kershaw  

Landnnn 

Laurens 

Lilierty 

Little  Monntain 

Monetta 

Newberry 

Pelzer  

Saluda 

Santnck 

Spartanburg 

Trenton  

Walhalla , 

Winnsboro  

Winthrop  College  tt. . 

Division  means  and 

Section  moans  and 


Abbeville 

Edgefield 

Cherokee 

Greenville .. . 
Greenwood.  . 

Lancaster 

Kershaw 

Spartanburg . 

Laurens 

Pickens 


Newberry 

Saluda 

Newberry 

Anderson 

Saluda 

Union 

Spartanburg  , 

Edgefield 

Oconee 

Fairfield  .... 
York  


Climatologrical  Data  tor  November,  1922. 


extremes  . 
extremes . 


186 

296 

48 

144 


Temperature,  in  degrees  Fahr. 


40 


57.9 
60.1 
"56.6 


+2.3 
+2.0 
+4.4 


25  :!2 

175  1  27 

106  I  ;!1  ' 

63  '  36  i     .5.5.6 


1     I 


I'recipitation.  in  inches. 


Number  of  days. 


i  5 


55.8  !   +1.6 
55.0  1   +2.3 


+0.5 


136 
136 


40 


527  i  60 
764  29 
293  I  17 
5(W  23 
222  1  72 


562 
4112  I 

487  t 
850  : 
35  i 


711 

680 
1039 
671 

568 
.500 
U«;3 
.=)89 
9fi0 

711 
400 
.5' '2 
850 

.5:16 

512 

875 
620 
1061 
545 
690 


.56.9  I   +1.6 


.57.5  i   +3.4 

54.  9  I   +2.  1 


«,54.4      +2.2 


52.  <i 
55. 5 


.52.8 


+  1.9 
+  1.7 


■52.'  4 

+2.'  J' 

52.0 

P.o 

.53.  6 

+  1.7 

.53,  8 

51.6 

.50.0 

52.0 

+  i.i 

53.2  j  -0.7 
56.2  !  +1.7 
53.4  ;   +1.1 


51.4 

4  0.2 

51.7 

+  1.0 

.55.0 

0.0 

51.0 

+0.2 

'.52.  4 

-0.5 

.52.  S 

+  1.1 

53.2 

+0.9 

.54.8 

+0.9 

T  6 


82 

4  ; 

•1,59.4 

'■n5 

12 

29  1 

56.4 

+  0.3 

S5 

54 

40  i 

56.0 

+  1.3 

Si: 

264 

6 

56.2 

88 

264 

2 

13 

41 

m.fi 

+2. 9 

84 

54 

75 

53.6 

-O.S 

77 

97 

8 

109 

39 

.57.1 

+  1.5 

82 

192 

31 

.52.  6 

+  0.4 

81 

75 

•24 

.58.1 

+2.5 

SH 

249 

32 

.57.2 

+3.  3 

S2 

24 

33 

5.\8 

+3.  3 

84 

80 
82 


21 
34 
»25 

25  ! 
•24  i 


29       46 

29  26 

30  '   M7 


0.25 
0.10 
1.29 


29  40  I  0.69 

30  i   ''41    I  0.71 
(1.  37 

29  i     41   !  0.  .56 

i  i 


; I I  0.06 

••22  I       29      Wi  '  0  (12 

23  i       29  I     47  :  T. 

25  I       29  !     41)  1  0.49 


-1.75 
-2.  77 
-0.82 

-1.52 
-1.38 
-1.73 
-1.61 


0.15 
0.07 
0.  65 

0.47 
0.  Hr- 
0.37 
0. 24 


-2.  03 


24  I     t29  1     44 


15 

15 

11 

t2 

7 

t2 


3 
4 

t  1 

3  1 

t6( 


3 
3 

12 
8 

t2 
6 

3 

t  2 


32 

25 


•>22 
18 
27 

23 


29 
19 


29 
29 


39 
46 
29  I  25 
29  i  40 
29  I     51 

29  :     51 


29 
29 


29 
29 
29 


29 

t-29 

29 
29 
26 
29 
i9 


3; 

41 


44 
32 


28 
3S 


0.51  I 
1.24  , 
(1.00  i 
0.30 
O.liO 

T. 
1.27 
0.  .32 
0..55 

T. 

0.44 


0.87 
0.47 

0.  60 
0.  64 


0.06 

'  0.  (12 

-2. 35  i     T. 
-1.56  I  0.27 

;  0. 19 

i  (1.70 
-2.81  !  0.00 
-2.  14  t  0.30 
■(!.(;:' 


-l.SH 
-0.90 
- 1 .  96 
-1.67 
-2.06 


T. 
0.70 
0.25 
0.  31' 

T. 


T. 

0 

1.0 

T. 
T. 
T. 
T. 


-1.  15     0.70 


0.89 
0.99  1 

0.  63  I 

0.3! 

0.44 

0.52  I 
('•.  6x  i 
11.96 
0.48  j 
0.90  1 


-1.70 
-2.23 
-1.38 
-1.81 
1.71 

-1.51 
-1.22 

-2.43 
-1.79 


-1.72 

-2.62 
-1.79 


0.31 
0.  23 
0.51 
0.  6U 
11.  :iO 

0.60 
0.45 
0..39 
0.17 
0. 32 


37  I  0.  93  ! 
46  i  0.91  ! 
36  I  0.  90  i 

38  j  0.,52  I 
40  1  0.27 


-1.26  I  0. 


28         26  I     3S  :  0.68 

25         29  !     38  1  0.67 

22         29  ]     41   I  1,22 

..     I  0.60 


-2.  46 

-1  68 
-1.52 
-1.34 
-1.97 


29 
29  1 
29  I 
29  I 
29 


22 

29  1 

17 

29 

17 

29 

i 

0.97 
0..57  I 
0.88  1 
0.63  j 
0.98  i 
0.81   j 

0.73  I 

0.61  ! 


-1.77 
1.26 
■1..50 
-2.25 
-1.11 
-1.38 


o.c-o 

0.40 
0.45 
0. 2'1 
0.48 
0.64 


-1.38     0.71 
-1.67  I  0.71 


0.  .A 


T. 

0.1 


28 
45 
71 
29 
50 

49  i 

48 

53 

^\ 
I 
68  I 
30  j 
.55  1 
32  1 
I. 


T. 

0 

T. 


T. 


2  I  27       1 
4  I  11  I  15 

3  1...    I.... 


Observers. 


.3     23 

1  i... 
3  ' . . . . 


1   ;  22  j  8 

I'M;  9 

0  I  29  !  1 

3    22  :  1 


0  !  nw. 


ue. 


nw. 


5  ;   14  I   10  I     6 

3  I   19  I     6  ;     5  :  w. 

0  I  19  i     5  :     6  j  ne. 

1  14  >     7  i     9     nw. 

1   ' '...   ■ 


r,  I  20 

5  '  27 
3  I  24 
2  i  25 
0  ,  24 


4  ,      . 
2  !  n. 


2  i  21   :     5 


0  5  .  21   '     4 

0  [  4  I  20  :     0 

0  ,  2  |. ...;... 

11  j  1      13        7 

0  I  4  !  28  i     1 


3 

! 

3  !.  ..i 

3  ! 

8  1 

14  ! 

4  1 

22  I 

•M 

3, 

18 

7 

.1 

14 

8 

,  S 

■  ■  i 

;  6 

i9 

6  1 

2 

20 

0  1 

1  ■> 

22 

.  1 

1  2 

24 

1  i 

1  4 

22 

7 

2 

17 

12 

1  4 

21 

5 

1 

23 

3l 

!  4 

17 

I'l 

1  « 

23 

2 



4 

21 

6 

i  ■* 

.. 

2 

22 

5 

5 

20 

5 

!  3 

20 

4 

;  •"' 

25 

0 

ne. 
e. 


ne. 
sw. 


ne 
ne. 


3  I  20 
3  i  20 


3  i  .sw. 

'JiTe!" 

5  i  sw. 

6  !   T1\V. 

5  I  n. 


5  I  e. 
5      5     ne. 


R.  B.  Vance. 
Mrs.  D.B.Sanders. 
U.  S.  Weather  Bureau. 
Roliind  D.  Powe. 

Paul  Qualllebanm. 

D.  (;.  McCall. 
Win.  B.Gillespie. 
Henry  C.  Savage. 

H.  K.Gilbert. 

IVe  Dee  Fxperiiiieiit  Stft. 

Miiner  H.  liobert. 

A.  1'.  IlKziird. 

W.  H.  Matthews. 

n.S.  Fisheries  Stiitiou. 
State  A.  and  M.  College. 
II.  S.  Marine  Corps. 
Miss  K.  1'.  liuvenel. 
Boykin  H.  Cantey. 

R.  L.  Utsey. 
E.D.  Fields,  Jr. 

E.  P.  Lawton. 

AV  Hampton  Ramsey. 
I  W.  <;.  llulson. 


Frank  B.  McCoy. 
H.  II.  Uussell. 
Esther  B.  Owens. 
L.  M.  Parker. 
Henry  A.  Brown. 

.lames  ('.  Faris. 
George  V.  Clamp. 
.1.  C.  Corn  well. 
Prof.  F.  II.  Il.Calboini. 
11   S.  Weather  Bureau. 

U.  S.  W.  B.  Aerological  Sta. 
.1.  A.  Townsend. 
S.  C.  l.t..  Power.*  Uy.  Co. 
|i.  S.  Weather  Bureau. 
M.M.  Calhoun. 

.1.  Marvin  Howers. 
,)ohn  W.  Hamel. 
It.Hartwell  Wilds.  D.D.S. 
Perry  A.  Simpson, 
.lohii  T.  Hoggs. 

.I.M..Spase.  M.  D. 
.loseph  M.  .lohnson. 
Sue  Ella  Peterson, 
.loshua  Y.  .tones. 
J.  A.  Hunt. 

K.  W..leter. 
F.  P.  Robinson. 
Mrs.  S.  K.  Long. 
H.W.  Brandt. 
Rev.  Oliver  Johnson. 
W.  T.  Clawson. 


VaTo  on  other  dat?s     -ft  Receh-ed  too  late  to  be  included  in  means  and  summaries.    "  Temperature  data  are  from  ol^.pve.l  readings  o,  the  dry  bulb:  n 
ited  from  observ^.1  rea<1ings.     ttPost-oftice  addresses  of  these  stations  are  as  follows:     Of  Canton  Shoals.  Blacksburg:  .0  W  nithrop  <  ollege.  Rock  H.ll. 


tatious  as  have  ton  ov  more  vi>»rs  of  record,  but  all  complete  reports  are  used  in 

lays  missing,  etc. 
leans  are  com- 


puted  —  — ,     , 

T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


'^MiiBmssaiis^ 


NOVE.MBER,    1922. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SliCTlON. 
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Dail3^ 

Precipitation  for  November, 

1922. 

Drainage- 
basins. 

Day  of  month. 

StMtiolis. 

1 

1 

2 

'i* 

4 

5 

6 

- 

8        9 

10 

11 

|,2 

13 

14      15 

Iti 

17 

18 

19 

20 

21 1 22 

1 

23 

24 

25 

26 

27 

2S 

■-'9 

30 

31 

cc 

Knuleni  Purtion . 

Allendale  nil 

Ulaokvillolllj 

Charleston  "* 

Phprftw  llll 

1 

1 

1 

1 

1 
1 

; 

1 

Kdisto 

Coast 

Pee  Dee 

:::: 

::;: 

'.'6i 

.15 

'.'si 

0'! 

1 

I'tV 

'.'6i 

"is 

.13 

.  01; 

T. 

.10 

.... 

:::; 

. . . . 

!!!!r."6i 

1 

.10 

'.'("»7 
.65 
.47 

'."37 
.22 

\   .   . 

0.25 
0.10 
1.29 

Conway  llll 

1 

i 

.06 

0.  69 

Pee  Dee 

Lynches 



.10 
'1'. 

.... 

..... 

.55 

0.71 

0.37 

Santee . 

'i 

... 

.24 

.... 

T. 

T. 

.... 

o..5n 

Pee  Dee 

Florpitrp  1  llll 

do 

••■| 

.  .  .  . 

.06 

T. 

.02 

T. 

".']8 

0.06 

flarnett 

(ieorgetowM 

Savannah  

Coast 

Black      

T. 

T. 

.   .. 

T. 

0. 02 

...|.. 

.ii 

.0:i 

.... 

.... 

'1'. 

T. 

.70 

. 

T. 

.10 

.08 

... 

'■(■)3 

.27 

0.49 

Edisto 

do 

.... 

........ 

.19 

0.51 

Orang(*biirg  2 

2(» 

,?5 

1.24 

0.00 

I'inop.ilis  

Cooper  

.... 

...:.... 

... 

. . . . 

,S0 

.(iO 

.70 

... 

... 

0.30 

o.ro 

St.  George 

Edisto 

1   .. . 

: 

....... 

.... 

, 

T. 

.... 

T. 

Society  Hill  l|l| 

Pee  Dee 

Via 

. 

.35 

.03 

.09 



.... 

.10 
.25 
30 

1.27 

... 



0.32 

Wedgefield 

'        1 

.25 

0..55 

............ 

,,.. 

T. 

.05 

T. 

Wentevii  Vorlimi. 
Aiken 

Edisto 

Savannah  . . . . 

; 

1              ; 

I           ; 

'"  V"T"" 

... 

.'is 

81 

.09 

oq 

13 

0.87 

Anderson 

•^1 

.08 

.... 

.231.... 
.37| 

0.47 

niairsllll 

1 

0.8K 

Calhoun  Kails  llll 

Savannah  

Wateree 

Catawba 

Saluda 

.... 

... 

.60 
.BO 

.19 
.45 

... 

T. 

.10 

.'ii 

T. 

".'64 

0.  6(1 

Camden  |||| 

:      1      !....! 



... 



.... 



t. 

.17 
T. 

.05 

.20 
60 

0.64 

Ciitawha  llll 

.... 

.10 
.09 

T. 



... 

0.89 

Chapiiellsllll 

.•45:::. 
13 

0.99 

Chester 

Broad  

. :  ■    '    !..::; 

.39 

.04. 
.12: 

.28 

1 

■.02 

... 

.... 

0.63 

Cleuison  College 

Savannah  

Congaree 

.... 

.05 

....;....i..  . 

05 

T. 
16 

0.31 

Columbia"*  

! 

'.'6.5 

,05 

T. 

T. 

'.'or 

.05 

T. 

.16 
14 



... 

.... 

0.44 

Due  W.-t*** 

Savannah 

T. 

".i>i,'.'.'.'.\'.'.'\ 
...;...{..! 

1 

T 

/le 

0.52 

HMgeHeldllll 

Savannah  

Broad 

Saluda 

.45    ... 
.03.... 

...1.... 

.08'  .101 

0.68 

(iaston.'Jlioalsllll 

.71 

; 

0.96 

Creenville     '** 

.10 

— 

.... 

. . . . 

.23 

... 

.06; 
40| 

0.48 

(ireenwood  l||| 

do 

T.': 

1 

..50... 

1 

... 

0.90 

Ilealli  Springs 

Wateree 

Lynches 

Broad  

SahKla ] 

Savannah  

Saluda  

1 
...1 

1 
.44 

1 

( 

i 

1 

... 

49; 

0.93 

KiTshaw  ,111 

'iik 

•  ■•'•! 

::: 

::::| 

■•■ 

12 

!!!■ 

1 

;;: 

1 

... 

::: 

■f. 

.31 
T. 

.  48  .  . . 
.  53  . . . . 

.20  ... 

.68     . 

'.'.'.. 

■::: 

0  91 

Lnuilrnu) 

.o-r      '      1  .    i 

.::  ."..■:i:'::i 

0.90 

l-aurens  |||| 

■:n2;.::.:::-:;-::::-| 

.21 

.01, 

1 

1 

0..52 

I.iljerty 

Little  Mountain 

....| 

I 

■■"i 

■  ■  • 

1 

■  ■  ■  1 

.04 

0.27 
0.6S 

Monetta 

Kdi.sto 1 

Saluda ! 

do : 

! 

1 

■:::i 

...•■..  A '  .Ifi    .  12 

.09.     1       ;         .!■)  .nr, 

j 

""\""\ 

00' 

T 

■.■.52 

::•■ 

••■ 

0.67 

.... 

i 

... 

j 

j 

.15 

■."oh 

■■■■| 

'.■02 

— 

:::.' 

;;•  1 

... 
. .. 

1  22 

Pel/erllll 

0.60 

Saluda 

do 

..  ■  .1 

1    1 

1 

1 

1 

Sauluok  

Hroad 

..     do 

1 
. . .' 

1 

...1  ...i 

..  '■...  \  .27' 

i        ,  T. 

i       1 

1 

! 

1 

.07 
T 

i 

m 

1 

' 

....... 

.fiO 
40 

1 

0.97 

Spartanliurg  |||| 

T.'l   AU       '    \ 

T    1 

1 

T.  ' 

1 

.04i.... 
.45;... 

09] 
T 

.10 
.05 

:^-^-i 

1 

. . .  1 

0  f'l 

Trenton 

K<1isto 

j 

........ 

.43....I 

.15;.... 

'■  ■  1 

. . .  1 

1 

1 

. . . .' 

i 

:::: 

... 

0  88 

Wallialla 

.Savannah 

.'nij 

1 

:::::  .loi 

.20 

0.  63 

Winiishorollll 

'Vinthrop  College 

Broad  

(latawha 

1 
...1 

■•■1 

■■■i 

i 

..., 

1 

.'Ofij 

.45 

.03 

::::p:; 

... 
.06 

:::; 

... 

'.'.'.' 

.48.... 
.  64  . . . . 

1 

....: 

0.9s 
O.HI 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recordeil  is  for  the  24  hoins  emling  at  the  lime  of 
ob.servation.  ||||  Precipitation  measured  in  tlie  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Itegular  Wentiier  Burean  station:  precipitation  is  for  Hie 
24-hour  period,  nu'ilnight  to  midnight.     *  Preciiiitation  included  in  the  next  follow  ing  measurement,     t.^^^iiarate  dates  of  falls  not  recoriled.    T.  'I'rnce.  or  less  than  0(il    imli. 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Year. 


Temperature. 

I'reriiu 

^ 

■V 

s 

a; 

x: 

9 

^ 

^ 

18S7 
1888 
18S9 
1890 
IS91 
1892 
1893 
1894 
1S95 
1896 
1897 
189S 
1899, 
1900, 
1901. 
1902. 
1903. 
1904. 
1905, 


52.3 

78 

.52. 7 

82 

54.8 

84 

58.4 
51.9 

82 

.53.9 

86 

52.9 

87 

52.3 

83 

54.4 

88 

59.1 

90 

.55. 3 

88 

51.0 

82 

55.0 

86 

55.0 

92 

48.2 

85 

59.2 

89 

.50.9 

86 

.51.6 

80 

54.5 

90 

18 
22 
18 


15 

14 

15 

17 

21 

26 

23 

14  ; 

22 

22 

17 

22  ' 

10 

22! 

21  I 


0.82 
2.77 

3.  84 
0.64 
2.  48 
1.96 
2.11 
2.02 
2.  35 
4.00 
1.99 

4.  72 
2.41 
3.32 
1.01 
.3.  8') 
1.40 
2.78 
1.31 


A  verag 

e  n  u  m  b 
days. 

er  of 

>.  .^ 

^ 

'Z'~. 

■c 

S  c 

c 

■^ 

^ 

.!  w. 


s 
5 
10 
10 

10 
8 
9 
5 

10 
8 


ne. 

sw 

jie. 

nw. 

ne. 

ne. 

sw. 

ne. 

ne. 

sw. 

11. 

pe. 

n 

w. 

sw. 


Year. 


1906. 

1907. 

1908. 

1909. 

1910. 

1911. 

1912. 

1913. 

1914. 
I  1915., 
1  1916., 
I  1917., 
!  191S.. 

1919.. 

1920.. 

19-21. 

1922.. 


I'l-riod 


Temperature 

Precipitation. 

Average  n  u  m 
days. 

le  r  of 

OS 

7. 

Highest. 

4^ 

0 

Average. 

.\vprage 
days  with 
0.01  irn-h 
or  more. 

Clear. 

Partly 

cloudy. 

.53.8 

89 

52.  2 

87 

56.  6 

88 

58.3 

88 

51.1 

85  ; 

51.2 

83  1 

.52. 1 

84 

53.5 

89  1 

52.4 

86  ; 

56. 3 

88  1 

.54.5 

88  1 

.50.4 

83  j 

53.0 

86  ; 

.56.  6 

92 

.52. 3 

87 

.56.9 

86 

54.8 

88 

.53.  9 

92  ' 

20 
24 
24 

20 
24 
19 
17 
18 
17 
24 

17  ; 

16 
26 
20 

18 
24 
17 


0.90 
4.13 
1.00 
0.97 
1.04 
3.  30 
2.71 
1.79 
3.  .33 
2.  36 
1.21 
0.82 
3.13 
0  86 
3  62 
3.11 
0.  61 

2.  26 


3 
10 
3 
3 
4 
8 
4 
2 
6 
4 
4 
4 


IS 
12 
16 
IS 
20 
13 
22 
21 
19 
22 

is  I 
21 

18 

18  ' 
18 


8 

4 

7 

11 

10 

4 

9 

3 

6 

4 

4 

4 

5 

4 

4 

7 

4 

4 

5 

7 

4 

5 

.3 

9 

6 

6 

4 

8 

6 

11 

5 

^ 

17 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


November,  1922. 


Stations. 


Enslem  Portion. 

,,,,..  )  Maximum  .. 

Allendale ^SS )  Minimum.. 

Maximum . 

Blaokville j  Minimum.. 

Maximum  . 

Charleston )  Minimum . . 

.,  i  Maximum  . 

CherawM \  Minimum.. 

i  Maximum  . 

Conway J  Minimum.. 

)  Maximum  . 
Darlington  «* )  Minimum.'. 

,  J  )  Maximum  . 

Ferguson  W j  Minimum. . 

)  Maximum  . 
Florence  1   )  Minimum.. 

)  Maxinuim  . 
Harnett )  Minimum.. 

S  Maximum  . 
Georsetown ,  Minimum.. 

j  Maximum  . 
KiuKstree (  Minimum.. 

\  Maximum  . 
.prangeburg  1 \  Minimum. . 

^' 

^  ,      ^,,  Maximum  . 

Paris  IslaudSN* j  Minimum.. 

Maximum  . 

St.  George )  Minimum . . 

,,.,,,.,,  i  Maximum  . 

Society  HiUW i  Minimum.. 

)  Maximum  . 

.Sninmorville \  Minimum.. 

„,,„,-  )  Maximum  . 

Wedgefieltl (  Minimum. . 

i  Maximum  . 
Yemassee i  Minimum.. 


W'eKlerii  I'urtioii. 

S  Maxinuim  . 

Ail<»'i> i  Minimum.. 

.     ,  Maximum  . 

Ander.'on j  Minimum.. 

„  „  r-  11  ,(,«  .Maximum  . 

Calhoun  V».\\sn \  Minimum. . 

^       ,      ,,,,  )  .Maximum  . 

Camden sW ,  Minimum.. 

■    .    \  i  Maximum  . 

Chester \  Minimum.. 

.,  ,,  \  Maximum  . 

Clemson  (  oUcge  ....  j  Minimum.. 

_   ,        .  .  1  Maximum  . 

Columbia j  Minimum.. 

_       ,,.    ^  S  Maximum  . 

D"e  \\est f  Minimum.. 

_  ...  (  Maximum  . 

'^'■"""villP I  Minimum.. 

,  i  Maximum  . 

Greenwood   (Minimum., 


Keatli  Springs ) 

ICerstiaw \ 

Landrimv...; ) 

Laiirens'S'sS \ 

Lil.erty | 

Little  Mountain j 

Monetta J 

Ncwherry 1 

SaUidiv \ 

Santnck ] 


Spartanliiiig 

Trenton 

Walhalla 

\ViiinsboroS^\^ 

Wiiitlirop  Collpfre  . . 


Jfaximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 

Maximuiti  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
.\riiiimum. , 
Maximum  . 
Minimum. . 

Maximum  . 
.Minimum. , 
Maximum  . 
Minimum. , 
Maxinuim 
Minimum. 
Maximum  . 
Minimum. 
Maximum  , 
Minimum. , 


Daily  Temperatures  for  November,   1922. 


53 

81 
56 
83 

45L  58 


46 


73 

6.^1  71 

62  64 

50  56 


75 


5t-  "iTr  -fie 


81 


80 


741  73; 
43  50i 


70  6R 
45  46 


74   70 

.M   48 


78[ 
53! 
76] 


51  53 


70 
49 

65 
,50l  47 
78}  62;  62 
48l  .50  41 
771  71 
51!  58 


48,  54 
70|  72; 
44   55i 


52 


78 
42 
65 
53 
65 
49 
66 
44 
65 
43  35 


72 
56 
72 
.59 
63 
56 
66 
60 
74 
48  57 


73  69 

49  45 

72  68 

,521  49 

71  70 

52!  44 


74   78  .  69[  71 
50  50  43;  38 


77  67| 

5l|  47 

76;  70 

51]  48] 

81  67 

47'  47 
79 


45'  5i; 
76;  72 
50  46  43,  44 


66 
44 

70 

47 
66 

47i 
70i  69 
49,  45 

71!  70 


52  44 


68  69 

58   53 


65  72 

.52;  42 


58 
79 
49 

75I 
44i 

80; 

49  52 

80l  72 

.53'  47 

8O'  77 

51  52 


76  S3 
54  46 


82  69 
33  48 


65 
54 

66 
50  50 
81'  63 
45|  46 
83;  68 
53  48 

82  64 
48  46 

83  74 
55!  51 


76  73 
53  54 


78 
48  49 


.59 

34  33 


0 

461  391  44 

74   64!  60 

35]  33;  31 

61]  63 

51   43:  38 

68   72  64 

51   40  34 


71   73 
45  50 


80  76  62 

59,  46  40 

70;  63  63 

58  42|  39 


73,  77l 
49,  4l[ 

!;!|"4ii'  36 


69  64 
56  35 


78 

57!  47 


59 

33 

651  631 


74I  70  68 

56!  35]  34 

76]  72  62 

53  43] 

67  62' 


.55;  41 


72i 
51! 
67] 
35, 


75]  70 

.58  48 

78,  74 

,56,  45 

76  70 

55  38 


75  66  63 

50  32;  29 

71  65  60 

551  ,38!  34 

77j  72!  63 

51 1  44  40 

66!  64 1  60 

56  32]  .30 


66|  62 
38  32 


84 
57 
78 
61 
76 
57 
78 
48 

68 
60 
80 
46 

78 
38 

56 
74 
62 

82 
55 


22 


58|  61 
32  ■" 


'711  60 
46  35 


23 


24 


28!  43  31 


41   62 

29  30 


28  22 


-fir 

32  34 


39 


631  60 
2' 


59 
32 
61 
.34 

591  5S 
35  34 


26 


29 


42   62 


Mean. 


591  -  52 


36 


Sf 


70 
241  40 
60]  69 
33 
58 
29 


641 
30! 

47; 
41]  361 


70; 

43!  32] 

69]  46! 

32 
56 


42; 
.59!  5**! 
.341  35i  30 


59  61 

26  25 


64:  50 
14  31 
70!  48 


60  53 

24 

40 

31 

41 

29 

41 

29 

42 

32 


25 

'26] . 

62 
25 
6.^ 
33 
61 
29 
59 
32 
55 
25] 


48  61 


32  22 


62 


Reference  letters  («,  i',  <■).  appearins  in  the  table  indicate  numberof  days  missing:  for  example,  ">  represents  two  days  missing,  etc. 
*\S  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  ahiiost  always  occurs. 


4iUiSs»»sss' 


.H^C- 


JAN  29  mo 


JAN  29 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   CAf^OliUMfl   SECTIOrl. 


KICHABD  H.  SULLIVAN.  Meteorologrist. 


Vor..  XXV 


Columbia,  S.  C,  December,  1922. 


No.  12. 


GENERAL  SUMMARY. 

Reniarkal)l.y  inild  weather  prevailed;  in  fact,  the  month 
was  the  warmest  December  since  lcS89.  There  were  three  ex- 
tended warm  periods  and  three  short  cool  periods.  Precipita- 
tion was  much  ahove  normal,  but  was  badly  distributed  as  to 
areas  and  amounts. 

The  dry  weather  of  November  was  followed  by  practically 
tliree  weeks  of  rain,  wliieh,  together  with  the  unusually  mild 
weather,  was  generally  favorable  for  germination  and  condition 
of  winter  cereals,  and  winter  gardens  and  truck  showed  general 
iiiiproveinent  at  the  end  of  the  month.  \A'heat  and  oats  were 
l)eing  pastured. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  U 
ri'guhir  Weather  Jiureau  stations  in  and  surrounding  the  ISec- 
tioii,  was  30.14  inches.  The  highest  pressure  was  30. 0.5  inches 
at  .\sheville,  N.  C,  on  the  (itii,  and  in  the  Section  proper, 
HO..")I  inciie-  at  Columbia  on  the  11th;  the  lowest  pressure 
was  2!).4o  inches  at  Cliarlotte,  N.  C,  on  the  28th  and  in  the 
Section  proper,  2!). 53  inches  at  Greenville  on  the  same  date. 


3.76  inches  at  Summerville  on  the  20th.     The  number  of  rainy 
days  was  62%  above  normal. 

A  glaze  or  frozen  rain  storm  occurred  in  most  of  the  Sec- 
tion on  the  20th,  aTid  snow  flurries  occurred  at  a  few  stations 
up-State  on  the  14th  and  20th. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.2  miles.  Tiie  highest  average  velocity  was  11.8  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  11.3  miles  per 
hour  at  Charleston;  the  lowest  average  was  5.4  miles  per  hour 
at  Augusta,  Ga.,  and  Charlotte,  N.  C,  and  in  the  Section 
proper,  6.9  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  5-niinute  period  was  42  miles  per  hour  at  Savannah, 
Ga.,  on  the  28th,  and  in  the  Section  proper,  38  miles  per  hour 
from  the  west  at  Due  West  on  the  15th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa>^  117.0  hours,  or  38%  of  the  possible 
amount.  The  average  n\nnlier  of  clear  days  was  10;  partly 
cloudy.  5,  and  cloudy.  16.asagainst  normals  of  14,6,  and  11 
days,  respeetively  The  number  of  rainy  days  was  exceeded 
but  once  Tin  1914)  in  tlie  history  of  the  Section. 


RIVER  CONDITIONS. 

Abimdant  rains  in  the  western  counties  up  to  the  17th 
were  followed  bv  moderate  freshet  conditions  in  the  Savannah, 
Saluda,  and  Broad  Rivers  to  the  21st.  and  in  the  Santee  River 
at  Rimini  and  Ferguson  at  intervals  from  the  21st  to  the  31st. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  51.0^,  or  ^.6°  above  the  normal. 
The  higliest  temperature  was  86°  at  Summerville  on  the  2(1. 
The  warm  periods  were  from  the  1st  to  the  10th,  l-^th  to  17th, 
and  2tth  to  28th,  when  the  daily  means  ranged  5°  to  20°  above 
normal.  The  lowest  temperature  was  22°  at  Anderson  on  tln' 
20th.  The  three  short  periods  of  cool  weather  were  from  the 
nth  to  the  13th,  19th  to  21st,  and  on  the  29th  and  30lh. 


HUMIDITY. 

Tiie  mean  relative  humidity,  determined  from  n^portsof  9 
regular  Weatlier  Bureau  stations  in  and  surrounding  th.e  Sec- 
tion, was  as  follows:  8  a.m..  86%;  noon,  71  %;  8  p.  m..  79%. 
Tiie  highest  percentages  occurred  along  the  coast  and  in  the 
Piedmont,  and  the  lowest,  over  the  central  counties.  ' 


MISCELLANEOUS    PHENOMENA  (dates*. 

Frni<tx,  h'Jh'ng.—.Wl  stations  have  reported  killing  frosts  or 
fr(>ezing  temperatures,  except  Cha'leslon. 

HaloR-Lvimr:  Ciiarleston.  30.  31  :  Columbia,  30:  Tiberty. 
5:  Santuck.  6,  31  ;  Walhalla,  9.  Sohrr:  Due  West,  6,  13,  19, 
30;  (^.reenville,  6.  13.  19. 

Thiindm-fiinrms. — Charleston.  9:  Due  West,  7 
ville.  9.  15;  Tjbertv,  9,  15;  Little  Mountain,  17 
Santuck,  9,  15;  Walhalla,  |5,  27. 


9,  15;  Green- 
Monetta,  15; 


ERRATA. 

XiivEMP.Ei;,  19n.-0n  p.ige  4.  .\nnual,  1911,  aiul  in  subsequent  comparative  tables, 
the  number  of  partly  cloudy  flays  shouM  be  7,  and  cloudy  days,  10. 

Annual,  1911.— Page  4,  total  annual  number  of  partly  cloudy  days  should  be  117, 
and  cloudy  days,  87.  


MISCELLANEOUS  DATA  FOR  DECEMBER,  1922. 


PRECIPITATION. 

Tiie  average  for  the  Section,  50  stations  reporting,  was 
4.90  inches,  or  1 .50  inches  above  the  normal.  General  cloudi- 
ness or  rainy  weather  prevailed  during  the  first  three  weeks, 
especially  in  the  western  portion,  and  the  month  closed  with 
intermittent  rains.  The  rainfall  was  badly  distributed,  with  5 
to  over  9  inches  on  the  coastal  plain  and  in  the  Piedmont  sec- 
tions, and  less  than  4  inches  in  an  extensive  area  of  the  central 
counties.  The  greatest  local  monthly  amount  was  9.81  inchss 
at  r.iberty.  and  the  least  local  monthly  amount  was  2.61  inches 
at  Columbia.     The  greatest  amount   during  any  24  hours  was 


StiUious. 


'I'emperiiture. 
<lcfrrces  Falir. 


Asheville,  N.C.... 

AuffuslH,  (ia 

Charleston.  S.  ('.. , 
Charlotte,  X.  C  ... 
Columliia.S.  C... 

Hue  West,  s.C 

Oreenville,  S.C.  .. 

Savnnnali,  Oa 

Wiliiiin?ton,  X.  0. 

Means  and  ex-  ) 

trfmcs  ...        ' 


?n.  IB 

4-1.  f. 

71 

3(1.  15 

53.8 

77 

30.1-1 

.5(;.  3 

79 

30.15 

4r.,  fi 

72 

30.16 

h'l.  0 

7fi 

30.  IR 

48.fi 

73 

30.13 

47.8 

f,8 

30.15 

57.2 

"9 

30  0(i 

53.2 

76 

HO.  1  1 

51    1 

79! 

Precipita- 
tion, 
inclies. 


Wind. 


1'  >.  - 
s  t..t:_3; 
X  -  o'g 


Mean 

relative 
liumidit.v. 


4.93 

1.21 

8.4 

se. 

3.  3fi 

1.12 

,5.4 

e. 

4.61 

2.19 

11.3 

sw. 

4.47 

1.06 

5.4 

svv. 

2.fd 

0.70 

6.9 

ne. 

4.  25 

1.09 

8.4 

sw. 

6.80 

2.34 

8.6 

lie 

3  65 

1.61 

11.8 

sw. 

3.81 

0.88 

7.9 

sw 

4  28 

2  34 

8  2 

•sw. 

K 

0 

K 

c 

'JD 

y. 

84 

68 

87 

69 

88 

71 

84 

70 

84 

65 

90 

74 

84 

77 
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68 

»7 

71 

S6 

71 
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CLlMATOLOCilCAL  DATA:    SOUTH   CAIJOLINA   Sl<:CTiO.\ 


Dkcemp.ki!.  lii-J-2. 


ClimatoloRical  Data  for  December,  1922. 


Kiixleni   I'miioii. 

Allenilale  

Uliu'Uville 

{'luirlestoii 

Cheruw 

Conway  

narliiif?loii 

Klliugliiim 

I'Vrgiisoii 

Florence  I 

Florence  2 

(iarnett 

(ieorgetown 

Kiiig>tiee 

Oraiigebnrg  1     

Orangeburg  2 

Paris  Island 

i'inopolis  •* 

Itinihii 

St.  George 

Society  ilill 

Snnnnerville 

Wedgefield 

Yeniivsseo 

Division  means  ami 


Wexlriii  I'oiiioii. 

.\ilien 

Ander.-on 

Hliiirs 

Ciillionn  r-'alls 

i'lmiden 


Catawba 

Cliapiiells 

(Chester 

(Henison  College  . 
Columbia 


Due  West, 

Kdgelield 

liaslon  Shoals  It. 

rireenville 

ii'reeuwood 


Heath  Springs 

Kershaw 

l.iindruni 

I.anrens 

Liberty 

I,itHe^fountain 

.Monetta 

New  heny 

I'el/er 

Saluda 

Santuck  

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  It. 


Abbeville 

Kdgetield 

Ciierokee 

Olreenville 

Greenwood.  . . 

Lancaster 

Kershaw 

Spartanburg , 

Lamens 

IMckens 

Newberry 

Saluda 

Newberry 

Ander.son 

Saluda 

Union 

Spartanburg 

Kdgelield 

Oconee 

Fairfield  .... 
York 


Division  mean.s  and   extremes 


■Section  means  and 


extremes . 


- 

ii 

9 

S 

jj 

-  ni 

~ 

>) 

'zj 

.c 

es 

u 

ei 

^ 

u 

0) 

£=; 

f^ 

1% 

X'emperature.  iu  deg.ees  Kalir. 


I'recipilatioii.  iu  inches.    '  Nuiiiberi>f  iia.vs. 


is  I  i  c.; 


—  ::  I  a- 
5=  l=- 
c      i.r:p 

r-        l>C 


I;  i   T-  i   = 

jL  I  5  !  c 


Allendale 

Barnwell 

Charleston  . . . 
Che.sterHeld  .. 

Horry 

Darlington  .. . 

Florence  

Oraugebmg  .. 

Florence 

do 

Hampton 

Georgetown  . . 
Williamsburg 

Orangeburg . . 

do 

Ueaulort 

Heikeley 

Sumter 

Dqrchester  . . 
Darlington  .. 
Dorchester.. . 

Snmter 

Hampton  ... 

fXtremes  .    . . . 


Aiken  .... 
.Aiwlerson 
Fairfield. . 
Abbeville. 
Kershaw.. 

York  

Newberry 
Chester . . . 
Oconee . . . 
Richland  . 


186 

296 

48 

144 

25 
175 
106 

63 

136 
136 
82 
12 
54 

264 

264 

13 

54 

97 


109     39 
192     31 


75 

249 

24 


527 
764 
293 
508 
222 

562 
402 
487 
850 
351 

711 


680  19 
1039  38 
671  38 


568 
500 

loas 

589 
900 

711 

400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 


20 


51.6 
56.3 
48.6 

54.4 
'50.4 


'55.4 
55.4 

53.8 

53.7 
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'49.2 
54.3 

'55.' 6 

53.  5 
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49.0 
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47.8 
48.6 
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47.6 
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+4.6 
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+6.5 
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1.55 


0  I  ;o 


(I 

0  ,  14 

0  !  12 

0  ;  10 

0  '•  9 


9^11      14 


nw . 
ne. 


30  :     45  I     .5.04  :   +1.96  ,  3.76 


0 


n  :  12  :    5  il4 


20  ' 

32 

3.41  i- 

20 

30 

5.09  i 
4.31  1 

t  1 

45 

4, 52 

1  ■i'i 

1 

37 

3.32 

4.50  1 
3.00 

•23 

4.16  1 

30 

39 

9.10 

1   '20 

•29 

2.61  1 

'...'". 

34 

4.'25  1 
3.03  ! 
4.74 

20 

27 

6.  80 

'  t30 

32 

3.45 

1  t20 

30 

4.  .53  ' 

1   20 

34 

4.06 

!   30 

«37 

5.86 ; 

1   30 

35 

4.84  1 

1   30 

34 

9.  SI  : 

20 

30 

3.63 

j   20 

31 

2.82 

!   21 

37 

4.30  1 
(,.  92  : 

!   30 

.39 

4.33 

j   20 

34 

5.  .=^9 

]   -20 

'31 

3.^J8 

t20 
20 
•20 


28 
3S 


3.  SO 
.5.72 


-  0.^20 

0.66 

0 

10 

11 

1 

19 

ne 

-0.-22  1 

1.39 

0 

15 

S 

;i 

20  ' 

w   ■ 

-0.41  1 

1.18 

0  , 

13 

-O.'iS  . 

1.01  ! 

0  1 

11  ' 

10  1 

4  1 

17  i 

ne. 

-0.08 

0.78 

0 

14 

'< 

1   ! 

16  1 

.sw. 

+0.  51 

0.  70 

0 

14 

, 

i 



-1.43 

0.84 

0  ; 

10 

1 

.  .  .  .  ' 

0.  .50  ■ 

'P. 

17 

9 

6 

16 

se. 

+3.88 

3. -20 

0 

17 

9 

4 

18 

,v. 

-0.29 

0.70 

0  ; 

H 

6 

6  ' 

19 

ue 

1.09 

0  i 

15 

7 

0 

24 

sw. 

0.  .58 

"  [ 

9 

+  0.20 

1.05 

T. 

15 

+2. 09 

2.  34 

T.  , 

IH 

7 

7 

17 

ne. 

-0.98 

O.iu 

0 

11 

|l> 

0 

21 

w. 

+  0.  Kl 

0.90 

0 

12 

8 

20 

3 

w. 

0.87 

0 

15 

12 

0 

19 

>v. 

1.04 

0 

15 

s 

10 

13 

w. 

0.92 

0 

14 

3 

<) 

19 

4  3.  .56 

2.  69 

T. 

19 

6 

)•> 

19 

sw 

+  0.3-1 

l.fO 

0 

11 

13 

0 

18 

,v. 

— o.(;o 

0.  62 

0 

12 

6 

o 

16 

sw. 

-0.01 

1.45 

(1 

9 

11 

3 

1/ 

vie. 

+  1..54 

2.  -24 

0 

16 

+0.  17 

0. 63 

T. 

17 

- 

6 

18 

s. 

+  1.35 

1..57 

T. 

14 

-fO.  42 

0.90 

0 

7 

12 

■A 

16 

o. 

+3.^24 

3.42 

0 

19 

6 

7 

18 

ne. 

+  0.39 

!  1  21 

0 

11 

•  9 

5 

1/ 

ne. 

+  1.47 

:  0,80 

0 

16 

7 

4 

20 

n. 

U.  B.  Vance. 
Mr.s.  I>.  15.  Sanders. 
IT.  S.  Weather  Bureau. 
Jtoland  D.  Powe. 

Paul  Qualtlebaum. 
D.  C.  McCall. 
Wni.  B.  Gillespie, 
Henry  V.  Savage. 

11.  K.Gilbert. 

Pee  Dee  Kxperiiuent  Sta. 

Maner  li.  ICobert. 

A.  P.  Hazard. 

W.  II.  Maltheus. 

r.S.  Fisheries  Statiim. 
,State  A.  anil  M.  College, 
II.  S.  .Marine  Corps. 
Miss  K.  P.  Itavenel. 
Boykin  11.  Cantey. 

R.  L.  Utsey. 

E.n.Fieliis.Jr. 

K.  P.  Lawton. 

W  Hampton  Ramsey. 

W.  C.  Unison. 


Frank  H.  McCoy. 
H.  H.  Uussell. 
Ksther  P.,  Owens. 
1,.  M.  Parker. 
Henry  A.  Brown. 

.lames  C.  Faris. 
George  V.  Clamp. 
.1.  C.  Cornwell. 
I'lof.  F.  II.  ll.Calliuiin. 
V   S.  Wenlli(>r  liureiin. 

j  U.  S.  W.  B.  Aerological  Sta. 
.1.  A.  'J'ownseud. 
S.  C.  l.t..  Power  .»  Ity.  <'<). 
r.  S.  Weather  Bureau. 
M.  J.l.  Calhoun. 

.1.  Marvin  Bowers. 
!  John  W.  Hamel. 
,   H.  Hartwell  Wilds.  D.D  S. 

I'erry  ,\.  Simpson. 

.lolin  T.  Boggs. 

!  .I.lM.Sease.  M.  D. 
I  .losepli  M.  lolinscni. 

Sue  Ella  Peterson. 

.loshua  Y.  .tones. 
I  J.  A.  Hunt. 

;   F.  W..leter. 

F.  P.  Hobinson. 

Mrs.  S.  K.  Long. 

II.  \V.  Hraiidt. 
;  Rev.  Oliver .Tohnson. 

W.  T.  Claw.sou. 


22  '       'lO  j     45  I     4.81  j   +0.,53  |  3.42 
•22  I       -20       45  i     4.90  I   +1.50  ':  3.76 


T.    ,  14  ,     9  1     5  '  17     ne. 

1       !        i       i 
T.    !  13  i  10  !     5  ;  16     ne. 


;Es^s?i!i^^^ 


The  departures  from  the  normal  temperature  ano  piecipimi.on  are  compuie.i  niny  m,i  >,»■..  >m.MM.,  .,,  ,.„,    .>   .... 
detenSg  section  or  division  means.     Reference  letters  i«,  ».n.  appeaTing  iii  the  table  indicate  ''"''«'";•■  "' ;'\=,, 
t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summarn-      "  t.,.,„»,.„,„vo  dnta  are  f,o 


1  /ii>i,  Kinjui..-.  .lo...^.    1,  . ivert  too  late  to  ne  mciuoeii  in  mean>  iuiii  mh 

puted  Irom  observed  readings.     ttPost-oftice  addresses  of  these  stations  sre  a 
T    Prei-iiiitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


follows- 


,,,...,,.,. .....-.'ing;  forexample,  ''  .   . 

Temperature  data  are  from  observed  readings  ol  t 
Of  Gaston  Shoals.  P.lacksbnrg:  iif  Wiulhrop  College.  I 


repre..ieiits  two  days  missing,  eli 
dry  bulb:  means  are  com- 
k  Hill. 


jAiMgi^;sfi«- 


J)Ki.K\IBEI!,     1W22. 


CLlMATOLOtilCAL  DATA:    SOUTH  CAROLINA  SI^XTION. 


Daily  Precipitation  for  December,   1922. 


Day 

of  moiitl 

."^latioiis. 

basins. 

1 

2 

3 

4 

' 

' 

8 

9 

10 

11 

12 

is 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28     29 

30      31 

1 

.\llen<lHle|||| 
ISlaokvillelll 
(.'harleston  * 
Cheraw  llll  . 
Coiiwa.v  llll. 

DarliiiRtoii  I 

*ortioii. 

i 

1 

1 
i 

Kdisto 1 

Coast j... 

Fee  Dee \ 

Waccainaw  ...  

.... 
.12 

'.'73 
.23 

.40 

.06 

.... 

.... 

'.'62 

.15 
.12 

.12 

■r. 

T. 
T. 

.15 
.19 
.21 

t'. 

f. 
.61 

.08 

.97 

1.18 

.14 

■."i7 

't. 

'.'io 

.07 

.... 

'.'61 

■'65 
.28 
.34 

.07 

'.'i'i 
.54 

.04 

.10 
.211 

'.'38 
.07 
.04 

.12 
.20 
..53 

1.00 

1.00 
.02 
I    17 

'.'65 

'.'6i 

■.'26 

.25 

'.'76 
.80 

.65 

.... 

■.'07 

2.  67 



•« 

.  36;2. 18 
.631... 
1.23i     16 

.671  .05 
.80!   .15 
1.27;  .52 

4.01 
5.28 

— 

.80 

T. 
T. 

.00 

.03 
.07 
'.■12 

.... 

.03 

1.34 

.15 

•V 

.... 

1 

5.24 

II 

1.10 
1.11 
1.03 

.03 

4.  ,52 

Lynches ' 

.Santee 

I>ee  Dee  ' 

.'.'.'. 

.... 

....!  T. 

.09 
.C2 


1 

...     !. . . 

.67 
.40 

4,87 

I'Vrsrusoii  III 
Florence  1  III 
Florence  2111 

.24 

4,  33 

do ; 

1.00 

.... 



... 

. .'. . 
.... 

.'67 

'.'.32 

.18 

.99 
.15 
.  35 
.15 

'.'ii 

T. 

'.04 
.15 

'.'io 

.58 
.07 

.... 

','fiO 
.32 
,34 

'.'i8 
"07 

■f.' 

.38 
.09 

.08 

'.'25 
i4 

.14 

.20 

.25 
.15 
.18 
.15 

.12 
T. 

'.\o 

.81 
.10 
.,50 

.. 

.... 
.32 

'.io 

.25 

.34 
1.39 
.14 

.30 
.10 

.20 
.11 
..32 
3.20 
.28 

..39 
.22 
1.05 
2.29 
.13 

.22 
.24 

1.04 

.08 
.82 

.47 
.10 
.18 
.90 

.30 
.45 
.05 
.43 
.25 
1.15 

,15 
.23 
.10 
.30 
.24 

.15 
.13 
.OS 
.05 
..53 

.49 

.18 
.38 
.22 

.18 

.66 
.05 

.78|  ..35 
.95  1.03 

.60,1.70 

1.24!  .25 

.81i    .34 

.2.5!  .36 

.90 
.04 

2.05 

1.15 

.67 

.40 

.6i 

.18 

'.'62 

'.'.'..    '.'28 

1.00 
.09 

.65 
.42 
.32 

'.'30 

.30 
.25 
.68 
.20 
.30 
,34 

,06 
.02 
.28 
..38 
.41 

.50 
.20 
.10 

'.'30 
.'61 

•22 

'.'36 

'.25 

'.■04 
'.'76 

'.'08 
.,59 

..50 
T. 

5.  66 



Savannah i 

(^oast 1 

Black 

Edisto 1   ... 

do ■.    . . . 

..'.'. 

.... 
.... 

.... 

...         '    .    .     .    . 

4.  22 

CJeorsrelown 

.35 

.... 

7.62 
4.25 

Orangebnrg 
Oranffeburg 
Paris  Islanil 
I'inopoli.s  . 

ItiiMinilJil... 
St.  George 

1 

T. 

't. 

'.'64 

'.'io 
'.'63 
'.'07 

.... 

.... 

.::. 

.... 


.::: 

... 

.... 

.... 

... 

.... 

;"" 

. . . . 
.... 

— 

::;■ 

.... 



..... 

.... 

.... 



.24 
.50 

'.'•22 

:?? 

... 

'.'28 
.94 
.18 

..    . 
.86 

.34 

1    06 

.  (S! .... 

4.04 

2 

.... 

-.28 

.,59 

4.54 

1.20 

I.8O!  .80!l.5O 

.75j   .60    .80 

1.50|  .35    .85 

.58]  .03ll.00 

6.10 

Cooper i  . .. 

.Santee i 

Edisto 



.... 



^ 

.15 

T 

.08 

.11 

.10 

T. 

'.'0(i 

.'04 

.04 

.05 
.(19 

.33 

'.'Ofi 
.14 

.08 
.07 
08 

.10 

'.'37 
.15 
.44 

.10 
28 
.01 
.32 

.13 
.... 
.12 
.14 
.33 

.10 

.or. 
.09 

.20 

.02 

f.' 

.61 
.27 
.10 
.30 
.04 

.IS 

.25 

.50 

.  55 

.41 
.45 
.24 
.49 
.19 

.12 

,80 
.27 
1.40 
.21 

.90 
.38 

.66 
.04 
.19 
.30 
..50 

.22 
.  12 
.19 
.04 
.01 

.'V2 
.25 
.35 

.'21 

.32 
.44 
.05 
..35 
.25 

.20 
.22 

.'io 

.14 
11 

i'.' 

.'23 

... 

.42 

.  03 
.04 

T. 

'.'oi 

'.'04 
'.'05 

■f.' 

.'■23 
'.'02 
i.'.55 

'  ^40 
'.'64 

'.'20 
.31 
.08 

.31 

f. 

.17 

.22 
.07 
.19 

.05 

'.'.'.'.    .... 

'.'84 

'.'02 

.... 
... 

i:2i 

.03 
..54 

.69 

.76 
"04 

.30 
25 

.20 
.37 
.25 
.20 

'.'41 
1.01 
.23 

.42 

.25 

'.'C8 

.06 

.48 
..50 
.05 
.53 

.... 

:::: 

:;;. 
.... 
... . 

::;' 
.... 
. . . . 

.... 

4.15 

4.  35 

.Society  Hill 
SnniinervilU 
Wedgefield  . 

Yeiuasseellli. 

Western 

Aiken 

Aiider.siiM. . . 
Bliiir.s|l!|  .... 
Calhonn  l^i 
(."aniileii  illl. . 

Catawha  III!  . 
(•happens  III! 

Chestf^r 

CleinMin  Ciil 
Columbia  * 

Due  West*** 

K.l!f.-Mel,ll|!| 

(iaston  ."^lioa 
'Ji-eenville 
(; reel  1  wood  I 

Ileal  h.«piiii 
KiTshaw   III. 
I.andruni  . .. 

nil      

Pee  Dee ; . .   . 

Ashley 1 

Wateree 1  ... 

Ashepoo !  ... 

1 

Edisto L.. 

Savannah 1 

liioad ! 

Siivannali j     ' 

Wateiee \  _['_, 

Calawlia  

Salnda [ 

Broad ]  ] . 

Savannah  

Congaree ['_' 

Savannali 1 

Savannah ' 

liroad ',[] 

Saliula j 

do ] 

Wateree 1 . . . 

Lynches i 

Broad 

Saluda !.... 

t'. 





.24 
.3! 

T. 

.02 
.21 

. 

.'■ii 

.01 
.20 

.04 
T. 

'.'i9 

.'i.V 

.08 

.02 
■V. 

.33 

. 

.  '5 
.  10 
T. 

'.'28 
.10 

.02 

.50 

.47 
.74 

'.'20 

.42 

.48 

.04 

.'i2 
.59 

.49 
..53 

.or, 
.02 
■r. 

T. 

::' 
.'09 

.... 

.... 
.01 

... 

.10 

'.'i5 

.  ifi 
35 

.03 

.20 
.20 

'.'02 

'.'io 

.31 

'.'ifi 

.... 

;^; 

.08 

T. 

.06 

.... 

'.'08 

.43 
.65 

'.'32 
.80 
.16 

.58 

".26 
.63 

.32 
.28 
1  rf> 

.5.88 

I'liiiiini. 

is  iiif ::::;; 

cKe 

«* 

s'l'iiu.:::: 
II. .■.;::::: 

?s   

1.78  3.76 

.70;  .20 
1.481  .96 

1 

1 
.601  .21 
.2.51  .19 

.72j   .04 

!64  '.'63 

.61!.... 
.84,.. 
..34.  .35 
.  33  . . . 
.17|  .30 

[ 
.041  ..31 
.  58' . . . . 
.39i.... 
.04!  .08 
.  67| .... 

.90.... 
.  75, . . . 
.06,    .08 

.18 
.50 
1.04 

.13 

i.'is 

.40 

.78 

.70 
.62 
..33 

'.'ifl 

.14 
.47 
.26 
.03 
.65 

.  87 
1    03 

7.59 
3. 45 
7. 35 

3.11 

5. 09 
4.31 
4.  .52 
3,32 

4,50 

3,  ro 

4.16 
P.  10 
2.61 

4.25 
3.(3 
4.74 
6.80 
3. 45 

4.  53 

4.  06 

5.  86 

l-aurens  l||| 

.01    .in    .01      (15...  • 
35     79   T            !     " 

.401  .36 

.  35  .    . 

....|  .53.... 
.?0|  .80|  T. 

....    .mr.... 
....i  ..32i  .01 
....     .48!.... 
.   ..     .04i  .76 

.  25: . . . 
2.09;  .04 

.38;  .14 

.36,  .16 

.10,  .40 

2.24;    .66 

.35!  .04 

l.,57:  ,54 

,      1  ,65 

.51    .61,    ..    !.... 
..50^  .06    .07'... 

li.ooi  .30I... 

.49    .27    .021.. 
...    il.45...    t.... 
.42, .321... 

...,j....l...     .... 

.53    .231  ..56i,... 
.28    T.  1  .22,..    , 

.  47  .  .  . 

...  [... 

:::  Vao 

....'  .85 

...   1   ,30 
. . . . :  .24 
...    1  .-30 
....    T. 

i 

....i  .29 

;::.r:.3 

...    1.15 

'.'.'.    .io 

'\'a^ 

4.84 
9.81 

l.itllo  MoMiiCiiiii 

Monetia 

IVIzerlHI 

'iahiila. 

Salnda  ... 

K.disto 

Salnda .. 

do . 

do 

..52    !30|'!!'^ 
.  1-i,  .58    .02 

. .  .1 

.(13....!.  ..; 
.13   ..53   T. 

i 

...  |... 

'.'.'.' \    .04 

•■" 

.05 



.18 

.39 
.10 
'1' 

.30 
.  62 
.60 
.31 

.44 

.,55 
.90 

.10 
.07 
.15 
.02 
.... 

.21 
T. 

't- 

.26 
.15 

.... 

.... 

......... 

—  I... 

.50 
... 

.03 
■    •  • 

.  55 
'.'08 

3.  63 
2.82 
4.30 
C.92 

SanliK-1; 

^partanliur)'  i||| 

'I'leiiion  . . . 

Broad '  .08 

do ;  .. 

Edisto 

Sa  van  mill 

Broail j  ... 

Catawba i ! 

1 

1        ' 

1 



■f'i 

.04 

.02' 
T. 



.31!  T. 
.12,  .65 
.70    .22 
.  66  . . . . 

.37 

.41    .07 

i 

:::  !.::: 

4.  .33 
5  ,59 
3.28 

Wallialla 

Winnsborollll 

*Viiillinip('olleKe 

.12    .43.  ..^... 

.08    .42 
....'  .17 
...,:   .-50 

..30   .01    .02    ..35 

.15    .17  ...     .... 

.  80    .  50    . .    1  .  50 

'.'42 

.15 

3.42,  .08    .15  ..     !.,;.,.. 
.22    .12    .72  .       I1.2I]... 
..55i  .06,  .75    ..551    .10.. 

1                   1          ! 

.  43, ;  ]  ]  ■  1 ; . . . 

.3.3i....j... 

.28....;.... 

! 

8.51 
3  80 
5.  72 

Kxcept  as  otherwise  indicated,  obsiMvalioiis  are  (renerally  made  late  in  the  afternoon,  near  smi.eet,  and  precipitation  recorded  is  for  the  24  lioiirs  endiiiir  at  tlie  liiiu"  of 
observation.  ||||  Precipitation  ineasiii-i"!  in  the  iiiorninir:  iiinoiint  then  recorded  is  for  the  jirecedinsr  24  hours.  ***  Kesulnr  Weather  Bureau  station:  precipifalion  is  for  llie 
24.  hour  period,  midnight  to  midniRlit.     *  l'recii>itatioii  iticlmleil  in  tlie  next  I'ollowinst  measnreinent.     tSeinirnlc  dates  of  fulls  not  reconled.     T.  Trace,  or  less  than  O.ol    imh. 


COMPARATIVE  DATA  FOR  DECEMBKR. 


Temperature. 


I8S7   

44.9 
42.  7 
5.5.4 

45.  9 
49,9 
47,1 
47.2 
48.1 
46.1 
44.0 
47.6 
4,5.9 

44.  6 
4.5.  5 
44.0 

46.  8 
41.0 

45.  5 
45. 2 

188S     . 

18S9 

181.0 

1891 

1892 

1893 

1894 

189.-> 

1896 

1897 

WM 

1h9".(  

1900. 

1911 

I'.M' 

1903 

1914 

190.1   .      . 

76 
79 

85 
80 
83 
82 

79 

79 
80 

85 


I'recipiialion. 


.'1      !  i  i'-'I  = 


.\  veniKe   11 II  m  her  of 
days. 


4. 65 

3.  .56 
0.5.; 
2.25 

1 .  91 

2.  45 
3.05 

2.  56 
3.04 

3.  .55 
2,  40 
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December,  U)22. 


stations. 


Knstcra  Portion. 
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■  '  Minimum. . 
)  Maximum  . 
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lieferenee  letters  («.  '>.  e).  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  •>  represents  t«o  days  missing,  otr. 
\Vi  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preroding  day,  on  whieli  it  almost  ahvays  occurs 
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GENERAL  SUMMARY. 

The  year  1922  was  remarkable  for  the  greatest  annual  rain- 
fall and  greatest  annual  number  of  rainy  days  in  the  history  of 
the  Section,  and  the  lowest  November  rainfall  of  record.  The 
abnormal  rains  during  the  first  part  of  the  year  resulted  in  a 
prolonged  flood  in  theSantee  River  from  early  February  to  early 
August.  Five  persons  were  killed  and  20  were  injured  by  a  tor- 
nado in  Aiken  County  in  March.  Seven  persons  were  killed  by 
lightning  from  June  to  August,  inclusive,  and  property  damage 
by  lightning  occurred  from  May  to  August,  inclusive.  A  series 
of  damaging  hailstorms  occurred  in  sections  of  the  western 
counties  on  August  2  and  3. 

Mild  weather  prevailed  during  the  winter  and  spring  months, 
especially  in  February.  Crops  made  seasonable  growth,  but  wet 
soil  had  delayed  plowing  and  planting  nearly  two  weeks  by  the 
end  of  April.  Persistent  cloudiness  and  much  rain  during  May 
further  retarded  farm  work,  and  cotton  and  corn  germinated  ir- 
regularly, necessitating  much  replanting.  Boll  weevils  showed 
increasing  numbers  practically  everywhere.  Cultivating  condi- 
tions improved  materally  toward  tiie  end  of  June,  but  showers 
hampered  cereal  harvests.  The  first  cotton  bloom  appeared 
near  Cope,  Orangelnirg  County  on  June  4.  Weevils  caused  some 
damage  in  tiie  southern  counties.  There  was  entirely  too  much 
rain  in  many  sectionsduring  July,  and  weevil  ravages  increased, 
notwithstanding  active  preventive  measures,  with  considerable 
damage  in  the  eastern,  central,  and  southern  counties.  The 
first  opeji  boll  was  picked  near  Bishopville,  Lee  County,  on  July 
13.  Cereal  threshing  was  finished  about  the  middle  of  the 
month.  Abnormal  rainfall  continued  in  extensive  sections  of 
tlie  eastern,  central,  and  southern  portions  during  August,  and 
tlie  wet  weather  caused  considerable  shedding  and  boll  rotting  in 
cotton,  in  addition  to  weevil  ravages,  which  embraced  ihe  whole 
of  the  top  crop  and  part  of  the  young  intermediate  crop;  other 
crops  maintained  good  condition  generally,  except  late  corn. 
The  first  bale  was  ginned  at  Bamberg,  Bamberg  County,  on  9th. 
September  was  marked  by  drought;  all  crops  deteriorated,  and 
late  corn  was  practically  beyond  recovery;  the  boll  weevil  had 
about  taken  its  toll  for  the  season.  October  rainfall  was  much 
above  normal,  but  good  progress  M'as  made  in  bousing  fall  crops, 
and  cotton  picking  was  practically  finished  by  the  end  of  the 
month,  unusally  early  compared  with  former  seasons.  On 
account  of  very  light  rainfall  in  November,  plowing  and  planting 
were  delayed  by  hard  soil.  Decemlier  was  the  mildest  since  1889, 
and  the  weather  was  especially  favorable  for  winter  truck  and 
gardens  and  for  germinating  winter  grains. 


The  last  general-taring  killing  frosts  occurred  about  ]\Iarch 
2i  to  21,  and  the  first  in  autumn  occurred  about  November  JO-11 
up-State  and  about  November  21  to  29  elsewhere.  The  average 
latest  spring  killing  frost  date  for  1 922  was  March  1 1 ,  or  1 2  days 
earlier  than  normal,  and  the  first  killing  frost  date  in  autumn 
was  November  21,  or  18  days  later  than  normal.  The  growing 
season  was  257  days  in  length,  or  25  days  longer  than  normal. 
The  mean  annual  temperature  was  64.0®,  or  1.0°  above 
normal.  The  warmest  month  was  July,  with  a  mean  of  79.9°, 
or  0.1°  above  normal;  coldest  month,  January,  with  a  mean  of 
44.2°,  or  1.3°  below  normal.  The  highest  annual  mean  at  any 
station  was  68.2°  at  Paris  Island;  lowest  annual  mean,  61.1°  at 
Landrum.  The  highest  temperature  was  101°  at  Paris  Island  on 
June  11  and  July  31  and  at  Newberry  on  June  12  and  July  2  and 
10;  lowest  temperature,  14°  above  zero  at  Santuck  on  January  2 
and  at  Walhalla  on  February  8. 

Seasonal  temperatures,  with  departures  from  the  36-vear 
normal:  Winter. -49.0°,  +2.7°;  spring. -63.7°,  +0.8°;  sum- 
mer,—78.2°,— 0.5°;  autumn.— 64. 8°, +0.9°. 

The  average  annual  precipitation  was  58.17  inches,  or  10.27 
inches  above  the  normal  and  the  greatest  annual  average  of 
record.  The  greatest  annual  amount  at  any  station  was  73.18 
inches  at  Landrum  ;  least  annual  amount, 47. 30  inches  at  Black- 
yille.  The  greatest  monthly  amount  at  any  station  was  12.73 
inches  at  Yenia.ssee  in  August;  least  monthly  amount,  0.00  at 
Rimini  in  September  and  at  Paris  Island  in  November.  The 
average  annual  number  of  rainy  days  was  112;  greatest  number 
at  any  station,  142  at  Liberty;  least  number,  83  at  Rimini. 

Seasonal  precipitation,  with  departures  from  the  36-year 
normal;  Winter.  — 11.69,  +0.44  inch;  spring.  — 18.04,  +7.55 
inches;  summer.  — 17.75,  +0.82  inch;  autumn.  — 7.33,  —1.87 
inches. 

During  the  growing  season,  March  to  September,  inclusive, 

the  total  rainfall  was  36.94  inches,  or  5.67  inches  above  normal. 

Tiie  total  annual  snowfall  ranged  from  Traces  toS.O  inches, 

and  the  snows  were  confined  principally  to  the  latter  part  of 

January  and  to  February  15,  16,  and  17. 

Moderate  freshets  in  the  Pee  Dee  and  Santee  River  districts 
during  portions  of  9  months  of  the  year  were  attended  by  un- 
avoidable losses  approximating  $46,990,  and  the  value  of  mova- 
ble property  saved  by  timely  warnings  has  been  conservatively 
estimated  at  $300,450. 

The  average  annual  atmospheric  pressure,  determined  from 
9  regular  station  reports,  was  30  09  inches.  The  highest  pres- 
sure was  30.67  inches  at  Asheville,  N.  C,  on  February  8,  and 
in  the  Section  proper,  30.61  inches  at  Due  West  on  the  same 
date;  the  lowest  pressure  was  29.17  inches  at  Asheville,  N.  C, 
on  January  11,  and  in'the  Section  proper,  29.25  inches  at 
Greenville  on  thesame  date. 

The  average  annual  sunshine,  determined  from  9  automatic 
records,  was  59%  of  the  possible  amount.  The  average  annual 
number  of  clear  days  was  163;  partly  cloudy,  91,  and  cloudy, 
111,  as  against  normals  of  171,  100,  and  94  days,  respectively. 
The  average  annual  relative  humidity  at  8a.m.  was  82%  ; 
Noon,  60%,  and  8  p.  m.,  72%. 

The  prevailing  wind  was  from  the  northeast.  The  average 
annual  hourly  velocity,  determined  from  9  anemometer  records, 
was  7.9  miles.  The  highest  velocity  for  any  5-ininute  period 
during  the  year  was  54  miles  per  hour  from  the  northeast  at 
Charleston  on  .Inly  30. 

(COXTTNCED  OX  r.KGV.  M.) 
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CLIMATOLCXMCAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Yea!!,  1922. 


stations. 


Counties. 


EASTF.KN   PORTION. 


Allendale. . 
Blackville  . 
Charleston 
Cheraw 


Conway  

Darlington  . 
Krtinghani.. 
Fergu.son . . . 


Florenoe  I. .. 
Florence  2. .. 

Garnett 

Georgetown  . 

Kingstree  . . . 


Orangeburg  1 . 
Orangeburg  2. 
Paris  Island . . 
Pinopolis**. .. 
Kiinini 

St.  Ceorge  . .  . 
Societ.v  Hill  . . 
Sumnierville  . 
Werlgefield .  . . 
Yemassee  


Barnwell 

Barnwell 

Charleston  . . 
Chesterfield  . 


Horry 

Darlington. . 

Florence 

Orangeburg. 


Florence  

Florence  

Hampton 

Georgetown. .. 
Williamsburg  . 


Oranget)urg . 

...do 

Beaufort 

Berlceley 

Clarendon  . . 

Dorchester . . 
Darlington.. 
Dorchester . . 

Sumter 

Hampton  . . . 


Division  means  and  !extrenies. 


WESTK.HN  PORTION. 

Aiken  

Anderson 

Biitesburg 

Blairs  


Calhoun  Falls . 

Camden 

(Catawba 

Chappells 


Aiken  

Anderson  . 
Lexington 
Fairfield  .. 

Abbeville  . 
Kershaw  .. 

York 

Newberry . 


Chester 

Clemson  College 

Columbia 

Due  West 


Eflge  field 

'-ia.ston  Shoalstt. 

ifreenville 

Greenwood 

ITeath  Spring  ... 

Kershaw 

Landrum 

Laurens 


Chester 

Oconee 

Richland  .. 
Abbeville  . . 

Edgefield  .. 
Cherokee. . . 
(ireenville  . 
Greenwood 


Lancaster 

j  Kershaw 

1  Spartanburg  . 

Laurens 


Liberty  

I-ittle  ifountain  . 

Jfonefta 

Kewfjerry 


Pelzer 

Saluda 

Santvu'k 

Spartanburg 


Trentou 

Walhalla 

Winnslmro 

Winthrop  College  tt. . 

Division  means   and 

Section  means  and  ex 


Pickens  . . . 
Newberry  . 

.Saluda 

Newberry . 


Anderson  . . . . 

.Saluda 

I'nion 

Spartanburg . 


Edgefield 
Oconee . . . 

...do 

York 


extremes. 


Cliinatological  Data  for  the  Ttar  1923. 


Temperature  (degrees  Fahrenheit). 


186 

296 

48 

144 

25 
175 
lOfi 

C3 

136 
136 

82 
12 
54 

264 

264 

13 

54 
97 

109 
192 

75 
249 

24 


527 
764 
656 
293 

508 
222 
562 
402 

487 
850 
351 
711 


680 
989 
071 

568 
500 
1063 
5S9 

900 
711 
400 
502 

850 
536 
512 
875 

620 
1061 
545 
690 


65.3 
67.2 
64.1 


65.3 
64.1 


65.2 


67. 7 
66.3 
65.1 

65.5 

68.' 2 


63.2 
66.6 


6.5.6 


65.6 
63.3 


98 
100 
97 
96 

97 
97 


99 


99 
100 


uu 

95 


02. 0 
64.6 
62.4 


61.6 
61.8 

62.  6 
63.2 
61.1 
61.2 

62.0 
63.2 

64.7 


98 
101 


96 


100 
99 


June  12t 
July  3lt 
June  12 
June  18t 

June  12 
June  12 

June  12t 

July     1 

July  "it 
.luly  29t 
June  26 

July  30 

June  iit 
June  12 


Jan.  13 
Jan.  26 
Jan.     2 

Feb.  17 
Jan.     2 

Jan.    '2 

Feb.   17 


Jan.  i 
Feb.  17 
2t 


21  I  Jan. 
18  i  Jan. 


Jan.     2t 
Jan.     2t 


June  12t 
June  12 

jiilyib' 

June  Ut 


Sept.    4 
Sept.    2 


Sept.    4 
July   29 


July  29t 
July     2 
July     It 


19  I  Jan.  2 

20  !  Jan.  2 

'26  I  Jan.  2 

17  '  Jan.  2 


20  1  Feb.     8 


Jan.     2t 
Jan.  26 


Feb. 
Jan.  26t 


62.  6 
62.1 


61.3 
63.1 


62.8 
04.0 


Aug.    1 
July     Itj 

June  30ti 
July     2 
Sept.   2 
June  12t 

Sept.  3 
June  12t 
Sept.  4 
,lune  12t 


Jan.  2 
Jan.  26 
Jan.     2 


20     Feb.    8 
20     Jan.     2t 


99 
98 

96 

ion 

97 
98 

101 

101 


July     2 
July    It 

July     It 
Sept.    4 
July      1 
July    10 

June  12t 

June  lit 


Jan.  It 

Jan.  13 

Jan.  14 

Jan.  2 

Jan.  2 
Jan.  26 
.Ian.  2 
Jan.  26 


.Tan.  2 

Jan.  2 

Jan.  2fit 

.Ian.  2 

Feb.  8 

Jan .  2 

Jan.  2 


14     Jan.     2t 
14  1  Jan.     2t 


1 
25 


8 
5 

23 
30 

in 

19 

19 
21 
30 
44 

30 
23 
29 
23 


?'recipitation  (inches). 


b      I 


47.  30 
.50.  62 
58. 69 

62. 14 

49.  63 
63.  67 
61.92 


62.81 
55.36 
68.43 
51.29 

56.  78 

'57.86' 


8.60 
7.28 
9.  .56 
7.62 

11.70 
7.25 
9.31 

11.18 

11.23 
10.02 

9.  46 
12.65 

7.  .56 

12  19 


Aug. 
Mar. 

1  May 
I  Feb. 

I  June 
I  June 
i  July 
!  July 

June 
June 
Aug. 
May 
June 

July 


11.  10  Aug. 
10.  in  !  July 
11.52    July 


66.  .52 
66. 66 


12.158 
10.32 


59.85  !     12.73 


58.  53 


57.30 
54.  92 

'62.'24 

56.00 
50. 12 
57. 31 
01.29 


12. 


9.  20 
8.67 
9.  92 
H.75 

10.54 
7.19 
8.17 
9.54 


68.  30 
49.84 
48.43 

53.  97 
58.71 
.5.S.25 
60.  66 

62.  75 

58.  31 
73.18 
60.  47 

63.  86 
53.  20 
53.78 
60.  00 

58.10  I 

'60.60 
.53.09 

55.  97 
62.  38 

59.  76 
52.  93 

57.68 

58.17 


July 
July 

Aug. 

Aug. 


Mar. 
Feb. 
Mar. 
Aug. 


0.25 
0.10 
0.80 

0.69 
0.71 
0.3: 


Nov. 
Nov. 

Sept. 

Nov. 

Nov. 
Nov 


0.50  i  Nov 


0.61 
0. 06 
0. 02 
T. 
0.49 


1  .Sept. 
Nov. 
Nov. 

1  Nov. 
Nov. 


0. 40  I  Sept. 


0.00 
0..30 
0.00 

T. 

1.27 

0.32 

O..55 

T. 


Nov. 
Nov. 
Sept. 

Nov. 
Nov. 
Nov. 

Nov 
!  Nov. 


0.00  jSept.' 


0,87 
0.47 


0.06 


Nov. 
Nov. 


Sept. 


Feb.  I  n. 60  Nov. 
Jfar.!  0.64  j  Nov. 
Feb.  0.  89  I  Nov. 
Feb.     0..'''3    Sept. 


...    0. 63  1  Nov 
9.16    July  1  0..31  i  Nov.      2.0 
7.  .39    Julv  i  0.  44  !  Nov.  I     0. 
7.98    Mar.  i  0.33  I  Sept. 


8.65 
8.19 
7.21 
8.64 

8.60 
9.44 
11.93 
9.22 


Mar. 

Feb. 
Feb. 
Mar. 

Aug. 
July 
May 
Feb. 


0.  68  i  Nov. 
0.  80  '  Sept. 
0.48  \  Nov. 
0. 90  j  Nov. 

0.27  :Pept. 
0.10  ]  Seiit. 
0.  90  iSept.i 
0. 10  ;  Sept. 


11.21  i  May     0.27 


8.  53 
10.10 
8.06 


I'Pb 
Mar. 
Feb. 


8.  .56  Feb. 

9.44  Mar. 

9. 19  Fel). 

8. 25  Feb 


8.  .59 
8.51 
H.30 
7.79 


5Tar. 
Dec. 
.Mar. 
Feb. 


11.93    May 
12.73  i  Aug. 


0.08 
0.67 
0.31 

0.60 

'o.'P4 
0..57 


Nov. 

Sept. 

Nov. 


CA 

^ 

u 

C3 

ce 

"C 

» 

>. 

C 

0  . 

a 

u-U 

u 
0 

£> 

a 

fci 

- 

3 

^ 

^ 

3.0 

0 

1.0 

0.2 
1.5 
T. 

2.2 


0.4 
T. 

2.0 
0.4 

2.0 
1.5 
0 
2.0 
0.2 


4.5 
T. 


T. 
1.1 


1.0 
0.5 
T. 
T. 

0.2 
(1.4 
T. 

0.7 


T. 
4.5 
3.1 
4.0 

1.5 
T. 
3.0 
0.5 

8.0 
2.0 
T 


Sept.  I     1.0 


Nov. 


Sept. 
Nov. 


0.88  Nov. 
0.  ,56  i  Sept. 
0. 98  Nov . 
0.81  !  Nov. 

i 
0.10  ISept. 

0.00  'sept.t 


0.8 
T. 
1.2 
3.0 

1.0 
1.8 
0.1 
3.9 

1.5 

1.3 


Sky. 


90 
141 
91 

123 
111 
96 

120 


92 
119 

94 
101 

124 


215 
111 


60 
137 


168 
104 
219 

238 

1:19 
1 66 
134 


84 
1.52 


167 
R3 
111 


tii 

c 


90 
117 


178 
146 


113 
109 
69 
113 

59 
116 
120 


112 
139 


105 
102 


100 

no 


111 

113 
99 
106 


224 
191 


1S9 
158 


204 
188 


134 

238 


89 


101 
15 


sw. 

se. 


1.51 
91 


138 
156 


1.30 
112 


109 
126 
132 


151 
116 
101 


121 
115 
124 


113 
134 

110 


93 
.114 
140  i 
100 

101 
107 
117 
94 

112 
104 
121 
9i) 


81 
139 
120 
125 

113 

112 


123 


121   ! 


i I i  "■• 

121        142  ;     102  i  e 
207  i       m  i     118  t  w 
179  !      Ill    :       75  I   \T. 
110  ;     196  I       59  , 


V>8  ;  148  I  89 

•_'03  I  40  I  1-22 

106  ;  172  :  87 

184  i  107  I  74 


SW. 


150 

173 
l.-^l 
1.57 
203 

1,58  i 

163 


95 
119 
89 


97 
95 
119 


44  j  118 
94  I  113 
91    '•     111 


t  On  other  dates  also. 
•*  Temperature  data  are  from  ob.served  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
tt  Postolliee  adilresscs  of  these  stations  are  as  follows:  Of  Gaston  shoals.  Rlacksburg;  of  Wintlirop  College,  Rock  Hill. 


Vk\r,  U)22. 


CiM.MA'l"OLO(ilCAi.  DATA:     SOi'TII   CAIIOLINA   SKCTloN. 


Monthly  and  Annual  Precipitation  for  the  Year  1922,  with  Departures  from  the  Normal. 


Stations. 


January. 

c 

c 

o 

ca 

p. 

i-t 

o 

C4 

<0 

sr 

p. 

'-1 

K.tsrKRX  PORTION. 

Allendalo 

HIackville  

Churlcston 

Ciipraw 

Conway 

Pai'linjrton 

Etlinghara 

Fergubon 

Florenre  1 

Florence  2 

(iarnett 

Oeorgetown 

King.stree 

Orangeburs  1. . 
Orangeburg  2.. 
Paris  Island.  ... 

Pinopolis 

Hiinini 

St.  George 

Society  Hill 

.Suminerville... 

WedgefieM 

Yeraassee 

Division  means  and 
departures. 


WRSrERN   PORTION. 


Aiken 

Anderson 

Biitesburg 

Blairs  

Calhoun  Falls  . . 

Camden 

Catawba 

Chappells 

Chester 

Clemson  College 

Columbia 

Due  West 

Edgefield 

Ga.ston  Shoals  . . 

flrecnville 

Greenwood  

Heath  Spring  . . . 

Kershaw 

Landrum 

Laurens 

Libei-ty 

Little  Jlountain. 

Monetta 

Newberry 

Pelzer 

Saluda 

Santuclc 

Spartanburg 

Trenton 

Wallialla 

Winnsboro 

Winthrop  College 


Division  means  and 

departures. 
Section  means  and 

departures. 


February. 


March. 

-^ 

c; 

Q 

^ 

:3 

D 

P- 

s 

April. 


June. 


July.  Aufrnst.    [September'  October.  !"Noveinber.,I)fC<'ntber,!    Annual. 


2.13  -0.79 

2.48-0.88 
2.40-0.50 


4. -50 
5.  -Xi 


2.  73' -0.74  3.59 

3.79+1.24  3.23 

2.58' -0.78  .5. 

2.501-1.08  4.2!) 


1.571-0.73 
2.001-0.80 
2. 22 
2.60  -0.80 
2.09  -1.00 

2.59 

2.74 

3.  40J+0.67 

2.941-0.16 

3.041.. 


2.68.-0.32 
3.40+0.34 

2.'65i-6.'i2 


2.63 


2.78 
4.61 
3.49 
2.65 

3.61 
2.  73 
3.94 
3.13 


6.74 
2.22 
3.92 

2.97 
5.  56 
5.  32 
4.05 
3.01 

2.8S 
8.64 
5.59 
0.12 
2.95 

3.05 
2.25 
5.46 
3.20 
4.07 


-0.44 


—0.80 
+0.78 
-0. 12 
■  -0. 8: 

-0.39 
-0.  65 
+0.47 
—0.29 


+  1.  82 
-1.07 


+  1.00 
+  1.89 
+0.27 
-0.  OS 


+  1.22 
-  -0.  43 

-0.  33 
-1.64 
+  1.08 
-0,45 
+0.37 


5.22  +1. 

2.58|--0. 
7.391+2. 
2,  a5|-0, 
4.91 


.3.53 


+0 


5.80 
6. 35 
4.94 
5.88 
3.90 

4.92 
4.  HI 
5.30 
4.99 
5.25 


3.84 
5.17 


5.78 
8.07 
5.9r> 
S.C9 

10.  ,54 
5.  4S 
8.17 
9.54 


7.49 
5,  73 
7,11 

5,80 
8.19 
7,21 
7.  ,80 
7.50 


1  0.241  7.28 
+2.  22'  3.  IS 
f3.43;  0.58 

-0.77;  4.79 

0.04!  3.3: 

+0.55!  "-35 

+0.401  4.18 

+  1.71  7.62 
+  2.20  0.85 
6.2 


+  1.74 
-0.05 


+  1.40 


+2.4 
+2.  00 


0.00 
+  1.13 


5.19 
5.52 

6.25 
0.20 
6. 00 
5.52 
6.14 


6.21 
4.83 


4.84 
5.71 


I  3.17+0.56    6. 

+  3.90;  4.10+0.81    6.00 
i.57i   1.50!-1.49j  9.  .'=.0 


-0. 

+2.99! 


4.421  +  1.481  4.05 


+  1.20|  3.161+0.06 
+0.31i  5.b3:+2.64 
-0.44  5.  75!+2.43 
+  0.73    3.2»1+0.41 


+  4.45 
+  3.  68 


+  1.68 
+2. 12 


+2.  65 
+  1.90 


5.  .50|  4-2.  6' 
5.91+3.08 
0.  82  . . . 
3. 68  +0. 35 
3. 07  +0. 80 


+  2.84 
+  1.51 


+  1.35 
+2.21 


+  1.73  9.20  +5.24 
+  3.541  ".50+2.90 
+0.02'  9.92+5.50 
1-4.88    7.41  +3.71 


+  5.18  8.39 

+  1.51  7.  19 

+  3.84  7.91 

+  5.70  8.92 


•2.111  7.41 

-1.14;  O..",! 

....I  7.98 


0. 95 
8.51 
9. 22 


8.6,-^ 

+  4.08!  6.70 
+  1.WI  5.9.-. 
+  3. 14i  8.04 
+3.  70I  8.00 


+  3.47 
+3.  49 
+  3.80 
+  5.05 


+-2.44 
+2.81; 


3.32 
2.10 
1.30 
.5.21 
3.80 


4.36 

3.58 


1.02 


-0. 95 
+2.24 


+  1.10 
+0.1 


-2. 00 


.|  0.09 
.  1 10. 02 
.1  7.30 
0.001+0.46    6.92 
8.  53  +4.  06    8.  40 


7.07 
8.06 
8.  .56 


+2.  60 

+3.  87 

+  3.  94 

0.92  +2.28,  9.44 

9.19  +4.40!  7.1.-1 


10.10 
7.  90 
0.76 


+3.  071 
-0.24: 
+  1.72! 
+3.05! 
+  3.73! 


0.07 
R.  .59 
7.03 
8.30 
7.07 


7.55  +2.94!  7.89 
6.  02  +2.  19:  7.  04 


+  1.00 
+0.  56 
+4.02 
+  4.51 


+  1.45 
+  4.74 

+  6.05 
+  4.17 

+ 1 .  98 
+  5.43 
+2.72 

+  1.19 
+4.  30 
+  1.31 

+4. 31 : 

+  3.80! 


3.81  +0.7' 


3.  07  +0.  58 
4.05  +1.47 


7.99+5.43 


5.541+2.02 
5.091  +  2.01 


7.75+5.22 


6.72+3.01 
0.  ,53  +3.67 

H 

3.  S5| 

0.601  +  3.27 
4.97+1.32 
6.831 +.3.  94 
6.32J+,3.28 

5. .52! 

8.  so! 

.5.03i 

6.251  +  0.37 
5.29  +2.21 


4.32 
3.31 
4.48 
8.15 

4.10 
3.94 
0.  45 
12.  05 
5.03 

7.07 
7.00 
9.80 
6.51 
10.78 


3.34 
7.49 


6.95 
0.59 


.5.58 
5. 33 

3.33 

5. 90 
.3.  17 
4.27 
5.42 


8.04 
2.  85 
4.59 


+  3.46  2.62 

+  2.50!  4.81 

+  6.09!  3-5-: 

4-0.551  6.31 


-2.58 
-0.83 
- 1 .  85 
-I- 1.00 


O     i 


0 

<g, 

t~ 

S 

p. 

■£, 

'£ 

0 

a; 

0 

S 

t^ 

C 

^  1 

7.68  +1.95  8.60+2.97 

5.41  -0.22  5..351-0.12 

8.021+0.70  5.  18-1.79 

7.471  fl.33  7.11+0.51 


+0.76'11.70+6.89  7.54+0.73 
-0.03  7.25+1.66  6.34+0.78 
+0.93  8.00+2.74  9.31|+3.55 
+3.98    5.90+0.24  11.181  +  4.54 


+  0.40 
+0.3- 


+9.21 
+1.84 


+6.65 
+2.  85 


+0.04 
+  4.1 


+3. 45 
+3.10 


+2.12 
+  2  2i: 

+  6.46 

+  2.00 
-0.04 
+  0.51 
+  2.74 


+  4.43 
-0.34 


4.50 
5.  05  +2.  4 
6.28  +2.72 
0.17  +2.02 
2.  03  -0.  54 


3.07 
1 1 . 9:1 

5.. '■.9 
I1.2I 

2.  09 


4.63  +1.75  5.57 

7.55  +4.73  0.00 

6.2814-2.54  4.98 
0.21 1+3.53 

,5.50|4-2.28  4.48 


7.35+4.27 
.3.  71 1  +  0.  30 
0. 151-M.50 
S.  031  +  5.35 
5.12|+2.00 
I 


3.53    6.031+2.76 


+3,10 


,111+2,14 

I 


5,  35 
6.33 
7.03 
4.39 
3.43 

5.37 


r6.  88 
-0.39 

+2.99 
+2.74 
+1.03 

+  i'.42 

-1-1.20 
+.5.22 
+  3.2' 
+  1..S0 
-0. 

+  1.9S 

+  2.31 


11.23+5.90 
10.021+4.75 
3.74 


8.55 
7.56 

5.45 
3.22 
2.80 
8.10 
7.31 


7.50 
8.13 


5.33 
6. 66 


+  2.98 
+2.40 


+2.60 
+2. 43 


10. 19, +4.  34 
8.  06  +2.  81 
7.50 


7.90 
5.67 

12.19 

■i'.'bi) 
10.10 
11.52 


+2.06112.58 
+2.3711C.32 


-0.661  6.84 
+  1.20   8.39 


+  0.50 
-0.85 


8.('2+0.S0 
5.12-0.21 
5.17  -0.93 
8.50+1.66 

3.95-1.00 
5. 60  +0. 1 1 

9.46: 

3.75-3.05 
6. 56  +0. 26 

6.14 

5.  73 


2.60  11.10 
+  3.48    3.22 
6.80 


+6.15 
+3.66 


-0. 02 

+2. 0' 


4.44  -0.30 
4.12-0.3 


8.29 
6.73 


.601-0.81    6.02 


3,24j-0.39 
5,.34  +0.  86 
3.1x1-1,72 
4.191+0.12 


4,901-0.28 
4.961+0.78 
3.C2 

5.44! 

4.47i  +  2. 10 
0.  591  +  1.  Pn 
4.02J-0.54 
6.81    t-1.61 

'•34 

5.24I 

8.521 

4.  19|-1.00 
5.20+0.94 


+3.45 
+  1.69 


hO.68 


6.191  +  0.6' 
6.011+0.78 
7.95+1.47 
6.85+1.54 


6.68 
7.02 


12. 73 

6.75 


+5.10 
-3.86 


+0.98 
-0.40 


+6.24 
+  0.45 


2.74 

7.  ''7 
6.20 

6.04 

3.  ."^S 
4.4s 
4.43 


-3.01 
+3.25 
+  1.95 

+  i.'98 

-1.10 
-0,  16 
-0.86 


5.29+0.90 
4.32-0.82 

4.63 


5.61  +0.18 
1.13:-4.20 

ii.'75  +6.' 66 

1.S4  -3.87 
3.58-1.88 
1.75—3.46 
4.261-0.19 

1 

1 

9.16|+3.89'i.'6i|-3.65 
39+1.33    1.76I-.5.02 
.5.28! 2. 241 


6.59 

3.89-0.81 
5.21-0.22 
0.76|  +  1.49 
8.091  +  3.20 


9.44 
6.70 
4., 58 
7.14 
4.60 


+  1.38 
-0.38 


2.45! 

6..';8H-0.97 
0.95,-4.11 
4.05-1.14 
8.e0i  +  .3.  10 
1 

6.I3I 

1.55! 

4.00! 

0.891-5.6? 
5. 13-0.r5 


6.42  +1.02  3.00 
3.98  -1.171  6.41 
5.20  -O.'ISl  1.55 


4.95 

4.F4 

7.61 
7.09 
6,23 


0.10;  8.20 


+  0.15I 
+2.13 
+0.671 
+  I.32I 
5.61  +0.05 


+0.021  6.34  +0.99 


5.481  +  0. .58 


7.20 


+1.22 


1..331- 

5,401- 
1,29l- 
4,2l!- 
1.99I- 


-1.98 

+  1.05 
-3.  28 

+2.'47 

■4.26 

-0.47 
-4.98 
■l.'i:^ 
-3.70 


3.74-1.C6 


5.07 


-0.98 


1.00 
1.13 
0.80 

2.28 

0.70 
1.02 

0.61 

0.47 

1 

3.08 

1.35 

0.40 

6.' 90 
0.75 
0.00 


1.00 
3.23 
0.62 
2.16 

1.28 


1.28 
2.16 

6.00 

1.S2 
1.05 
1.40 
0.53 


1.85 
2.19 
0.33 

2. 21 
0.80 
0.72 
1.90 
0.27 

0.10 
0,90 
0.10 
1.30 
0.08 

0.74 
0.31 
1.18 

6.64 

1.77 
1.20 
0.  .'^■0 
2.28 
1.57 

1.07 

1.15 


P         f- 


-3.18  3.  8O+I.551  0.251- 
-4.K3  5,72  +1.79  0.  10| 
-2.77    5.40+3.35    1.29'- 


-2.51  8.02 

-2.39  4.06 

-3.31  9.00 

-2.78  8.03 


-3.48 
-3.62 


-0.48 
-2.  75 


-3.99 

-3.8: 


-2.38 
-1.11 
-2. 86 
-1.88 

-2.83 


-2.10 
-0.84 

-2.' 74 

-2.58 
-2.  61 
-2.03 
-2.61 


-2.11 
-1.20 


■  2.  3' 
-.3.07 


7.10 
7.23 


■1.75 
-2.77 
■0.82 


2.67;-0.56  47.30  +  0.91 
4.  6Ii+I.46.'>0.  (2l+  2.82 
5.28!  +  ].  14  ch.tO; +12.05 


+0.81 
+  1.65 
+  6.02 
+  5.16 


0.69 
0.71 
0.37: 
0.50 


-1.52|  6.  241  +  2. C3  (2.141  +11- ■"' 
-1.38!  4.62  +I.t4  <.9.  63]+  5.24 
-1.73!  4.87  +1. 64  03.  67  j +14.  89 
-l.Or  4,33;  +  l,30  OI.W;  +13,01 


+  4.10 

+4.17 

8.35 I  0.(,2 

6.93+3.75'     T. 
5.20+2.35   0.49 


0.(6,-2.03 


3. 30 

3.041 1 

7.601+4.35 


6.45 


7.  541  +  4.  J9 
4.581+2.30 
3.93+1.08 
6.14+3.30 


0.61 
1.24 
0.00 
0.30 
O.bO 


-2. 35 

-1.56 


-2.31 
-2.14 


6.06 


6.39 
4.4' 

5.'49 

4.75 
6.52 
6.65 
6.71 

6.29 
4.97 
6,65 
3,14 

7.80 
5.05 
4.77 


■I.7O1  5.97 
-2.72    ('.0( 


T. 

1.27 
0.32 
0,56 
T. 


-1.88 
-0.90 
-l.!6 
-1.07 
-2.06 


f6i  +  i'.71  02.811 +  17. to 

22; 65.36 

62  +4. 1768.43  +17.70 
25;  +  l. 20:51. 29  +  4. 85 


4.15 


35 


166.78! 

+3.'25  57.'86  +12.' CO 


164.84 


+  19.41 
+  10.12 


+  1.421 

881+2.78  60.52 
59|  +  4,24  66.C6 

45:  +  0.26 I 

£5! +4. 23  59. 85! +  11. 83 

I  i  I 

+  3.08    C.44-1.45;  6.  C4  +1.  96  58.  .''3  +11.  01 


+3.70    0.87 
+  1.69|  0.47 

Vi.'tS    6.'88 


+  1.69 
+  3.90 
+  3.04 
+4. 1:: 


+  1.00 
+  3.80 


+  2.71 
+  1.57 
+  3.  13 
+  3.61 


5.22 
4.63 
4.48 
-2.65  3.04 
-2.  76    6. 12  + 


-2.44  0.97 
-2.  66  4.55 
-2.26   4.41 


-2.  62 

-1.51 
-1,98 
-4,51 
-1.06 
-1.45 

-2.33 

-2.70 


5.08 

3.17 
7.09 
4.36 
6.21 


+3.49 
+  1.1-9 
+0.91 

+  2.' 84 

+0.  .36 
+4.00 
+0,87 
+  8.11 


3.991  +  1.14 


0.60 
0.  04 
0.  89 
0.99 

0.63 
0.31 
0.44 
0.52 

0.68 
0.96 
0.48 
0.90 
0.93 

0.91 

O.iOi 
0.52! 
0.27 
0.08 

0.67 
1,22 
0.60 

'6.' 97 

0.57 
0,88 
0.(3 
0.98 
0.81 


-1.70 
-2.23 

-i.'38 

-1.81 
■  1.71 
-1.51 
-1.22 


-2.43 
-1.79 


-1.72 
-2.62 
-1.79 
-1.26 


5.4014-2.37    0.73 

I 
5.57+2.481  0.61 


-2.46 
-1.08 


-1.52 
-1.34 
-1.97 


-1.26 
-1.60 

-2.2c 
-1.11 
-1.38 

-1.38 

-1.67 


.3.411-0.20  57.30  +11.90 
5.091—0.22  54.  S.2'  +  7.58 

4.'3ii-'('.'4i  02.24!  +iy.:.9 

I  I 

4  ,"^21-0.28  66, 0(  +  4.81 
3.  S2; -0.08  50.12  +  5.68 
4.fO  +0.  51  57.31  +  8,69 
3.001-1.45  (.1.29  +18.84 

4.16 

9.10  +3.88  (.8.:'01+14.71 
2.01  -0.29  ■.*.84|  +  2.76 
4.25 'i8.43 


3,03 

4.74   -Hi.  20 
6.80  +2.(91.^6.25 
3.  45i-0.98'(0.f6 
4.531  +  0.  (-01(2.  75 


3.97  

8.711+13.65 
+  3.29 
+  13.06 
+  8.73 


4.06! ;58.n 

5,861 l'3-lf' 

4.84: 1(0,471 

9.8];  +  3,.''6  63.86  +  3.28 
3.03  +0.S4i63.20  +  9.98 


2.82 
4.30 
6.92 

4' .'33 


3,28 
8,  ,51 
3,80 
5.72 

4.81 

4.90 


— 0.60!f.3.  78 
-0.01  It  0.00 
+  1.54:.58.10 

+6. 17' to.' 60 

+  1.35(6.3.(9 
+0.42165.97 
+  3.241(2.38 
+  0..39:,'=9.76 
+  1.47  52.93 


+  8.(2 
+  16,(8 
+  0.67 

'+13  J  6 

+  4.53 
+  8.39 
+  2.61 

+  16,70 
+  5.47 


+  0.53  57.68!  +  ^-23 

I 
+  1,50!58. 17:  +10.27 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  .stations  a,s  have  ten  or  more  years  of  record. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Yeak,  1922. 


Uonthly  and  Anuual  SCean  Temperatures  for  the  Year  1922,  with  Departures  from  the  Normal. 


Stations. 


EASTERN  PORTION. 

Allendale 

Blaekville 

Charleston 

Cheraw  


Conway 

Darlington  . 
Ferguson . . . 
Florence  1.. 
Garnett 


Georgetown  . . 
Kingstree  .  . . 
Orangeburg  1. 
Prtris  Island.. 
Pinopolis 


St.  George 

Society  Hill  . 
Summerville 
\Vedgelielci  . . 
Vemassee 


Division  means  and 
departures. 

WESTERN  PORTION. 

Aiken  

Anderson 

Biitpsburg 

Calhoun  Falls 

Camden 


Chester 

Clemson  College  . 

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Spring 

Kershaw 

Lan<lrum 

Laurens 

Liberty 

Little  .Mountain  .. 

Monetta 

Newberry 

Saluda 


January. 


February. 


44.3 

47.4 
43.8 

45.7 
■45.8 
'44.6 
45.4 
47.8 

47.1 
45.8 
45.8 
49.0 
45.7 


'44 
47.6 


Santuck  

.'Spartanburg 

Trenton 

Walhalla '.'.'...'. 

Winnsboro  

Wintlirop  College ! 

Division  means  and 

departures. 
."Section  means  and 

departures. 


47.9 
46.1 


46.1 
'43.1 
46.0 
41.0 
45.2 


'43.3 
44.1 
42,2 
41.8 

42.1 
43.2 
43.2 
41.6 
41.0 

42.1 
43,4 
45.2 
•43.  (i 
43.8 

42.6 
42.0 
44.2 
42.4 
'42.0 
40.4 

43.0 


-3.2  52.9 
-0.6i  56.4 
-1.2    51.1 


-2.3 
4-0.3 
-2.7 
—0.1 


-1.7 
-1.9 


-2 
-2.1 


-0.6 
-L9 


-0.4 
-1.7 


0.0 
-1.2 
-t-0.6 


54.8 
52.2 
54.0 
51.4 
59.0 

56.6 
55.4 
55.8 
57.1 
56.4 


'50.6 
57.2 


58.0 
.54.9 


55.6 
51.6 
54.9 
48.8 
52.0 


+0.7   50.7 

1.0   53.4 

50.2 

-1-0.7   49.0 


-0.8 
-0.2 


-1-4.9 

-1-4 

-1-6.1 

4-7.0 
4-6.9 
4-6.2 
4-5.3 


4-7.5 
4-7.9 


4-6.0 
+8.0 


+5.8 

+' 


+9.0 
+6.9 


March. 


"56.  6 
59.0 
55.8 


-1.1 
+  1.8 
+2.4 


58. l!  +1.S 


56.6 
56.5 
50. 0 
60.9 

59.4 

57.7 
58.2 
59.8 
57.4 


''55.2 
59.0 


60.0 
57.9 


+6.6!  57.6 


49.6 
52, 
51.2 
49.4 

49.6! 


-0.8  49.6 
-2.1  52.3 
-1.9  .54.2 
-1.2  ',53.4 
-1.6   49.8 


-0.5 
-0.4 
-2.4 
-0.2 
-2.2 
-3.1 


-1.3 


+  6.9 
+9.6 


+  4.2 


+7.5 
+5.6 


+7.6 


+6.1 
+9.8 


+6.2 
+  4.5 
+6.1 

+8.1 
+3,2 


56.1 
58.8 
.=.2.2 
56.9 


53.6 

56.8 
53.2 
53.0 

53.6 
54.2 

'.53. 
51.9 

'5L9 

.53.6 
54.8 
56.4 
.55.5 


50.2 
49.8 
53.0 
49.2 
.50.4 
49.0 

51.2 

52.  6 


+7.0 
+7.0 
+  6.8 
+  6,1 
+  .5.3 
+5.6 

+6.3 

+5.5 


53.2 
53,2 
56, 1 
51.9 
54.9 
52.8 

,54.0 

55.5 


+  1.2 
+0.5 
+  1.6 


+  1.9 
+L1 


+  1.4 
+0.9 


+0.5 
+0.8 


+2.2 

+  1.3 


+2.4 
+  1.9 
+4.0 

+2.' 6 


+  1. 
+5. 


+2.4 


April. 


66.4 

65. 

68.2 


65.7 
64.0 
66.8 
66.0 
'69.4 

67.2 
65.4 
66.4 
69.6 
64.3 


+2.1 
+  1.3 
+3. 
+3.3 

+3.1 
+2.1 
+  4.7 
+3.4 


+3 
+2.  2 


62.9 
67.3 


67.6 


+4.6 
+2.2 


+1.1 

+3.8 


+2.8 


66.3    +3.3 


66.2 
62.8 


+0. 
+0. 


61.4 
65.4 


'62.  6 
64.4 
62.6 
61.7 

63.5 
62.2 
6.3.8 
60.8 
61.2 


+3,2 
+  1.4 


+2.9 


+.3.0 
+  1.6 


+  3.2 


4-2.4 
+  1 


+0.9i  62.4  +1 

-0.6    62,91  +1.1 

+0.3    64. 8i  +1.1 

+0.9BC7.0  +4.8 


0.0 

+2.1i 
+0.1 
+0.  Oi 
+  1.4' 
-0.5, 

+0.3' 

t 

+0.5' 


62.6  +2. 

62.4  +2. 

63.9  +1. 

«1.8;  +3. 

62.6  +1. 


63.1 
04. 5 


+2.0 
+2.1 


May. 


June. 


July. 


August. 


September    October. 


November  Pecember. 


73.2 
'71.6 
73.6 
72.1 

71.5 
'70.6 
71.8 
72.8 
74.2 

72.8 
71,6 
71.7 
74.6 


70.0 
73.0 


72.8 
72. 5 


0.0 
-1.7 
+0.9 
+  1.4 

+0.6 
-0.6 
+0.6 
+0.6 


+0. 
-0.2 


+  1.1 
-0.7 


-0.8 
+1.1 


+0.2 
+0. 


71,9    +0.5 
69.5    -0.9 


68.4 
'73.6 


68.4 
69.4 
70.6 

67.8 
69.7 


+  4.1 


-0.6 
-0.1 


+0.9 


79.8 
79.6 
79.8 
78.8 

78.6 
78.4 
79.2 
79.6 
'80.5 

78.2 
78.7 
78.8 
81.8 
77.2 


78.2 
79.0 


78.8 
79.1 


79.0 
77.4 


-2.5 
-0.8! 


76.3 
79.0 
77.5 
76.4 

76.4 
76.8 
78.5 
7.5.8 
77.0 


+0.8 
+0,3 
+  0.9 
+L6 

+  L7 
+  1.6 
+2.2 
+  1.2 


—0.2 
+0. 


+2.8 
+L1 


+1.3 
+1. 


-0.1 

hl.4 


+1.4 
+  1.8 


+1.0 
+0.8 


+2.0 


+  1.0 
+0.4 


6S.  8;  -1.3  76,8  +0,5 
69. 41  -2,6'  77.6  -0.2 
71, 2i  —0,71  79.0    +1.6 


70.  2| 
69.5] 
70.1 

67,  ?! 


-0.1,  78.8 

+0.11  77.4 

-2.0;  78.  6 

+  0.6!  7.5.8 


70.9 

-n.l 

78.6 

69.9 

-0,2 

78.2 

69.8 

-0.6 

77.5 

71.0 

-0,2 

78.2 

+2,1 
+  1.4 
+0.4 
+  1.1 
+  1.9 
+2.1 

+0.8 

+0.6 


'81.6 
81.4 
82.3 
79.8 

80.8 
79.8 
80.9 
81.4 
'81.7 

82.0 
80.6 
80.3 
83.0 
78.4 


79.8 
81.2 


80.4 
80.9 


79.9 

78.8 


77.2 
82.2 


-1.7 
-0.1 
+0.9 
-0.1 

+1.0 
-0.1 
+L5 
+0.2 


+  1.5 

0.0 


+1.6 
+0.4 


+0.4 
+  1.5 


-0.4 

+0.5 


-0.2 
-0.8 


+2.2 


77.6 
80.2 
78.6 
77.4 

77.6 
7«.  4 
79.5 
77.6 
78.4 

79.8 
78. 6 
79.8 


-0.1 
-0.9 


+0.3 


-2.0 
-1.0 


+0, 

-1.7 

+0.3 


80.2 
79.2 
79.0 
'77.4 
'80.0 
79.8 

79.0 

79.9 


-0.5 
-0.8 
-1.2 
+0.4 
+  0.4 
+0 

-0.3 

+0.1 


77.7 
78.1 
77.3 

77.0 
'76.3 
77.5 
77.1 
79.0 

78.2 
76.2 
77.1 
79.0 
75.3 


'76.0 
77.9 


77.0 

77.3 


77.4 
77.0 


75.0 
79.6 


74 

77.0 

75. 

74. 

74  4 
74.3 
75.8 
74.6 
'74.1 

75.6 
75.6 
76.0 


75.  6 
76.4 
7,5.  S 
75.2 
'76. 
75.5 

75.8 

76.4 


-2.8 
-2.9 
-L3 

-2.2 
-2.6 
-0.9 
-3.1 


-2.2 
-3.3 


-2.1 
-2.5 


-3.0 
-2.2 


-1.4 
-1.4 


+0.7 


-2.6 
-2.5 


-1.0 


-4.0 
-4.5 


-2.4 

-3, 
-2.2 


-2.9 
-1.1 


-1.2 
-1.4 

-2.9 


-2.5 
-2.4 


77.0 
76.8 
76.2 

75.2 
'76.4 
75.2 
76.0 


75.8 
74.8 
75.5 
77.0 
73.9 


74.8 
76.3 


76.1 

75.9 


+  1.4 
+0.2 
+3.1 

+  1.0 
+2.4 
+  1.2 

+1.4 


-0.1 
+0.5 


+4.8 
0.0 


+  1.7 
+  1.6 


+0.8 
+1.5 


76.6    +2.4 
75.81  +2.1 


73.5 


73.2 
76.2 
74.7 
73.8 

73.5 
74.1 
75.1 
73.5 
72.6 

73.5 
76.0 
'76. 4 


74.6 
74.5 
7.'^.  8 
74.0 
75.6 
74.6 

74 

75.2 


+1.0 
+2.5 


+2.9 


+0.4 
+  1.0 


+1.0 
+1.3 
+2.  2 


+  1.4 
+■?.  5 
+0.8 
+  3.2 
+  2.4 
+  2.0 

+  1.5 

+  1.0 


66.9 
68.7 
64.8 

66.3 
64.2 
65.9 
65.8 
67.4 

67.0 
65.6 
66.7 


63.8 
68. 0 
67. 0 
68.0 

66.5 


65.9 
63.4 


60.6 


61.6 
65.2 

62.0 
62.4 

61.8 
63.0 
04.0 
61.6 
60.6 

61 

63.4 

65. 


+  1.9  57.9 
+  0.9  60.1 
+2.7  "56.  6 


+  1.4 
+0.7 
+  1.7 
+1.7 


+0.7 
+  1.1 


+  1.0 


55.8 
65.0 
55.6 


+  1.2 
+2.3 
+3.3 
+2.4 

+  1.7 


+2.1 
0.0 


•54.4 


0.0 

+  1.2 


+2.1 


-0.4 
+  0.6 


56.4 
56.0 
56.2 
61.6 
53.6 

57.1 
,52.  6 
58.1 
57.2 
58.8 

56.9 


57.6 
54.9 


52.6 
55 
52. 8 
52.4 

52.0 
53.  6 
53.8 
51.6 
50.0 


-0.3   52.0 

-l.Oj  53.2 

0.0   56.2 

1.4 


+■2.3 
+2.0 
+4.4 

+  1.6 
+2.3 
+0.5 


Annual. 

6 

^ 

a> 

s 

j3 

0) 

g 

g. 

<x> 

0! 

tr 

C 

51.6 
56.3 
48.6 

54.4 
'50.4 
53.7 


+  0.3 
+  1.3 


+2.9 
-0.8 

+1.5 
+  0.4 
+'2.5 
+3.3 
+3.3 

+  1.6 


+3.4 
+•2. 1 


''63.2 
49.2 
64 

55.0 

53.5 


53.4 
49.0 


+2.2 


+  1.9 
+1. 


+2.4 


0.0 
+  1. 


61.4 
62.0 
64.6 
61 . 2 
'63.  6 
63.3 


-0.7  51.4 
+  0.9  51.7 
+  '2.3i  .55.0 
+  0.  4j  51.0 
+  1.2j'52.4 
+  0.91  52.8 


6'2.9    +0.3:  53.2 
64. 5j  +0.91  54.8 


+1.1 
-0.7 
+  1.7 
+  1.1 


55.4 

55.4 
63.8 
53.7 
57.6 


48.8 
60.2 


49.0 
62.0 
48.6 
47.8 


+4.2 
+4.6 
+4.8 

+  6.9 
+5.2 
+5. 


+6.5 
+6.5 


+5.6 


+4.4 
+  .3.8 
+  6.0 

'+■7 

+4.3 


+6.1 
+5.2 


+2.1 


65.3 
07.2 
64.1 

65.3 
64.1 
65.2 


67.7 


+0.7 
+  1.6 
+2.3 

+  1.8 
+  1.6 
+1.8 


66.3    +1.5 

65.1  +1.3 
65 . 5 

68.2  +1.8 


63.2 
66.6 


66.8 


+  1.2 
+•2. 1 


+2.2 


65.6    +1.6 


65. 6 
63.3 


+5.3  62.0 
+4.8  64.6 
62.4 
+6.6   61.6 


48.6  +5.6 
49.2  +7.0 
49.  6  . . . 
■47.4'... 
47.2... 

1 

47.  6i  +4.8 
SO..-  +,5.2 
.51.9  +5.6 
50.4    +6.1 


+  0.2 
+  1.0 
O.Oi 
+0.2 
-0.6 
+  1.1 

+  0.9 

+  0.9 


48.8 
47.3 


47.4 
49.2 
48.6 

49.2 

61.0 


+  5 
+  .5.4 


+  4.1 
+  6.  5 
+  5.6 

+  5.0 

+4.6 


+2.2 
+1.5 


+  1.6 
+  1.4 


61.8 
62.6 
63.2 
61.1 
61.  2 

62.0 
63. 2 
64.7 


02.1 


+2.5 


+0.4 
+  1.4 


+  1.1 
+  0.2 
+  1.1 


+  1.4 
+  1.8 


61.3 
63,1 


+  1.6 
+  1.4 


6'2.8    +1.0 
64.01   +1.0 


The  departures  from  tlie  normal  temperature  are  computed  only  for  such  .stations  as  have  ten  or  more  years  of  record. 

Refarence  letters  {",  ", «).  appearin.sr  in  the  table  indicate  number  of  days  missing:  For  example,  *■  represents  two  days  missing,  etc. 


(CONTIXIFD  FROM  PAGE  51.1 


WEATHER  BY  MONTHS. 

Jnnuan/. — Thongli  sotnewhat  cooler  than  usual,  tlic  month 
was  generally  mild  and  open.  Precipitation  was  close  to  normal, 
bnt  was  poorly  distributed,  with  a  superabundance  in  the  Pied- 
mont.    The  snowfall  ranged  from  Trace  to  7.5  inches. 

Febriinrjj. — Remnrkably  mild  weather  prevailed,  the  monthly 
mean  being  5. -5°  above  normal ;  on  20  dates  the  daily  means 
ranged  5°  to  23°  above  the  average.  Precipitation  was  much 
nbove  the  average  and  continued  superabundant  in  the  Piedmont. 
followed  bv  freshets  in  several  river-(  during  two  perio:ls.  The 
snowfall  ranged  from  Traces  to  2  5  inches. 

March. — Precipitation  was  nearly  twice  the  averjige,  and 
freshets  in  several  rivers  occurred  during  two  periods.     Thermal 


conditions  were  somewhat  above  the  seasonal  average.  'Hie 
latest  spring  idlling  frosts  or  freezing  temperatures  occurred  on 
the  coastal  plain  about  the  5th  and  in  the  interi(.r,  from  the21pt 
to  24th.  Five  persons  were  killed  and  20  were  injured  by  a 
destructive  tornado  in  Aiken  County  on  the  7th.  There  wns 
some  damage  by  lightning  on  the  10th. 

April. — The  month  was  unusally  wet,  with  freshets  in  several 
rivers  during  two  periods.  Temperatures  averaged  somewhat 
above  normal,  with  a  prolonged  heat  wave  during  the  middle 
of  the  month  and  unusually  cool  weather  during  the  last  three 
days.     The  woods  were  generally  green  by  the  llth. 

May. — Precipitation  continued  above  the  average,  and  ther- 
mal conditions  were  near  the  normal.  Con 'aid  era  ble  damage 
occurred  by  lightning  on  the  llth  and  22d.  A  heavy  hailstorm 
occurred  in  Chesterfield  County  on  the  1 8th .  Freshets  occurred 
in  several  streams  during  two  periods.    • 


jissoiisesisaa» 


Ykar,  1922. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 
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Jane. — Temperature  and  precipitation  were  near  normal. 
Two  deaths  bj-  lightning  occurred  on  the  21st  and  27th.  Con- 
siderable damage  by  lightning  was  reported  on  the  4th  and  19th. 
Freshets  occurred  during  two  periods. 

July. — Temperature  was  near  normal.     Precipitation  was 
much  above  the  average,  with  freshets  in  two  periods.     There 
were  four  deaths  by  lightning  on  the  20th,  2-5th,  and  28th 
Damage  by  lightning,  e.^timated  at  $84,200. 

yl ('.9 ((s<.  — Weather  unusally  cool,  with  precipitation  con- 
siderably below  normal.  A  small  tornado  occurred  near  Charles- 
ton on  the  30th.  One  death  by  lightning  occurred  on  the  8th. 
A  church  was  destroyed  by  lightning  in  Aiken  County  on  tlie 
9th.  Damaging  hailstorms  occurred  in  sections  of  the  western 
counties  on  the  2d  and  od ;  damage,  estimated  at  S-WiOOO  to 
$100,000. 

September. — The  month  wns  marked  by  drought,  and  tem- 
peratures ranged  above  normal. 

October-. — Exceptionally  moist  weather  prevailed,  and  tem- 
peratures were  somewhat  above  normal.  The  tirst  killing  frosts 
or  freezing  temperatures  occurred  in  the  northern  edge  of  the 
State  on  the  2oth.  A  freshet  occurred  in  the  Santee  River  in 
one  period. 

November. — The  rainfall  was  the  lowest  of  record  for  this 
month,  and  all  streams  were  unusally  low,  materially' reducing 
power  at  dam  sites.  Temperature  was  somewhat  above  normal. 
The  first  general  autumn  killing  frosts  or  freezing  temperature? 
occurred  up-State  about  the  lO-llth,  in  tlie  central  sections  from 
the  21st  to  23rd  and  in  the  low  country  between  the  25th  and 
29th.     The  snowfall  ranged  from  Traces  to  1.0  inch. 

December.— 'Vh\?>  was  the  mildest  December  since  1889, 
having  a  monthly  mean  4.6°  above  normal.  Precipitation  was 
much  al)ove  the  average,  with  freshets  in  .'several  streams  after  the 
17th.  Snow  flurries  occurred  at  a  few  stations  up-State  on  the 
14th  and  20th. 

COMPARATIVE  DATA  FOR  SOUTH  CAROLINA. 


MONTHLY  AND  ANNUAL  CLIMATOLOGICAL  DATA  tVA 
SOUTH  CAROLINA,  YEAR   1022. 


Temperature. 


Months. 


Preoipitation. 


-  1  ? 


a   3 


cS  !  O 

CO  ,>5 


NiunbPr 
of  (lays. 


Wind. 


I  .Tanuary  . . . 
'  P"ebniary . . 

March 

April 

May 

June 

July 

August 

September 

October  . . . 

November . 

December  . 

Annual . . 


44.2 

-1.3 

81 

14 

3.53 

+0.07 

52.  6 

+  5.5 

84 

14 

6.62 

+2. 19 

55.  5 

+  0.5 

89 

24 

7.04 

+  4.  10 

64.  5 

+2.1 

95 

;3 

5.11 

+  2.141 

71.0 

-0.2 

98 

38 

5.89 

+2.31 

78.2 

+  0.6 

101 

52 

5.48 

+  n.,58! 

79.9 

+0.1 

101 

58 

7.20 

+  1.221 

76.4 

-2.4 

98 

49 

5.07 

-0. 98 

75.2 

+  1.0 

100 

47 

1.15 

-2.70 

64.5 

+0.9 

94 

31 

5.57 

+2.  48 

54.8 

+0.9 

88 

17 

0.61 

-1.07 

51.0 

+4.6 

86 

22 

4.90 

+  1.50 

04.0 

*+1.0 

101 

14 

58.17 

*+1027 

8.64 
10.54! 
10. 101 
8. 30 
12.65: 
11.76| 
12.58 
12.  73! 
3.68i 
9.  00! 
1.291 
9.81 


81  66 
86  68 
SlOO 
7sl56 
81J60 
81:58 

ss'oi 

S5'6? 
82|5« 
82:56 
80,52 
86i71 


12.73   82,60 


(^   i 


40  9 

44I  10 

591  11 

63i  8 

60i  12 

691  11 

63  13 


58 


i>  \< 


6    15| 

81  r-' 


8!  18 

3t  20 


381  13|  10 


10 
81 

15     71  9: 

14      7i  9, 

12     8!  n, 

141   11;  5 

12!  131  6 

12'    8:  11 

81  4 

5!  8 

5i  f 

5|  10 


L  .1 


721    5911211631  91;111 


9.4i  no. 
8.91  8W. 
9.9|  w. 
9.5  sw. 

7.9  36. 
6.51  w. 
6.4  sw. 
6.5|  ne. 
7.1;  ne. 
6.9]  e. 
7.2|  no. 
8.2;  re. 

i 
7.9;  ne. 


*  From  ofi-year  averages. 

KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


Last  in 
spring. 


First  in 
autumn. 


Averages— all  records. 

Last  First     jo  >  ^  "5 

spring      autumn  1  „  c  =  ? 
date.     I     '<"♦-      i-^h-^ 


date. 


!?',  M 


[          Temperature. 

Precipitation 

Average  number  of 
days. 

.2S 

Year. 

X 

0 

1    1 

i 

g 

Si 

C 

0 

1887 

62.3 
61.8 
62.0 
04.4 
•  63.0 
62. 4 
63.0 
03.5 
61.9 
63.  9 
63. 3 
63.2 
62. 8 
6:?.  2 
61.1 
62.6 

62.  2 
61.7 
62.6 
63.3 
6.3.3 

63.  7 
6.3.4 
62.7 

64.  9 
62.5 
63.8 
62.5 

62.  9 
63.4 
61.4 
63.2 
04.1 
01.9 
64.8 
04.0 

63.  0 

110 
108 
102 
104 

"■'162' 
104 
105 
105 
104 
107 

«.-  100 
105 
106 
102 
107 
105 
105 
107 
102 
106 
100 
105 
103 
106 
109 
109 
108 
106 
103 
102 
106 
103 
105 
101 
101 
110 

5 
13 
10 
11 
13 
0 
3 

-  1 

-  6 
5 

8 
-11 

1 

2 
10 
10 

8 

0 
11 
12 
12 

7 
11 
16 

6 
10 
11 
17 
10 

-  5 

-  2 
8 
0 

17 

14 

-11 

43. 43 

54.  63 
40.  76 
42.  29 
47. 52 
47.  30 

101 

104 
8ii 

1 

1S88 

18K9 

1 

sw. 

se.     t 

1890 

1 

sw. 

H91 

\^9fl 



H93 

53.  08 
50.49 
48.99 
44.95 
46.  40 
49.  20 
46.  76 
49.79 

54.  98 
40.  43 
.50.  87 
40.  98 

45.  10 
54.81 
47.79 

53.  .33 
44.  61 
45.31 
39.  80 

54.  32 
47.57 
43.  39 
48.89 
43.91 
43. 49 
46.48 

46.  79 
52. 24 
42.  83 
58.17 
47.90 

98 

105 
88 
86 
99 

107 
95 
96 

100 
98 

103 
95 
92 

1(17 
99 
94 
91 
91 
91 

102 
93 
90 
93 

rti 
97 
94 

8S 

•    °a 
90 
112 

90 

1H91 

1,<95 

1S96 

1897 

1898 

154 
154 
103 
1.58 
143 
158 
107 
107 
172 
100 
188 
109 
159 
157 
169 
178 
181 
161 
177 
181 
103 
190 
184 
.192 
186 
189 
183 
178 
163 
171 

123 

116 
119 
1112 
111 
104 

99 
102 

99 

95 

87 

85 
103 
123 
114 
113 
111 
120 

70 

81 
110 

9-2 

97 

85 

85 

8M 

83 

97 

91 
100 
1 

88 
95 
84 
105 
111 
103 
99 
90 
94 
104 
91 
HI 
93 
75 
83 
73 

84 
119 
103 
92 
83 
85 
88 
94 
88 
100 
90 
111 
94 

sw. 
sw. 
sw. 
s  w . 
sw. 
.sw. 
sw. 
sw. 

1H99  . . 

1000 

VMn 

19iy2 

1903 

1904 

sw. 
sw.   t 
sw.   t 
sw. 

1905 

1900 

1907 

1908 

sw. 
sw. 
sw. 

1909 

1910 

1911 

1912 

sw. 

sw. 

w. 

w. 

sw. 

1913  . 

1914 

1915 

1916 

1917 

1918 

sw, 
ne. 
ne. 
w. 
ne. 
sw. 

1919 

I9i0 

1921 ■. 

1922   

Annual 

Eastkkn  PORTIO.N'. 

Allendale 

Blackville 

Charleston  

Cheraw 

Conway 

Darlington 

Ferguson  

Florence  No.  1 

Garnett 

Georgetown 

Kingstree 

Orangeburg  Xo.  1 

Paris  Island 

Pinopolis 

St.  George 

Society  Hill 

Summorville  

Wedgetield 

Yemassee 

Normal 

Averages  for  1922 

Wrsiern  Poktion. 

.\iken  

,\  nderson 

Batesburg 

Calhoun  Falls 

Camden 

Chester 

Cleinson  College 

Columbia 

Due  West 

(ireenville 

Green  wood 

Heath  Springs 

Kershaw 

Landruni . . 

Tiaiireus 

Liberty 

Little  Mountain 

Monetta 

Newberry 

Saluda 

Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College 

Normal 

Averages  for  1922 

Section  Nomial  

.Section  averages  for  1922 


Feb. 
Mch. 
Feb. 
Mch. 
Mch. 
Feb. 
Mch. 
Mch. 
Mch. 
Mch. 
Feb. 
Feb. 


Mch 
Mch 


Mch. 


Mch. 


.  23 


Nov.  23 
Feb.  l* 
Nov.  21 
Nov.  22 
Nov.  23 
Nov.  21 


Mch. 
.Mch. 
Feb. 
Mch. 
I>b. 

Mcii'. 
Mch. 
Mch. 
M(h. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 


Nov.  23 
Nov.  21  1 
Nov.  22  I 
Nov.  22 
Nov.  29 
Noy.  22  : 
Nov.  22 
Nov.  21 
Nov.  22  I 
Nov.  23 
Nov.  22 

■Nov'.'27  ' 

Nov.  23 
Nov.  26 


Mch.  14 
Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Mch. 


Mch. 
Mch. 
Mch. 
Mch. 


.S'ov.  22 
Nov.  21 
Nov.  10 
Nov.  22 
Nov.  23 
Nov.  25 
Nov.  25 
Nov.  21 
Nov.  22 
Oct.  25 
Nov.  21 
Nov.  11 
.Nov.  25 
Nov.  23 
Nov.  21 


Feb.  24 
Mch.  6 
Mch.  11 
Mch.  22 
Mch.  15 
Mch.  22 
Mch.  13 

Mch.  17 


Mch.  10 
Mch.  27 
Mch.  27 


Mch.  11 


Nov.  10 
Nov.  21 
Nov.  26 
Nov.  10 
Nov.  22 
Nov.  21 


Mch. 


Mch. 


Nov.  21 
Nov. '23' 


Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 


Nov.  14 
Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 
Nov 


11 


Nov.  18 
Nov.  15 


Dec.  1 
Nov.  20 
Nov.  13 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 
-Nov.  5 
Nov.  12 


245 
237 
293 
219 
230 
210 
224 
233 


253 
244 


280 
265 
247 
231 
244 
242 
244 

241 


247 
22;'. 
230 


Nov.  11 


245 


Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 

Nov.  S 
Nov,  4 


215 
245 
234 
213 

228 
220 


Mch.  31 
Mch.  25 
Mch.  27 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 


Nov.  2  ; 
Nov.  II  : 
Nov.  8  i 
Nov.  4  I 
Oct.  26  ; 
Oct.  31  1 
Nov.  1  , 
Nov.  14  j 
Oct.  29  ' 
Nov.  12  I 
Nov.  5 


Mch.  27   Nov.  7  i 

I 

Mch.  23  !  Nov.  10  I 


216 
231 
226 
219 
204 
211 
216 
2::s 
204 
230 
221 

225 
250 

232 


t  Also  other  directions. 


Note.— Killing  frost  data  in  above  table  determined  acconling  to  the  following 
standard :  Last  or  first  clear  or  i>artly  cloudy  ilay  witSi  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31^  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  preceiiing  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  nunilier  of  growing  days  is  the  difference  between 
the  average  spring  and  antiunn  killing  fro^t  dates.    *1923. 


•i->. 


T.IAP  SHOWING  LOCATION  OF  OBSERVATION   STATIONS. 


.V 


\Oiandnm    \    /->  d "    \  ' 


r- 


^ 


r%:ii^<^\       ^^^^cci,^^'  ^ 


V\ 


'jliJ!£M_0  j    >     '— -- 


Cherau)  A    Vj.  S 


(  '^V.M.,  X^        ^^^^    /     VJ^/T:X10N^     CHESTER       /  ^'^?^>^'vCHESTERFIELl);  '^  >, 

^••^..^  OAnierson    ^^     LAURELS   ^.        V-.     ^^-f.^^j^LD    ^-^  \      ^<,....-.™\      /  DILLOIf  ^ 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F,  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   Cfll^OLiIfJfl   SECTION- 


KICK  ARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXVI.     Columbia,  S.  C,  January,  1923. 


No.  1. 


GENERAL  SUMMARY. 

The  month  was  mild,  open,  and  generally  pleasant,  with 
no  hard  freezes.  Precipitation  was  below  normal .  An  unusnall  j' 
severe  glaze  storm  occurred  in  the  northwestern  counties  on  the 
23d  and  24th. 

Winter  cereals  and  winter  truck  and  gardens  made  season- 
able growth  and  maintained  good  to  excellent  condition  gener- 
ally. The  several  short  cold  periods  were  sufticient  to  check 
abnormal  development  in  fruit,  but  the  weather  was  not  as 
favorable  for  general  hog  killing  and  meat  curing  as  in  former 
seasons.     Plowing  for  spring  crops  made  satisfactory  progress. 


amount  during  any'^ll^j;,?  was  2.40  inches  at  Edgefield  and 
Trenton  on  the  23d  and  24th.  The  average  number  of  rainy 
days  was  25%  ^^75  normal. 

A  generar^afeb  W;orr^J>fievailed  throughout  the  north- 
western counties  on  the  23d  aifd  24th,  the  accumulated  ice  on 
exposed  obie6^'%H8gi^gfrom''1.0  to  3.5  inches  in  the  higher 
elevations.  A  few  sno^^^H^ll^s  Avere  noted  on  these  dates  in 
the  Piedmont. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.8  miles.  The  highest  average  velocity  was  12.8  miles  per  hour 
at  Savannah.  Ga.,  and  in  the  Section  proper,  10.5  miles  per 
hour  at  Charleston;  the  lowest  average  was  5.9  miles  per  hour 
at  Augusta,  Ga.,  and  in  the  Section  proper,  7.9  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
44  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on  the 
9th  and  from  the  northeast  at  Charleston  on  the  22d. 


PRESSURE. 

'I'he  mean  .sea-level  pressure,  determined  from  reports  of  9 
rrgular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  .30. 15  inclies.  Tlie  highest  pressure  was  30.65  inches 
at  Charlotte,  N.  C,  on  tlie  23d,  and  in  the  Section  proper, 
30.61  inche.-!  at  Columbia  on  the  ITtli;  the  lowest  pressure 
was  29. .TO  inches  at  Wilmington,  N.  C,  on  the  9th,  and  in  the 
Section  proper,  29.67  inclies  at  Greenville  on  the  same  date. 


TEMPEKATURE. 

The  monthly  menn  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  49.0'^,  or  3.4°  above  the  normal. 
The  highest  temperature  was  80°  at  Camden  on  the  21st  and  at 
Paris  Island  and  Georgetown  on  the  22d.  The  warm  periods 
were  from  the  1st  to  3d,  5th  to  9th,  12th  to  loth,  18th  to  22d, 
and  26th  to  the  end  of  the  month.  The  lowest  temperature 
was  20°  at  Santuck  on  tlie  I7t!i.  There  wore  four  short  cold 
periods. 


...I.-    .  SUNSnjNE    AND    ctbUDINESS. 

The  average  monthly  smisiiine,  determined  from  9  auto- 
matic records.  wa«  199".8  hours,  or  63%  of  the^  possible 
amount.  The  average  numl)er  of  clear  days  was  17;  partly 
cloudy,  5,  and  cloudy,  9,  as  against  normals  of  13,  7,  and  11 
days,  respectively.  

RIVER  CONDITIONS. 

On  account  of  intermittent  rains  and  the  generally  moist 
condition  of  the  soil,  the  Santee  Ptiver  Avas  near  or  above  flood 
stages  throughout  the  month,  except  relatively  low  water  at 
Rimini  and  Ferguson  between  the  21st  and  24th. 

MISCELLANEOUS    PHENOMENA  (dates). 

Fro^ff!,  tilliufj. — The  tirst  freezing  temperature  of^the  au- 
Uumn  and  winter  at  Charleston  occurred  on  February  7.  1923. 
i  HdJn.^- Lunar:   Charleston.  22.  26,   27,28;  Columbia,  2, 

I  6,   26,   27;    Due  West,  2,  5,  26;   Walhalla,  26.     Sohir:    Char- 
jleston,  6;  Columbia.  11,  20;  Due  West,  5,  11.  22,  26,  28. 
!  TJnivdeMnrms. — Due  West  and  Greenville,  7. 


HUMIDITY. 

Tiie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  snirounding  the  Sec- 
tion, was  as  follows:  8a.m. ,80%:  noon,  60%  ;  8  p.  m..  67%. 
'I'he  highest  percentages  occurred  along  the  coast  and  in  the 
lower  Savannah  drainage  area,  and  the  lowest,  over  the  north- 
western counties. 

PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
2  74  inches,  or  0.70  inch  below  the  normal.  The  monthly 
amounts  were  rather  poorly  distributed,  with  over  4  inches  in 
sections  of  the  Piedmont  and  in  Georgetown  County,  while  in 
a  major  portion  of  the  coastal  plain  the  measurements  were  less 
than  3  inches.  The  greatest  local  montlily  amount  was  4.77 
inches  at  Gaston  Shoals,  Ciierokee  County,  and  the  least  local 
monthly  amount   was  0  87  inch  at  St.  George.     The  greatest 


ERRATA. 

riKiT:>inr.ii.  192l!.- Sunshine  and  Cloiulinfiss,  toxt.  page  -is.  average  hours  slunilil 
lie  117. 1. 

SfAiir'H,  1922. -Text.  pa.Te  9.  precipitation  departure,  seeond  line,  should  re.>»d  3.1U 
inches  above  normal.  


MISCELLANEOUS  DATA 

FOR  .TANUABY,   1! 

<f-3. 
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Temperature. 
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d. 
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deprrees  V 

Uir. 

indies. 

htnnidity. 
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Sialinns. 
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"  u 

%'2'^.; 

i 

s  17 
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^£ 

^      §      ^ 

cS       c       p. 

:2 

p; 

^ 

- 
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C  ?I 

t- 

op      Yi      so 

47 

Asheville.  X.C... 

•M.  Vr> 

■11.  R 

f.;; 

21 

2.03     O.f.7  !     10.4 

mv. 

1      i  ;.■• 

74-  1  fiO  1  fi2 

Ansnsla,  <<'a 

sn.  ifi 

51  4 

75 

31 

2.72      2. 1'O  ,       5.9 

mv. 

RC  1  04  !  ri9     7/ 

Oharleslo'.i.  S.  ('.. . 

30.  15 

.53.  7 

38 

2.21 

1.4()  1     10.5 

w. 

a2  '  fi2     7fi  .  74 

Cliarlolle,  N.  (■  . . . 

30.  H 

44.fi 

f.7 

•2f. 

3.  fi7 

1.37  '       fi.2 

sw.  . 

7fi  1  f3  :  r>3  i  .50 

T'olmnbia .  S.  r, . . . 

.mid 

50.  5 

74 

31 

2.54 

I.  48  ,       7.0 

s. 

80  i  52  1  5S  ;  fd 

Due  West,'".  C 

30.17 

47.0 

71 

29 

3.12 

1.94 

9.2 

sw. 

82     .50  1....1  .59 

Greenville,  S.  C.  . . 

.".0.  1-2 

-!5.  f. 

f,7 

27 

2.  (,R 

1.70 

S.R 

ne 

77  1  -59  [  fi4  f  53 

Savannah,  fla 

.",0.  If, 

55.  fi 

SO 

3f. 

2. 45 

1.29 

12. S 

s. 

SO  j  .58  j  72      f.7 

Wilmington.  N.C 

-30  If. 

,50.2 

74 

30 

3.22 

1..59 

7.9 

w. 

82  I  eii  '  74  ;  75 

Jleans  and  ex-  ( 

! 

trenies ( 

30. 1.S 

40  0 

SO 

21 

■i  74 

2  00  !       8  8 

s.* 

80  '.  00  '  07      03 

*.\lso  other  directions. 
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CLlMATOlAKJlOAl.   DATA:    SOUTH   OAl.'OIJN'A   SUTION 


Jaxcahy, 


CUinatolog-ica  1  Cata  for  January,  19S3. 


Stations 


Counties 


Easlern  Portion. 

Allendale .,...,.  i 

Bluckville. ..::■..■.'..'.'. ' 
Charleston...)  t.,,...., 
cheniw , 

-   .1::   1     )     >   1  I 

Conway  

Darlington 

Krtinaliiiiii 

Ferguson 

riorenre  l...,.i..,; 

Florence  2 

Oarnett..  .■.  ..•..'.■.; 

(iporgetown :.; 

ICingstreo.'. 

Oraiigeburgl     

OriHgfebilrg2 

Ra^'ii;  Island 

Finopolis" 

Itiinini 

St.  Cjeorge 

Societ.v  Hill 

Sumnierrille 

Wedgefieia 

Yeiniissee 

Division  means  nnd 


IV.trriii  Vortinii, 


Allendale ,, 

•Barn<\5ll.;..'.'.l 

ify^firleston  , , , . 

Ciiestertield  ... 

1  ' '  ■  1     I"' 

Horry 

Darlington  — 

Klorence  

Orangeburg  . . 

Florence  

....do 

iHanipton 

Georgetown  .. 
Williamsburg 

Orangeburg . . 

.....do 

Beaufort 

Berkeley 

Sumter 

Dorchester  . . . 
Parlingtou  ... 

DorchpRter 

Sumter 

Hampton  


►".■ctrHuu'! 


Aiken 

Anderson 

Hlairs  

Calhoun  Falls. 
Canxleii 


Catawba 

(,'haptiells 

Chester 

Cle)nson  College  , 
Columbia 


Aiken 

Anderson  . 
Fairfield. . . 
Abbeville.. 
Kershaw.. . 

York  

Newberry  . 
Chester .  . . . 
Oeonee  . . . . 
Hichland  .. 


Due  West 

Fdgelield 

Gaston  Shoals  It. 

(Jreenville 

Greenwood 


Heath  Springs  .. 

Kershaw 

Landrum 

l.aurens 

Liberty 

r.ittle  Mountain  , 

Mouetta 

New  ben  y 

Pelzer 

Saluda 


Santnek  

Spartanburg 

'I'renton 

Walhalla 

Winnshoro 

Winthrop  College  tt. . . 


Abbeville  . . 
Edgefield  ... 
(Cherokee  .. . 
Greenville .. 
Greenwood. 


T,anraster 

Kershaw 

Spartanburg. 

l.aurens 

Pickens 


Xewberry  . , . . 

Saluda 

Newberry 

Ander.son 

Saluda 

Union 

Spartanburg 

Edgefield 

Oeonee 

Fairfield  .... 
York 


Division  means  and   extremes  , 


.'Section  means   and  {extremes. 


o* 


186 

296 

48 

144 

25 
175 
106 

63 

136 

1.36 

82 

12 

54 

264 

264 

13 

54 

97 

109 
192 

75 
249 

24 


527 
764 
293 
508 
222 

562 

402 
487 
850 
351 

711 

"680' 
1039 
671 

568 
500 
1063 
589 
900 

711 
400 
.502 
850 
536 

512 
875 
620 
1061 
545 
690 


Temperature,  in  degrees  Fahr. 


?.  O 


50.5 
53.7 
48.1 

52.1 
48.2 

»48.'3 

'51.4 

'si'tV 

53.  6 
52.0 


Precipitation,  in  iiu-lies. 


:e     I  c     I      c 


NnmberoI'days. 


^■z\  ? 


+3.0 

+.3.8 
+4.4 

+4.1 

+2.7 

+i.'6' 

+6.1 


51.8 
»53."o 


+4.8 
+4.3 


+1.4 


t22  t 
22  { 
13  I 

22! 
t21  i 

t21  j 

"22" 
22 

22 

T21 


■iSl.S 
46.6 
52.  6 
52.  0 
53.8 

51.4 


•52.0 
46.8 


45. 6 
48.3 


+4.3 

78 

+2.5 

75 

+3. 2 

79 

+6.  1 

75 

+5.5 

79 

+3.0 

80 

21 
tl4 


.9 


+2.1 


70 

SO 


•ISO 
21 
25 
27 
23 


2.18 
2. 21 
2.41 

2.59 
2.67 
1.89 
l.-W 

1.5:1 
2.02 
1.40 
4.58 
1.79 

1.29 
1.27 
3.20 


-0.74 
-1.24 
-0.49 

-0.9S  1.09 

+0.12  0.97 

-1.47  0.85 

-2. 02  0. 62 


1. 53 
1.46 
0.83 


-1.27 
-0.78 


-1.18 
-1.27 




1.65 

5 

"39 

0  87 

IS 

44 

2.10 

18 

40 

2. 10 

18 

42 

2.51 

13 

45 

1.27 

+0.47 


-•>.  29 
-0.90 
-0.96 

+0.  SS 
-1.50 


0  8S 
1.28 
O.fiO 
1.44 
0.58 

0.90 
0.45 
1.30 

'6.' 96' 

0. 40 
1.05 
0.91 
0.90 
0. 53 


22  !       18  i     45  I     2.05  I  -0.72      1.53 


46.4  i  +3.8  j       68 

50.5  I  +5.4  I       74 


47.0 


■45;  6 

■+4.'6' 

■■■67' 

45.8 

+2.9 

70 

48.4 

+5.0 

72 

49.0 

75 

''44.8 

l'67 

''43.  8 

1-72 

45.6 

+2.7 

CS 

48.6 
51.2 

48.4 


45.8 

45.0 
'50.7 

4.5.0 
''48.0 

46.4 

47.3 
49.0 


+3.1 
+  1.1 

+3.  6 


+2.7 

71 

+3.4 

70 

+4.1 

'71 

+2.8 

69 

+3.S 

''73 

+2.9 

69 

+3.1 

80 

+3. 4 

80 

22 

'30 

22 

2S 

t2i' 

11 

21 

27 
i. 

•ik' 

■■'24'  ■ 

21 

31 

22 

29 

'n 

'"•il 

t22 

27 

22 

27 

21 

25 

t21 

25 

22 

"-IS 

to 

22 

t21 

29 

t21 

29 

22 

26 

1 

f2-2 

20 

28 

26 

+21 

30 

?S 

23 

t21 

»28 

21 

24 

21 

20 

t2l 

20 

1 

11 

t4 
18 


23 
17 

17 
+11 
til 

17 
t23 


+  4  41 
17  41 
17       36 


17 
tl7 
t  4 
11 
17 
17 


17  I     44 
17  I     44 


2.92 
4.31 
2.-51 
3.30 
2.19 

3.26 
3.74 
2. 23 
3.  66 
2.54 

3.12 

3.  95 
4.77 
2.68 
3.62 

2.13 
2.93 
4.71 
3.37 
2.  .54 

3.48 
2.  88 
4.10 

4.  CO 


4.00 
3. 96 
3.64 
3.68 
3.58 
2.70 


+0.66 
+0.38 
-0.97 
-0.  70 
-1.19 

-0.21 
+0.  42 

-1.26 
-0. 75 


+0.81 
-0.  75 
-0. 16 

-1.46 


2.23 
1.52 
1.02 
1.65 
1.02 


1.31 

1.84 

0.69 

1.80 

1.48 

1.94 

-2.  36 

+0.10 
-0.50 
+0.21 
-0.38 


40.  .30 
+0.15 
+0.31 
-1.11 
+0.20 
-0.81 


2.40 
2.04 
1.70 
1.64 

1.50 
1.44 
1.72 
1..50 
1.50 

1.25 
1.41 
1.30 

1.86 


1.61 
1.80 
2. 40 
1.28 
2.21 
1.00 


T. 
0 
0 
0 
0 


3.22  i  -0.44  i  2.40  I     T. 
2.74  '  -0.70  I  2.40  ^     T. 


6  I  26 

7  j  11 

5j.... 

7  i  18 
5  21 
4  .... 
4    .... 


6     21 

G  j  22 

3  I  25 
5  j  24 
3     17 


6 

■3' 

0 

4 

0 

7 

0 

7 

0 

6 

0 

3 

0 

5 

19 


sw. 
sw. 


5       1      .V. 
5      2    nw. 

4  !  10  t  n. 


5  I  ""■• 
<>     vv. 

4  I  so. 


Observers. 


4 

nw. 

12 

>v. 

io' 

n. 

10 

... 

nw. 

sw. 
ne. 
nw. 
n. 


16      C      9 

6  j  17  !    5  ';    9 


K.  B.  Vance. 
Mr.s.  D.B.Sanders. 
U.  S.  Weather  Bureau. 
Itoland  D.  Powe. 

Paul  Quattlebaimi. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

11.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  H.  Kobert. 

A.  P.  Hazard. 

W.  II.  Matthews. 

U.S.  Fisheries  .Station. 
State  A.  and  M.  College. 
I).  S.  .Marine  Corps. 
Miss  E.  P.  Havencl. 
Boykin  K.  Cantey. 

R.  L.  Utsey. 

E.  D.  Fields,  Jr. 
E.  1'.  Lawton. 

W  Hampton  Ramsey. 
W.  C.  Unison. 


Frank  B.  McCoy. 
11.  11.  Russell. 
Esther  B.Owens. 
[,.  M.  Parker. 
Henry  A.  Broun. 

.lames  C.  Faris. 
George  V.  Clamp. 
,1.  C.  Cornwell. 
Prof.  F.  H.  H.  Calboiui. 
II   S.  Weather  Bureau. 

U.  S.W.  B.  Aerological  Sta. 
.1.  .A.  Townseiid. 
S.  (;.  I,t.,  Pow<'r  A  Ry.  Co. 
1'.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.T.  ^Marvin  Bowers, 
.lohn  W.  Haniel. 
R.  Hartwell  Wilds,  D.D.S. 
Perry  A.  Simpson, 
.lohn  T.  Boggs. 

.1.  M.Sease.  M.  D. 
.loseph  M.  .lohnsou. 
Sue  JZlla  Peterson, 
.loslnia  V.  .lones. 
J.A.Hunt. 

E.  W.  .leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.  Brandt. 

Rev.  r>liver  Johnson. 
W.  T.  Clawson. 


The  departures  from  the  normal  temperature  and  prec 
determitiing  section  or  division  means.     Reference  letter: 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in 
pitted  from  observed  readings.     ttPost-oftice  addresses  of  these  statiotis  are  as  follows 

r    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


inilation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
rs  C  ''  c)  appearing  in  the  table  indicate  number  of  days  missing;  for  example, '' represents  two  days  mi.ssing,  etc. 
rled  in  means  and  summaries.    •*  Temperature  data  are  from  observed  renilings  ot  the  dry  bulb;  means  are  com- 


Of  Gaston  Shoals.  P.lackshnrg:  of  Wimlirop  College,  Rock  Hill. 


MMttimsiaeiiSSi^iv 


Jaxcary,  1923. 


CLIM.\T0L(>G1C.\1.  1").\TA:    SOUifl  CAllOl.JNA  SfiOTJON. 


Daily  Precipitation  for  January,    1923. 


Drainage- 
basins. 

)ay  of  niontl 

. 

Stations 

1 

2 

3 

4 

5      6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS      19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Jiiuilein  Portion. 
Allpnilalp  nil 

Klsirkville  llil 

.25 
.43 
.07 
.21 

.22 
.18 
.35 
.06 
.06 
.60 

.43 

.24 

34 

.10 

'.'i4 

03 

.05 



.15 
.01 

1.53 
.22 

,83 

.10 

2.18 

Coast 

Fee  Dee 

Waccaniaw ... 

I'ee  Dee 

Lynches 

Santee 

Pue  Dee 

.29 
.75 
1.09 

.80 
.85 
.49 

..  . 

.01 

.01 

1.24 

T. 

T. 
.02 

.55 

.60 
.14 
.10 
.52 
.61 

2.21 

2.41 

Conway  (|ii 

nnrlincrfon  ill 

.02 

.05 

.64 

.97 
.72 
.62 

.88 
1  28 

2.59 

OS 

T 

T. 

2.67 

.07 
07 

T. 

T. 

T. 

1.S9 

FerKU?:on  ||| 

1.56 

T. 
T. 

1.63 

do 

'."•25 

1.44 

.56 

T. 

2.02 

CJarnett 

Savannah 

Coast 

T 

.03 

5'> 

1.40 

'.'(14 

.... 

.18 
T 
.05 
.05 

.... 

1.35 

.50 

.90 

45 

... 

1.14!  .15 

4.58 

Black 

Kdisto 

.08 



.37 

1.79 

T. 

1.29 

ilo 

.32 

.45 

■■■■j""' 

1.27 

Coast  

1.10 

1  '10 

.80 

3.20 

Plnopolis  

Uiniini  IIJI 

Santoo 

Edisto 

.45 

•30 
.  30 
.18 
45 

.90 
40 
1.00 
.91 
.90 
.48 

1  7" 

1.65 

St.  George 

T. 

.12 

.05 
.03 

.02 

0.87 

Society  Hill  II l| 

Pee  Dee 

Ashley 

.1. 

.40 

85 

09 

.04 

.60 

2.10 

.02 

.24 

fl6 

2. 10 

Weflgefield 

■J^ 

05 

T. 

.... 

.... 

P 

.371    2.54 

Asliepoo 

Kdislo 

Savannali 

Broad 

SavaiMiali 

Wateroe 

Catawba 

Saluda 

Broad  

Savaiiiiiili 

Coiigaree 

Savannah  

Savannah  

Broad 

Salnda 

do 

.2fi 

.35 

.99 
1.02 
.9:J 
.55 

.90 
1.2C 

'.'39 

.55 
1.10 

i.:u 

.  20 
1.17 

.27 

.10 

11 

T. 

.10 

".'io 

■.'04 

.08 

.22 
.11 

tv 

.90 
.27 
.35 
.02 

.5;'. 

1.27 

Wflerii   I'liiiioii. 
Al'(pri 

09 

S 

— 

51 

9.92 

Anderson 

.04 

.06 

.13 

.10 

1.04 
T. 
.35 

1.52 
.86 
1.65 
1.02 

1.31 
1.84 

.05 
1.80 

.43 

55 

.10 

.23 
.32 
T. 

.28 

60 

4.31 

IJIairsllll 

.  2) 
.11 
.10 

.20 
.10 

.... 

T. 
T. 
.02 

2.51 

f'alhonii  Falls  nil 

.06 

0-1 

13 

3  30 

(.'aniden  Ijll 

05 



.01 



2.19 

(;atawlia  ||!| 

''5 

.3.26 

Clmvpcllsll!! 

.10 

'.'45 

T. 

.09 
.69 
.55 
1.05 

1  53 

.... 

.30 

.25 

18 

3.74 

Clie.-tPr 

(r> 

06 

30 

.06 

2. 23 

CIhi]i>oii  (\i!Ip«o 

Columbia*"  

.02 

.03 
0' 

... 

.09 
T. 

.07 

.10 
T. 

.04 

.65 

. 

.... 

.... 

't.' 

.... 
... 
.03 

.38 
38 

3. 66 
2.54 

Due  West*** 

.07 

.02 

.... 

T. 

3.12 

KdKOlicldllll 

.  20:2.  40 
.10J2.04 
1..3Si  .40 

.2i:i.0'' 



.3.95 

(I'astonSlioals  III! 

'ireenvillp     "* 

.12 

'.'6i 

'.'62 
.03 

.03 

.40 
.01 
.02 

■.'67 
08 
39 

'■':' 

.03 

..... 

.... 

.09 

.09 

f. 

.02 
.29 

.51 

4.77 
2. 68 

(ireenuoiid  I'll 

.11 

'.'io 
.'6'i 

.06 

........ 

....  1 ... . 

.02 

30 

3.62 
2.13 

rieatli  SptluK.^  

\Vater(^e 

I.yiiphes 

Broad  

Salnda 

.07 
1.44 

.65 

* 

.50 

1.25 

52 

1.50 

.31 
.12 
.21 

K'Tshaw   III 

.74;   ... 
1.10  . 

.35    a. 03 

I.aiidvnni 

. . . . 

.11 

.52 

T 

i.72 
1  .5tl 

.32     4.71 

l.aurens  IJll 

1.13, 

.04 

T. 

07      3. 37 

Lil.erly 

.O'' 

02 

.01 

1 

.25 

.04 
.... 

1.50 

1.00 
1.41 

1    15 

j 

'.'do 

2.54 

Little  MonMliiiti 

Monctta 

Sahida 

Kdisto 

Sahida ! 

....do ^ 

■."5.5l 
1..30| 

1 

... 

— j  — 

i 
......... 

!!;!i!;;: 

... 

— 

1 
.33     S.4S 
.13     2.88 

........ 

....i  .06 

'.'68 

....;....! 

.... 

. . . . 

. in  .... 

1 
■■•■}•■•■ 

.'64 

'.'02 

.85 
16 

1 

35 

4.10 
4.00 

IVlzerlHI 

1.02[....| 

'.'io::.: 

1 

1 

T. 

1  70 

— 1 — 

T 

.20 

.Saluda 

....do i 

! 

1 

.... 

........ 

Santiick 

Broad !l.,55  ... 

i 
15' 

.:::{ 

....  1  .  07 
....IT. 

:| 

j 
j 

. . .  1 



T. 

.  03 

.11  .... 

........ 

— 1 

07 

'!in 

.73 
.12 

1 
.  88  . . . . 
1.80 

1        i 
.22|  .20     4.00 

SpartanhurR  llij 

do 1 

;,?'i 

....|  .os!.... 

....1  .11;  .17 
...  1.00.... i 

1    1    ! 

....    T. 

.03!   .44     3.96 

Trenton 

r.disto 1 

' 

T. 
.21 

2.40 

1  OS 

T      T.       3.64 

Walhalla  

.Savainiah \\.  Is' 

Broad \  .70; 

Calai\l)a I....I 

!    1 

1 

. ...'  .62.... 

':::l:::'i:::: 
i    1 

[ 
— )  — 

■"1 

....j 

1 

T. 

... 

—  ].... 

'"i  '" 

.10 
.05 

.01 

60 

1 

.... 

11    .121     3.68 

Winnsborolll! 

^VintliropCoile-jo 

1 

.05.... 

.'.. 12.21. ...i:::: 

.,«.75....j.... 

.02    .321     3.i.8 
.30    .40!     2.70 

K.xci'Pt  as  otherwise  indicated,  observations  are  generally  made  lute  in  tiie  afternoon,  near  snnsct.  and  precipitation  recorded  is  for  tlie  24  hours  eiidiim-  at  t'le  time  of 
observation.  |il|  Prccipitiitioii  ineasniiMi  in  the  mdviiinfr;  iiiiionnt  then  n'cordi'd  is  for  tiie  procediu!r24  hours.  ***  IJesriilar  Weather  Kiirean  station:  precipitiition  is  for  the 
2l.iioiir  jieriod.  iiiidMishl  to  niidnisrbt.     *  I'ret-initntioii  inc'iiiicd  in  the  next  following  mea.'iiirpnient.     t.'separate  diitos  of  falls  not  recorded.    T.  'I'raoe.  or  li-ss  than  O.iil    inch. 


COMPARATIVE  DATA  FOR  JANUARY. 

Teinperatine. 

I'lccipitation. 

Average  11  nni  he  r  of 
days. 

^6 

Vcnr. 

Tempera  til  re. 

Precipihition. 

.\veragp  11  n  m 
days. 

)e  r  of 

7^  5 

Year. 

1 
7% 

c 

5 

9- 

-^^c-'c 

>■>. 

£ 

,i 

0 

S     !£==.=  £ 

3 

0 

51 

_o 

1887   . 

40.1 
46. 2 
44.9 
54.1 
46. 2 
42.  7 
38.0 
17.9 
41.2 
4.3.8 
42. 2 
49. 2 
44.4 
44.0 
45.1 
42.4 
43.7 
40.2 
41.4 
47.0 

73 
76 
78 
81 
75 
72 
71 

SO 
72 
76 
82 
78 
75 
81 
Si) 

74 

8.3 

5 
15 
15 
17 
21 
16 

I'.i 

5 

i» 

3 

8 
17 

I's 
11   . 
13 

8 

8 
12 

2.80 
2.91 

5.  81 

1.  16 
3.  56 

6.  75 

2.  .52 
3. 15 
7.31 
3.02 
2.29 
1.80 
4.72 
2.43 
3. 55 
2.05 
3. 85 
2. 97 
2.00 
5.  85 

8 
10 
10 

6 

1 

1907 

53.4 
44.2 
49.6 
45. 5 
49.8 
40.2 
53.  8 
46.7 
45. 1 
.52.  3 
49.  7 

89 
76 

80 
82 
79 
82 
81 
74 
81 
79 

IS 
17 

9 
II 
16 

6 
2.3 
18 
19 
10 

9 

S 

1; 

17 

14 

20 

0.71   ;            4 
4.86  ;             9 
1..54                5 
2. 98                7 
1.  .58                5 
4.92  '<             9 
3.21    i             8 
2.66                5 

6.31  :        9 

1.76  :             9 
3.74   1           12 
4.45              10 
4.  15  '             7 
3. 66              r 
3.81                7 
3. 53                9 

2.71  :        6 

.3. 44                8 

15 
13. 
12 
14 
14 
13 
10 
16 
12 
10 
10 
13 
19 
12 
15 
10 
17 

13 

9 

8 
9 
111 

4 
f> 
11 
6 
9 

1; 

r, 

6 
5 

10 
111 

9 
14 
15 

6 
13 
12 

n 

12 

12 
10 
15 
9 

11 

SW. 

1888 

i '               : 

mv, 

ne. 

sw. 

w. 

nw. 

ne. 

sw. 

ne. 

nw. 

sw. 

n. 

nw. 

nw . 

sw. 

w. 

11.         1 

w.        j 

ne.       ) 

1908 

\v. 

1,^89 

1 

1909 

1910 

IIP. 

1890 

w. 

1x91 

1911 

S  U' . 

189^ 

r,' 

10 

13 
6 

6 
11 

8 
9 

I'l 

8 

11 

io'] 9'  i'}' 

9  1          9           13 

12  10           9 

13  8              10 
12              10                9 
10                7              14 
16                6                9 

14  7              10 

15  7                9 
11)               6              15 
15                5              11 
15                6              11) 
12                4              15  ! 

i    1912 

1893 

1891.... 

1913 

1914 

sw. 

IS9.". 

1915 

1916 

IS9I'. 

1897.      .    . 

1917 

1898 

1918 

37.3  ,           82 

47. 1  80 

46.2  .85 

1899 

1919 

1920 

1921 

ne. 
w. 
w. 
IIP. 
w. 

1900 

19  0 

46.9 
44.2 

79 
81 

Iffy 

19-2'2 

1923 

Period 

19'K,    . 
liMl 

49.0               80 
4.5.6  ,           89 

IWi.'i.    , 

19116 'l 

ne.* 

*  .\  nd  w 

-St. 

I 


:i»iSS»Ml^; 


m^ls^iism 


CLLM  ATOLOOICA  L  DATA  :    SOU'l  H   CA UOIAK  A  SKCTION. 


Jaxcaky.  U!23. 


Daily  Temperatures  for  January,   19S3. 


Stations. 


12       3 


Knstcrn  Portion. 


Allenclale^'sN 

Blackville 

Charleston 

(^heraws^'J 

Conway 

Darlington  W 

Fersnson  >s^'J 

Florence  1  

flarnett 

fleoreetoun 

Kinsstree 

Orangeburg  1 

Paris IslanrtW.  ... 

.St.  George 

.Sopiety  Ilill^^sV... 

Snniniervillo 

Wedgefielfl 

Yoniassee 


)  Maximum  . . 
t  Minimum... 
\  Maximum  . . 
)  Minimum... 
S  Maximum  . . 
i  Minimum... 
S  JIaximura  . . 
(  Minimum... 
\  Maximum  . . 
>  Minimum... 
J  Maximum  . 
I  Minimum.. 

(  Maximum  . 
(  Minimum.. 
)  Maximum  . 
I  Minimum.. 
S  Maximum  . 
(  Minimum.. 
\  Maximum  . 
t  Minimum.. 
\  Maximum  . 
(  Minimum. . 
\  Maximum  . 
i  Minimum.. 


)  Maximum  . 

•  (  Minimum.. 
)  Maximum  . 

•  I  Minimum.. 

Maximum  . 

•  (  Mininnnn.. 
)  Maximum  . 

■  (  Minimum.. 
\  Maximum  . 

•  (  Minimum.. 
\  Maxinuim  . 

•  )  Minimum.. 


U'eslfi-ii  I'litUoii. 


AiliHM 

Anilerson 

CallionnFallssS^ 

Camden  sV^ 

Chester 

Clfnison  Colli»gp 

Columbia 

Due  West,. 

Creenville 

'iipennooil   

Ueatli  killings 

Kershaw 

Lamlruni 

Laurenss^s^ 

f,ihorty 

Little  .Mouiitiiiu  , . . . 

Monetta 

Npwl)prry 

Saluda ;.... 

«:intui-l; 

.'>partanlinrg 

Trenton 

Walhalla 

WinnshorosVjS 

Winthrnp  College  . . 


j  Maximum  . 
(  Minimum.. 
j  iMaximuni  . 
i  Minimum. . 
i  Maximum  . 
(  >Iininnim.. 
\  Maximuir  . 
(  Minimum.. 
S  Maximum  . 
(  Minimum. . 

\  Maximum  . 
)  Minimum. . 
\  Wa.xininm  . 

■  I  Minimum. . 
\  Maxivnum  . 

■  (  Minimum.. 
\  Maximum  . 

■  )  Minimum. . 
j  Maxinuun  . 

■  (  Minimum. . 

\  Maxinuun  . 

•  (  Minimiun. . 
S  Maximum  . 

■  )  Minimum.. 
i  Maximum  . 

•  (  Minimmn. . 
S  Maximum  . 

•  (  Minimum. . 
i  Maxinuun  . 

•  )  Minimum. . 

\  Maximum  . 

•  (  Minimum. . 
j  NIaximum  . 

■  '  Minimum. . 
S  Maximum  . 

•  '  Minimum.. 
)  Maximum  . 

•  '  Minimum. . 
\  Maximum  . 

•  '  Minimum. . 

)  Maximum  . 

•  (  -Minimum . . 
i  Maximum  . 

•  I  Minimum. . 
(  Maximum  . 

■  I  Minimum. . 
*  .Maximum  . 

■  '  Miuimum. . 
(  Maximum  . 

•  '  Miniunini. . 


f,3 

4^ 
f.4 
4K 

f,n! 

B3l 

431 
5'>; 

37, 

f,n| 

4fil 
63i 

4.^i 
...I 

3Si 
f.?' 
27 1 
f.2, 

2"! 

f.T| 

4n| 
ra 

47 
63 
42 


30     29 


52     62     69 
34     27.... 


69 
3! 

68 

37 

6> 

38 

66     59 

36      46 


56  65 

32!  29 

68|  63 

34  30 

521  63 

34I  30 

54  60 

33;  30 


67 

46 
56 
30 
66;     49 

35 


38!     48! 


651     59 


63; 


42i  42! 

fir  50! 

30  32i 

65;  51 


55 
35! 
561 
32! 
52, 
29| 
.58i 
33: 

53: 
32, 
561 
30 


69 
37 

68 
37 

70 
35 

70i 

35j 

flSi 
41| 
71 1 
37 
6S1 
29| 
(iRl 
3S; 
60 
39, 
70! 


42i  51 

71  i  70 
35! 

71 !  68 

461  57 


51     49     52     65     63 

34!    30!     34:     481     31 
65'    511     59! 
391     40 

59 

25 

58 

29 

60 

25 


53 
34 

54 
33 

68!     59 


361  36 

69  65 

39  32 

65,  67i 


7ll  59 
54  46 
66 
35 


63  70  60 

261  34  29 

61!  74  65 

30  601  31 

65'  72  6.5 

29!  501  32 

eoj 

27 
61 


68     63 

36' 


37|  34  27, 
65:  59  64 
35     35     27 


631  67 

33,  44! 

61  ■  48' 

321  3.=i' 

61,  57; 

261  30 

61;  67' 


331    38     29     28i    30 


65:  52'  72 

.52'  50i  35| 

70l  691  531 

40;  421  34! 

69;  63;  511 

43|  38l  33; 

71 1  65:  .57: 

50!  38i  33j 

70!  671  ''A 

56!  39:  34; 

72,  67;  59 

56!  35  35 


70 
47 

6!) 

70 

63 

51 

32 

70 

65 

49 

30 

72 

60 

45 

40 

70 

63 

42 

36 

00 
34 
57 
39 
52 
33 
56 
36 
56 
34 

52 

28 
61 

4: 

64!  59 
541  39 
70:  66 
3SJ  34 
65  56 
48  35 
64      5- 


33:      51 


70;     58      68 


30 


261  36! 

72i  64' 

50j  34! 

70  04 1 

341  36 


?!  62 

50  44 1 

63  58 

45!  38 

COj  55 

30  33; 


67 


58 


73'     691     791 
46'     35!     351 


49  34! 

04'  58] 

49i  36l 

08'  60! 


64 

48 
61 

38;     31 


8  03 
35!  30 
56     .59 


61; 


31 
5.!:    62 


40  34:  30'  28  2»! 
Cwi  62'  54!  60  661 
43i    35:    32;    29 


221     48 
61     62 


21  1  22     23 

I         I 


68     73 
46     48 


38 
63;    69! 

...I 


76 

4: 
76 

39;     40] 

70!  75 

46'  45 

65!  7b 

43  50 

73  78 

48i  43 
681 

41 1  43; 

69l  76! 

43|  451 

711  76| 

46!  45' 

...I  7 
. . . !  46, 


70  39 

37  33 
49 
42  41 

38  43 
35  32 
691  45 
38|  39 
38  39 
36l  34 


41 


25  26 


29 


36  361 
46  40 


43  54 
36 


40 
6b! 

3al 

711 
57!  37j 
771  671 
51'  39: 
76  71!  39 
52  351  35 


61 

351     37 
43!     5« 


62:  ,56 

29;  40 

62!  51 

431  42 

58  49 

361  36 

53;  48 

41;  37 

.59  .59 

32  321 


58. 
38 
63; 
3i! 

29 
41 
30 


521 
4:1; 

62: 

441 

...! 

38] 
47' 

B 

.58; 
33     40 


60!  .52i  50, 

2S!  30:  4 II 

63:  67:  68, 

37!  40!  45 

5h;  52;  60, 

32!  ?,■*]  40 

58;  48:  47' 

34;  3S!  40! 

49'  .59!  .50! 

29;  34,  38: 

1  I  I 

59!  61  i  60i 

36;  37;  411 

62;  65!  66; 

34;  35  39 

28,  .34'  32 

61!  54,  59: 

26  29  .".5 

l\(>  67  4S 


64 


60  51!  .531 

351  42  29! 

qy  .56;  50; 

.W:  46  30 


6O:     55 
381     36 


2S      39     27 


511     481 
401 


.|  .„! 


40 
.55 
29 
62 
35 
59 
331     40 


40     30; 

51!    55! 


',6  26; 
4k|  .50; 
41  20, 
55'  52, 
32; 


60 

63  61' 

34 

39  40 

651  67 

60 

36 

3R|  45 

62 

64'  66 

29 

33  40 

....  1  ...  . 

61 

'r.0  '.55 

26 

29  30 

1 

.59 

51 

45 

30 

34 

38 

36 

401  461 
.521  46; 

60 

27 

28 

341 

61 

64 

67 

33 

35 

41 

62 

55 

,52 

32 

38 

42 

64! 

44;  35 

66;  63 

49!  42' 

621  60! 

46;  37| 

63i  5Sl 

45I  36 

63i  61 1 

43J  401 

631  ""i 

47  42 

66]  62; 

511  36! 

...I  60 

39!  34! 

63!  63' 

41:  38, 

63;  6S: 

42|  37 

651  62 

421  40 


55'  56' 

32,  241 

.51i  62| 

35:  33 

52!  6O' 


70  68 

371  52 

55!  55 

36i  38| 

64|  56' 

321  38! 

69  59 

31  32! 


,571  54 

36l  33 

561  46 

31  28 
51  .50! 
29|  26! 
57|  ,57i 

32  29 


66:  64 

40;  27 

07!  ,59 

48!  .39 


.30| 
54] 
29i 

52' 
30 

51 
2S 


301    35 

611    58 
49     35 


.45 


49,  ftsl 

,32  25 

49:  5), 

32:  251 

.52L...I 

33  25I 

51  .551 

30  26 


67!     63! 


63|  54 

321  32 

61  50 
38  34 

...  56 

42  33 

641     60;  54 

42!     34  25 

62  49 


43j  28 

65!  5S 

49 1  36 

661  62 

51!  .36 

63'  56 

42  41 


60  67; 

,241  47| 

57  66 

26l  46 

61,  65 

35!  53 

56i  65 

231  39 

ni!  65! 


.59'  5(i 

32;  32 

68;  ,58 

37  43 

61!  56 

,35i  40 


601  57 

27;  29 

56  54 

33  40 

57  ,5' 
35|  ,33 
67  65 

34  48 
63  62 
30  39 


46l     42;     33j     31]     40 
61 


321 


,591    f>3     60;    64 
35!    32     32I    29 


,58|     60 
31!    39! 


63' 

43! 

651  691 

34!  43: 

05!  75: 

42'  441 


73     73' 

46;     46: 
75' 


57 
30 
47 
33 
46 
32 
43 
31 
54 
27     28 


55  54 

46;  40; 


42: 
36! 


,50!  48  -55 

40|  40  'ix 

43!  451  58 

37  38 

..-,  36  52 

36  :-l3  35 

63  46  56 

38,  39  38 

61  40  65 

32!  34 

69'  43 
39 


38     38 


50i  47 

28'  28 

55!  45 

311  23 
51 ! 
301 


46 

55 
30 
5S 
26 
481  65 
27  29 


581  f^S  58 

,32  301  29 

55  53i  ,59 

331  29:  30 

55  49  60 

32  26  29 


67! 
44! 
,511 
40j 

45 
38 
fill 
401 

i 

i 

50j 
361 
56 

'si 

38 


64  64 

39  44 

74  73 

48;  45 

69i  71 

371  45 

64  ,59 


73: 
32 
45' 
28 
33' 
28, 
68 
30' 


67  61 

43:  41 

69  75 

491  54 


70 
43 
71 
44 
70 
38 

34! 
69! 

41; 
73! 


43;  50 

73j  76 
46  51 
75'  67 
,531  42 
72 


711 
40  51 


63  70 

371  40 

65l  72 

31;  33 

58  66 


65 


29 
73 
43 

701 
46 
66i  74 
33:  41 


37 

56;  70! 


62, 
30 
4,5 
31 
45 
20 
42 
42i  27, 


36 


,52 

29 

54 

33 

54 

29 

,52;  49 

32 

57 

30 


47 
26 
50! 
301 

46  57 
261  25 
59 
28;  30 
47 
24 


60  60 

45!  40 

64!  68 

45!  45 

59;  58 

41  40 


70 

'18:  ,32 


50 
6' 
3' 
70 
34 
55;  65; 


72 

54 

55 

31 

59 

47 

72  35 

38  32: 


61! 

30; 
36 
30; 

,51 ! 
28' 


63: . , 

44;., 

57 

321 

62| 

28; 

66 

31 


30  31 


Mean. 


50 
43 
56 
49 
51 
43 
57 
41 
51 
35!  41 


64 
46 
61 
46 

51 
41 

62 

46]  46:  46 

,59 


381  38 
64  5(' 


65  62| 

40  47I 


65  69 

44  ,50 

68!  69 

30!  41 

74  j  70 

33  46 


60 
30'    22 


71]    71! 
381     53; 


,53 
,30 

73j  731  68; 
49!  ,53|  32 
72]  74  ,52; 
38     48     ,30, 


381  51 

29]  29 

36,  55 

321  35 

35!  5(! 

32|  29 

36'  56 

.301  28 

32,  35 

'281  30 

62] 

30:  32 

56  61 

321  30 

42]  .57 

25 1  "0 

371  55 

29!  29 

62;  45 

22,  26 

! 

33;  52; 

291  33] 

34  .57 

31!  34i 

37;  ,5S| 

29  S2i 


57! 
27; 

B 

.37; 
59 
,34 
,52' 
36, 
,54; 
30; 
1 
,56! 
35! 
66! 
45! 
52 
27; 
,59, 
28] 
,53! 
30. 

61  i 
36] 
62 
36 
62; 
32; 


60;  68 

36!  48 

70|  70 

46'  ,52 

64'  67 


71      53     ,38!  -  58!     58 
43|    29]     SO]    31:    28 


62;  .53;  40;  .52 

48i  27!  28!  26] 

71|  6,5  36l  64; 

54;  .311  31  35 

62'  531  42  53 

44!  29l  291  24 

73]  36!  3,5].... 

49  341  301  31 

67  40!  4n;  59 

48  28  28]  '30 


43,  46 

601  P*"' 

37;  431 
1         I 

63;  661 

46;  49; 

67!  70 

36;  50I 

56:  f,7| 

40;  43| 

64;  70: 

31:  46 

.51!  6s! 

3I|  40| 

68'  69; 

43,  45! 

68,  68] 

45,  .56] 

68;  69, 

42  ,50 


6,5,  71 

39!  46 

53,  70 

40'  4?, 

67,  67, 

4,5.  45; 


62!  52 

39'  40 

62l  5.3 

3S|  3> 

60  5f 

34!  36 


...1. 

66'  56 

34]  44 

61 1  ,53 

43  44 

60!  62 

41  i  43 

60|  51 

42j  40 

671  6 

36!  3' 

! 

03!  60 

37;  39 
60] 
35 

60;  .52: 

,371  41 

59  52, 


44f    42 


6O;     64      53 


69; 
48, 


68;  681 

49!  52| 

61 !  67! 
45 


421 


39 

44 

40 

66 

58 

58 

43 

48 

43 

60 

54 

55 

43 

44 

42 

62 

",51 

",50 

29 

45 

42 

5R 

46 

50 

36 

36 

40 

67 

66 

.58 

J3 

48 

44 

61 

54 

57 

38 

44 

42 

60 

1  ^'> 

65 

30 

1  41 

42 

69 

,59 

68 

32 

43 

40 

60.2 
40.8 
61.5 
45.9 
60.7 
35.5 
64.1 
40.1 
61.2 
36.1 

61.3 
«35.3 
162.5 
i40.2 
66.1 
41.0 
67.2 
40.1 
64.1 
39.9 
64.3 
39.4 

"63.6 
•42.5 
63.  6 
"'40.1 
59.3 
33.8 
64.7 
40  6 
63.9 
40.2 
66.9 
40.7 


«63. 1 
'41.0 
56.7 
36.8 
58.5 
.32.7 
62.8 
33.8 


68.1 
34.7 
60. 2 
40.8 
56.  S 
37.3 
,53.9 
37.  3 
,57.1 
34.6 

.58.3 
38.4 
60.2 
.37.9 
l'.55. 0 

;  1.7 
'  .0 
^i  .7 

33  5 

,50.7 
37.5 
61 . 6 
40.7 
,59.  5 
37. 4 


58.2 
33.5 

,54. 8 

?-^.  1 

'61.1 

40.3 

56. 2 

33. 7 

'■.58.  5 

•.37.5 

58.1 

34.7 


Rpfprenre  letters  («   1',  <■).  appearing  in  the  taWe  indicate  number  of  days  missing:  for  example,  "  represents  two  days  missing,  etc. 
v\v>  Instruments  an-  rend  in  the  mnrnir.g:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost,  ahvr.ys  nccurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
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,ef. 


CLIMAT0LO©IsGd^L    DATA. 


SOUTH   CflFJOLiiHA  SECTION. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXVI.    Columbia,  S.  C,  February,  1923. 


aENERAL,  SUMMARY. 

Short  poriods  of  nbnonnal  heat  v\-ere  more  than  offset  by 
two  long  periods  of  .-subnormal  temperatures,  and  the  monthly 
mean  was  .somewhat  below  normal.  The  most  severe  freeze  of 
the  winter  occurred  between  tiie  loth  and  20th.  Precipitation 
was  below  normal. 

Winter  cereals,  truck,  and  gardens  jnaintained  good  to  ex- 
cellent condition  generally  througiiout  the  mftnth,  and  no  mate 
rial  damage  from  freezing  was  reported 


i««Wn  SIQI^^'^^Q  Aj)ff||Pffa  between  the  14th  and  26th  was  unusually 
dry.  The  greatest  local  monthly  amount  was  6.25  inches  at 
Calhoun  Falls,  and  the  least  was  0.70  at  Paris  Island.  The 
greatest  amount  during  any  24  hours  was  3. 16  inches  at  Santuck 
on  the  26th  and  27th. 

Snow  flurries  occurred  in  scattered  sections  of  the  middle  and 
western  counties  on  the  6th,  17th,  and  18th.  A  glaze  storm, 
with  ice  of  Trace  to  one-half  inch,  occurred  in  the  middle, 
northern  and  northwestern  counties  on  the  6th.  The  average 
number  of  rainy  days  was  11%  below  normal. 


No.  2. 


WIND. 

'i'lie    prevailing    wind    was    from    the  west.     The   average 

hourly  velocity,  determined  from  9  anemometer  reports,   was 

8.8  miles.     The  highest  average  velocity  was  12.7  miles  per  hour 

■J1ie  long  cold  period  j  at  Savannah.  Oa.,  and  in  the  Section  proper,  10.8  miles  per 


hour  at  Charleston;  the  lowest  average  velocity  was  5.7  miles 
per  hour  at  Augusta.  Ga.,  and  in  the  Section  proper,  7.4  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  38  miles  per  hour  from  the  southwest  at  Savannah, 


from  the  15th  to  the  25th  was  favorable  for  checking  abnormal 
development  in  fruit,  although  young  leaves  of  early  shrubbery 
were  cut  back.  Early  spinach,  cabbage,  and  lettuce  made  good 
growth,  and  white  potatoes  were  nearly  all  planted  in  the  truck- 
ing region  by  the  close  of  the  month;  but  at  times  the  weather  I  q^,.,  on  the  13lh.  and  in  the  Section  proper,  31  miles  per  hour 
was  too  warm  for  good  lettuce  development.  Spring  plowing :  f,.^,-,-,  ^]^p  ,|^,.|]^  ^^  Greenville  on  the  ISth. 
w;is  well  advanced.  ^ ,  

!  SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  anto- 
:  mafic  records,  wa«  170.4  hours,  or  55%  of  the  possible 
i  amount.  The  average  number  of  clear  days  was  14;  partly 
I  cloudy.  4,  and  cloudy.  10,  as  against  normals  of  12,  6.  and  10 
!  days,  respectively.  


PRESSURE. 

The  mean  sen-lev<'l  pressure,  determined  from  reports  of  U 
ri'gular  Weather  Bureau  stntions  in  and  surrounding  the  Sec- 
tion, was  30.19  inches.  Tiie  l)igliest  pressure  was  30.57  inches 
at  A'^heville,  N.  C,  and  at  Columbia  on  the  24tli;  the  lowest 
pressure  was  29.78  inches  at  Charlotte.  N.  C,  on  the27tb,  and 
in  the  Section  proper,  29.79  ineln^s  at  Greenville  on  the  same 
date.  

TEMPERATURE. 

The  monihlv  mf^an  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  44.8^.  or  2.3"  below  the  normal. 
The  highest  temperature  was82°at  Florence  No.  I  and  George- 
town on  the  2d.  The  warmest  periods  were  from  the  1st  to 
4th,  10th  to  14tb,  and  26th  to  2>^tli,  u-hen  the  daily  mean  tem- 
peratures ranged  from  5°  to  26°  above  normal.  The  lowest 
temperature  was  11°  at  Walhalla  on  the  ISth  and  19th.  The 
coldest  periods  were  from  tlie  5th  to  9t}i  and  1 5th  to  25th,  when 
the  dailv  means  were  5°  to  24°  below  normal. 


RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  the  upper  streams 
of  the  Section  al>out  the  6th  and  7th  and  at  the  close  of  the 
month,  and  the  Santee  River  was  near  or  somewhat  alcove  flood 
stages  at  Rimini  and  Ferguson  throughout  the  niontli. 


HUMIDITY. 

The  mean  relative  lunniflity.  f'eterniined  from  reports  of  9 
regular  Weather  ]->ureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%  ;  noon,  62%  ;  8  p.  in.,  66%. 
The  highest  percentages  occurred  along  the  northern  coast  and 
in  the  lower  Savannah  drainage  area,  and  the  lowest,  over  the 
north-central  interior. 


MISCELLANEOUS    PHENOMENA  (dates). 

Hahs—LinwT:  Charleston,  1,  22,  25,  27,  28;  Columbia, 
1,  26,  27,  28;  Due  West.  25;  Greenville,  25;  T.ib.erty,  24; 
Santuck.  24.  ',Ww.-  Due  We.~t,  1 ,  28  :  Greenville,  19,  27.  28; 
Lil)ertv,  23;  Santuck,  25. 

Fofl.  f/r'/(.*r'.— Calhoun  Falls,  7;  Catawl>a,  9,  10;  Charleston, 
1.  10,  il,  12.  13;  Columbia,  9.  10,  13;  Greenville,  9,  10,  26. 
27;  Liberty,  10.  11  ;  Pelzer.  27,  Rimini,  5,  8, 16;  Trenton,  8,  1 1 . 

Thviidcrxtorwii. — Calhoun  P'alls.  11. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
3.83  inches,  or  0.58  inch  below  the  normal.  Precipitation  oc- 
curred in  two  fairly  well  defined  periods,  but  was  badly  dis- 
tributed in  area  and  atnounts.  The  heaviest  rainfall  occurred 
in  the  Piedmont  counties,  where  the  amounts  ranged  from  5  to 
over  6  inches;  in  the  central  counties  and  on  the  coastal  plain 
the  amounts  tapered  downward  from  4  inches  to  less  than  one 
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Cliinatolo&ical  Data  for  February,  1923. 


Stations. 


Counties 


EdKlern  Portion . 

Allendale  

BlftrkviUe  

(;harloston 

(Jlieniw 


Conway  

Oaiiiiigtoii 

Eniiighiim 

Ferguson 

Florence  1 

Florence  2 

Oarnett 

(ieorgetown 

King^tme 

Orangeburg  1     

Orangeburg  2 

Paris  Island 

liiiniui 

Pinopolis"tt 

St.  George 

So<'iety  Hill 

Summerville 

Wedgefield 

Yenuissee 

Division  means  an(I 


We^lnii  I'orUo)!. 

Aiken  

Anderson 

HUiirs 

Calliciun   Falls 

;'aiiHien 

(Catawba 

Cliappells 

Chester 

clenisou  (.'ollege  . . . 
Columbia 

Due  West 

Kdgelield 

Castou  Slioals  tl 

(ireenvillo 

<;reen\vood 

Heatb  Springs  

Iversliaw 

Ijandrnin 

1, aureus 

I^ilierty 

I.itlle  Aroinilnin  . . . . 

Monelta 

Newberry 

I'elzer 

Saluda 


Allendale 

Barnwell 

Charleston  . . 
Cheslerlield  . 

Hori-y 

Darlington  .. 

Florence  

Orangeburg  . 


Florence 

....do 

Hampton 

(ieorgelown  , . 
WiHiamsbmg 

Orangeburg , . 

do 

lioaul'ort 

Berkeley 

Sumter 


Temperature,  iu  degrees  Fahr. 


Precipitation,  in  inches 


\~i\ 


i  \f    \    2    i    1^ 


Nuniberof  days. 


H      !>oi  c 


Sautnck 

Sparta  Tiburg 

Trenton  

Wiilhalla 

Wiunsboro 

Winthrop  College  tt. .  ■ 

Division  means  and 

Section  means   and 


Dorchester  . . 
Darlington  .. 
Dorchester.. . 

Sumter 

Hampton   ... 


ixtrenies  . 


Aiken 

Ander.<ou 
Fairlield. . 
Abbeville. 
Kershaw.. 


York  

Newberry  . , . . 

Chester 

Oconee  

l!ichlanil 

Abbeville  .... 

Edgefield 

Cherokee  

(I'reeuville  — 
Greenwood.  . 

Lancaster 

Kershaw 

Spartanliurg. 

Laurens  

Pickens 


Xew  berry  . 

Saluda 

Newberry  . 
Anderson. 
Saluda 


186 
296 

48 
144 

25 
175 
106 

63 

136 
1S6 

82 
12 
54 

264 

264 

13 

54 

97 

109 
192 

75 
249 


Union 

Spartanburs 
ICdgefield  .. . 

Oconee 

Fairfield  .  . . 
York 

extremes 

extremes  . . . . 


527 
764 
293 
508 
222 

562 
402 

487 
850 
351 


680 
1039 
671 

.568 
500 
1063 
589 
900 

711 
400 
502 
850 
536 

512 
875 
020 
lOfil 
545 
090 


1 

41  !. 

39  ;  46.8  -1.2 

52  i  50.5  -1.9 

41  44.0  !  —1.0 


24      34 


47.2  I   -0.0         KO 
44.6  I  -0.7  81 

'47.' 7' I' -6.' i 


46.  6 


hO.5 


"51.8  I 

50.0  I   +0.9 
48.  S  1   +1.3 


48.7 


51.9      -0.8 
49.2  !  -10.8 


9 

9 
20  ! 
39  ! 
39 

21 


48.4 
42.  9 
49.8 
48.2 
51.4 

45.6 


'46.  S 
44.6 


42.7 

4:!.  5 


-(0.2 
—  1.9 

-1-0.  3 
-0.1 
4-2.4 

-2.4 


-.3.2 
-0.1 


82 


19 

2 

20 

7 

28 

2 

17 

2 

19 

2 

16 

1 1 


1 

t2 


«18 
19 
19 

20 

•24' 
21 


-4.3 


44.6  I 

44.7  I   4-1.5 
46.3      -1.5 


hi. 8 
-0.7 


■43. 

'V 

42. 

8 

45. 

3 

45 

7 

42 

7 

42 

4 

43. 

4 

+2.3 


0.0 


44.8      — LO 

47.0  -0.9 

45.1  -0.2 


5.05  i  +0.79 
1.03  I  +2.38 
3.09     -1.00 


50  2.20 

40  I  2.29 

....I  2.02 

39  i  2.96 


42 


t3 


20 
16 
19 

20  I 
17  i 


50 
51 
'33' 


1.10 
0.5S 
0.95 


-2.16  '  0.51 

-1.58  i  0.  SO 

-2.92  0.74 

-0.93  0.69 


19  46 

17  i  44 

19  1  46 

tl7  !  48 

19  i  51 


2  I      16 


43.0 

43.1 
M5. 2 

4.3.0 
■^43.  8 

43.  2 

44.2 

44.8 


2.  .35 
1.43 
1.55 
2.31 

3.85 
3.88    . 
0.70 
4.90 
3. 10  i. 
i 
1..34 
3.07 
1.18 
2.73 
1.40 


-1.40 
-  L80 


-2.59 
-LC4 


-2.82 
+  1.37 


-2. 47 
-1.34 
—2.  97 
-1.42 
-2.44 


1.02 
0.90 
0.52 
0.42 
0.75 

1 
1.45 
0.98 
0.40 
2.  51 
1.10 

0.55 
1.05 
0.41 

0.92 
0.45 


tl7 


51 


2.  .39      -1.65  '  1.45 


14  i. 
11   i 


—  0.2 

1 
76 

+0.3 

76 

-1.0 

"75 

-0.1 

76 

•  1.3 

"76 

-0.2 

75 

-0.7 

79 

-2.3 

82  1 

1 

16 

17 

19 
18 
13 
15 
15 

18 
IS 
18 


19  34 

19  t  47 

19  I  30 

19  i  32 


tI7 
18 

tl7 
tl8 

tl8 
19 
19 


40 
42 
46 
41 
43 

40 
40 
41 


3.53 
5.44 
4.89 
6. 25 
3.15 

4.54 
5.14 
5  04 
5.84 

2.  83 

5.74 

5.  56 
4.01 
4.  62 
6.06 

3.66 

3.  .55 

4.  33 
5. 38 
0.  21 

4.37 

5.  03 
5.20 
5.68 


8  '  14  !    -4      10 


-0.  .52  :  I.ll 

+0.31  I  2  10 

+  1.08  i  1.!'7  1 

+0.89  i  2.83  i 

-0.82  1.4 


+  0.21 
+  1.30 


+0.  .56 
-  1 .  76 


2. 30 
0.  85 
1.90 
1.07 
1.04 


12 


I   10  ;   16 

81. 

8  ... 
10  j  10 
12  14 
10      11 


1  1  n 


lie. 
iiw 


2.82 
(1.90 
-0. 10  I  1.72 
-0.63  j  1.68 
+  1.34  '  2.76 


T.    !  10  !  10 


13 

15 

"19 

11 

16 


19 
18 
19 
+18 
117 
18 

tl8 

tis 


.5.99 
4.  .57 
4.43 
4.73 
4.  63 
4.68 


-0.14 


+  0.61 

-0.10 
+  0.  .50 
+  1.01 
+  1.06 


+  1.20 
-0.01 
-0.66 
-0.57 
+  0.29 
+0.  02 


1.45 
1.33 
1.21 
2.81 
2. 04 

1.80 
2.  05 
2. 20 
2.64 


Oil 


3.16 
1.80 
0.  86 
1.18 
1.60 
1.50 


2  i   14  1   .V. 
1   I   15  i  W. 


11  j  sw. 

i4  .'e." 

8  I  ne. 
14  i  ne. 

9  i  n. 


4.84  !   +0.23  •  3. 


3.83 


-0.58  ;  3. 


Observers. 


13 

2 

13 

mv. 

14 

1 

13 

12 

2 

14 

sw. 

13 

3 

12 

nw. 

11 

6 

11 

sw. 

17 

4 

7 

n. 

16 

0 

12 

ne. 

13 

14 

1 

w. 

14 

5 

9 

nw. 

10 

6 

12 

ne. 

12 

3 

13 



ii' 

1 
1 

ne.  i 

11 

,T.   ] 

.4 

ne. 

12 

sw. 

"i.3 

sw. 

16 

w 

John  Black,  .Tr. 
Mrs.  I).  H.  Saiuters. 
V.  S.  Weather  Bureau. 
Roland  D.  I'owe. 

I'anl  Quatllebauin. 
D.C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  .Savage. 

H.K.Gilbert. 

Pee  Dee  Kxperiment  Sla. 

Maner  Ii.  Kobert. 

A.  P.  Hazard. 

\V.  11.  Matthews. 

r.S.  I'isheries  Station. 
State  A.  and  M  .  College. 
II.  S.  .Marine  (\irps. 
Miss  IC.  P.  Kavenel. 
Boykin  U.  Cantey. 

R.  L.  I'tsey. 

E.D.  Fields.  Jr. 

K.  P.  Lawton. 

W  Hsmpton  Ramsey. 

W.  C.  lliitson. 


Kiaiik  I'..  McCoy. 
II.  II.  Kiissell. 
l>ther  B.  Owens, 
i..  M.  Parker. 
Henry  \.  Hrowii. 

.lames  C.  Faris. 
George  V.  Clamp. 
,1.  C.  Corn  well. 
Prof,  F.  II.  ILCiilhoMii. 
V   S.  Weather  Bureau. 

V.  S.W  B.  Aerological  Sta. 
.1.  .\.  'I'ownsend. 
S.  C.  l.t.,  Power  ,(  By    Co. 
r.  S.  Weather  Ibireaii. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 
J(din  W.  llainel. 
K.  Hartwell  Wilds,  D.D..'^. 
Perry  A.  Simpson, 
.lohn  'I'.  Boggs. 

.l.lM.Sease,  M.  D. 
Joseph  M.  .lohusou. 
Sue  Ella  Peter.son. 
loshua  Y.  .lones. 
H.  A.  Riser. 


E.W.Jeter. 
F.  P.  lioliinsoii. 
Mrs.  S.  K.  Long. 
II.  W.Brandt. 
Kov.  Oliver  Johnson. 
W.  T.  Clawsou. 


16 

T. 

9 

13 

4 

11 

W.   ; 

16 

T. 

8 

14 

4 

10 

W. 

The  departures  from  the  normal  tenn>erature  and  precipitation  arc  computed  only  for  such  stations  as  have  ten  orniore  yearsof  record,  but  all  complete  reports  are  used  m 
determinhU  sectioti  or     i^M"f^  Reference  letters  (»,  l'.  c,,  appearing  iu  the  table  indicate  number  of  days  missing;  for  example,  "  represents  two  ,iays  missing,  etc, 

t  Also  on  other  da^^^     tt  Received  too  late  to  be  included  in  means  and  summaries.    "  Temperature  data  are  lro„,  observed  rea.liugs  ol  the 
pitted 'from  observed  readings.     tTPost-oflice  addresses  iif  these  stations  are  as  follows  :     Of  Gaston  Shoals.  l.lacUsburg: 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


dry  bulb 
of  Winthrop  College.  Rock    Hill. 


means  are  com- 


February,  1923. 


CLniATOLOGlCAI.  DATA:    SOUTH  CAROLINA  SKCTION. 


Daily  Precipitation  for  February,   1923. 


Drainage- 
basins. 

Day  of  month 

Stations. 

1 

2 

3 

4 

5 

6 

7 

1 
8    1    9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23      24 

25 

26 

27 

28 

1 
29  1  30 

1 

31 

Kn^tevi)  Portiou. 

1 

.45 
1.10 
.21 
.96 

.38 

.80 
.74 
..39 
.91 

UliifkviUellil 

Cliarli.'.^ron  *** 

Edisto 

Coa.?t 

Pee  Dee 

Waccaniaw .. . 

T. 



'.'isi'.'io 

.45 
.12 
.53 
.51 

..50 
.54 
.17 
.74 

.  5f. 

.07 

.25 
.75 
.05 

.35 

.20!.... 

'.'6.5 

.91 
.10 

'.'i9 

.08 
.27 
.48 
.08 

.51 
.01 
.18 
.42 

.07 
.12 

.15 
T. 

■f.' 

.05 
.09 

'.'61 
''1 

.50 
T. 
.29 
.15 

.10 
.14 
.05 
.18 
.13 

.98 

'.'oi 

'?3 

:::; 

5.  on 

1.03 

.28 
.09 

.25 

:is 

.Of) 

.20 
.17 

.m 

.14 

.10 
52 

'.'io 
10 

.07 

.11 

14 

.45 
.20 

T. 
T. 

.35 

■"■■! 

3.09 

Coil"  ay  iHI 

.10 

.07 
T. 
T. 
.11 

.07 

2.20 

.04 

.... 

2.29 

2. 02 

Kersrnsoii   llll 

Florence  1  llll 

Santee 

.05 
.24 
.26 



2. 9f) 

(is 

... 

2.  75 

do 

, 

.12 

.... 

,P0 

2.  35 

(liiriiett 

Georgetown 

.20 

.28 

.38 
.17 
1.45 
.48 
30 

0'' 

.28 

.42 
.45 
1.12 
.95 
.40 
.50 

1.10 

.22 

1  0.5 

1.43 

C;oast 

IJlaok 

....  J ... . 

i 

'.'io 

.18 
.20 

.30 

•.■52 
.68 

.20 
.50 
T 

T. 

'.'63 
.06 

'.'05 
T, 

.... 

.... 

1.55 

.07 

'.■39 

.28 

.22 
.00 



2.31 

EOisto 

do 



'.'9S 

3.  8,5 

.  U.T   ... 

3.88 

Coa^t 

(1.70 

I'iiiopolis  

Cooper  

Saiitee 

Eili.sto 

Pee  Dee 

Aslilev 

.15 

:::; 

.15 
.-22 

2.51 

.10 
.01 

:ff 

.08 
Q.I 

.00 
.55 
.05 
.15 
.20 
T. 

"iVl 
.72 
.40 
.00 

.44 
.80 
.11 
1 .  05 
.00 

.02 
.70 
.17 
.05 
.  05 

:K 
:5? 

.a4 

.30     ^^ 

.51 

.30 

.41 

.40 
43 

.01 
30 

.10 

.05 

4.90 

'.'65 

T 

3.10 

St.  Oeorge 

05 

1.34 

10 

08 

.09 
.0-2 
.20 
.39 

.35 
.05 
.14 
.03 
.20 

.20 
.10 

'.'oi 

.15 

.31 

T. 

.03 

.37 

'.'65 

'.'65 
.04 

.2f' 

■r 
. . . . 

04 

Of, 

.15 
.03 
.05 

.09 
.05 

05 

10 

8.07 

.11.... 
.40    .08 

T.' 

... 

.... 

.41 
.92 

I.IS 

.20 

.on 

2.73 

Yi'ma.-;sei'Ilil 

]]'fsleiii   I'tirtiiiu. 
AiUoii 

■V.sliepoo 

Kdisto 

."^avaiiiiah 

Hroaii 

.Savaiuiali 

Waleree 



".VI 
.03 

... 
".\i 

.01 
T. 

.19 
.25 

.45 

'.'ifi 
.11 
04 

.11 

.19 
.20 

.40 

1.11 
.87 
1.97 
2.83 
1.47 

2.30 

2.00 

1.90 

.92 

.78 

1..35 

2.50 

1.72 

.26 

1.40 

"is 

.89 
1.10 
.21 
.65 
.18 

.10 
.IS 
.45 
.80 
.11 

83 

.... 

i.'is 

.... 

3.  63 
5.44 

HIairs'jII 

Calhoiiii  Falls  llll 

Caiiicteii  ill! 

Cntawlia  llll 

.24!  .74 
.3.^1 .00 

.Of.l  .15 

,...!.«o 

.401  .85 
.25  1.35 
.(',0  l.iMt 

.18,  .75 

.281  .90 
.25    .41' 
.  38  1 .  1 7 
..58,1.0! 

...   I  .82 

.1.5  1.00 
.2.51  .45, 
71,1  y|; 

•  •    1 
1 

.30!  -00 
.01[  .10 
.20    .01 

.201  .08 

.32 
.,51 
■'1 

.... 

.... 

4.89 
(!.  25 
3.15 



i 

.30 
.39 





.   .. 

.... 

'.'.50 
1.07 
.26 

1.47 
i.'42 

4.54 

<'liap|ielN  llll 

.«aluda                       ! 

".M'.'.'.':''.'f!^ 

....!....     .07 



f.' '.'.'.'.'('.'.'. 

1  T 

5.14 

Chester 

('U'nis<jii  Colietie 

Columbia*"  

Due  We.xt*** 

P.road  

.^a vaiinah  .... 
Congaree 

Savannali 

Sa vaniiali  .... 

Uroad 

Saluda  

...do 

...:  .05 

T.-.;:" 

. . . . ' 

.40 

.38 
.90 
.12 
.07 
.41 

.18 
.12 
.21 

.17 
.30 
.... 
.13 
08 

2.'70 



5. 04 
5.84 
2.  83 

5.74 

K-lBetiel.l  llll 

Castoii  shoiilslSI 

(Ireonville     *** 

(lieeiiwdoil  llll 

.20 
.  32 
.80 
..30 

05 

'.'is 

.67 
'.',31 

;■;: 







... 

:::: 

s. 

.... 

5. 56 
4.01 
4.02 
0. 06 

Heath  Siiriiigs 

iCershaw  ,11! 

Wateree 

Lynches 

::::!::::!:::: 

i 

.191... 
.15!  .08 
.11'  .  l'." 

't. 



.... 



.... 

. . . . 

.... 


".'.'. 

.... 

... 

'.'Sfi 

1.45 

1.33 

61 

3.06 

3.  55 

4.  .33 

I.aureiis  jlij 

Sa  Itida 

""1 

(1  no. 

!  .  35 

18 

..58 

... 
. . . . 

.... 


:::. 

....|...- 

....2.81 
.80  1.35 

T.  !l.80 
....  12.  OS 

....  '-2.  20 
....12.04 
...1.80 

.16  3.00 

....11.80 
....j  .40 
1.1»1  .63 
....11.60 
.  95  1   .50 

5. 38 

l.iliorty 

Savaiiiiah 

.oi:  .Ofi   .,3.-12.04; 

.00    .081.35 

1         I 

20!  .40'  ..3,5 

. . . . 

....|.... 

6.21 
4. 37 

Moiietta 

|Vl/erl|i| 

.'^ahiila 

Edisto 

Saluda 

do 

do 

.'.'.'  .'.'.]  T.     !27    .81 

V^    .20  1.0.5 

..      T.  1...      .4-.M.2II 

.10,  .12 .... 

.891  ■^-    .15;.... 
.30!  .48;  .23'... 
.20|....|  .58!  .30 

■)ii    _  !■)       iO\ 

— 
.... 
.... 



1 
! . . . . 

5.  03 
5.20 
5.08 

^aiituolc 

P.roai! 

do 

...     .04I.... 
0 1      09 

.10  1.45 

.i2'....:....j.... 

.30,  .02    .    .{.... 

i-'ij  '.'04  '.'.'.'.'.'.'.'. 
.74:  .10  ....  .... 

5.99 

.04'  .10'....;  .30;  .25 
.,50j  .-V   ..57    .3r^.... 
.041  .00    .  10  1.08  .. . 
41!  .27    .08      -.'8    -30 

4.57 

Tipiiloii  . . . 

Edisto , 

Savannah 

liroad  

Cata\vl)a 

j 34    .8^: 

(H!  .02    .4fil.0i; 

;         1     27      ""i'' 

4.43 

Walhalla 

WiinislioTOllll 

^Viiithioi)  College 

4.73 
4.03 

,    ^n 

05 

1         !  .35 

. 43  .  -    . 

4.  08 

i 

1 

'  i    ;    1    i 

J__i___ 



ICxrept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ol.spi-vatiou.  llll  Pn-cipitation  measured  iu  the  uioruiug;  auiouut  then  recorded  is  for  l!)c  preceding  24  lioiirs.  ***  Uegular  Weatlnn-  Ihireau  staliou:  precipitation  is  for  tlie 
21-liour  iieriod.  iiiiduight  to  uiidniglit.    *  Precipitation  included  in  tlie  next  followin.g  measiu-ement.     tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  tlian  O.Ol    incti. 

COMPARATIVE  DATA  FOR  FEBRUARY. 


Year. 


Temperature 


Precip.iia'iiou. 


tc       I  tf.-  X  .1 1 


.\verage   u  u  ui  he  r  of 
dav-^. 


1887.... 

isss 

H89.... 

18!i0.... 

1891.... 

1892.... 

1S93.... 

1894.... 

1895... 

1890.... 

1S97.... 

1.898.... 

1899.... 

1900.... 

19;)!.... 

1902... 

1903.... 

1904.... 

I'Kti.... 

I9i16.... 


52.6 
49.9 
41.9 
50.1 
54.7 
49.2 
51.0 
48.9 
37.4 
48.2 
.50.0 
44.5 
43.0 
44.0 
43. 2 
40.0 
49.0 
45.2 
38. 9 
46.0 


24 

3.41 

15 

4.  S3 

10 

5.  60 

21 

2.  :!S 

13 

4.23 

18 

3.  04 

25 

5.  05 

10 

4.35  i 

f. 

3.07  ' 

5 

0.  13  1 

15 

7.80  [ 

10 

0.80 

II 

f..  OS 

1 

5.  77 

7 

3.  (18 

11 

5.89 

11 

7.03 

15 

3.  5<( 

0 

.5.21 

12 

2..5K 

ne. 

*w. 


mv. 
svv 


inv. 
nw 
s  w . 
no. 
ne. 
ne. 


Vi>ar. 

Temiierature. 

Precipitation. 

Average  n  u  m 
days. 

)e  r  of 

—  '■-  c 

0 

■♦J 

i 

a; 

5 

Average. 

-Vverage 
days  with 
0.01  inch 
or  more. 

5 

6 

0 

•-      c 

1907 

45.1 
43.  0 
.52.  2 
44.7 
.52.  1 
42.  3 
48.9 
44.0 
48.0 
48.5 
47.3 
52. 4 
47.5 
42.  8 
49.4 
.52.  0 
44.8 

47.1 

84 
81 
84 
79 
85 
80 
80 
78 
80 
81 
87 
88 
75 
70 

8;i 
81 
82 

88 

10 
12 
12 

15 
20 
8 
22 
14 
20 
11 
--  2 

iT 

17 
8 
19 
11 
11 

-n 

3.64  i            8 
5.28  1           10 

4.49  8 
4.71                9 
1.00               5 
5.99               8 

4. 50  8 
4.41                9 
3.15                6 
3.96  1             8 
4. 11    1             8 
1.89  ]             7 
4.73  1           10 
4.05  i             8 
4.73               9 
0.02              10 
3. 83                8 

4.41   1            9 

10 

14 
15 
12 
13 
15 
12 
12 
15 
17 
14 
14 
14 
12 
12 

s 
li 

12 

8 
0 

6 
8 
5 
4 
6 
6 
0 

4 
5 

s 
4 

0 

10 

9 
0 
10 

9 

12 
10 

0 

7 

10 
12 
9 
12 
10 

10 

ne. 

1   190S 

w. 

1   1909 

1910 

sw. 

1911 

SW.    . 

1912 

W. 

1   1913 

!   1914 

1    1915 

1910 

1917 

w. 
n. 
n. 
sw. 

1918 

1919 

1  1920 

1    1921 

ne. 
nw . 

1922 

l'«'-'3 

Period.... 

sw. 
w. 

sw. 

''.Vlso  n\\ . 


CIJMATOmOICAL  DATA:    SOUTH  CAROLINA  SliCTIOK. 


Feeruaky,  19:2:: 


Daily  Temperatures  for  February,  1983. 


Stations. 


Enftern  Pmiinn. 

)  Maximum  . 
AUeiuiale % j  Minimum. . 

!,  Maximiim  . 
niftokville (  iMinimum.. 

\  Maximum  . 
Charleston j  Minimum . . 

)  Maximum  . 
Cheraw^i^'i  \  Minimum.. 

{  Maximum  . 

Coinvay )  Minimum.. 

„  )  Maximum  . 

Darlington  W )  Minimum.. 


FerRusoM  s^s^ 

Florence  1   

flarnelt 

(jporBetovvn 

ICinestree 

Oran!ff))urg  1 

Paris  Tslan<1#.  ... 

.^t.  George 

Society  Hm#.... 

SiiinniiMville 

Weilgpfielil 

Yt-iiiassee 


(  Maximum  . 
(  Minimum.. 
)  Maximum  . 
)  Minimum.. 
(  Maximum  . 

*  Minimum.. 
>  Maximum  . 
(  Minimum. . 
i  Maximum  . 
(  Minimum. . 
S  .Maxinunii  . 

•  i  Minimum.. 

*  Maximum  . 

■  I  Minimum . . 
)  Maximum  . 

•  i  Minimum.. 
\  Maximiun  . 

■  (  Minimum., 
\  Maximum 

•  (  Minimum.. 
S  Maximum  . 
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Vol.  XXVI.       Columbia,  S.  C,  March,  1923*  No.  3. 

&ENEBAL  SUMMARY. 

The  woatlier  was  ptonn.v  and  very  changeable,  but,  on  the 
Avliole,  the  teiiiperatiire  was  somewhat  above  normal.  Tlie 
month  was  marked  b}'  a  damaging  freez<>  on  the  '20th  and  several 
ratiior  severe  storms  on  tlie  (Uh,  12th,  loth,  and  23d.  Precipi- 
tation was  ci)iisidernl-lj'  above  normal,  with  a  superal)undance 
in  large  sections  of  the  western  counties. 

Fruit  buds  swelled  rapidly  under  the  influence  of  the  mild 
weather  early  in  tlie  mrmth,  and  large  quantities  of  early  vege- 
tal)li'S  Iiad  been  planted  in  the  low  countrj'.  Tree  fruits  were 
in  full  bloom  northward  in  the  central  counties  by  the2()th, 
when  a  freeze  l)ad]y  damaged  peaclies,  pears,  plums,  truck, 
gardens,  and  young  tobacco  beds.  Winter  cereals  maintained 
good  to  excellent  condition  generally.  Early  corn  and  cotton 
planting  became  quite  general  toward  the  end  of  the  month, 
l)Ut  the  rainy  weather  and  wet  soil  delayed  outdoor  work.  The 
month  closed  with  the  woods  greening  rapidly,  but  with  falling 
temperatures,  and  the  season  was  one  to  two  weeks  late. 


PRESSUEE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.10  inches.  The  highest  pressure  was  30.57  inches 
at  Wilmington,  N.  C,  on  the  l.ltli.  and  in  the  Section  proper, 
30.51  inches  at  Columbia,  Due  West,  and  Greenville  on  the 
same  date;  tite  lowest  pressure  was  29.26  inches  at  Wilming- 
ton. N.  C,  on  the  7th,  and  in  the  Section  proper,  29.29  inches 
at  Columbia  on  the  6th. 

TEMPERATURE. 

The  monthly  mean  for  tlie  Section,  determined  froni  re- 
ports of  41  stations,  was  56.2°,  or  1.2°  above  normal.  The 
highest  temperature  was  S.S°  at  Georgetown  on  the  5th.  The 
warm  periods  were  frcnn  the  2d  to  the  7th,  lOtli  to  IBib,  and 
22d  to  2Sth.  The  lowest  temperature  was  17°  at  Wnlhalla  on 
the  20th.  Cold  periods  occurred  on  the  Sth  and  9th,  from  the 
l.*>th  to  the  21st,  and  during  the  last  three  days.  The  last  gen- 
eral spring  killing  frosts  and  freezing  temp(>ralures  occurred  on 
April  1.  

HUMIDITY. 

The  mean  relative  huniidify.  determineil  from  reports  of  9 
regular  V/eather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8a.m. .76%;  noon,  57%  ;  8  p.  m.,  65%  . 
The  hiehest  percentages  occurred  along  the  northern  coast  and 
in  the  lower  Savannah  drainage  basin,  and  the  lowest,  over  the 
interior.  

PRECIPITATION. 

The  average  for  the  Section.  53  stations  reporting,  was 
5.14  inches,  or  1.16  inches  above  the  normal.  There  were  but 
few  days  without  rainfall  in  the  western  portion  ;  in  the  eastern 
portion  it  was  fairly  dry  until  about  the  13th.  The  total 
monthly  amounts  ranged  from  5  to  over  7  inches  in  most  of  the 
western  counties;  in  a  small  area  of  the  northern  interior  and 


in  Laurens  County  and  along  the  lower  coast  the  measurements 
downward  from  4  inches  to  less  than  3  inches.  The 
greatest  local  monthly  amount  was  7.85  inches  at  Greenwood, 
and  the  least  local  monthly  amount  was  2.38  inches  at  Charles- 
ton. The  greatest  amount  during  any  24  hours  was  2.90  inches 
at  Spartanburg  on  the  15th  and  16th.  The  average  number  of 
rainy  days  was  11%  above  normal.  Snow  flurries  occurred  at 
Laurens  on  the  20th. 

High  winds  unroofed  several  small  houses  at  Calhoun  Falls 
during  the  afternoon  of  the  6th;  damage,  light. 

Heavy  thunderstorms  in  Anderson  and  Greenwood  Counties 
on  the  12th  and  13th  were  attended  by  considerable  damage  to 
telephone  and  telegraph  lines,  and  a  fertilizer  mixing  plant  at 
Greenwood  was  fired  by  lightning  and  destroyed,  with  a  loss  of 
about  $10,000. 

During  a  series  of  thunderstorms  in  Greenville,  Spartan- 
burg, and  Anderson  Counties  on  the  23d,  damage  estimated  at 
about  $30,000  was  caused  by  heavy  wind  squalls. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  reports,  was 
9.8  miles.  Tlie  highest  average  velocity  was  13.5  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  12.6  riiiles  per 
hour  at  Charleston;  the  lowest  average  velocity  was  5.9  miles 
per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper,  8.5  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  48  miles  per  hour  from  the  west  at  Savannah, 
Ga.,  on  the  6th,  and  in  the  Section  proper,  46  miles  per  hour 
froni  the  southwest  at  Greenville  on  the  23d. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa«  223.9  hours,  or  60%  of  the  possible 
amount.  The  average  number  of  clear  days  was  15;  partly 
cloudy,  6,  and  cloudy,  10,  as  against  norn^als  of  14,  8,  and  9 
days,  respectively.  

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  all  rivers  of  the  Section, 
incident  to  heavv  to  excessive  rains  up-State  between  the  12tb 
and  19th,  and  the  highest  crest  stages  of  the  winter  and  spring 
I  were  recorded.  Unavoidaltle  losses  in  the  Santee  System  ap- 
proximated $7,315,  and  the  value  of  movable  property  saved 
iiy  timely  warnings  has  been  estimated  at  about  $57,700.  In 
the  Pee  Dee  System  the  losses  approximated  $2,500,  and  the 
value  of  property  saved  by  warnings  was  estimated  at  $50,000. 

MISCELLANEOUS  DATA  FOR  MARCH,  1923. 


Stations. 


Teuippnitnrt!. 
(leBvt'cs  I'lilir. 


Prcoipita- 
tinii. 
iuclu'R. 


Wiml. 


6t_  >) ,; 

:e  t. .  w  a' 

^    r-    ^  '^I^ 
O)    -    O    f- 


Aslieville.  N.C 

.\Uffusta.  <;a 

Charlpstoii.  S.  C... 
Charlotte.  N.  C  ... 
rohmibia.S.  C... 

Due  West.  S.C 

Orepiivillc,  S.  (;.  . . 

Savounali.  Cla 

Wihiiiiistoii.  N.C. 

JlpaiiP  ami  I'x- } 

trf'iTip-. * 


?0. 10 

30.  i: 

so.  11 
:10. 09 

30.  n 
.10.  ri 
so.  08 
so.  1 1 

30  11 

so.  10 


47.0 

78 

13  4. 95 

1 
2.  07 

57.0 

SS 

•29  4. 4fi 

1.13 

59.  r, 

84 

33  2. 38 

0.50 

52.  C 

78 

2S  1  5.84 

1.85 

56.8 

S'Jt 

27  3.30 

0.96 

54.0 

80 

24 

6.34 

2.  24 

5S.0 

7f. 

22 

5.81 

1.93 

fiO.9 

84 

32 

2.31 

0.51 

57.0 

80 

29 

4.09 

1.50 

55  4 

84 

13  4.39 

2  24 

12.0 
5.9 

12.6 
6.4 
8.5 
9.9 
9.7 

13.5 
9.7 

9  8 


tt   ■ 

■~  C 


nw. 
11  w. 
s\v. 
sw. 
ne 


sw. 

sw. 


Mpan 

relative 

lurniiiiity. 


48 

55 

f.2 

70 

59 

75 

.59 

61 

54 

50 

53 

59 

60 

59 

72 

61 

73 

57 

65 

Cl.lMATOLOCaCAl.  DATA:    SOUTH  CAltOUNA   SJXTION. 


March,  192o. 


Climatological  Data  for  March,   1923. 


Stations 


Counties 


Knutfrii  Vorllon. 

AlleiKiale 

Blackville 

cliiirlcstoii 

(Jlicniw 

Conway 

Darlintftoii 

KduiKliani 

Ferguson 


l-'lorence  1.... 

P'lorenoe  2 

(iiirnett 

Georgetown  . . 
Kingstree..   .. 


Orangeburg  1 
Orangeburg '2. 
Paris  Island.  . 
Pinopoiis*'  . . 
lEiniini 

St.  George . . . . 
Society  Hill  . . 
Sumnierville  . 
Weilgefielil  . . . 
Veniaspee 


Division  means  anil 


Wextern  I'oil'nin. 

Aiken  

.'Vnilerson  

Rliiirs 

Calhoiin  l''alls 

."aniileu 


flatawlia 

Oliappi-lls 

Chester 

clenisou  Cidllege  . 
Columbia 

Due  West 

Kdgelielil 

(iaston  Shoals  Jt.. 

fireenville 

'ireeu\voo<i 


Heath  Spring.s  .. 

Kershaw 

Laufiruni 

Laurens 

Liberty 

Little  Mounliiiu  . 

Monetta 

Newberry 

Peher 

.■^iahKiii 


SiintneU 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt. . 


^6 

0 

°t 

M 

5; 

^ 

— 

Teinprrature.  in  degi-ees  Fahr.  I'recipitation.  in  iiicnes. 


Allendale 

Barnwell 

Charleston  . . . 
Cheslerlield  .. 

Ilorry 

Darliugtou  ... 

I'lorenee  

Orangeburg  . . 

Florence 

....do 

Hampton 

Georgetown  . . 
Williamsburg 

Orangeburg . , 

do 

Ueaul'ort 

Berkeley 

Sumter 

Dorchester  . . 
Darliugtou  .. 
Dorchester... 

Sumter 

Hampton   ... 

tn-mes  .    ... 


186 

•29(> 

48 

144 

25 
175 
106 

63 

136 
186 
82 
12 
54 

264 

264 

13 

54 

97 

109 
192 

75 
249 

24 


59.6 
5.5.0 


58.9 
57.0 


58.3 

58.2 


60.4 
.59.2 
58.2 

59.1 

59.' 8 
57.8 


+2.2 
+  1.6 


+2.6 
+  1.6 


+2.3 

+2.8 


Pivision  means  and 


.Aiken 

Au<lerson  ... 

i'airlield 

Abbeville 

Kershaw 

York  

Newberry  . . . 

Chester 

Oeonee  

liiehlHiui 

Abbeville  .. . 
Kilgelield  .... 

(Mieiokee 

Greenville .. . 
Greenwood.  . 

Lancaster 

Kcr.'-han' 

Spartanburg 

Laurens 

Pickens 

Newberry  . . . 

SaUi<la 

Newberry  . . . 

Anderson 

Saluda 

Cuion 

Spartanburg 

Edgefield 

Oconee 

Fairfield  .  ... 
York 


527 
764 
293 

508 
222 

562 
402 
487 
8.50 
351 


680 
1039 
071 

568 
500 
1063 
f>8<) 
900 

711 

400 
502 
850 
53(i 


+  1.7 
+  1.6 


+  1.4 
+1.3 


58.4 
55.8 
59.0 
.59.0 
59.8 

58.4 


58.9 
54.4 


',53.  6 
56.5 


'52.2 
=53.2 
56.8 

54.0 


53.0 
53.5 

5.5.  S 
'ift5.6 

50.7 
'.52.7 

,52. 9 

«5.5.7 
.57.0 
"57.8 


+  1.7 
+  1.1 
+0.K 
+3.5 
+2.0 

+  1.8 


+  3.7 
+  0.4 


+2.2 


+0.8 
+2.8 


+2.4 
+0.8 


+  0.2 

+0.3 
+0.9 
+3. 2 


5 
12 

5 

t  5 

5 


5  1      25 


83       T  5 

81 


80 


76 
79 

78 
•183 

78 
'80 

76 


23 
24 

tl2 
22 

t3 
23 
23 


■^ 

3; 

a 

i 

1  5 

x 

5 

3; 

*"■ 

— . 

— 

— 

"- 

Numberof  ilays. 


20 

20 
20 

20 
20 

'f'i' 

20 


20 
t20 
20 
20 
20 

20 


20 
20 

"20' 
t20 


5.  42 
2.38 
4.16 

5.14 
3.92 
3.76 
4.47 


+2. 10 
-  1.34 

+  0.57 

+  1.55 
+0.91 
-0.03 
+  1.02 


4.12  !  +0.96 
4.16  +1.00 
6.25 

+0.91 
+0.53 


4.42 
3.93 


4.  53 

5.  08 

3. 10     —0. 25 
3.00     —0.62  I  0.70 
4.97    1.22 


1.65 
0.50 
L27 

2.00 
1.25 
0.70 
1.02 

1.21 
1.33 
1.70 
1.22 
0.64 


4.20 
4.26 
5.32 
3.73 
5.67 

4.36 


5.11' 
5.43 
5.62 
7.74 
5. 05 

6.  38 
4.98 
6.63 
4.87 
3.  30 

6.34 
6.21 
6.13 

.5.81 
7.85 

5.04 
3.79 
6.41 
3.97 
6.70 


0.86 
0.86 
0.80 


+0.79 

+0.99 

+2.00 

0.17 


0.92 
1.06 
1.29 
0.90 


+2.18  i  1.80 
+  0.86  !  2.00 


+  1.23  1.51 
+0.S3  2.87 
+  1.92  1.72 
+2.82  I  2.56 
+  1.35  I  1.35 


+2.27 
+  1.11 


-0.10 
-0.40 


+  1..37 
+  0.42 
+3.83 


2.  55 
1.26 
2.  3U 
1.43 
0.96 

2. 24 
1.30 
2.01 
1.93 
2.  65 


+  1..55  !  1.92 

0  96 

i  ■•^••^l 

■  i.f>s 

+  1.23  i  1.84 


3     12 
1      13 


Observers. 


sw. 
ne. 
nw. 


nw. 

sw 

lie. 


14  ne. 
5  w. 
12  I  ne. 

14  I  sw. 


John  Black.  Jr. 
Mrs.  I).  If.  Siinders 
I'.  S.  Weather  Bureau, 
lioland  D.  Powe. 

Paul  Qnalllebanm. 
1).  C.  .McCall. 
Wni.  H.  (iillesple, 
Henry  C.  .Savage. 

H.  K.  Gilbert. 

Pee  Dee  ICxperiuieut  Sta. 

Maner  B.  liobert. 

A.  P.  Hazard. 

W.  U.  Matthews. 

r.S.  Fisheries  Static  in . 
State  A.  and  >I.  College. 
y .  S.  .Marine  Coriis. 
Miss  K.  P.  Itavenel. 
Boykiu  K.  Cantey. 

R.  L.  Utsey. 

E.D.  Fields,  Jr. 

E.  P.  Lawton. 

W  Hampton  Kamsoy. 

W,  C.  HutMUi. 


l''r»nk  U.  McCoy. 
11.  11.  linssell. 
Esther  B.  Owens. 
L.  M.  Parker. 
Henry  .\.  Brown. 

lames  C   Karis. 
(icorge  V.  Clamp. 
.I.e.  Corn  well. 
Pro!'.  F.  11.  H.Calhoun. 
U   S.  Weather  Hnreiiu. 

!  U.S.W   B.  Aerologieal  .'ta. 
J.  A.  Tow  uscnd. 
S.  C.  It,  Power  .»  Ky.  Co. 
r.  S.  Weather  Bureau. 
.M.  M.  Calhoun. 

.1.  Mnrvin  Bowers. 
John  W.  Ilaniel. 
11.  llitrlwell  Wilds.  1>  D.S. 
I'erry  A.  Simpson, 
.loliii  T.  Hoggs. 

.1.  ]\1.  Sense,  M.  li. 
JoscM'h  M .  .lohuson. 
Sue  Ella  Peterson, 
.loshua  V.  .lones. 
H.  A.  Riser. 

E.  W..!eler. 

F.  P.  Hobiusou. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
I!ev.  Oliver  Johnson. 
W.T.Clawson. 


>j8»M«!>Mt8dfe 


.M.utcH,   1923. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLLNA  SECTION. 


U 


Daily  Precipitation  for  March,    1923. 


Dra  i  nage- 
basins. 

I>ay  of  moiilh 

Stations 

1 

2 

■' 

.        5J6 

7    1    8 

9 

i 

10 

11 

12 

,13 

14 

15 

16 

17  j   18  1  19     20 

2,   i  .22 

1 

23 

24 

25 

26 

r 

2",    !    2h   j  -29 

i           1 

MO 

8. 

,0 

Alleii.liilelill 

IJiiickvilleilll 

Cluirlcston  *** 

(MiHi-aw  nil 

Con^iiy  illl 

.siivaiiiiah 

K(iisto 

.... 

'.'6i 

i.'is 
.11 

4S 

. . . . 

■■36 
..50 
T. 

i.'27 

.97 

.80 
.70 

i.'2i 

.82 
'.'51 

.'so 

.90 
.82 
1.06 

'.'76 

'.'.59 
.51 

.60 
.51 

'.'oo 

.21 
'!57 

'.'96 


'.■33 

.18 

".»0 '.'.'.'. 
.12    .16 
.96.... 

.Ill   .00 

1.25  ... 

i."6.5 

:::; 

'."•28 

1 

".'i4!;";! 

'."06 

"jo 

'.'io 
.20 

.16 

'.'53 

'.'43 

"5.' 4-2 

— 
. . . . 

.... 

.•28.... 

.42.... 

2.001  .21 

....:  .02 

.  46| .... 

2.38 

....1   .15 
....!   .51 

'."bO 

.•20 
.'26 
.41 
.18 
.20 
.81 

.70 

.40 

.58 
.52 

.45 
.57 
.55 
.54 
.50 
.10 

.•20 
.64 
.31 

.30 

4.16 

.40 

.03  ....!.... 

.03  T. :..., 

5.14 

'.'•24 

.  20 
.25 

'.'ii 

.2.'i 
.17 

,50 

.45 
.50 
.80 
.82 
.54 
l.-iO 

1.22 

.16 
.12 
.34 

11! 

'."•24 

'.'06 
"T.' 

1 

3.P2 

Kllliisjliiiiii   I II 

Ki'r;fiis()ii   III 

Fl'ireiice  1 1|! 

Pioreuceillll 

Hitnwtt 

LyiiPhe.s 

Suiitee 

I'ee  Dee 

do 

Savannah  

Coast 

HIack 

Edisto 

.    .. 
.... 



. . . . 

.... 

.... 


:::: 

.... 

.::: 

.45 
1.02 
.36 
.:ifi 

.82 

1.00 
..50 
.hfi 
.8:i 
.40 

. . . . 

. . . . 

— 

— 

.... 

:::: 



.... 

'.'56 

'.'76 
.65 

'.'si 

.86 

.62 
.32 
1.06 
1.33 
.30 

'.'•26 

i.'ic 

'.■30 

.47 

.,50 
.40 
1.00 

'.'6.5 
.01 
.39 
.  05 
.■25 

'.'20 

.06 
.02 

'.'64 
'f.' 

. ... 

■f. 
'.'65 

'.'is 

.29 
.13 
.46 
.16 
T. 

.15 
.11 

'.'62 

't. 

.... 

.... 

.ii 

3.  76 
4.47 

4.  12 
4.16 
6.  25 

4.    2 

Kinirsti-et'  nil 

45|  .21 

SS|  -37 

....1  .56|  .40 

.50   .•-'31.... 
.64  ....!.... 

.78....!.... 

.... 

'."69 
.11 

.08 

3.  '.•■.\ 

■4::. 

.  30  . . . . 

.03    .. 

...      ! 

.621  .35 
74 

.20    .80 

4.  ,53 

do 

■■36 

.5.  (8 

Pari.<  l.siaiiil 

t'itiopoli.N  

Hiiiiini  III! 

.^t.  Ueorge 

socieLv  Hill  III! 

.'<iMMMiprville 

Wedgefield 

Coast  

.'65 

.201  .10 
.10 

.10..-. 

... 

3.10 

' 

.70 

'.'92 
.90 

.10 

1.10 
85 

3.  00 

Santee 

Edi.sto 

Pee  Dee 

Ashley 

Wateree 

.fiO 
.92 
.45 
.63 
.33 
.40 

.  7/ 
.60 
.92 
1.02 
.24 

.95 
.70 
.92 
.12 
.05 

9l 



.15 

'.■i3 

.76 
.60 

1.22 
..33 
.81 

'.'40 
.44 

.83 
.04 
.40 
.45 
1.35 

..58 
1.00 
.43 
.29 
.19 

'.'71 
.69 

'.'82 

'.'ii 

.42 
.63 

.50 

.41 
.48 
.40 
.90 

'90 



■f.' 
.08 
.11 

"^i 

.10 
.06 



T. 

:;;. 

.... 
.... 

'f.' 

,55 

T      .37 

11 

.08   .90 

60 

.15    .32 

.35 

.  22 

.25 
.79 

.27 

'.'36 

.23 
.35 

.20 
.22 
.03 

.... 
'[45 
'.'23 

'.'58 

'.'•28 
.f? 

'.'is 
't. 

.02 
T. 

".29 

4.97 
4.^20 

..581  .22 
1.29  .... 

.  60  . . .  . 
1.80    .40 

'.'62 



"t.' 

.01 
.... 

"f. 
't, 

"f.' 

.... 

4.^-6 
5.  ."2 
3.  73 
5. 67 

Wf^lerii   I'liiiinv. 

Aiken.... 

.•Viiilcrsoii 

Bh.irsllll 

Ciilhoiiii  Tails  nil 

CiiiikIlMI  ill! 

ditawlia  !ll| 

('ImpniMlslll! 

Chostpr 

I'leiii-ion  CiiUi'Ke 

Columbia"*  

ICdislo 

Savaiiiiali 

liioad 

Savaiiiiali 

Wateree 

Catawba 

Saluda 

r.road 

Savannah  

Congaree 

. .    . 


... 

■.•05 

'.'ok 

"Oo 

".m 

'.'io 

.OS 

t. 

'.'is 

— 

.... 

T. 
T. 

■:67 

T. 
T. 

. . . . 
... 

'!o2 
.17 
.05 

.42 

1.51 
.48 
1.72 
2.04 
1.30 

1.95 

.75 

2.30 

1.42 

.85 

1.40 
1   30 

f.' 
'.(14 
.31 

'.'ii 

.47 
2.87 

.01 
1.45 

.35 

1.10 
.30 
1.30 
1.03 
.78 

2.11 

..55 

2.01 

1.83 

.83 

1.34 
.30 

2.08 
1.08 
1.80 

.20 
.47 

... 

2.00 
70 

.93 

.98 
.66 
1.85 
.60 

.54 
.95 
.90 
1.48 
.42 

.94 
1.03 
.79 
.81 
1.34 

-.11 
'.'98 

.95 
1.02 

.8^ 
1.06 
1.80 

.92 
.94 
l.'O 
1.07 
.64 
.80 

".(r2 

.08 
.14 

.... 


'.'i5 
f. 

T. 

.17 

'f. 

.06 

'.'io 

".'io 

T 

.07 

'.''20 

".V, 
.  35 

'.'45 

'."is 

i.'05 
.26 

:S 
.02 

.•25 

.10 
".'i4 

.  06 

.15 
.35 

'.'26 
.18 

'.'io 
'.'25 

•."i4 

"."26 

.... 

'.'.37 
"."67 

... 


' .. . 
.... 



.... 

.31 
.14 
.14 
.06 
.26 

.09 
.20 
.40 

'.'.54 

.25 
.20 


'.'29 
.45 

"' 
... 

..55 

.4f. 

.45 

T. 

.50 

.38 

'.'61 

'.'i7 

.... 

,5.19 
5.43 
5. 62 
7.74 

5.  ('5 

6.38 
4.9s 

6.  63 
4.87 
3.30 

Due  West*** 

Kilg.'liPl.l  Ijll 

Savannah  

Savannah  

.... 

... 

T. 

■.'■26 
'.'20 



.... 

-.'04 


:•:" 

'.'07 

T. 

't.' 

.06 

't. 
.01 

. . . . 

6.34 
6.21 

fiiistoii  Shoals  II II 

ilvponvillc     ♦" 

(irociiMooil  nil 

Kiond 

Saluda 

do 

..; 

■.'oo 

.01 
T. 

.01 
.  C.7-, 

1.22 

'  8'.' 

T. 

.07 
T. 

.03 

.87 

.91 
1.24 
2.65 

1.92 

.27 

2.21 

i.'60 

1.30 
1.67 
2.00 
1.80 
1.40 

2.25 
.98 

i.'23 

.79 

2.10 

6.13 

5.81 
7.  85 

fll'!ltll  SplillgS    

K-r-chau-  III 

Ijaiiilnnii 

I.aurons  !1|| 

Litierty  .... 

Wateree 

Lynches 

liroail 

.Pallida 

Savannah  

SaliKia 

Kdisto 

Saluda 

do 

. . . . 

'.'ort 

'.04 



.02 

T. 

.59 
40 

.... 
.64 
.62 
1.00 
1   iil 

. . . . 
.... 

.... 

.... 

i 

i 
T.  ( 

1 

1 
■f.'i 

] 

.12 

'.'02 

t. 
T. 

r. 
'.'62 

.... 

'.'is 

T. 

.03 
T. 

'.'(16 

.5.04 
3.79 
6.41 
.3.97 
6.70 

I.illli'  Moiiiilaiii 

MoiiPtIa 

ppi/'m-iiii;.;;;;;;;;;;;;; 



....|    .Kr, 

....|  .5f! 
.10... 
T    1  .0,1 
...11.00 

.22 

i.'i5 

4.26 
4.93 
,5.  31 
7.24 

Siilihla 

do 



6.  45 

Raiilircic 

Spa  1-1  a  111. 11 TK  nil 

Tivnton ! 

Wallialla ! 

Wiiiiisliorollll 

'Viiitluopf^ollese ■ 

1 

liroiid 

d.) 

Kdisto 

.Savannah 

Broad  

Catauba 

' ' "  "I 

1 

... 


■■■■| 

....IT. 
.  ...1   .08 

.08.  T.' 
. . .  .1 . . . . 

.05 

... 

1.20 

1.12 

.81 

.64 

'."24 
1.31 

'.'72 

T 

.94 
2.90 

.45 
1.65 

■M 

.30 
.91 

79 

.76 

'f. 
... 
"... 

6.41 
7.  .56 
4.73 
,5.  35 

4.48 
5.80 

Kxcept  as  otherwise  iiidifated.  observations  are  generally  made  lale  in  the  aflernoon.  near  snn.set,  and  precipitation  recfirded  is  for  tlie  24  hours  ending  at  the  linie  of 
observation.  Ilil  I'l-ccipitation  measured  in  tiie  morning;  amount  then  recorded  is  forthe  preceding24  hours.  ***  IteguUir  Wentlier  liiireaii  station:  precipitation  is  for  tlic 
24. hour  period,  midnigiit  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.     tSeparate  dates  of  falls  not  recordeci.    T.  Trace,  or  less  than  0.01    inc-h. 

COMPARATIVE  DATA  FOR  MARCH. 


Ti' 

V>'ar. 

1 

1887 

188S 

51.4 

52.  1 

51.6 

5^2.5 

50.0 

5-2.8 

5.3.9 

59.3 

53.5 

53.1 

56.4 

.59.1 

55.2 

51.6 

5.3.4 

54.0  i 

60.4  ' 

.56.2 

.57.8 

51.6 

1889 

IH'.iO 

1891 

189' 

1H93 

1*91 

1895 

1896 

1897 

1.898.... 

1899 

19iHI 

190 

1902 

19);; 

P'M 

19'V-, 

1916. 

Ti'inperalurf 


Precipitation. 


Average  11  uiii  be  r  of 
days. 


1^511 


-     ) 


82 
80 

85 

78 

78 

85 

90 

90 

93  j 

92  I 

92  I 

89  i 

79 

86 

86 

84 

87 

93 

8'2 


1.85 

6.71  : 

3.41    ! 

2.96 ;, 

7.  88   '. 
3.78  :. 
2.22  I 
2.08  i 
,5.71   : 
2.12  I 
4.54 
2.99  I 

3.  89 
4.22 
4.36  ' 

4.  08  : 
5.92 
3.42 
2.15 

5.  34 


18 
15 
12 
14 

li 
12 
12 

14 
14 

13 
15 
13 


9 

11 

8 
10 
9 
9 

10 


8 

11 

S 

9 

7 

10 

9 

15 

9 

9 

'             6 

10 

6 

12 

SW. 

W. 

SW. 

lie. 
nw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 


ne. 
ne. 
w. 


Temperature. 


Precipitation. 


I  i-5-  - 


c  c 
5^  /-  —  H 


''■ 

X 

- 

<       ' 

1907 

6'2.0 
61.4 
54.1 
59.4 
54.9 
53.2 
56.9 
50.2 
46.3 
53.7 
55.0 
M.  7 
,56. 5 
52.  3 
62. 5 
.55.  5 
56.  2 

55.  0 

99 
90 
90 
93 
90 
88 
88 
91 
81 
87 
S8 
89 
82 
87 
91 
s9 
88 

99 

20 
29 

27 
22 

% 
22 
12 
22 
15 
11 
29 

io 

28 
24 
17 

10 

l.,57 
4.  .56 

4.  80 
1..3S 
2.  30 
6.79  \ 
7.40 
2.59  1 
■2.66  ! 

■-'•  14  ] 

5.  39  ' 
1.83  1 
2.86  1 
6.73 
2.28  i 
7.04 
5.14 

3.98 

190s 

1909 

1910 

1911 

tor.' 

1913 

1014 

1915 

1916 

1917.. 

191S 

1919 

1920.      ... 

1921 

19?2 

Iff23 

Pciioil ... 

Average  11  u  m 
days. 


ber  of 


t^ 

i^--^ 

k-- 

a; 

*^'x 

•c 

«5 

0 

;u  i) 

— ' 

M  -• 

c  5 


15 
15 
14 
21 
17 
14 
18 
14 
15 
19 
14 
16 
17 
17 
II'. 
15 
15 


8 
6 
8 
5  1 

5  ; 

9 

8  ! 
8 
6 
8 


0  I  SW. 

8  !  sw. 

9  :  sw 
4  ]  sw. 
6  !  w. 

12  i  ne. 

13  w 
8  '   w. 


nw, 

sw. 


'   t 


f^^^il^  '  '^M   ^^1 
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Cl-LMAT()LO(ilCAL  DATA:    SOUTH   CAHOl.lNA  Sl-XTJON. 


March,  U)2:5. 


Daily  Temperatures  for  March,   1923. 


Stations. 


Eastern  Porlion. 


Allendale ^$  .... 

Black  ville 

Charleston 

Cheraw^'S 

(;on\vay 

Darlington 'S\^.., 


)  Maximum  . 

•  (  Minimum.. 
\  Maximum  . 

•  \  Minimum.. 
\  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  \  Minimum.. 
(  Maximum  , 

•  i  Minimum., 


j  Maximum  . 
Ferguson  S^S^ \  Minimum.. 

)  Maximum  . 
Florence  1   )  Minimum.. 

\  Maximum  . 
Garnett )  Minimum.. 

S  Maximum  . 
Georgetown (  Minimum. . 

i  Maxinmm  . 
Kingstree j  Minimum.. 

S  Maximum  . 
Orangeburg  I \  Minimum.. 

,,.  i  Maximum  . 

Paris Islamm J  Mininunn.. 

Maximum  . 

St.  George j  Minimum.. 

.,.,,  ,,  i  Maximum  . 

Society  IIillS^* i  Minimum.. 

)  Maximum  . 

Smnmerville )  Minimum.. 

\  Maximum  . 

\^edgefiela (  Mininunn.. 

j  Maxinunn  . 
Yemassee i  Jlinimum.. 


Wcxieiii  rurlioii. 

)  Maximum  .. 

Aik«n j  Minimum... 

.     ,  Maximum  .. 

(Vnderson j  Minimum... 

,.          „  ,,   ,,  Maximum  .. 

i:alhounFallsW j  Minimum... 

\  .Maximuir  .. 

OamdenS^SN j  Minimum... 

„,      ^  i  Maximum  ., 

Chester j  Minimum . . 

i  Maximum  . 
Clemson  College  ....  j  Mi,ii,„n„i.. 

^  ,        ^.  )  Maxinunn  . 

Columbia j  Minimum.. 

.^       „,  i  Maximum  . 

Due  \Vest \  Minimum.. 

i  Maxinuim  . 
Greenville j  Minimum.. 

i  Maximum  . 
(irepnwood   j  Jlininunn.. 

.  )  Maxinuu;i  . 

Heath  Springs j  Mi„iimim.. 

i  Maxinunn  . 

Kersliaw \  Minimum.. 

i  Maximum  . 

La'i'l''""! i  Minimum.. 

,,  i  Maxinuim  . 

I,aurens\W i  Minimum.. 

.  ..      ,  \  INIiiximuni  . 

''■'"^■•ty i  Minimum.. 

.  ...,    .1        .   •  >  Maximum  . 

Little  Mountain i  Minimum.. 

)  Maximum  . 
^'O'leltn i  Minimum.. 

S  Maximum  . 

Newberry i  Minimum,. 

^   ,    ^  S  Maximum  . 

S-il"<1a i  Minimum.. 

\  Maximum  . 
.Santuolc j  Minimum.. 


.Spartanburg 

TrPiiton 

Wallialla 

WinnsboroS^ 

WiiiMiron  Collfge  , 


j  Maximum  . 
I  Minimum. . 
j  Maximum  . 
!  Minimum. . 
)  Maximum  . 
(  Minimum. , 
j  Maximum  . 
I  Minimum., 
(  Maximum  , 
/  Minimum. , 


62 
44 
61 
39 
57 
39 
70 

a 

5.5 
45 

59 
39 

5S 

43 

5' 

40 

5 

39 

6nl 

40 

5(1 
38 
59 
3' 
52 
39 
66 
34 
50 
40 

59 
,39 
59 
41 

55 
34 
60 
39 
5« 
34 

55 
39 


33  47 
73  80 
36  45 


55 
84 
58 
82 
52 
82 
51 
84 
56 

85 
54 

85 
56 
83,  86 


79 
54 

71 
53 
77 
4fi 
78 
48 
7.5 
56 

71 
50 
79 
5' 
72 
50 
69 
55 
76 
38j  48 

751  75 

501  57 

79!  79 

50i  51 

78'  71 

43,  51 

761  73 

.31]  48 

751  71 

43  52 


42i  55 

78 

49i  .55 

72 

49 


83 
56 
81 
53 
81 
47 
82 
54 
76 
50 

79 
49 
81 
57 

52 
75 
54 
75 
52 

77 
55 
79i 
53 
75 
45 
78 
46 
75 


73   76 

52,  48 


73!  79: 
48'  45 


75'  76 
55;  ,50 


35 
57 
44 
57 
37 
59 
35 
59 
34 

57 
40 

62 
38 
61 
36 
62 
46 
60 
36 
58 
37 

60 
41 
60 
39 
59 
34 
60 
36 
60 
36 
60 
35 


10 


37  36 
60  58 
43j  33 
62  ... . 
37  34 


65  55 

43!  35 


71 
44 
50 
38 
56 
41 
57 
38 

61 
40 

74 
42 

76 

64  40i  .50 
74!  ,59!  61 
S3 


42!  31 
57  .58 
441  31 


57  58  .58 
40  34  32 


571  5 
30;  281 


55 

36! 

56!  56!  6'" 

43|  35;  33 

70!  55  .55 

41  43,  30 


15   16 


63  76 

45;  56 
62!  69 


45 


44!  54 


76 
331  45 


.39;  45 


60I  65 


49,  55 

72  82 


46!  ,571  61 


701  76 

53!  65 

62|  75 

51  j  54 

6OI  65|  70 

461  56 


63! 
46! 
.58: 
45 


61  C8! 

43!  .52! 

67j  72 

42I  53 

581  55! 

41  49, 

63  691 

32|  49| 

5HI  62 

43  50| 


70  80 

55:  64 

73!  81 

.54!  60 
72; 

60;  60 

69  75 

54!  58 

69|  77 

52i  €3 

65  78 

50;  50 


61 


75 
62 
77 
63 
70 
64 
78 
60 
76 
62 
79 
58  60 


64 

46 
71 

59l  43 
68 


581  43 

72|  72 

."^6  56 

82!  65 


47i  60 

3«1  42| 

6,5  71 1 

39!  49!  58; 

601  661  75 

44  54   54; 


40  41 
66  65 


39  43 

67. 

48  45 

62  66 

38  53 

66i  75 

461  56 


,501  67] 

35]  ,521 

671  7.^ 

38l  41 

62!  66 

42'  53 

701  70 

48l  55 

651  73 


40! 

67 

47 

64!  77 

38i  ,58 

661  77 

34'  57 


,56 
41 

56 

45| 
56 
40! 
54! 
40] 
75 
38 

68 
40 
61 

57i  42 


4Si  45 
74 
41 
58 
43 


72  5S 

,53]  40 

75  74 

371  35 


631 
39]  56 


65|  65 

451  45 

54  62 

43  51 


22 


61  79 
30  31 


66  76 

49  49 

62]  62 

47  47 

61  64 

42  43 

56 1  83 

38,  47 

58!  62 

44!  46 

59:  60 


60  53 

45  40 
6Bl  54 


,38]  38 
61  60 
39 


51 
31 
52 
30 
51 
27 
49 
29 

49  63 
3' 


67 
35 

67 

45!  53 
05|  83 
371  49 
68  i  85 
35'  50 
60j  86 
39j  48 
.1 


68]  80 
35!  47 


25 


Mean. 


53 

40 

78 

68 

64 

54 

84 

72 

49 

50 

84 

76 

62 

59 

85 

67 

58 

52 

83 

70 

,59 

58 

84 

67 

ti2 

53 

86 

73 

61 

57 

82 

74 

58 

59 

85 

60 

49 

85 

82 

59 

56 

81 

71 

70 
50  55 


75]  711 
38  48i 


791  70 


63]  831 

27   37i 

68,  83] 

39'  51 

81 

49 

84 

53 


54 


60  58 


60  84   82:  80 
50:  62!  50 


39  21 

59  47 


46  ,54 
24 
59 


30 


,531  54 


24  22 
54  53 
42  23 


57 
47 
58 
38 
57  ,54 
40,  25 


72!  78! 

49!  56 

791  «2 
31 


49  551  5, 
75I  fS!  T 
38'  49!  5 
74|  74i  7 
36!  44!  4 
741  "'' 
39]  50' 
73!  721 

50 

69 
40  51 


00 

7(1 
5' 
72 
53  43 

..  67'  62 
54!  59!  47 
80I  74!  62 

.57  46 

71 


73  66 


79 


63 

58  4(i 


62 


84  83 
40!  50 


65 

44 

70 

48  42 

4 


40;  ,50,  57|  53  48 
691  7!  I  78]  681  62 
40l  42:  ^'^-  52,  39 
70! 
39! 


70;    781     66i     62 


42|     57 


781  1^' 

50!     321  35 

60!     68,  71 

43,     381  45 


39'  44 
80 
46 
73 


49 


71!. 

461 

82; 

501 

75;  SO  621  (.1 
59  47l  41 
76     631     64 


48 
70 
49!  ,56 


.53  441  33'  43:  44 

82  65!  7-2,  70!  77| 
62  .50'  42,  ,50!  54 
701 
48| 
1 


48;  40 
70  67 
54  40 
68'  58 
40 


48  40 
70,  61 


361  40 

52;  ,57 

47  43 

,57  ,52 

42|  43 

54  60 


42  46i 

56l  52 

42;  38 

531  54 

40!  38 

63;  50 

40  38 

65!  50 

40;  38l 


56|  44 

6!     6,5i  58 

">1!       "  ■" 
72! 


53     42 

67!     ,57 


44      40!     ,50]     521     48i 
79!     63!     fSl     6S1 


84     50!     461    371    46,    50     52,     40 


53     56 


23 


31 

481  61 

23l  29 

461  57 

191  22 

47:  .'=.2 

22l  29 


56      ,52:     42      54 


32     21 


54     58 
431     38 


25 


48  55 

22  33 

491  ,55 

26  34 


.1^01 
25! 
46 
25 
49 
21 
1 

.531 
20l 


78 
49 

S3'. 

47: 

78! 

4.51 

751 

30 

71 

44 

80 
46 

81 
47 


601 

'61'' 
76 
55 
80 

51 
76 

54, 

80. 
58  . 
81 
60 


48      ,54 
26!     3.1 
,591     52l     47|     55 


79  82, 

'83]  82, 

4.5;  61 1 

76!  80; 

46|  541 


74i  81 

491  44. 

781  80! 

48]  48! 

74  7S' 


68 

41 

'39 
651 

31 1 
68l 
32 
67 
34 


571  49 

30]  38 

53;  53 

,52|     40i     39  39 

74|    65,    57i    58,  ,57 


68  64 
,52:  30 
69'     60 


43;  50     35 

741  661... 

441  46     42 

75  68      64 

45  48     40 


.39|  27 

17!  22 

431  .-^O, 

581  57 

.■^0  58 

821  81 ! 

401  43 

24|  30 

40   51 

62!  57 

47]  .58 

70   SO 

46  35 

22  29 
1 

44   50 

70|  69 

401  ,50 

71 1  70 

'70'"7l! 

30l  44l 

68l  71] 

.32;  40| 


681 

,52, 

71 

c.i\     49!     43 
741     6«:     59 

48 


68; 
S5l 
66l 

67l 
32, 

70; 

42;     46 


42! 
73' 

47: 

78; 


69; 

48, 
69 1 

45; 

77;  681 
.50;  41! 
76l  6T; 
50I    ;^V 

65! 

421 


34:  34 

59;  50 

..,|  .39 

55  56 

39  88 


43!  41 

71!  ,^5 

451  42 

,'■■5  51 

37  39 


461 


,=s 

,^5 

38  36| 

54 

51 

42 

42, 

56 

56 

36 

.35 

53 

47 

41 

4? 

55 

.r,,.> 

40 

rs 

Referenoe  letters  («.  1>.  cl,  appearing  iu  the  table  indicate  number  of  days  missing:  for  example,  "  represents  two  days  missing,  etc. 
vS»  Instruments  are  read  iu  thp  mornin.-;  the  maximum  temperature  then  rea.l  iv  rbnrge.l  to  the  preeeding  day.  on  whieli  it  almost  always  orei 


47.1 
67.1 
52.0 
68.1 
42.0 
70.4 
47.4 
69.3 
44.7 

70.8 
45.8 

69.  7 
46. 7 
72.  fi 
48.2 
71.0 
47.5 
71.0 
45.5 

70.  S 
47.4 

70.1 
49,6 
69.8 
47.1 
69.0 
42.  6 
71.3 
46.8 
70.5 
47.5 
72.3 
47.2 


69.6 
48.2 
(■5. 1 
43.  6 

'67.4 
39  8 
70.9 
42.1 

"■63. 0 
42.5 

'64.4 
42.1 
(><•.» 
46.8 
64.1 
44.0 
62.  8 
43.1 
6.\0 
42.0 

66. 5 
4.5.0 
''67. 0 
44.3 
62. 0 
89.4 
•65.3 
"40.1 
64.2 
41.6 

'66.4 
'=4,5.0 
67.6 
46.4 
67.6 
•48.0 
70.2 
45.0 
65.  6 
41.3 

65. 4 
41.3 


64.4 
38  2 
''65. 7 
'44.5 
65.9 
42.7 


^N^Q. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   CflPjOLiir4fl  SECTIOT^. 


KICHAKD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXVI.        Columbia,  S.  C,  Apjril,  1923. 


No.  4. 


GENERAL  SUMMARY, 

While  not  so  stormy  as  in  IVfarch,  the  weather  was  verj' 
oliangeahle,  with  unseasonablj'  low  temperatures  at  the  begin- 
ning of  the  month,  when  the  lowest  April  minin)um  of  record 
was  recorded.  Precipitation  was  abundant  in  the  northern 
and  western  counties,  but  deficient  on  the  greater  part  of  the 
coastal  plain. 

The  month  opened  with  freezing  temperature  nearly  to  the 
coast,  and  much  damage  resulted  to  tree  fruits,  except  apples, 
wiiich  were  not  in  bloom.  Early  cotton  and  corn  planting  were 
quite  general  by  the  middle  of  the  month,  but  germination  was 
very  irregular  on  account  of  cold  nights  The  growing  season 
was  one  to  two  weeks  backward,  and  spring  work  Avas  further 
retarded  by  wet  soil  in  the  northern  and  western  counties. 
Commercial  truck  and  gardens  were  in  good  condition  gener- 
ally, but  backward.  Winter  cereals  maintained  good  to  excel- 
lent condition  generally;  oats  and  rye  were  heading  rapidly 
duringtlielatterpart  of  the  month.  Tobacco  transplanting  was 
pr,)gre'jsing  favorably  toward  the  end  of  the  month,  and  large 
quantities  of  fine  native  strawberries  were  being  shipped.  The 
woods  were  generally  green  about  tlie  20th. 


PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
r''gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  o0.03  inches.  The  highest  pressure  was  80.65  inches 
at  Cliarlotte,  N.  C,  on  the  1st,  and  in  the  Section  proper, 
80.64  inches  at  Due  West  on  the  same  date;  the  lowest  pres- 
sure was  29.48  inches  at  Wilmington.  N.  C,  on  the  29th,  and 
in  the  Section  proper,  29.53  inches  at  Charleston  and  Green- 
ville on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  61.5^,  or  0.9°  below  the  normal. 
The  highest  tem|>erature  was  94°  at  Blackville,  Conway, 
Florence  No.  1,  Georgetown,  Kingstrre,  Society  Hill,  and  Sum- 
merville  on  the  2Rd.  The  warm  periods  were  from  the  8d  to 
Sth,  12th  to  14th,  20th  to  24th,  and  during  the  last  3  days. 
Tlie  lowest  temperature  was  18°  at  Landrum  on  the  1st,  the 
lowest  April  record  by  2°.  The  coldest  periods  were  on  the  1st 
and. 2d,  the  9th  and  ioth,.and  from  the  15th  to  19th.  The  last 
general  spring  killing  frosts  occurred  on  the  1st,  2d,  and  10th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  76%:  noon,  55%  ;  8  p.  m.,  65% . 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  interior.    

PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
3.4S  inches,  or  0,50  inch  above  normal.  The  showers  were 
generally  intermittent,  with  total  amounts  of  4  to  over  6  inches 


in  the  northern  and  western  counties,  while  on  the  coastal 
plain  generally  the  measiirements  ranged  downward  from  3 
inches  to  less  tiian  1  inch.  The  greatest  local  monthly  amount 
was  6.25  inches  at  Anderson;  least  local  monthly  amount,  0.70 
at  Paris  Island.  The  greatest  amount  during  any  24  hours  was 
2.11  inches  at  Landrum  on  the  13th.  The  number  of  rainy 
days  averaged  29%  above  normal.  There  was  no  snow  at  any 
station  during  the  month. 

A  small  tornado  near  Greenville  at  4  p.  m .  on  the  13th  de- 
stroyed a  small  dwelling,  with  a  loss  of  about  $1,000;  no  one 
was  injured.  The  storm  apparently  bounded  along  in  a  short 
path  aljout  30  yards  wide  and  moved  from  southwest  to  north- 
east. 

Death  by  Lightning. — S.  Jackson,  a  negro  man,  near  White 
Oak,  Fairfield  County,  on  the  13th. 

Hailstorms. — Severe  hailstorm  near  Pomaria,  Newberry 
County,  14th;  some  of  the  hailstones  were  said  to  be  as  large 
as  a  man's  fist.  Severe  hailstorm  at  Winnsboro  on  13th;  the 
hailstones  were  as  large  as  guinea  eggs.  Another  severe  hail- 
storm occurred  at  Edgefield  on  the  13th;  some  of  the  hailstones 
were  as  large  as  turkey  eggs. 

A  school  building  was  wrecked  at  Chappells  by  unusually 
strong  winds  on  the  4th. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  reports,  was 
8.4  miles.  The  highest  average  velocity  M'as  12.2  miles  per  hour 
at  Savannah.  Ga.,  and  in  the  Section  proper,  11.2  miles  per 
hour  at  Charleston;  the  lowest  average  velocity  was  3  9  miles 
per  hour  at  Augusta,  Ga..  and  in  the  Section  proper,  7.2  miles 
per  hour  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  46  miles  per  hour  from  the  north  at  Greenville  on 
the  23d.  

RIVER  CONDITIONS. 

Moderate  rises  occurred  in  some  up-State  streams  between 
the  5th  and  7th  and  again  about  the  15th  and  !6th.  The  San- 
tee  River  was  near  or  above  flood  stages  at  Rimini  and  Ferguson 
throughout  the  month. 

SUNSHINE    AND    CLOUDINESS. 

Tlie  average  monthly  smishine,  determined  from  9  auto- 
matic records,  wa"  246.2  hours,  or  63%  of  the  possible 
amount.  The  average  number  of  clear  days  was  15;  partly 
cloudy,  7,  and  cloudy.  8,  as  against  Tinrmals  of  15,8,  and  7 
days,  respectively. 


MISCELLANEOUS 

DATA  FOR  APRIL,  1928. 
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Climatologrical  Data  for  April,  1923. 


Stations. 


Counties 


F.aslern  Portion. 


Allendale  . 
Blackville  . 
Oharlestoii. 
Cheraw 


Conway 

Darlington 

lidingliuni 

Ferguson 


Florence  1... 
Florence  2... 

Garnett 

Georgetown  , 
Kingstree..   . 


Orangeburg  1 
Orangeburg'2. 
Paris  Islaml.  . 
Pinopolis"  .. 
Kiniini 


St.  George . . . 
Society  Hill  . 
Suinnierville 
Wedgefield  . . 
Yeniassee 


Division  means  and 


llV.v/fiii  Portion. 

AiUen  

Anilerson  

Blairs  

Callioiin  Falls 

Camdei) 


Catawba 

Chappells 

Chester 

Clemson  College  , 
Columbia 


Due  West 

Kilgelield 

Gaston  Slioals  tt.. . . 

Greenville 

Greenwood 


Heath  Springs 

Kersliaw 

Landrura  

Laurens 

Liberty  


Allendale 

IJarnwell 

Cliarleston  .. 
Cliesterlield  . 

Horry 

Darlington  .. 

Florence  

Orangeburg  . 


Florence 

do 

Hampton 

Georgetown  .. 
Williamsburg 


Orangeburg 

....do 

Beaufort 

Berkeley 

Sumter 


Dorchester. 
Sumter .  . . 
Hampton 


extremes 


AiUen  

Anderson 
Fairfield. . 
Abbeville. 
Kershaw.. 


Little  Mountain 

Mnnetta 

Newberry 

Pelzer 

Saluda 

Santuck  

Spartanburg 

Tienton 

Walhalla 

Winnsboro 

Winthrop  College  XX.  ■■ 

Division  means  and 

Section  means  and 


York  

Newberry  , 
Chester ... 

Ocouee 

Richland  . 


Abbeville  .. 
Edgefield... 
Cherokee  ... 
Greenville  .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg . 

Laurens 

Pickens 


Kewberry . 

Saluda 

Newberry  . 
Anderson.. 
Saluda 


I'nion 

Spartanburg 

Edgefield 

Oconee 

Fairfield 

York 


extremes  . 


Temperature,  in  deg.ees  Fahr. 


Dorchester 109 

Darlington 192 


186 

29fi 

48 

144 

25 
175 
106 

63 

136 

1S6 

82 

12 

54 

264 

264 

13 

54 
97 


75 

249 

24 


527 
764 
293 
508 
222 

562 
40? 

487 
850 
351 

711 

'680 


671 

568 
500 
1063 
589 
900 

711 

400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 


1039     39 


39 


62.2 
64.4 
60.9 

62.6 
6L4 


62.- 


65. 9 
63.0 
63.0 

63.2 


65.3 


63.  7 
60.7 
64.0 
63.2 
64.8 

63.2 


63.7 
60. 4 


59.0 
60.9 


-2.2 
-0.1 
-0.6 

0.0 
—0.5 

'+6.' 6 

+0.1 


-0.5 
-0.2 


60.1 
'59.9 
62.2 


58.6 
59.4 

60,2 
61.2 
57.0 
57.6 
60.0 


69.7 
'60.' 8 


59.0 
59.4 
62.2 
.57.  5 
'60.6 
59.4 

59.9 

61.5 


+0,3 


-0.5 
-I.  1 
+0.5 
+0.8 
+  1.0 

+0.2 


+0.7 
-1.0 


+0.3 
-0.6 


+0.1 
+0.9 


-0.2 


-0.6 
-2.1 
-V.'l 


-1.4 
-0.7 
-n.5 
-0.8 
-0.5 
—  1.4 

-1.2 

-0.9 


Precipitation,  in  iuclies. 


23 


28 

'^29 

23 
25 
29 
20 
«26 
25 

18 

18 


1 

1 

..... 

t  1 


38 


t  1 
..... 

2 
1 
1 
1 
1 
1 

1 

1 


39 


Number  of  days. 


•S? 


1.37 
1.06 
4.39 

1.54 
4.0CJ 
3.07 
2.87 

2.SS 
2.95 
1.49 
1.35 
2.11 

2.47 
2.28 
0.70 

'2!2,5' 

1.98 
3.96 
2.2S 
2.27 
1.17 

2.31 


3.03 
6. 25 
.3.46 
4.15 
2.67 

3.60 
3.  76 
3,08 
5.76 
2.17 

4.95 
4.20 
4. 03 

5.77 
4.13 

4.30 
2.73 
4.81 
5.05 
5.  .30 

4.60 


-1.92 
-1.93 
+  1.45 


0.35 
0.72 
1.12 


-1.56      0.38 


+0.81 

-0.2.1 

0.00 

+  0.01 
+0.12 


-1.98 
-0.70 


-1.28 
+0.70 
-1.13 
-0.79 
-1.85 

-0.73 


-0.06 
+3.07 
+0.90 
+0.  63 
-0.41 

+0.  61 
+1.23 


+2.  05 
-0.69 


+  0.74 
+2.12 
+0.  24 

+  1.26 


4.. 50 
5.46 


5.01 
4.9.S 
3.91 
4.92 
4.65 
4.25 

4.33 

3.48 


-0..58 
+  1.52 


1.25 
1.25 
0.67 

0.79 
1.05 
0.  .59 
0.50 
0.60 

O.f-5 
0.66 
0.70 

6.00 

0..54 
1.55 
0.73 
0.  60 
0.60 

1.55 


1.07 
1.92 
0.77 
1 .  02 
0.65 

0.76! 
0.84  I 
1.(10 
1.51   I 
0.63  j 

1.23  ' 
1.08 
1 .  22 
1..39 
1.28 

1.48 
0.  75 
2.11 
1..36 
1..50 

2.10 


+  1.68 
+  1.72 


+  1.79 
+  1.90 
+  0..56 
+0.87 
+  1.97 
+  1.23 

+1.06 

+0.50 


1.07 
1  80 
1.70 

1.15 
1.43 
1.17 
1.28 
1.14 
1.30 

2.11 

2.11 


10      12 


0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 

0 

0      14 

0      10 


9  12 
13  9 
10      10 


8  13 

9  19 
8  i  17 

10     10     13 
13      12      10 


sw. 
ne. 
sw. 


sw. 
w. 
sw 


6 

2  I  S. 
2 
6 
14 


neT 
sw, 
ne. 


Observers. 


ne. 
sw. 

s. 

w. 
w. 


John  Black,  Jr. 
Mrs.  1).  B.  Sanders. 
U.S.  Weather  Bureau. 
Roland  D.  Powe. 

Paul  Qnattlebanm. 
D.C.  Mc<'all. 
\Vm.  B.  Gillespie, 
Henry  <J.  Savage. 

H.K.<iilbert. 

Pee  Dee  Expc^riment  Sta. 

Mailer  B.  Ilobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

I'.S.  I'islicries  Station. 
State  A.  Rn<l  M.  College. 
U.  S.  Mani.e  Cor|)s. 
Miss  F.  P.  Raveiiel. 
Boykin  R.  Cantey. 

R.  L.  Iltsey. 

E.D.  Fields,  Jr. 

E.  P.  Lawtou. 

W  Hampton  Ramsey. 

W.  C.  llulsou. 


Frank  B.  McCoy. 
H.  H.  Russell 
Esther  B.  Owens. 
I,.  M.  1'i\rk>'r. 
Henry  A.  Brown. 

.Tames  C.  Farls. 
George  V.  Clamp. 
J.  C.  Cornwell. 
Prof.  F.  II.  H.CallHiuii. 
U   S.  Weather  liureaii. 

U.  S.W.B.  Aerological  Sta. 
J.  A.  Townscniil. 
S.  C.  l.t..  Power  ,»  Ry.  Co. 
V.  S.  Weather  Bun'au. 
M.  M.  Callioun. 

J.  IMarvin  Bowers. 
John  W.  Hauiel. 
R.  Hartwell  Wilds.  D.D.S. 
Perry  A.  Simpson. 
.1ohn  T.  Boggs. 

J.M.Sease,  M.  D. 
.loseph  M.  .lohnson. 
.Sue  Ella  Peterson, 
•loshua  Y.  .lones. 
H.  A.  Riser. 


E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  IC.  Long. 
H.  W.  Brandt. 

Rev.  Oliver  Johnson. 
W.T.Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  sta  ions  as  have  ten  "V."^"  ni'''fn."iv  T,  l,'  V/  tpre'e  its  two  day '  m  s^   ^T 'te 
determining  section  or  division  means.     Reference  letters  («.  >.,  c,,  appearing  ui  the  table  indicate  '»''''''' '<:\°^ '^^J\''^^'"^^^^^  o    n'r.Vry  1  uV)      nea  is^  are  co m- 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  suninianes.    "Temperature  '  'i^ '^"^^^  J;     "  "''f';'   [f.   .  "'V.'^  f^^^       Pock  II 
puted  from  observed  readings.     ttPost-office  addresses  of  these  stations  are  as  follows:    Of  Gaston  Shoals.  Blacksburg:  of  \\iutliiop  (  ollege.  Lock  I  nil. 
T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA. 

March,  1923.-Columbia,  Miscellaneous  Data,  page  9,  and  Climatological  Data,  page  10,  greatest  precipitation  in  24  hours  should  be  0.95. 


il) 
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Daily  Precipitation  for  April,   1923. 


Drainage- 
basins. 

Day  of  month 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

,0 

Eastern  Portion. 
Allpndnlp  llll 

Fdisto 

.10 

'.'58 

.25 
T. 

1.08 
.27 

.75 
1.25 

.58 
.79 

.05 

SO 

.10 
T. 

.06 

.35 

i.'i2 

.18 

1.25 
.66 
.51 
.72 

1.05 
.01 

.20 
.11 
.43 

.30 
.72 

.01 

1.37 

Charleston  *** 

Coast 

.07 

.01 

.15 
.08 

.08 
.63 

T. 

T. 

T. 

l.OC 

.18 
.38 

T. 

f- 
.03 
.02 

.09 
T. 

.06 
.14 
.13 
.03 

.14 
.10 

.72 

.20 

T. 

.14 

.17 

T. 

.69 
.15 

.10 
.20 
T. 
.31 

.42 

4.S9 

Conway  lilt 

Waccaniaw ... 



.07 

.42 
.24 
.19 
.24 
23 

.06 

.33 

.62 
.30 

.67 
.58 
1.00 
.56 

.20 
.13 
.65 
.66 

1.54 

4.00 

Lynches 

'.'63 

'.'io 

T. 

.04 
'.'64 

■f.' 

.04 
.09 

'1. 

3.07 

.04 

2.87 

2.88 

do 

'.'io 

tv 

T. 
.59 

2. 95 

Uiiniett 

T. 

T. 

T 

.08 

.35 

.10 

T. 

1.49 

.50 
'.'65 

1.35 

Ki!i''^t  I'fe  III] 

Bhu-k 

".u 

.48 

.41 
.60 
.07 

.10 
.14 

.07 
.02 

.46 

.60 
.47 

.18 
.06 

.15 

.37 
.12 

2.11 

.22 
.30 

2.47 

do 

.10 

.15 

.01 

.05 

2.28 

(JOfX-st 

.70 

0.70 

I'inopolis 

.25 
.10 
.38 

'48 
.10 

1  07 

.55 

.50 

.70 

.73 

T 

.08 

07 

.12 

.08 

.07 

.04 

T. 

T. 

.07 

.15 
.10 
.08 

.13 
.30 

.25 
.15 
.07 

'.'46 

.60 
.45 
1.55 
.42 

'.'ig 

.71 
.02 
.52 
.85 
.58 

.53 
.66 
.10 
.03 

.32 
.10 

.16 

2.25 

'it.  Woorge 

■iociety  mil  nil 

Edisto 

.04 
.11 

'.'64 

T. 

.45 

.15 

.47 

.05 

.41 
.17 
.45 
.25 
.30 

.40 

51 

.54 
.10 
.64 
.60 

.45 
1.01 

.77 
.97 
.45 

.66 

.84 
.80 
1.17 
.49 

.73 
.48 
.36 
.55 
.95 

.50 

.54 

59 

.02 
.40 

1.98 

'.'08 
.07 

.02 

.07 

3.96 

'^niiiinerville 

.Ashley 

.... 

.22 

2.28 

.25 

2.27 

VtMiidsst^elJII 

.15 

.60 

1.17 

Wfftei-ii  I'lirlidii. 
Aiken 

Kdisto       .   . 

■.'62 

.25 
1.40 
.04 
.15 

3.03 

Aii(l«'r.<:on 

Savannah  . . . 

.15 

1  9'! 

.14 

.05 

.07 

.05 
.42 
T. 
.65 

.77 

.48 
.16 
.66 

6.25 

Bliiirsllll 

Broad 

.22 

15 

OS 

.05 

3.46 

rallioiiti  Kails  nil 

Savannali 

1  0'> 

T. 
.06 

4.15 

L'iiiiiilen  nil 

■HO 

.15 

.75 
.67 

.04 
.06 

.06 

.19 
.14 

2.67 

riatawballll 

Catauha 

.Sahida 

.... 

.4(1 
.20 
T. 

::: 

.39 
.05 
.44 
1.51 
.26 

.84 

.09 
.27 

.10 
.93 
.02 

.63 
.10 
.30 
.95 
.20 

.3.60 

:hiu>l«'lls|||| 

.12 

't. 

.22 
.56 

3.76 

Chester 

1.00 
.24 

.15 

1 
.10 

.28 

.34 

'.'i4 

.12 
.45 
.14 
.05 
49 

'.'23 
T. 

.05 
'.'26 
.15 

3.08 

.'lemsDii  (;()iii';?e 

Savannah  .... 

.20 
.11 

36 

.'67 

f.' 

'.'62 
.02 

.35 
T. 

5.76 

3olumbia'" 

Congareo 

.16;  .54 

]9  1     1-1 

T. 

2.17 

nue  West*** 

T. 

1  f>5 

■'22 
.35 

'.■io 

.70 
.13 
.65 
.03 

,4.95 

■MfJ.'liel.i  nil 

Savannah  

Uroad 

Sahida 

■in 

.4211.08 
09  1  ■;■? 

.40 
.10 

■.'30 

'.'io 

4.20 

iaetoiiSlioalslllJ 

".bi 

'.'io 

.40 
1.11 
.13 

'.'65 

2.11 

.87 

.04 

.61 
1. 
1.15 

.14 

■1 

1.10 

.18 

."69 

'.'Ofi 

'.'33 

.08 
.07 
.11 

■■.53 

4. 03 

Jrocnville     *** 

1.20 
.07 

.9!l 
.45 
.81 
1.3'i 

.9.T 

2.10 

.19 
.63 

.03 
.  39 
.08 
.09 
'J'. 

.15 

.24 

5.77 

ireeinvood  l||| 

....do 

1 

4.13 

leath  Springs 

Wateree 

Lynehes 

Broad 

.20 

.28 
.09 

0=, 

1.48 

.35 

4.30 

CiTshaw  ,111 

'.'08 

.31 

T. 

2.  73 

jaiiilruin    

4.81 

Laurens  |||| 

Sahida 

Savannah  

Sahida 

Kdisto 

.28 
.10 

.25 

.15 
.02 
30 

.41 
.02 

.10 

'.'64 

'.'82 

.55 
.02 

■.'50 

.32 

.28 

1.05 
.80 

.75 

5.05 

Jbeily 

.01 

1.50 

5.30 

,ittle  ^fountain 

l.'i 

4.60 

^lotietta 

Sahida 

1.07 
'.'46 
.31 

'.24    .10 
1S;1    M\ 

.10 
.02 

.02 

05 

.78 
.f.S 
.55 

1.08 
62 

.52 

'.'io 

.13 
31 



.40 

.35 

.09 

.70 
.74 

■.'64 

'.■q? 

4.50 

•el/er  nil 

..     do 

T. 

.70 

T. 

58 

T. 

.04 
.07 

.34 
30 

.02 

.30 

,5. 46 

irtliida 

do 

1.70 
1    1'- 

!R!itiick- 

limnd 

do 

0-^ 

.19 

.34 
.23 
.26 

.... 

't. 

69 

n<! 

.02 

.12 

.43 

T. 

M 

.88 

:^? 

.87 

■.■36 

5.01 

'liartaiihiirsr  nil 

.45  1.43 

1.17  .... 
.67i  .03 
.  5'>  1   00 

.40!... 

.4.98 

'rentoii 

Kdisto 

Sa\'annah 



.21 
.27 

.3.')!  .081 

T. 

.02 

.62 

1   ''8 

3.91 

Valhalla 

.15 

"30 

'.'i5 

09 

.09 

09 

.08 

.01 

1.05 

63 

4.  92 

Vinnsborollll 

P.road 

Catawba 

0,Vl.l4 

1.... 

.661   .08 
1.10  .... 

4.65 

Vintlirnp  College 

I.30| 

.  80  . . . 

.25  --- 

.50 

4.25 

_ 



Kxcept  as  otherwise  indicated,  observations  are  generally  niade  late  in  the  afternoon,  near  sunset,  and  preeipitaiion  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  meiisnred  in  the  morn  in?;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  ^italiou:  precipitation  is  Uir  the 
24-liour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,     t.'^eparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  ODl    inch. 

COMPARATIVE  DATA   FOU  APKII,. 


Yea  r . 


Temperature. 


1887 
18«8 
l.-*.S9 
HMi 
1891 
iH92 
1893 
1891 
1S9o 
1X96 
1H97 
1.81)S 
1899 
19(J0 
1901 
1902 
I9(J3 
1904 
1905 
19116 


^ 

c 

0 

s 

M 

H 

K 

62.3 

94 

64.6 

95 

02.4 

93 

62.  8 

9.1 

63. 2 

92 

62.8 

88 

66.7 

94 

62.6 

95 

61.4 

94 

66.9 

98 

02.2 

95 

58.0 

92 

60.0 

91 

62.4 

90 

56.0 

89 

60.4 

91 

60.4 

88 

59.2 

89 

62.8 

92 

65.1 

93 

riocipitation. 

Avorage  number  of 
iUiys. 

S 
0 

2.09 
1.33 
2.01 
2.  02 
1.66 
1.13 
1.30 
2.01 
5.55 
1.31 
3.24 
5.05 
3.02 
5.41 
5.03 
2.18 
2.  95 
1.34 
3.83 
1.39 


10 
10 

9 
11 

6 

7 

9 

9 

6 

9 

9 

8 

8 

6  I 


sw. 


ne. 

sw. 

s\v. 

iiw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

n. 

ne. 

nw. 

w. 

w. 

sw. 

sw. 

sw. 


Year. 


Temperature. 

• 

1 

-j 

0 

S     1 

tic 

^ 

S            ^ 

^ 

Precipitation. 


1907 

56.4 
66.6 
63.9 
63.4 
61.6 
64.3 
61.2 
6.3.7 
63.1 
61.6 
64.9 

ei.o 

62.4 
61.4 
63.3 
64.5 
61.5 

62.4 

89 
95 
96 
95 
91 
91 
90 
98 
96 
93 
96 
92 
92 
94 
91 
95 
94 

98 

20 
31 
30 
32 
30 
32 
30 
30 
25 
24 
28 
32 
24 

2I 
.33  1 

18   1 

18 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

19-20 

1921.      . 

1922 

1923 

Period 

4.40 
4.75 
2.95 
1.71 
2.95 
4.24 
2.00 
2.86 
1.47 
1.79 
3.34 
5.82 
2.10 
5.13 
2.43 
5.11 
3.  IS 

2.98 


a  >  a  c 


.Average  n  u  n\ 

ber  of 

days. 

i:^^ 

tA 

d 

"S 

-D 

a 

0 

So 

0 

0.  ij 

0 

'S     2 


10 

13 

11 

10 

14 

9 

15 

10 

12 

9 

14 

5 

20 

4 

14 

10 

20 

6 

18 

8 

20 

6 

11 

9 

20 

5 

13 

6 

16 

8 

14 

/ 

15 

7 

15 

8 

sw. 
sw. 
sw 
sw. 
ne. 
sw. 


w. 
sw. 
sw 


sw. 
w. 
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CLIMATOLOGICALDATA:   SOtlil'H  CAROLINA  SECTION. 


Apbil,  1923. 


/ 


Daily  Tetoperatirfes  forljApril,   1923. 


Stations. 


Koflern  Portion. 


Allendale  $^ 

Blackville 

Charleston 

ClierawJ'S 

Conway  

Darlington  S^V^... 


)  Maximum  . 

•  (  Minimum.. 
)  Maximum  . 

•  (  Minimum.. 
<)  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  I.  Minimum.. 
1  Maximum  . 

•  I  Minimum.. 


, ,  (  Maximum  . 

FerRuaon  n (  Minimum . . 

)  Maximum  . 
Florence  1  )  Minimum.. 

)  Maximum  . 
Garnett /  Minimum.. 

)  Maxinmm  . 
Georeetown (  Minimum.. 

i  Maximum  . 
Kinffstreo j  Minimum.. 

)  Maximum  . 
Orangeburg  1 j  Minimum.. 

,  ,      3,.,  (  Maximum  . 

Paris Islaiids'iS'' j  Minimum.. 

i  Maximum  . 

St.  George j  Minimum.. 

,  ,,  Maximum  . 

Society  Hill  W j  Minimum. . 

.„  <j  Maximum  . 

Snmmerville j  Minimum.. 

,„   ,      .  , ,  Maxinmm  . 

Vedgefield j  Minimum.. 

j  Maximum  . 
■iemassee j  Minimiun.. 


W'exteiii  Viiiiloii. 


Aiken  

Anderson 

Calhoun  FallsM... 

(Camden 'Js^ 

Chester 


j  Maximum  . 

•  I  Minimmn.. 
i  Maximum  . 

■  )  .Minimum., 

S  Maxinunn  . 

'  •  (  Minimum. . 

(  Maximun^  , 

•  I  Minimum., 
j  Maximum 

••  }  Minimum. 


r,  1.  S  Maximum  . 

Clemson  College....  j  Minimum.. 

_  .       .  ,  \  Maximum  . 

Columbia i  Minimum.. 

TV      „.    .  i  Maximum  . 

Due  West i  Minimum.. 

S  Maxmuam  . 

Greenville )  Minimum.. 

,  i  Maximum  . 

Oreonwood   i  Minimum.. 


Heath  Springs 

Kershaw 

Landrum 

LaurensW 

liiherty 

Little  MouiUuin 

Monetta 

Newberry 

Saluda  

Santnck  

Spartanburg 

Trenton 

Walballa 

WinnsbnroS^S^ 

Wintlirnp  College  . .. 


)  Maximum  . 
I  Minimum.. 
\  Maximum  . 
i  Minimum.. 
j  Maximum  . 
I  Minimum. . 
S  Maxinmm  . 
!  Minimum. . 
j  Maximum  . 
I  Minimum, . 

S  Maximum  . 
)  Minimum.. 
\  .Maximum  . 
'  Minimum. . 
j  .Maximum  . 
I.  Miin'mtmi. . 
S  Maximum  . 
'  Minimum. . 
)  Maximum  . 
'  Minimum.. 

(  Maximum  . 
)  Minimum., 
j  Maximum  . 
I  Minimum, . 
j  Maximum  . 
\  Minimum. . 
j  .Maximum  . 
'  Minimum. . 
(  Maximum  . 
)  Minimum, . 


47     64 
31 


rii 


51 

26     28 


fiS     m 


76 
48 
76 
51 
66 
fiO 
76 
49 
73 
451    59 


79     80 
48     4C 


71 
.59 
76 
59 

58j    6n 


53 


73 


68      71 

sn,    fin 

69 
48 
67 
43 


59'     45 

681     72 


59 
C6 
41 

741    76 
54;     58 
1|     68; 

44 


4.-i 


69 
57 

74  71 

58|  50 

67;  71 

551  44 


68i 
,56 
69      68 
58      44 


69     66 
60     46 


70 

73 
45 
7li  71 
591    40 


69     75 
45      50 


4' 

69;  74 

49  60 

58;  661 

48!  49 


73 

,57, 
7fll 


58!     46 


70] 
38 


62     66; 
30     30 


59,     46 


75  73 

43,  53 

74'  68 

49;  56 

73  75 

39  49 

75;  68 

47;  .56 

78'  68 

6fl!     46l     4'>,  63 


)  Ll      12M3  I  l-»  IH?  1  16 


. . , ;  .,4 . , 
79;    79 


60 

46 

68 

33 

65 

35     40 

66      78 

33     37 


76 

40  52 

79!  81 

42!  52 


74!  66 

48!  5' 

78  78 

41;  48 

78;  83 

34|  44 


66  76  78 

42  43  56 

68  74, 

39;  441  52 

70  75;  ■78 

371  39,  43 

72!  79' 

32!  40l  42 

73!  77; 

41 1  45;  51 


73 
34! 
641 

88; 

67: 

40| 

65l  70' 

37  44; 

56  65 

38,  42i 


72      74 

39     431 

75.     781 

45      541 

71  i     74 

44      53 

73 

50 

74 

49 


63, 
35: 
661     78 

33;    ng 

62;     72 
31 


711    76| 
43I     .52 


,''.01 


391  43 

72i  76 

37;  41 

74;  74 

40;  56 

641  78 

43:  51 


7.51  79 

JOl  49 

76l 

401  48 


68  73 

35i  40:     45 

66  75      78 

39  44; 

66'  72 


331     36 


6; 
43 
79 
45      50, 


631  62 

80  69 

60  59 

8OI  80 

521  60 

831  79 

58  58 


82 

58 

84 

59 

86 

61 

80 

54 

831 

60I     59! 

84 

60j    60 

82     85 
49|     60 

I        rT 


60  59 
84  81 
00     60 


49  59 

71  66 

,';8!  40 

78'  73 

60  58 

67  60 

54;  44 

77  73 

49  59 
72 

52  52 


70  76 

,■^,51  50 

82  78 

59!  59 

75  72 

59  48 


64 

60     50 

79;     53 

59     44 

8II    71 

61:     50 

85      80 

60 1     47 

78l     73 

40 

71 

46 


46 


73  68      63 

57i  46      39 

80;  74 

58  54 

68  74 

52j  53 

77  74 

59,  58 

74:  60 

,'••1 ;  45 


66|  74 
42  43 


70  C 
431  48 
75  i  67 
42  49 
74  62 
39  44 
74!  59 
44 
65 
46 

65 

48 


65  70 

46  46 

02  04 

48  4 

72!  65 

49'  45 


73 

62 
78 
48  42 


45 
66 
48  45 
76  65 
48  47 


451  43 

63 

451  46  40 


•n 


23 


30  31 


84 
48 
76 
55 
82 
45 
82 
40 
82 
45  45 


831  82 
451  56 


45 

74 
44 
76 
39 
79 
40 
75 
41 

75 
41 

76 
45 
73 
41 
73]  76 
45  51 
63  74 
45  49 


82  84 

47   58 

82| . . . , 

40 

78 

43  60 


71 

58]  571 

78l  751 

56l  571 


591    60! 
8'' 


78;  84 

.52!  50 

77]  84 

46!  .'6 

76  86 

50  56 


93 

55      61 

94]  71 
58  58 
93!  H.S 
59I  65 
94i  81 
591  49 
81 
58 
81 
62 


90  93 

60  61 


88  92 

61 1  59 

86]  94 

611  63 

89|  94 

59I  56 

85i  91 

61]  62  59 

881  92  82 

57  60  64 


82]     891 
58i     56; 


5  85|  891 

55  57]  54j 

80I  841  9n| 

62]  59!  63: 

75  85l  89 

58]  58|  58 

84l  88 


80i     89 
62 


84]     90; 
59      651 


78     80 
65!     64 


83; 

74 

60 1 

51 

75i 

74 

6(V 

56 

73 

74 

62;  55 
68!  73 
58'     51 


58  48] 

Ss!  49 

70j  75 

■59;  43 

72  72 

58|  S2 

79;  77 

62  53 


771  80 

.541  51 

78  81 

54  4' 
74 
50 


76 
4 

^? 
77 
52 
75 
53 
74 
62l     49 


86     84!     85 


80     78 
581    54 


81 

57|    64| 
67      78; 


83 
61 
75 

61!     58 


601 
84 1 


73 
54 
81 
58 
71 
50 
66 
58l    60 


78     79 


801 


86  84 

49;  51 

80  79 

48]  62 

72]  75 

51 

70 


59 
79 

48]  51 
72  80 
52     60     57 


76     73 

43     48 


79] 


49     50      60 


59 


78 


55 


84 
64 
75 
61 

78 

4' 

79!. 

48|. 

79!. 

481. 

sJ. 

57  . 
8O:. 
48  , 
83  , 


67  63  . 

77  74  . 

S8l  58  . 

77j  81  . 

62  49  . 

I'OJ  79  . 

60;  52. 
I 

83  80, 

67 1  58  . 

78i  (-0'. 

66!  54!. 

72,  82;, 

60  48', 

79!  79'. 

6S.  53  , 


79... 


63     60;     54 
88      82,     83  , 
62     C7     f2. 


78:, 


65]    CO     53  . 


58 


74.6 
49.9 
72.1 
56.8 
74.1 
47.7 
75.6 
49.5 
74.9 
48.0 

76.1 
48.8 
75.5 
50,2 
79.3 
fjl.  5 
76.7 
49.4 
77.2 
48,9 
76.4 
50,1 

77.2 
53.4 
76.7 
50.7 
75,4 
46.4 
77.3 
60.6 
75.4 
60.9 
78.3 
51.3 


80' . . . 

75.6 

54  ... . 

51.8 

75  ... . 

71.3 

50  . . . 

49.5 

79... 

73,1 

471.... 

45.0 

79'.., 

75.1 

50  ... . 

46.7 

77 

71.9 

47:.... 

48.3 

"73.4 
46.4 
73.2 
61.2 
70.7 
49.4 
68.9 
48.3 
70.4 
48.3 

71,9 

48.6 
7S.5 
48.8 
69.2 
44.7 
70.7 
44.  6 
72.5 
47.fi 

71.1 
48.3 


73.7 
48.0 


72.2 
45.9 

72.1 

46.7 
73,8 
50.  5 
71.4 
43.6 
'72.  3 
'.18.8 
71.4 
47.3 


npferenre  letters  (»,  h,  e).  appi-arini?  in  the  table  indioate  number  of  days  misMUf :  for  examnle,  ''  represents  two  days  missing,  etc, 
vS«  In-(truments  nre  read  in  the  morning:  the  maximum  temperature  then  rend  is  rharged  to  the  preeeding  day,  on  wbirh  it  iilmost  nluays  ncenrs. 


:%sa^i»ffiBii£ 
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U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DA^lS^.^'^^m^mm 


SOUTH   CAf^OIilflfl  SECTION. 

RICHARD  II.  SULLIVAN.  Meteorologist. 


Vol..  XXVI.         Coi.uMBU,  S.  C  May,  J923. 


No.  5. 


0£N£RAL.  SUMMARY. 

Tlie  month  was  marked  by  intpiiuittent  and  badly  dis- 
tributed rain.s,  the  greatest  average  cloudines.s  for  May  on  re- 
cord, and  temperatures  below  tfie  seasonl  average. 

Much  cloudiness,  intermittent  rains,  and  relatively  low 
temperatures,  e.spceially  at  night,  weie  not  favorable  for  best 
development  in  cotton  and  corn,  and  germination  was  very  ir- 
regular, with  much  replanting  and  considerable  complaint  of 
grass  in  fields.  Cotton  chopping  became  general  during  the 
first  week  and  was  proceeding  up-State  at  the  end  of  the  month. 
HnW  woovds  appeared  in  increasing  numbers  during  the  last 
week  in  the  eastern  and  southern  counties.  Winter  cereals 
were  good  to  excellent  generally;  the  oat  and  rye  harvests  be- 
gan about  the  middle  of  the  month,  becoming  general  at  the 
clo.se;  wheat  was  ripening  in  the  southern  portion  of  the  belt 
at  the  end  of  the  month.  Tobacco,  truck,  and  other  field  crops 
were  u)  good  condition,  but  needed  more  sunshine;  sweet  po- 
tato frau'^planting  pr.igres.wed  favorably,  and  the  white  potato 
liarvest  m  the  trucking  region  showed  good  results.  Native 
strawberry  shipments  began  at  the  opening  of  the  month  and 
ended  about  the  close,  when  dewberries  and  blackberries  be- 
came plentiful.  Pn.stures  were  in  good  condition.  Vegetables 
were  al)undant. 

PRESSURE. 

'I'he  inean  sea-level  pressure,  determined  from  reports  of  9 
r.'Kular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  2<>.<.)5  indies.  The  liiyliest  pressure  was  BO. 25  inches 
at  Charlotte,  N.  C,  on  the  21th,  and  in  the  Section  proper, 
30.28  inches  at  Due  West  on  the  same  date;  the  lowest  pres- 
sure was  29.56  inches  at  Savannah,  fJa. ,  on  the  5th,  and  in  the 
Section  proper,  29.57  inches  at  Charleston  on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  68.0°.  or  3.1°  below  the  normal 
I  le  highest  temperature  was  91°  at  Blackville  on  the  14th. 
There  were  no  well-defined  warm  periods.  The  lowest  tem- 
perature was  31°  at  Walhalla  on  the  10th.  The  cool  periods 
were  from  the  4th  to  lUh,  about  the  17th,  and  from  the  24th 
to  the  26th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  80%  ;  noon,  60%  ;  8  p.  m.,  71%. 
The  highest  percentages  occurred  in  the  southern  and  western 
counties,  and  the  lowest,  in  the  north-central  interior. 

PRECIPITATION. 

The  average  for  tlie  Section.  50  stations  reporting,  was 
f>.4  1  inches,  or  2.78  inches  above  the  normal.  There  were  but 
four  days  without  rain  i?i  some  parts  of  the  Section.  Precipi- 
tation was  badlv  distributed;  excepting  a  .small  area  of  the 
north-central  interior,  where  the  amounts  were  less  than  3 
I'lolie^.  the  rainfall  was  generally  above  normal  and  ranged 
from  4  to  over  13  inches.     The  greatest  local  monthly  amount 


was  13.45  inches  at  Landrum ;  ]east4Uckl  monthly  amount, 
2.32  inches  at  Camden.  The  greatest  24-hour  amount  at  any 
station  was  6.60  inches  at  Florence ?*0%HiHl«l'^«<iiK<«Be  No.  2 
on  the  2Sth  and  29th.  The  number  of  rainy  davs  50%  above 
normal. 

A  series  of  severe  thunderstorms,  accompanied  by  heavy 
wind  squalls,  occurred  in  sections  of  Abbeville  and  Laurens 
Counties  on  the  15th;  the  general  damage  from  lightning  and 
wind  was  estimated  at  $20,000  to  $40,000. 

A  severe  hailstorm  occurred  at  Catawba  on  the  23d;  con- 
siderable crop  damage  resulted  ;  some  of  the  hailstones  were  as 
large  as  hen  eggs. 

WIND. 

The  prevailing  wind  was  from  the  east.  Tlie  average 
hourly  velocity,  determined  from  9  anemometer  reports,  was 
8.2  miles.  The  highest  average  velocity  was  1 1 .4  miles  per  hour 
at  Savannah.  Ga.,  and  in  the  Section  proper,  11.3  miles  per 
hour  at  Charleston;  the  lowest  average  was  4.4  miles  per  hour 
at  Augusta.  Ga.,  and  in  the  Section  proper,  6.6  miles  per  hour 
atColuml)ia.  The  highest  velocity  for  any  5-minute  period 
was  43  miles  per  hour  from  the  southwest  at  Due  West  on  the 
15th  and  from  the  northwest  at  Savannah,  Ga.,  on  the  9th. 

SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^  237.7  hours,  or  55%  of  the  possible 
amount.  The  average  number  of  clear  days  was  12:  partly 
cloudy,  7,  and  cloud  v.  12.  as  against  normals  of  15,  9,  ainl  7 
days,  respectively.  The  number  of  cloudy  days  was  the  greatest 
average  for  May  on  record. 

RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  the  weslein  up- 
State  streams  between  the  Ifith  and  18th  and  at  the  close  of 
the  month.  The  Santee  River  was  in  flood  at  Rimini  from  the 
9th  to  the  12th,  19th  to  21st,  and  after  the  24th;  and  at  Fer- 
guson, from  the  10th  to  the  14th,  on  the  20th  and  21st,  and 
after  the  25th. 

MISCELLANEOUS    PHENOMENA  (dates). 

Frost.— Light:  Camden,  10;  Catawba.  10;  Chester.  9,  10; 
Clemson  College,  9,  10:  Due  West,  10;  Greenville,  10;  Laurens, 
10;  Walhalla,  9.     MJmg:   Walhalla,  10. 

HoJo^—Lvnar:  Charleston,  26;  Columbia,  26,  28,  29; 
Greenville,  1,  2,  11.  Solar:  Charleston,  12,  29;  Columbia,  11, 
12;  Due  West,  1,  2,  11.  12,  14.  27.  31;  Greenville,  1,  2,  11, 
16,  n\  Liberty,  12,  13,  18;  Santuck,  2,  10. 

Hml. — Catawba,  23;  Summerville,  8. 


MISCELLANEOUS  DATA  FOR 

MAY, 

1988. 

c8 

TeiiippratiiiR. 
deurees  Fahr. 

Prffi  pita- 
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stations 


Knutern  P(n-lioii. 

AllenJale  

BlackvillH 

(;hu.rlestoii 

Cheraw 


Conway  — 
DailiMKloii  . 
Klliiigliaiii. . 

iMTgllSOIl... 

Kloreuce  1. . 


Florence  2  — 

(larnett 

(JpoiSt;to\vn  . . 
Kingstrce..  .. 
Meggett 


Orangeburg  1 
Orangrbing2. 
Paris  Island.  . 
Pinopolia  "  .. 
Kiniini 


St.  George 

Society  Hill  .. 
Siimnierville  . 
Weiigefield  . . . 
Yeiiiassee 


Division  means  ami 


M'eMerii  ViirHon. 


Alkon  ......... 

Anderson  

Blairs  ;........ 

Callionn  Kalis. 
Canideii 


Catawba 

Cliappi'lls 

Chester 

Cleinsoii  College  . 
Columbia 


Due  West.. 

Kdgelield 

Ga.'itori  SliottU  tt. 

Greenville 

Greenwood;; 

Heath  Springs  .. 

Kershaw 

liandinni 

l.anrens 

Liberty  


Allendale... 
Barnwell.... 
Charleston  . 
Cliesterlield 


....do 

Hamilton 

(ieorgetown  . . 
Williamsburg 
Charleston  . . . 


Orangeburg . 

do 

lieaulort 

Berkeley 

Sumter 

Dorchester  . , 
DarliuKton  . 
Dorchester.. 

Sumter 

Hampton  .. 


xtreiiies 


Aiken  

Anderson  . 

Kairlield . . . 
Abbeville.. 
Kershaw... 

York  

Newberry 
Chester.  .. 
Oconee  . . . 
Richland  . 


Little  Mountain 

New  ben  y 

Pelzer 

Saluda 

SantuiOc 


Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt... 

Division  means  and 

Section  means  and 


Abbeville  . . 
lidgetield... 
Cherokee  ... 
Greenville  .. 
Greenwood. 


Lancaster 

Kershaw  

Spartanburg  . 

Laurens 

Pickens 


"Newberry . 
Newberry  , 
Anderson. 

Saluda 

Union  ^ .. . 


Spartanburg 
Kdgefield  .... 

Oconee 

Fairlield  .... 
York 


extremes  . 


Climatolo&ieal  Data  for  May,  1923. 


Temperature,  in  degrees  Fahr. 
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850 


70.2 
70.7 
68.4 
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68.2 

'68.' 4 
70.2 


70.9 
69.6 
69.4 
'71.9 
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-3.1 
-2.  0 
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-1.5 
-3.0 

-2.' 8 
-2.(1 
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-2.4 
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"m 

1039 
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10(i3 
689 
900 

711 

502 
850 
536 
512 

875 
620 
1061 
545 
690 


71.4 


69.4 

68.2 
69.6 
69.0 
69.8 

69.7 


69.4 
6,i.8 


66.1 
69.6 


66. 2 
65. 2 
69.  1 

66.2 


65.0 
65.2 

66:2 

65.  0 
6.i.  3 

»64.0 
66.4 

66.  7 
69. 2 


66.4 

67.1 
67.8 
63.  6 
67.8 
07.6 

66.  7 


—2.1 


-3.4 
-2.6 
-2.3 
-1.3 

-2.  .S 


-2.0 
-4.6 
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tl4 
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-3.7 
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-3.9 
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10 

11 
10 
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"•23 
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tlft 
1 
14 


22 
16 

30 
19 
21 
tl5 
21 

15 
26 


23 

1.5 

tl5 

tl5 

22 

115 

26 


Precipitation,  in  inches. 
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to 
"io 
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9 
19 

+  9 

tio 

t9 
10 
9 

to 

10 


9 

to 

10 

in 
9 

10 
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6.30 
6.30 
2.76 

6.07 
4.92 
4.12 
4.49 
11.22 

9.92 
8.33 
3.06 

6.07 


Nnmber  of  liai'! 


3.98 
4.  10 
34       6. 20 


'-' 


4.43 

6.44 

7.  58 

5.  09 
3.  6S 

11.60 

6.  17 


-(-2.80 
-1-2.  83 
-0.74 

-1-2.  £1 
+  1.58 
-ho.  59 
-1-0. 32 
-1-7.  52 

-1-6.22 

'-a  38 

-2.  88 


1..50 
3.11 
0.67 

1.19 
1.55 
1.80 
1.90 
6.60 

6.60 
2.  07 
0.75 
1.50 


4-3.05 


-(-3.16 
-1-1.2S 
4-4.77 
+0.  35 
-(-8.10 

4-2.68 


6,45 
8. 99 
5.47 
9.71 
2.  32 

6.24 
5. 25 
4.83 
10.98 
2.97 

7.77 
4.39 
5.  96 
5.79 
7.80 

4.16 

3.  79 
13.45 

3.90 
10.32 

6.01 
3.19 
8.99 

"7.' 38' 

4.99 
5.05 
10.19 
7.76 
8.42 

6.64 

6.44 


4-2. 99 
4-5.95 
4-2.60 
4-5.75 
-0.89 
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4-1.48 
+4.25 
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+6.  43 
+  4.  67 
+  4.22 

+  3.25 
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2.00 

i.'55 

1.75 
4.35 
1.91 
1.10 

2.  52 

6.  CO 


2.  53 
1.75 
1.5.'. 
2.  02 
0.65 

2.40 
1.19 
1.42 
2.  10 
0.65 

1.62 
1.00 
1.27 
1.62 
1.95 

1.84 
1.27 
2.  35 
2.  24 
2.  35 

2.19 
0.90 
2.20 

'2.'48' 

1  66 
1.61 
1.63 
4.16 
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Observers. 
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12  11 

11  12 

11  3 

0  9 


0      11      11 

0  i  18  7 
0  i  15  j... 
0  12  8 
0      1 0     20 


4.16 
6.60 


22     e. 
1 


ne. 
sw. 
ne. 


e. 
sw. 


John  Black,  Jr. 
Mrs.  1).  li.  Sanders. 
II.  S.  Weiither  Hunan. 
Uolaiul  1).  Powe. 

Paul  Qnalllebanm. 

D.  C.  McCall. 
Wm.  B.Gillespie, 
Henry  (-'.  Savage. 
U.K.  Gilbert. 

Pee  I'ee  Kxperiment  sta. 
Maner  K.  Uobert. 
A.  P.  Hazard. 
W.  II.  Matthews. 

E.  L.  Joyner. 

r.S.  Fisheries  Stiitioii. 
State  A.  and  M.  College. 
|l.  S.  Marine  Coriis. 
.Miss  IC.  P.  HaVHUcl. 
lioykin  It.  Cantey. 

R.  L.  rtsey. 

K.  D.Finlds.Jr. 

V,.  P.  Law  ton. 

W   Hampton  Ramsey. 

W.  C.  Ilulson. 


Frank  B    McCoy. 
II.  H.  Russell 
Esther  11.  Owens. 
L.  M.  Parker. 
Henry  A.  Brown. 

.lames  C.  Faris. 
George  Y.  Clamp. 
J.  C.  Cornwell. 
Prol.  F.  II.  II.  Calhoun. 
n   S.  Weather  Bureau. 

U.  S.  W.  B.  Aerological  Sta. 
.1.  A.  Townsend. 
S.  C.  Lt..  Power  ,«  Ry.  Vxi. 
I'.  S.  Weather  Ibireau. 
M.  M.  Callionn. 

J.  Marvin  Rowers. 
John  W.Haniel. 
R.  Hi. rtwell  Wilds,  I>  D  8. 
Perry  A.  Simiison. 
.loliii  T.  Boggs. 

J.M.Sease.  M.  D. 
Sue  Ella  Peterson, 
.loshua  Y.lones. 
H.  A. Riser. 
E.  W..leter. 


F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.llrandt. 
Rev.  Oliver  Joliiison. 
W.  T.  Clawson. 


-  The  departures  from  the  nom^al  temperature  and  Precipitatio^TT^^^T^uted  cnily  for  .^^^ 
detenni'dng  section  or  division  means.     Reference  letters    »,  •>.  ^  ■  «?!;;«"   f„  "J/ .f^^'^Vi '-^^^^^^^^^  are  from  Observed  roadi.igs  of  the  -Iry  bulb;  means  are  com- 

.^^^ZT^r^^^:^^"^^^^^^^^^^^"^^^^^^                              ol^laI?:.^hoals.Blacksbnrg:ofWinH,rop.:o,lege,Rockn.ll. 
T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow.  


ERRATA. 

APRIL,  1923.-Blaekville:  Page  14.  total  precipitation,  2.95;  greatest  in  24  hours,  1.10;  rainy  days.  9. 
14th,  0.30;  15th,  0.35;  30th,  1.10;  monthly  total.  2.95. 


Page  15,  daily  precipitation,  10th,  omit  0.06;  13th,  should  read  0.25; 


[ay,  1923. 
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stations. 


EdKleni  Pdrlinii. 

ileiKlalcllll 

liickvill^llll 

larlostoii  •" 

ifi'aw  nil 

iiiway  llll 

lll-lillfTtOU  llll 

lliiife'lmin  llll 

;'r»iisoii  ll!| 

Iiiruiice  1 1  il 

ioreuce  2  llll 

iiriii'tt 

L'orci'towii 

iiiusi roe  llll 

eggett 

raiigebiiig  1 

raiigrebiu's2 

wis  island 

iiinpolis   

imiiii  nil 

t.  George 

x-iety  Hill  llll 

iinmerville 

'edgefield 

(Mims.seeilll 

JIV."'''''"   I'dit'um. 

i  1(611 

iiiiersoii 

lairs  nil 

iillioiiii  Kails  nil  .... 
illiKteii  llll 

utaHhallil 

liai>i>olls  nil 

liester 

k'liisoii  (,'()1I(';,'P 

olumblft*"  

lie  West*** 

.lii.'iiei.t  iin 

asK.li  Shoals  nil 

roi'iiville     •*• 

reoiiuood  llll  ....... 


eatli  Springs  ., 

iTsliaw  .III 

Miilrmii 

anronsllll 

liberty 

itilf"  Jfouiitaiii  , 
cwlii'rrv  


iluda 

iiiliKk 

[Mirtaiilinrg  ||||.. . 

reiilou 

'allinlla 

fiinisborollll 

'iiitliropCollege. 


Drainage- 
basins. 


Savannah  . . 

Kdisto 

Coast 

Pee  Uee 

Waccumaw 

Pee  Ilee 

Lynches 

Santee 

Pee  iiee 

do 

.Savannah  . 

(;oast 

Itla<-k 

Coast .  ■ 

J':.li,sto 

do ..:.. 

Coast  

Cooper  

Sanlee 

Edisto 

Pee  Dee.  . . . 

Asliley 

Wateree  . . . 
Ashepoo. .. 


Kdisto 

Savannah  . 

liioad 

Savannah  . 
Wateree  . . . 

Catawba  . . 
Salnda  .... 

Hroad  

Savannah  . 
Congaree  .. 

Savannah  . 

.Savannah  . 

liroad 

Saluda 

do 

Wateree  , . . 
Lynches  . . . 

Ihoad 

Salnda 

Savannah  . 

Salnda 

Salnda 

ilo 

do 

Hroad  


do 

ICdisto 

Savannah 

Ih'oad 

Catawba  . 


Daily  Precipitation  for  May,    1923. 


Day  of  month. 


.  01  2. 03 


.0-2 


.43 


.27 
1.75 
.0.=) 


0 
1.4-1 
.1 
.17 

M 

.05 
.04 

.'»0 

.40 
.43 

.'79 
.8.5 
.50 


1.75 

.oi; 

.S 
.05 
1.S4 


.  f.7  1. 1-2 
.14    .12 


.09 
.40 

1 .  251 
.2 

1.15 


.30 

i.'is 


.30 
.30 
.99 
.09 
.  37 

.fiS 
.19 
2.31 
.29 
T. 


15    .25 


T. 
1.4: 

'.'45 
.18 
.40 


1. 

.3H 
.3S 
.09 

i.'fi2 


.38 
1.29 
.  30: 
.25 


.1%    .28 
.  lol  T. 
.  Ofit... 
.  20|  .3* 
.  50i  .30 


I         I 


.25 


.09 


.30 


.30 


1.91 
.50 


.50 

1.05 
.43 

.57 
.25 
.08 
.21 


:'l 


.36  . 
.  32' . 

.44;. 
.521. 


.43 


1.55 
.50 
.29 


.15 


.10. 
.20!. 


.05 


.Ofi 


.34    .12 

.18 


.  20 


.05 


.05 


22      23 


2',      2,S 


.35  1.50 
..,|  .12 
14  .38 
95 


1.19 


.80 
1.80 
1.90 
. ._    .06  2.31 
,05  1.08    .01 
.10L34 

.1 

1.50 


.06 


1.10 


.10 
1.12 
.33 

.78 

2!  52 


.  40  2.  53 

.86  1.08 

05    .56 

T.    2.02 

.65 


.82 


1.40 


1.14 

.80 
.19 


1,67 
.89 
.80 

1.68 
.20 

.80 
1.00 
1.79 
1.13 
1.95 

.08 

.52 

1.98 

2.24 

.70 

1. 

.90 
2.20 

i.'oo 

1.66 

'.'93 
1.06 
1.10 


.08 


.22 


.40 


.03 


.38 


.39 


1.10 
.14 
.53 
.23 

1.55 
.36 
.14 
.17 
.20 
T. 


1.02 
04 
20 


.24 
.20 
.04 
.08 
1.26 


.031. 


.02 

T 

.22 

.14 

i.'io 

.10 
.24 

'.'23 


1.12 


.20 
.20 
.02 

'.'i8 


.43 

.'06 

.02 
.14 

.'64 
1 
1.04 

.13 
1.00 

.30 

.'36 


01 

1.14 

.1 
.04 
T. 
.02 

.'6,5 


1.84 

.4-1 

2.35 


.30 


.50 
2.' 04 


.11 
i.'flO 


4.35 
.'40 

.'2,-, 

2.40 
.'63 


1.27 
.46 


.02 


1.52 
T 


M  v.... I  .?.5l 


.32 


.40 

.35 

2. 19  ... 

.10 

.74 

.36 

'.'44 

'.'op 

,12 

.40 

T. 

T 

.24 

T. 

4.16 

.30 

.02 


.41 
.36 
.03 

..18 
.40 
.44 
.41 
..30 
.24 

.1( 
.18 

'."06 

.91 

2.  00 


.:« 
.70 
.65 
.65 

i.'in 


1.05 


.44    .75 
T.     .  30 

.191. 
6.601  .89 
6.60|  .84 

.84    .12 


.14 
.23 
.18 

1.00 

1.1 


-.5011.  3;3 
....   ...IS 


..  -.05 


05 


,27 


.56 

.      .18 

7X    .10 

.35 


.40 
.11 
1.42 
1.45 


.49 
.41 
.35 
1.42 


T. 


30  . 

1.40 
42... 
.05    .09 
1.10 
1.18 


.21 
.29 
1.20 
.05 


1.34 
.24 

.22 
.88 
.CO 


.49 
.12 

.  36.2. 10 
.65   T. 


0:'.  1 .  57] 


.26 


.121  .16 
.191  .31 

2.04|l.05 
.171  ..32 

2.351.10 


1'.  08 


1.30.. 

35 
501.38 

26    .'i2 


■.6,5 
.35 
V80 
.22 
1.30 


.31 

.11  1.19 
.11 
.45 
.05 


1.16  .01 
53 
.14  .38 
.10  .06 
.23    .33 


1.15 


,55  .07  M 
T.  .32  1.61 
.K5il.63  .25. 
.181  -^A  -291 
.40|...    1.... 


6.30 
6.30 
2.76 
«.  07 

4.92 
4. 12 
4.49 
11.22 
9.92 
8.33 

3.00 
6.07 

's.ilrt 
4.10 
6.-20 


4.43 
6.44 

7.58 
8.09 
3.68 
11.60 


6.45 
S-.99 
5.47 
9.71 
2.32 

6.24 
6. 25 
4  S3 
10.98 
2.97 

7.77 
4.39 
5.96 
5.79 
7.80 

4. 16 

3. '79 
13.45 

3.90 
10.32 

.6.01 

3.19 

;8k99 

'.'•7.38  ., 

4.99... 
5.05 
10.19 
7.76 
8.42 


Except  as  otherwise  indicated,  observations 
observation.  ||||  Precipitation  measured  in  th 
24-hoiir  period,  midnight  to  niiilnight.    *  Prec 


are  generally  made  late  in  the  afternoon,  near  sniiset.  and  precipitation  recorded  is  for  the  24 
e  Miorning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Kegnlar  Weather  P.nrean  stal 
iliitation  iiiclndi'd  in  tlie  next  following  measurement.    tSeparato  dates  of  falls  not  recorded.    T 

COMPARATIVE  DATA  FOB  MAY. 


bonis  ending  at  tlie  time  of 
ion;  precipitation  is  lor  llic 
Trace,  or  lessthanO.nl    inch. 


Year. 


Temporatnre. 


887 

72.5 
70.2 
71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 
70.7 
70.6 
73.4 
70.7 

IRSS 

liW9 

890 

1891 

89> 

1893 

1894 

1895 

896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

97 
99 
101 
95 
100 
94 
97 
98 
101 
104 
97 
106 
100 
96 
99 
101 
104 
99 
99 
99 


Precipitalion. 


•■=  , 


41 

3.17 

33 

7.51 

35 

1.97 

30 

5.44 

36 

3.57 

39 

3.53 

38 

4.13 

38 

3.43 

34 

4.  36 

42 

2.74 

38 

2.39 

39 

1.  35 

45 

1.68 

.38 

2.37 

40 

7.31 

42 

2.69 

44 

2.69 

38 

2.04 

42 

5.70 

30 

3.00 

ir  o  o 

10 
11 
5 
10 


A verage  n  n  m  b  e  r  of 
days. 


n\v . 
sw. 
ne. 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw 

sw. 

sw. 

ne. 

s. 

sw. 

sw. 


Year. 


Temperature. 

• 

c 

at 

« 

bt 

S 

s 

►J 

Precipitation. 


1907 

70.8 
71,8 
69. 5 
69.8 
7-2.6 
72.4 
71.7 
7-2.1 
73.0 
73.8 
66.3 
72.  6 
71.0 
67.6 
68.1 
71.0 
68.0 

71.1 

1908 

1909 

1910   

1911 

1912       .    .. 

1913  

1914 

1915 

1916 

1917 

1918     

1919 

19-20 

1921 

19-22 

19-23......    .. 

Period .... 

96 

96 

100 

99 

106 

101 

101 

105 

98 

103 

98 

100 

96 

94 

98 

98 

94 

106 


4.51 
2.92 
4.  -26 
4.03 
0.65 
4.08 
2. 13 
0.83 
7. -20 
2.44 
3.09 
3.48 
5. -23 
1.77 
5.30 
5.89 
6.  14 

3.66 


<Z6  o 


Average  n  n  m  ber  of 
days. 


^5 


10 

11 

.     12 

8 

16. 

11 

4 

8 

14 

12 

5 

8 

15 

10 

6 

3 

20 

8 

3 

0 

16 

6 

9 

6 

19 

6 

6 

3 

l.s 

10 

3 

11 

11 

11 

9 

5 

20 

/ 

4 

7 

18 

7 

6 

7 

19 

8 

4 

11 

12 

11 

8 

6 

16 

9 

6 

10 

12 

10 

9 

1-> 

12 

8 

11 

12 

12- 

7 

12 

8 

15 

9 

7 

sw. 
sw, 
sw 
sw. 
ne. 


w. 

sw. 

w 

sw. 

s. 

we. 

ne. 

se. 

e. 
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CLIMATOLOGICAI.  DATA:    SOUTH  CAROLINA  SECTION. 


May,  1923. 


Daily  Temperatures  for  May,   1933. 


Stations. 


1       '.'       3       4       6       6 


•0 


Kanlerti  Porlloii. 

.,,.,,,  )  Maximum  . 

AlleiiJuU'S^* f  Minimum.. 

,,,,.,,  )  Maximum  . 

"'ackvillft j  Minimum.. 

,„      ,  \  Maximum  . 

(,lmrlest()n (Minimum.. 

,,,  -,  \  Maximum  . 

(,I.Hraw^'5 (Minimum.. 

\  Maximum  . 

'■""^^ay I  Minimum.. 

,.     ,.      .      .,,,  1  Maximum  . 

UarlinictonsS'5 iMiiiinnmi.. 

,,  S  Maximum  . 

''«rK'"^'>"W f  Minimum.. 

)  Maxiiiunn  . 

Pl"'e"<'e  1   (Minimujn.. 

_         ,^  )  Maxinunii  . 

C»"'ett \  Minimum.. 

S  Maxinuim  . 
(iPoiKetown (Minimum.. 

....  I  Maxinunii  . 

'^""'*"'e« (Minimum.. 

)  Maximum  . 
Meggett (Minimum.. 

_            ,         ,  )  Maximmn  . 

Oranirebnrgl (Mininnnn.. 

r.        T  1      i.t.i  i  Maxinuim  . 

Pans  Islands^* j  Minimum.. 

„,   „  )  Maximum  . 

St.  George (Minimum.. 

c.     1  .     •■'11 ,1.1  S  Maximum  . 

Socioty  llillM I  Minimum.. 

,,  ...  )  Maximum  . 

Suinmeiville )  Minimum.. 

,,,   ,     „  , ,  )  Maximum  . 

Wedgeheld (Minimum.. 

.,  \  Maximum  . 

^emassee (Minimnin.. 


Went  fill  I't.rlioii. 


AikHii 

.4nilnison 

Cttiliouii  Falls'JsV  . .. 

<;aiii(liMi\\\S 

Chester 

* -lemsoii  Colleiie  . . . 

Columbia 

Due  West 

fJreeiivillH 

'iioeinvonil    

Heath  Killings 

Ker.slia\v 

Lamlruni 

I.aurens>s\'J 

Lil.erty 

l/ittU  Mountain 

Xewherry 

Salmla 

Kiiutnck 

Hpaitanliiiig 


Trenton 

VVailialla 

\Vinnslioro'>\S 

Wintlirop  ('ollegp  , 


j  Maximum 
'  (  Minimum. 

I  Maximmn  . 
'  (  Minimum. . 

\  Maximum  . 
'  (  Miuimuiii. . 

\  .Maximun  . 

•  )  Miiiiimim. . 
(  Maximum  . 

-  (  Miniimiiii. . 

j  Maximum  . 

•  *  -Minimum. . 
I  Maximum  . 

'  (  Minimum. . 
j  .Maximum  . 

•  (  Minimum.. 
t  Maximum  . 

■  (  Minimum. . 
I  Maximum  . 

•  (  .Minimum. . 

S  Maximum  . 

•  (  Miuimum.. 
\  .Maximum  . 

•  (  Minimum.. 
S  Maximum  . 

■  (  Minimiini. . 
\  .Maximum  . 

•  (  .Minimum. . 
j  .Maximum  . 

■  (  Minimum. . 

j  Maximum  . 

■  (  Minimum.. 
j  Maximum  . 

■  '  .Minimum.. 

*  Maximum  . 

■  (  Minimum. . 
)  .Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

■  (  Minimum. . 

j  Maximum  . 

'  (  Minimum. . 

j  \raxiinum  . 

■  (  Minimum.. 

*  .Maximum  . 
'  Miiumum. . 
j  Maximum  . 
'  Minimum. . 


72     r.'i 


in      II      1-2      13      14      l.i      16      17      18      19     20     21   I  22      28     24      2.T      2fi     27      2S     2M      30      31      Mean 


Si),     39 
74!     62 


R3|    74 

.'i.'ij     5fli     .TO 

SI       73      7(1      fi* 


55      59|     40 


55      42 


8R 

fin 
Pi 

.■R 

P4j 

.'itii    .-fl!    r.3 

701     80      84 
f5     rfi     57 


8fi 
.58 
75 

4fij     5) 
70      85 


60      68 


62 
88 
64 
90 
61 
86 
64 
(•0 
64 
78 
69 

89 
62 
84 
60 
88 
63 
81 
11 
88      82 


80  82 

63  55 

83  79 

64!  56 


63!     63 

76 1 

61      62 


83      84 
53      58 


87 
56 

80  i    84 


80 
62 

81 
67 
83 
59 
871  87 
541  59 
84  81 
59  61 
85!  82 
60j  64 
83|  82 
58     61 


89 

"88 

62 

66 

78 

79I 

70 

721 

86 

89 

65 

64 

85 

84 

66 

64 

83 

88 

65 

61 

82 

83 

60 

60 

82 

87 

65 

63 

84 

87 

63 

63 

84 

84 

65 

64 

83 

83 

61 

63 

79 

85 

72 

55 

84 

84 

64 

68 

83 

85 

(■5!  67i 

82 

V5 

84 
56 
81 

86  79 

50:  62 

83  84 

55  64 


821  82 

64|  63 

82  85 

65  66 


80      84 
64      64 

8S      83 


851     80 
641     64 

ro\      ri'i 


74      83 
57      62 


61 
66!     64 1     - 
66      76]     ( 
i8l     57 

75 

59 

78 

66 


86!     (8 


66      66 


76 
57 

771  78 
66!  62 
78i  79 
(0;    60 


63 


73      fc6 

691  64 
'.0|  86 
671  64 
84 
62 
87 
63 
78 
68 

84 
64 
84 
6' 

K: 
65 
85 
63 
86 
64 
88 
64 
85 
6' 


78 
63 

85 
65 
81 
65 
77 
64 
77 
(•5     60 


[{pferenee  letters  («.  ''.  c).  apnearini?  in  the  table  indieate  number  of  days  missiufr:  for  examnle.  ''  renreseuts  two  days  missintr.  etr. 
%  Tnstrunients  are  rend  in  the  morning;  the  maximum  temnernture  then  rend  is  fhaiged  to  the  preceding  day.  nn  which  it  almo.st  iihvays  ocim 
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No.  G 


OENEKAL.  SUMMARY. 

Precipitation   wa?  luufli  below  normal,  on  the  wliolr.  and 
temperatures  ranged  soniewliat  helow  the  seasonal  average. 

While  there  was  con-ii(leral»le  cloudiness,  with  frequent 
showers,  all  crops,  though  backward  for  the  season,  showed 
general  iniprovenient.  Much  replanting  of  cotton  and  corn 
was  necessary,  incident  to  the  May  rains,  and  fields  Iteoanie 
grassy  in  extensive  areas.  Cotton  chopping  was  finislu  d  al)0ut 
the  jiiiddle  of  the  month.  The  first  bloom  was  observed  on 
Chisolm  Island  on  June  7.  Boll  weevils  were  numerous  every- 
where, l)ut  active  poisoning  prevented  serious  damage.  Better 
weather  after  the  middle  of  the  month  enabled  planters  to  pro- 
ceed with  much  needed  cultivation.  The  wheat,  oat,  and  rye 
harvests  were  completed  by  the  last  week,  with  good  results 
generally,  and  stubble  lands  were  l)eing  turned  to  late  corn  and 
forage.  Cotton,  corn,  sweet  potatoes,  tobacco,  peanuts,  truck, 
gardens,  and  other  crops  became  more  vigorous  with  increased 
warmth.  Old  corn  was  laid  by  in  the  eastern,  central,  and 
southern  counties  bv  the  end  of  the  month,  and  tobacco  curing 
was  in  progress.  The  white  potato  harvest  ended  about  the' 
middle  of  the  month,  with  good  output  The  montli  closed 
with  native  peaches,  blackberries,  and  vegetables  plentiful. 


PRESSURE. 

'IMie  mean  sea-level  pressure,  determined  from  reports  of  0 
regular  Weather  Bureau  stations  in  and  surrounding  the  Pee- 
tion,  was  SO. 00  inches.  The  hitrhest  pressure  was  R0.2fi  inches 
at  Columbia  and  Due  West  on  the  1st:  the  lowest  pressure  was 
?9. .52  inches  at  Charlotte,  N.  C.  on  the  2Hth.  and  in  the  Sec- 
tion proper,  20.fi2  inches  at  Charleston  on  the  27th  and  at 
Greenville  on  the  28th. 

TEMPERATURE. 

The  montlilv  mean  for  the  Section,  determined  frotn  re- 
ports of  41  stations,  was  77.1°.  or  0.4°  below  the  normal 
The  highest  temperature  was  101®  at  Newberry  on  the  27th 
The  warmest  periods  were  from  the  5th  to  the  12th  and  from 
the  19th  to  28th.  The  lowest  temperature  was  4fi°  at  Libertr 
on  the  30th.  The  coolest  periods  were  about  the  2d,  13tli  and 
14th,  and  at  the  close  of  the  month. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  report'--  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  asfollows:  8  a.m..  79%  :  noon.  ^^%  :  8  p.  m.,  09%. 
The  highest  percentages  occurred  along  the  coast  and  in  the  ex- 
treme northwestern  counties,  and  the  lowest,  in  the  interior. 

PRECIPITATION. 

The  averase  for  the  Section,  51  stations  reporting,  was 
2.31  inches,  or  2.52  inches  below  the  normal,  and  but  0  39 
inch  above  the  averaee  of  the  dry  June  of  1905.  The  rainfall 
was  fairly  well  distriVnited  as  to  general  area.  Showers  were 
intermittent,  except  a  dry  period  between  the  14th  and  21st. 


Precipitation  was  above  normal  in  a  few  small  areas  of  the 
southern,  central,  and  Piedmont  Counties,  with  measurements 
of  5  to  over  6  inches;  elsewhere,  the  measurements  ranged 
downward  from  4  inches  to  less  than  one  inch.  The  greatest 
local  monthlv  amount  was  6.48  inches  at  Due  West,  and  the 
least  local  monthly  amount  was  0.55  inch  at  Gaston  Shoals. 
The  greatest  amount  during  any  24  hours  was  4  76  inches  at 
Due  West  on  the  25th.  The  number  of  rainy  days  was  20% 
below  normal. 

Denthx  In,  Uqhtninq.—M  Greer,  Miss  Pearl  Chapman, 
20th;  near  Honea  Path,  Mrs.  Eugene  Phillips,  25th;  at  Wmns- 
boro,  John  Frazer,  negro  farmer,  25th.  ,      i     ,, 

Dmmge  hi,  Ughtning—W  Camden,  25th,  barn  and  valuable 
horse,  damage,  S3.000.  In  Hodges  section,  near  Greenwood, 
25th,  two  barns  and  contents;  damage,  $2,500:  at^^alhalla, 
several  head  of  cattle  and  hogs,  20th;  damage,  ^500. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourlv  velocitv,  determined  from  9  anemometer  reports,  was 
7  3  mile-  The  highest  average  was  10.6  miles  per  hour 
at  Savannah.  Ga.,  and  in  the  Section  proper,  10.4  nnles  per 
hour  at  Charleston;  the  lowest  average  was  4.1  miles  per  liour 
at  Charlotte.  N.  C.  and  in  the  Section  proper,  6.5  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-mmnte  period 
was  48  miles  per  hour  from  the  west  at  Greenville  on  the  /th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthlv  sunshine,  determined  from  9  auto- 
matic records,  wa-  290'.1  hours,  or  69%  of  the  possible 
amount.  The  average  number  of  clear  days  "n^  1^;  par  i> 
cloudy,  8.  and  cloudy.  5,   as  against  normals  of  13,  U.  and  n 

days,  respectively. ^ 

RIVER  CONDITIONS. 

The  Santee  River  continued  in  flood  at  Rimini  until  tire 
12th  and  at  Ferguson,  until  the  I3th.  Otherwise,  tlie  riversot 
the  Section  were  relatively  low. 


MISCELLANEOUS   PHENOMENA  (dates). 

Hah^-Lunar:  Columbia,  24,  26;  Walhalla,  24.  .W.- 
Charlsston.  1.  3,  4,  5,  6.  22,  23;  Columbia,  24;,  26;  Due  \\  est, 
7    8,  10,  11.  28:  Greenville,  10;  Liberty,  6.  9. 

^^,7 —Chester.  1:  Liberty.  20;    Little  Mountain.  20. 

Fog,    DenAc- 
Trenton,  10. 


-Calhoun    Falls,  '27;     Rimini,    5,    15.    19; 


MISCELLANEOUS  DATA  FOR  JUNE.  1923 


Stiitiolis 


S  01 

p_5 


Teinpprature. 
deKiPcs  Falir. 


Prccipita- 
liou, 
iiK'lies. 


Wiiiil. 


■^  c 


a.  -  c  c     >  t 


a.'c 


Aslievillo.  NO 

AiiKiista,  Oh 

ChailP!itoii.  S.  C... 
Ch.Tilotto.  N.  ('  ... 
CoUimliia.S,  ('  — 
Due  West,  S.C  .  ... 
Orpenville.  S.  C.  . . 

Savaiiiiali.  (ia 

Wiliiiiinrtoii,  N  C 

Mpan?  and  px-  ( 

trPinps  . .         ' 


sn.oi 

30.00 
30.  Ot 
29. 99 
30.00 
30.  03 
29.  9R 
30.01 

30.00 


mu 


7H.  ti 


76.2 
75.8 
78.4 

ERSI 

76  .5 


2.  (*H6.  52 


S7 

i 

4.1 


4.21 
3.  .'■.S 
21 


''ft 

9fi 

as 

9.') 
96 
91 

90 

9fi 


vm 


3.30 


1.  1 
l.lfi 

1    18 

2.  70 
4.7fi 
0.51 
0.  Ii2 

05 

4.76 


7.3 


inv, 


sw. 


Mpaii 

rplativp 

liiiiiiiility. 


!^ 


69  '  69 
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CLLMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


June,  1923. 


Climatologrical  Data  for  June,  1923. 


Stations. 


Counties 


Knulein  Porllon. 

Allendale  

Blackville 

CharlHStoii 

(Jlieraw 


Conway 

Darlington  ... 

Hlllingliani 

Ferguson 

Kloreiice  1.... 


Florence  2... 

Garnett 

Georgetown  . 
Kingstreo..  . 
Meggett 


Orangeburg  1 
Orangeburg  2. 
Paris  Island.  . 
Pinopolis"  .. 
liiniiiii 


St.  George . . . 
Society  Hill  . 
Snninierville 
Wedgefield  . . 
Veniassee 


DivJsion  means  and 


W'eitlein  rorlioii. 


Aiken  

Aiiderson 

Blairs 

Calhoun  Falls. 
Camden 


Catawba 

Cliappells 

Chester 

Clenisoii  College 
Columbia  ...... 

Due  West 
KdgeHeld  ..   ..   " 
Gaston  Shoals  U. 

Greenville 

Greenwood 


Heath  Springs 

Kershaw ' 

Landruni ']] 

I-aureus '   ' 

I'ilKMly '.'.... 

lMl\e  Mountain 

Neivhoriy 

Pel/.er....    

""I'K'a  ....'.'.'.]'.".'.'.'" 
Saiituck '. \[ 

•SpartiiMliurg.. 
I'lenton  .  . 
W-.illialla  ...'.'.'.['.'.'.'.'." 
Winnsboro.. 
WInthrop  College  if!.'. 

I>ivision  means  and 

Section  means  and 


Allendale... 
Barnwell.... 
Charleston  . 
Chestertield 


Horry 

Darlington  .. 

Florence  

Orangeburg  . 
Florence  . .. . 


....do 

Hampton 

Georirctown  .. 
Williainsbiirg 
Charleston 


Orangeburg . 

do 

lii'iiufort  

Berkeley  .... 
.Sumter 


Dorchester  . . 
Darlinglou  .. 
Dorchester.. . 

Sumter 

Hampton  ... 


•xtremes 


Aiken  

Aniler.'^on 
I'airlield. . 
Abbeville. 
Kershaw.. 

York  ...... 

Newberry  , 
Chester.  .. 

Oconee 

Itichland  ., 


Abbeville  .. 
lidg.'tield... 
Cherokee  .. . 
Greenville  .. 
(ireenwood. 


F.ancaster 

Kershaw 

Spartanburg . 

Iiaurens 

Pickens 


Newberry . 
Newberry  . 
Anderson.. 

Snluda 

Union 


Spartanburg 
Kdcrelield  .... 

Oconee 

Fairlield  .  . . . 
York 


extremes  . 
extremes . 


186 

'i9rt 

•18 

144 

25 
175 
106 

63 
136 

136 
82 
12 
54 
19 

264 

264 

13 

54 

97 

109 
192 

75 
249 

24 


Temperature,  in  degi-ees  Fahr. 


as: 
C 


527 
764 
293 

508 
222 

562 
40? 
487 
850 
351 

711 

686' 
1039 
671 

568 
500 
1063 
589 


900     23 


711 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


77.8 
78.  6 
79.1 

77.1 
77.6 

'77.'2 

78.6 


<'78.2 
78.2 
77.9 
79.4 

77.6 


77.1 
77.6 
.77.4 
77.8 
76.7 

77.8 


77.8 
76.1 


76.4 
79.3 


77.3 

74.7 
77.8 

76.2 


-1.4 
-0.3 
+  1.9 

+0.3 

+0.8 

+6.'2 
+0.2 


-0.2 
-0.1 


dj 

o 

i 

7.5.8 
74.8 

76.4 
77.4 

7=1.6 
75.  6 
76.0 

76.4 

78.8 


77.0 

77.6 
76.5 
74.4 
'77.8 
77.2 

76.6 

77.1 


-1.4 

+  0.7 
+0.1 
+0.6 
-2  2 

+0.1 


+0.2 
+0.5 


-0.6 
-0.4 


+  1.4 
-1.8 


0.0 


-0.3 


-1.4 
+0.6 


+0.3 

+  1.6 
-1.7 
-0.3 
+  1.1 
+  1.1 

-0.1 


95 
93 
100 

96 
96 

'95' 
98 


96 
100 
94 
97 
93 


til 
28 
27 

28 
27 

•27 

27 


28 


96 
94 

95 
97 
95 
93 
94 

95 
101 


98 

98 
94 
99 
'97 
99 

101 

101 


bo 


2 
2 
10 

t  1 
10 

"is' 
10 


2 

10 

tio 

15 


2 
tlO 


2 
30 

"36' 
t2 


27 
28 

27 
27 
27 
f20 
f20 

27 

27 


27 
27 
27 
tl6 
27 

27 

27 


14 

t  3 


I'rec-ipitaii„n.  in  iuc'hes.     Nutiiberoldays 


2.  05 
3.58 
0.93 

1.47 
1.08 
1.03 
1.91 
3.74 

1.40 
5.  00 
2.10 
1.48 
2.73 

3.37 
2.92 
5.20 

2.' 36 

3.45 
1.35 
3.04 
1.92 
4.15 

2.51 


1.62 

2.  02 
2.54 
1.53 

3.  82 

1.09 
2.85 
1.85 
2.14 

5.27 

6.48 
1.16 
0.55 
1.73 
2.09 

2.  .50 
2.  21 
2.78 
.3.81 
2.35 

0.72 
2.46 
1.40 

i.44 

0.79 
1.53 
1.86 
1.48 
0.60 

2.16 

2.31 


1.  j- 
=  o 


c  — 


-3.  .59 
-1.81 
-4.  32 

-3.00 
-4.51 
-4.83 
-3.75 
-1.53 


-3.47 
-3.68 


-0.  20 


-1.72 
-3. 09 
-2.72 

-2.  97 
-1.84 

-2.95 


-3.12 
-1.73 
-1.93 
-3.10 
-0.86 

-.3.81 
-1.22 

-i.M 

+  1.09 


-1.76 
-3.26 
-2.47 

-2.  70 


-2.84 

-3  .54 
-1.76 
-2.  85 

-2."62 

-3.89 
-3.08 
-3.  43 
-2.  91 
-4.54 

-2.45 

-2.52 


0.70 
1.  16 
0.  86 

0.65 
0.  42 
0.60 
0.35 
1.54 

0.57 
1.85 
0.80 
0.  33 
0.86 

0.96 
0.73 
2.50 

6."  05' 

1.00 
0.  ,58 
1.27 
0.47 
0.79 

2.50 


0.,59 
0.  5.', 
1.22 
0.39 
1.33 

0.70 
1.03 
1.24 
0.  ,50 
2.70 

4.26 
0.40 
0.24 
0.  ,54 
0.  63 

1.27 
1.22 
0.86 
1.78 
1.10 

0.27 
0.80 
0.32 

6.' 82 

0.30 
0.  ,55 
O.,50 
0.93 
0.60 

4.26 


22 

14      11 

14  9 

15  13 

27  I     0 
12  '     3 


11  13 
9  17 
9       5 


9 

6      w. 


Tlie  departures  from  the  normal  temperature  and  precipitation  are  computed 
netermiiuug  section  or  d-'-"-- "  '  

t  Also  on  other  dales, 
puted  from  observed  read 

'T    Precipitation  is  less 


Observers. 


John  Black,  Jr. 
ilrs.  1).  B.  .Sanders. 
11.  S.  Weather  Bureau. 
Itoland  D.  Powu. 

Paul  Quiiitlebanin. 

D.  C.  McCall. 
Win.  B.  Gillespie, 
Henry  C.  Savage. 
H.  K.dilbert. 

Pee  Dee  ICxperiment  Sta. 
Mailer  B.  Kobert. 
A.  P.  Hazard. 
W.  H.  Matthews. 

E.  L.  Joyner. 

I'.S.  Fisheries  Station 
State  A.  ami  M.  College. 
n.  S.  Marine  Corps. 
Miss  K.  P.  Itavenel. 
Boykin  K.  Cantey. 

R.  L.  Utsey. 

E.D.  Fields.  Jr. 

K.  P.  I.awton. 

W  Hampton  Kamsey. 

\V.  C.  Ilulson. 


Frank  B.  Mc('i>y. 
II.  II.  Itiisscll. 
Esther  B.  Owens. 
1..  M.  Parker. 
Henry  A.  Brown. 

lames  C.  Faris. 
George  V.  Clamp. 
J.  C.  Corn  well. 
Prof.  F.  II.  11.  Calhoun. 
U   S.  Weather  Bureau. 

U.  S.  W.  B.  Aerolngical  Sta. 
J.  A.  'i'ownseiid. 
S.  (;.  T.t.,  I'ower  .»  Ky.  <^o. 
n.  S.  Weather  Bniean. 
M.  M.  Calhoun. 

J.  Marvin  Bowers. 
John  W.  Hamel. 
U.  Hartwell  Wilds.  D.D  H. 
Perry  A.  Simiison. 
John  T.  Bogg.s-. 

J.M.Sease,  M.  !>. 
Sue  Ella  Peterson. 
Joshua  Y.  .lones. 
H.  A. Riser. 
K.W.Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  .Johnson. 
W.  T.  Clawson. 


^iosi^sigis6» 


June,  1923. 
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Daily  Precipitation  for  June,   1923. 


i^tations 


Praiiiage- 


Kay  of  month. 


Eii.oletii  Portion. 

Allendale  nil 

BliickvillHllll 

Clmrloston  *•* 

Chcraw  ill! 

Conway  ||il 

naiiiiiKtonllll 

Kllinsrliam  |||| 

Pei-Rusoii   III! 

Florence  I  III! 

Florence  2  nil 

(lariH'lt 


Savannah  

ICdisto 

(.'oast 

Pee  Dee,... 
Waccaniaw 

IVe  Dee. ... 
Lynehe.s  . .. 

Santee 

I'ee  Dee 

....do 

Savannah . 


(I'eorfrctown 

.    ('oast... 

Kinerstreellll 

.    Itlack... 

Meggett 

.    Coast . . . 

Oiangehiirg-  1 

.    ICdisto.. 

Oranjri>ljiir?2 

<1o... 

Paris  Islanil 

.    Coast  . . . 

I'innVolls  

Cooper  . 

Kimini  ||||.... 

Santee. . 

St.  (Jeorge 

Kdisto  . . . 

Society  Mill  l|l| 

Pee  Dee 

Sunniierville 

.\shley 

VVedgelield  .... 

Wateree  . 

^•''■'as.-ec|||| 

Ashepoo. 

U'eslrni    I'lirlidii. 

Aiken 

IClisto... 

Amlerson 

Savannah 

Blairsllll 

Hroad  . . . 

rialhonn  Kall.s  |||| 

Savannah 

.-ainclen  |||| 

Wateree 

3a(awl.a|||| 

Catawba 

•liapnelLsllll 

Jhestc-r 

;leiii-ioii(:<,||,.^re..'"" 
Jolumbia*** 

Broad 

Savannah 
('(Migaree  . 

)ue  West*** 

Savannah 

^'Itrelielil  nil  .... 

Savannah 

astonSh,)al,«|||| 

Broad 

roenville     ♦♦•... 

Salnila  . 

rPen\voo<i  |||| 

do.... 

eath  Springs 

Wat(Mee  . . 

'■r.-^haw  .III 

Lynches  .. 

anilriiMi 

llroad 

anrens  ||||. 

iherty '.'.'.'.'.'.'.'.'. 

Salnda.... 
Savannah 

Itlle  .Monntain 

Salnda 

ewliel  ry  . . 

Salnda 

I'Izerllll 

....do  .. 

ihiila 

....do... 

mdick 

IJroad 

larlanhnr^  |||| 

...do 

renton 

Kdisto  . 

allialla 

"avannah  . 

Itroad 

intliropCollego 

Oatawha  . . 

.20 


T. 


.21 


1.80 


,13 
10  .... 


.22 
1.00 


.  65  , 


.l.S 


.Oft 


.4i 


.2'^ 


.'25 


.80 


.18, 

.n 

.0:? 
T. 

'i'. 


.25 


.70 
l.IC 
T 


16      |- 


19     20 


24 


.33    .15 

.18 

86 
32 

2.50 


■!2 

.801  .30 
.25  .. 
. .      .'25 
.10    .20 
.06    .03 


,05 


2. 26 
T 

'.'6s 


T 
1.33 


.02 


07 
1.22 


.42 


.34.. 


.42 

57 

1.30 


.40    T. 


T. 


•20   .30 


.32 


.0.5    .27 
.19i, 
....     .04 

'.'03! 


T.  I  ..55 
.11!  -50 


.21 
12   .09 


T. 


.08 


1.54 
23 


15 

.30    .02 
.11 


27      2»      29      30      31 


.43 


T. 


,05 


.59|.. 
.■251 

17 

.04|  .30 

.65 

.13 

.51 
.12!  .16 
.25 


.03 


...  1.27 

!''  '.'ii 
.08;  .55 

.02,  T. 


.03 


.18  ... 
T. 


,12   T. 


.40 


.05 


.03|  .  10   .09 


.14 


,07 


ni i'o,,.'^-  °f  'm''"'"''^  indicated,  ohservatioii 
oh^Pivalion.  nil  Precipitation  measured  in  t 
24  lionr  penoi).  midnight  to  midnight 


.06 


.11 
.06 
1.10 


1.27 


T. 


.09 


.10 


.30 


.06 


.49 


.21 


.02 


.20 
.  12  . . 

...  38 
.17    .66 


.20 


.04 


,05 


I.  01 


.48 


.02 


1.78 
.06 


.31 
T. 

.18 

.71 
.81 

1.21 
.11 

2.70 

4.76 
.15 


,82 


.60 


.15 


.47 

.55 
1.'22 
.04 
.22 


1.0; 


.03 


.55 


.15 


.20 


,39 


.38 


2.05 
3.58 
0.93 
1.47 

1.08 
1.03 
1.91 
3.74 
1.40 
5.00 

2.10 
1.48 
2.73 
3  37 
2. 92 
5.20 


2.36 
3.  45 
1.35 
3.04 
1.92 
4.15 


1.62 
•2.02 
2.54 
1..53 
3.82 

l.r9 
2.  85 
1.85 
2.14 

5. '27 

6.48 
1.16 
0.55 
1.73 
2.09 

2.50 
2.21 
2.78 
3.81 
2.35 

0.72 
2.46 
1.40 

'i.'44 

0.79 
1.53 
1.86 

1.48 
0.60 


iri;;^m^.t:i?;":'i^nZi^:?  t'l;^;  v;.c!:rd,^ri7» 

Precipitation  in..,nded  in  the  next  foUowin.  m^^^^il:^.  'S^^;,,^  ^ij^^^t^:^^^^  ^'^^.^^^^^^l^  ^^.I'TnV; 


T( 

Mnperat 

ire. 

Precipitation. 

\  verage  ii  n  m  b  e  r  of 
days. 

ill 

^'ear. 

Temperature. 

Precipitation. 

Average  iinni 
days. 

her  of 

C  4) 

\e«r. 

5 

a.' 

c 

1 

a; 

> 
< 

C  '■-  0 

^'Cc  0 

c; 

5 

5 

c 

ca 

0 
.to 

9 

0 
0 

e 

< 

0 

ce  ° 

CL,  0 

•a 
3 
0 

0. 

87 

77.9 

78.1 

74.4 

80.9 

79.3 

75.1 

76.5 

77.0 

78.2 

77.9 

79.2 

79.7 

79.4 

76.2 

76.7 

78.5 

74.2 

77.0 

78.9 

78.4 

107 

102 

99 

103 

99' 

96 
105 
105 
102 
103 
105 
105 
97 
102 
105 
96 
102 
101 
102 

44 
51 

39 
5B 

53' 

53 
41 

50 
52 
49 
55 
48 
52 
48 
52 
42 
48 
43 
52  1 

3.53 

2.73 

5.10 

2.41 

3.20 

5.25 

7.64 

3.91 

.3.04 

5.42 

5.44 

4.15 

3.89 

7.94 

6.  ,55 

4.48 

8.09 

4.06 

1.92 

8.88 

8 
7 
10 
8 

\2 

8 

8 

12 

12 

8 

8 

14 

12 

9 

14 

8 

6 

12 

io' 

13 
13 
11 
10 
17 
14 
4 
9 
15 
11 
18 
6 
13 

ii' 

12 

13 

12 

13 
10 
10 
15 
12 
10 
10 

14 

8  1 

9' 

5 
4 

7 

3 
6 

11 
9 
5 
9 
5 

10 
9 

s\v. 
se. 
sw. 

sw. 

se. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

e. 

sw. 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916.... 

75.8 
76.6 
79.2 
75.5 
80.9 
75.5 
76.  2 
81.1 
76.0 
76.4 
76.9 
77.0 
76.4 
77.4 
79.2 
7.8.2 
77.1 

77.5 

99 

100 
105 
98 
106 
101 
105 
108 
103 
100 
102 
106 
101 
105 
103 
101 
101 

108 

50 
48 
58 
46 
54 
48 
40 
50 
49 
48 
43 
50 
46 
52 
50 
52 
49 

39 

5.92 

4.90 

6.87 

7.78 

3.42 

5.68 

5.53 

3.80 

4.26 

6.12 

4.49 

3.44 

5.97 

3.41 

2.  81 

5.48 

2.31 

4.83 

10 

9 

12 

13 

8 

9 

12 

8 

9 

11 

8 

7 

10 

6 

6 

11 

8 

^ 

12 
13 
10 
10 
14 
13 
15 
14 
14 
,     12 
16 
15 
11 
19 
15 
14 
16 

13 

13 
13 
14 
11 
12 
7 
9 
12 
10 
11 
10 
9 
9 
7 
11 
11 
9 

11 

5 
4 
6 
9 
4 
10 
6 
4 
6 

4 
6 
10 
4 
4 
5 
5 

6 

US 

H9 

«0 

)1 

92 ■■ 

93 

W 

K 

K 

r, 

sw. 

ne. 

sw. 

sw. 

sw 

sw. 

sw 

sw. 

s. 

N..     

1917 

sw. 

» 

0... 

1918 

1919 

sw. 
ne. 

I....       '" 

f2, 

i- ■.'.'.'."" 

19-20 

1921 

19'22 

e. 

s. 
sw. 

4 

5 

fi '■■ 

1923 

Period 

w 
w. 

sw. 

•••'•■'>■ '  "'.'»'■»>■ 
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Daily  Temperatures  foi  June,   1923. 


K<i'*lfi'it  i*'*>'fi<' 


All«n(1ale$\\ 

Hlackville 

Charleston 

(MieiawS^S^  

(;oinvay 

DarliiigtDiiM 


Fwrffnson  S^'J 

violence  1   

Garnett 

(ieoruflowii  ...... 

Kiiiifslii'e 

Meggett 


)  Maximiiin  ... 

I  Miiiimuin 

)  Maximum  ... 
I  Minimum  — 
)  Maximum  .. 
(  Minimum... 
S  Maximum  .. 
(  Minimum... 
)  Maximum  .. 
'  Minimum... 
1  Maximum  . . 

•  )  Miniiinnii... 

\  Maximum  .. 

'  j  .Minin\um... 

\  Maxinunn  .. 

•  I  Mininnnn... 
)  Maximum  .. 

■  (  Mininnnn... 
S  Maximum  .. 

•  (  Mininnnn. ., 
\  Maxinunn  . 

'  )  .Mininnnn.. 
)  Maxinunn  . 

•  i  Minimum.. 


Oiangfljurg  1 

Paris  IslanilS^S'* 

St.  George 

Society  Hill  S\S^ 

Snnnnerv'illH 

Wedgefield 

Yemnssee 


\  Maxinunn  . 
I  Mininnnn. . 
)  Miixinnim  . 
(  Miuinnim.. 
)  .Maximum  . 
(  Minimum. . 
)  .Maxinunn  . 
I  .Mininnnn. . 
)  .Maxinunn  . 

■  (  Mininnnn.. 
s  Maxinunn  . 

■  (  Miniuunn.. 
\  Maxinunn  . 

'  )  .Minimum. . 


U'eKleii,  l;,itU>ii 


AikBU  

Anderson 

Callionn  FallsM 

CamiienS^S^ 

Chester 


(Memsnn  ('(illeue 

Columbia 

Due  West 

Greenville 

Greenwood   


Ileath  Springs  ... 

Kersliaw 

Lamlrum 

Laurens'Js^ 

Liberty 

I.ittit  Mountain  . . 

Newberry 

Salnila 

Santuek  

SpartanbargF 


Trenton 

Walhalla 

WinnsboroS^'J 

Wiiitlirop  College  . 


J  Maxinunn  . . 
I  .Mininnnn. . . 
i  Maxinunn  . . 
(  Miuinunu. .. 
)  Maximum  . . 
(  Miuinunu. .. 
)  Maxiunnr  . . 
(  Mininnnn.. . 
\  Maxinunn  . . 
I  Mininnnn. .. 

\  Maxinunn  .. 

I  Minimum. . . 

\  iMaxinnnn  . . 
'  (  Mininnnn. . . 

\  Maxinunn  . . 
'  \  Mininnnn. . . 

\  Maxinuim  . . 

■  /  Mininujm. . 
\  Maxinunn  . 

'  '  Mininnnn. . 

)  Maximum  . 

•  *  Mininnnn. . 
S  Maxinunn  . 

•  I  Miuinnim. . 
\  Maxinunn  . 

•  I  Mininnnn. . 
S  Maxinunn  . 

■  /  .Minimum. . 
\  Maxinunn  . 

■  •  )  Mininnnn. . 

\  Maximum  . 

•  •  )  Miuinnim. . 

S  Maximuiii  . 

• .  '  Minim\nn. . 

\  Maximum  . 

•  •  '  Minimum. . 

I  Maximum  . 

-■  '  Minimum  . 

)  Mnximum  , 

•  •  (  Minimum. 


\  Maximnm  . 
)  Minimnin. . 
(  Maximnm  . 
)  Mininnim. , 
S  Maximnm  . 
'  )  Minimum. , 
S  Maximnm  . 
I  Minimum. , 


79 
601 
76 

«4' 
58: 
79| 
57 
80 
59 

791 
Hll 
»2 
60 
H3 
68 
S'2 
64 
81 1 
59, 


81 
57 
77! 
65{ 
89 
50 

n' 

571 
86 
58^ 

8^' 
57l 
86' 
60 
86' 
59 
85 
55 
86 
,59 
80 

'■'! 

83 

571 
811 
62 
79 
5-1 
87 
59 
8-1 
58i 
85| 
.59 
84 
58, 


61t 

^0| 
9:1; 

5»i 
85| 
58i 
89' 

561 

80 
69 1 
90! 
59; 
89, 
601 
90, 
70l 
86j 
66l 

8;ii 

7.| 

? 

84; 
68l 
HOi 
60; 
91j 
571 
86 
64 
89| 
59 
85 
64! 


Ki\  84  85 
7ll  67  70 
8:!'  89  87 
67'  68!  ■'0 
8 


81  89; 
66!  68 
88!  S9l  •"' 


69 


10   II   12   l:i   H   '-^ 


18  I  19  20 

I    I 


2:!  I  21 


74 
96 

72  59 

94I  91 

7l|  65 

93  84 

71 1  62 


651 
901 

55l  68 


95  90 

74!  62 

85  91 

75  74 

90  h9 

66  71 

89|  90 
1 


71 

85;  85|  85; 
68'  681  691  72 

82l  841  83!  86 


71   TS 


70 


88!  89 
72 


84' 
60, 
80; 
61 

86 

57 1 
89, 
59| 
85; 
60, 

82! 
57 
81 
61 
81 
60 
81 
60 
If 
60 


87! 
63 
83 
62 
891 
63i 
91 
.59 
88 
60, 

! 

841 
59, 
89! 
62 
85, 
611 
84; 
64l 

7s; 

62i 


85 
65 
83 
67 
88 
66 
94 
70 
81; 
07 

83 
64 
85 
6' 
83 
6(1 
82 
68 
82 
66 


95 

70 
96 1 

91 


91 

71 

94 

72|  71 

93  98 

71 

85 

70 

90 

71 

85 

70 


87 
69 
84 
69 
89 
65 
91 
741 
85 
60  69 


84 
60 

86 

59! 

831  84 

60 

82 

56 

85 

59 

82 
60 
85 
60 


80  84   87 
64   68  59 

79]  83 


85  86' 
58  65 
90  86 
58!  66 

86 

57;  .58 

851  85 

58  63 

86  86 
62  61 


91 
59 
91 
67 
93 
70 
8ti 
67 
90 
66 
85 
75 

92 
66 
88 
68 
91 
67 
92 
67 
86 
64 
91 
59i  6 
86  92 
61  65 


8 
72 

90 
71 

89 
72 
90 
70 
95 
70 
89 
72 
91 
76 


b9i 
62i 
85 
71 
88 
68 
86 
68 
86 
68 

83 
09 

891 
68  i 
81 
67 
88 
70 
86 
69 
85 
70 

84 


89 
69l 
82 
68 
83 
60 
83 
63 
80 
61 

82 
65 
81 
63 
85 
67 
85 
64 
83 
69 
83 
69 


88   89 
56!  61 


92  91 
71   69 


69  69 
90  94 


89;  84 
64 
91 


83 
70 
85 
70 
82 
67 
82 
69 
81 
69|  61 


661  62 
89  01 


88 
62 
93 

72 
90 

70 

89 

66l  69 

82I  85 


82   86 


84  S3 

68  67 

89  90 

65  69 


84 

58 

85 

6 

85 

65 

86 

89 
69  63 


68  58 


86  92 


87  89 
65  6' 
87   89 


85 


81  81 

651  68 

85!  85 

.56i  63!  •■'■'^ 

89!  85!  8- 

601  62, 

87  89 


61 


6' 
8- 
63,  69 


85 
63 
85 
63 
8» 
61 
90 
60 
87 
60 

85 
60 

8(; 

62 

8' 

63 

S3 

63 

81 

60 

84 
5 

8 

56 

«5 

5>< 

8 

59 

83 

58 

86 
61 
90 
60 


82 
64 

881  86 
68  66 


93   94 

65'  63 

86 

70 

91 

66 

8' 

60 

90 

67 


90  94 

641  65 
82  84 


89  90 


83 
67 
90 
69 
87 
70 
81 
68 
84 
69 

88 
68 
90 
68 
82 
69 
88l 
64! 
85 
71 

88 
66 

88 
68 


68 
86 

58 1 

881 

66 

65| 

91 

851 

64 

m1 

94 

86 

70 

63 

91 

88 

71 

57 

83 
69 
82 
64 
86 
63 
86 
70 
86 
65 

83 
6II 
85 
68 
83 
65 
81 
63 
83 
65 

83 
65 
87 
67 
83 
59 
84 
63 
86 
65 


85 
69 
81 
61 
86 
60 
85 
62 
83 
59 

81 
59 
84 
62 
83 
61 
84 
59 
82 
60 

79 

58 
83 
.58 
85 
58 
80 
62 
83 
58 


94 
62 
88 
62 
91 
61 

90 
60 
91 
64 
90 
63 
90 
60 
90 
60 
83 
70 

89 
60 

88 
67 


88]  89 

65|  65 

93  941 

65  64 


90 
63 
92 
67 
92 
68 
90 
64 
91 
65 
85 
74 


90  90 


88  85 

70  69 

84  8 

66  63 


88   84 
09 


87 
58 
88 
60 
88 
63 
87 
62 
79 
62 

85 
62 
87 
57 
89 
74 
86 
60 
89 
59 

8' 
6? 
86 
66 


9-2 

68! 
891 
69 
91 
62 
95 
68 
92 
67 

901 
60! 
91 
69 
91 
68 
91 
68 
85 
67 

89 

68 
90 
6' 
92 
64 
89 
62 
93 
69 


93 
71 
83 
73 
92 
69 
81 
70 
88 
69 

85 
69; 
88! 
71 
89 
70 
88 
70 
81 
70 
83' 
75j 

91 

i 

70 
92 
70 
91! 
69! 
85 
71 
92 
72 
89 
67 


»9:  85 

73  09 

871  89 

781  77 

98'  94 
72' 
89 
72! 

94  90 

72  71 


88 


89  90!  91 

78  701  70 

91  93I  95 

74  73 


71 

89,  86 
71   70 


92' 

911 

94 

70 

72 

72 

93 

93 

90 

71 

'2| 

70 

82 

88' 

90 

76 

79! 

78 

901  89 


89  90 
60  61 


721  70 

88^  90 

75:  70 

88;  87 

71  70 

91;  9 

70!  72 

891  **' 

71  73 


68  70 


70 
91 
76 
99 
72 
93 
73 
93 
71 

91 
71 
94 
72 
90 
71 
91 
70 
92 

7! 

92 

75 

92 
71 
91 
72 
90 
71 
93 
69 
91 
71 
92 
71 


95 

70 

98 

71 

93 

72;. 

921 

78 

98! 

711 

93' 

75J 

95 
7ll 
94i 
70] 

i 

1(01  98: 

701  71 
90  94! 


96 
70 
94 
70 
94 
76 

92 
70 
96 
72 
92 
71 


89  87 


87  84 

1   70!  69 

89  88|  89 

761  69l  (-8 

89l  891  92 

a 
93 


64  671 

93!  93  94 

71   72  71 

91   95  94 

69I  63  70 


91 

67 
91 
65 
90 
66 
84 
6 

89 
62 
91 
61 
91 
60 
91 
66 
92 
64 

90 
65 
90 
64 


9l|  93  911 

64I  65  63! 

92  ^i\  SSl 

69'  70! 


73 


91   94   911 

66;  ••9  68| 
91 1  93!  90 

"'! 

91 
64 


67,  62 
89  8« 
67   0- 


92  9-1 


66  66 


96  93 

65  66 

97  94 

66  69 


88  91 
70  '" 


71 
91 
70 

85 

6' 

85 

71 

89 

68 

H, 

69 

85 

68 

87 
70 
9( 
70 
87 
68 
89 
69 
89 
70 


70  71 


82  86' 
72! 

70! 


90... 

69  . . , 

86  . . , 
67l.. 
91'.. 
64'.. 
83' 
60!.. 
86' . . 
62  .. 

87  .. 
65  . 
89!.. 
631 . . 
87!.. 
OOL. 
87  .. 
63! . . 
87!., 
62  .. 
88'.. 
73  . 

I 

85'. 

61 !. 

87i. 

631 . 

871. 

63i. 

88  . 
(21  64' . 
86]  88  . 


93 
71 

89'  84 
(9 


89 
66 
86 
70 
85 
70 
86 
70 
87 
Oi  69 


871  87,. 
70!  63  . 

85  . 

57 


96  90 

66!  06 

95;  91 

71  71 

94I  ■^f' 

(9  09 

90!  85 

67  6^ 


95  93 


97  94 

701  71 

95  87 

68  66 

93  86 

71!  68 

94!  86 

70  67 


91  91 

70  70 

94  96 

68  68 


89  89 
70  69 


86  95|  88 

68  69  70 

94  101  94 

73  71  69 


69  68 


86' 
68l 

78l 
64 
8II 

611 
84 

69; 

821 

:;i 

<2 

82, 
70j 

78! 
65! 

76| 
641 
85 
64 

88 
69 
86! 

70; 

761 
64 
77| 
651 
801 
64 


84 

07,.. 
78.. 
59! . . 

83  .. 
56  . . 
90! . . 
62! . , 
791  , 
fO. 

1 
78'. 
54  . 

84  . 
63  . 
79  . 
59  . 

57  '. 

78  . 

58 

8.H|. 
60j. 
86!. 
6O1. 

79  , 
52i, 


94  89 
691  69 
99  88 
62 
91 
69  69 
99  91 
69 


58  . 
801. 

401. 

79. 
69 
84 
74 


Reference  letters 
^*  Instruments  are 


^r;r=s^:r;=::;:=irrs^;:;":rt:=rr:s 


missing,  ete. 

it  almost  always  ooenrs. 


89.0 
66.5 

84.8 
72.4 
9-2.2 
66.0 
87.8 
66.4 
88.  9 

66.  2 

87.8 
66.7 
90.1 

67.  2 
^88.0 
<-67.7 

i-9.7 
66.8 
89.1 
66.  7 
85.  S 
73.4 

88.2 
66.9 
88.4 
68.7 
87.7 
66.5 
90.3 
64.9 
88.1 
66.6 
88.7 
66.9 
87.4 
66.0 


87.8 
67.9 
85.6 
P^.fi 
89.2 
63.5 

90.  S 

68.4 

88.9 
(5.7 

86.1 
63.3 

87.fi 
67.9 
86.2 
66.3 
8.5.5 
66.0 
84.1 
65.  6 

96.9 

65.  7 

89.2 

65.7 

80.9 

04.4 

86.4 

04.9. 

87.2 

04.8 


(J/S^C^ 
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GENERAL  SUMMARY. 

Althougli  sliowers  were  iuinierou.«,  precipitation  Mas  much 
l)eIo\v  tlie  seasonal  average,  and  temperatures  ranged  8ome\\  liat 
Ix'low  normal. 

Cotton,  though  hackward  and  in  all  stages  of  development, 
improved  in  condition  and  color,  hut  there  was  some  shedding 
due  to' wet  weather  toward  the  close  of  the  month;  the  crop 
hloonied  and  fruited  freely,  and  the  relatively  dry  weather  was 
generally  favoraiile  for  checking  weevil  ravages,  with  no  serious 
damage  thus  far.  Early  corn  suffered  materially  from  lack  of 
rain  in  the  central  and  northern  counties,  and  was  maturing  in 
poor  to  fair  condition  only.  Most  crops  were  in  need  of  rain 
during  the  middle  weeks,  hut  responded  vigorously  to  later 
rains.  The  curing  of  a  good  to  excellent  tohacco  crop  con- 
tinued. Watermelons,  muskmelnns,  cantaloupes,  and  apples 
were  plentiful  at  the  end  of  the  month,  and  all  crops  were  in 
good  growing  condition  generally. 


PRESSURE. 

The  mean  sea-le-vel  pressure,  determined  from  rejjorts  of  9 
regular  W'calher  IJureau  stations  in  and  surrounding  the  flec- 
tion, was  .^0.02  inches.  The  highest  pressure  was  80.32  inches 
at  Charlotte,  N.  C,  on  the  2d,  and  at  Asheville,  N.  C,  on  the 
3d,  and  in  the  Section  proper,  .30  31  inches  at  Due  West  on 
the  3d;  the  lowest  pressure  was  29. G4  inches  at  Colund)ia  on 
the  25th.  '  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  79.0°,  or  0.8°  below  normal.  The 
highest  temperature  was  104°  at  Society  Hill  on  the  5th.  Tem- 
peratures were  near  or  ahove  normal  from  the  4th  to  the  8lh, 
12ih  to  17th,  and  20th  to  31st.  The  lowest  temperature  was 
57°  at  Santuck  on  the  1st,  at  Ferguson  on  the  19th,  and  nt  Tan- 
drum  on  the  20th.  The  cool  periods  were  from  the  1st  to  the 
3d,  on  the  9th  and  10th,  and  from  the  17th  to  the  19th,  in- 
clusive. 

HUMIDITY. 
The  mean  relative  humidity,  deterinined  from  reports  fif  9 
regular  Weather  Bureau  stations  in  and  stirronnding  the  Sec- 
tion, v.-ns  as  follows:  8  a.m. .82%:  noon,  58%  ;  8  p.m.,  72%. 
The  tiighest  percentages  occurred  in  the  coast  counties,  and  the 
lowest,  over  the  north-central  interior. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
4.50  inches,  or  1.44  inches  lielow  normnl.  Rainfall  occurred 
in  some  part  of  the  State  practically  every  day.     Precipitation 


was  very  unevenly  distributed  in  area  and  amounts,  with  6  to 
over  8  inches  in  extensive  sections  of  the  coastal  plain  and  the 
lower  Savanna!)  drainage  basin  and  in  a  small  area  of  the  upper 
Piedmont;  in  the  major  portion  of  the  central  and  northern 
counties  the  ineasurements  ranged  downward  from  5  inches  to 
less  than  2  inches.  The  greatest  local  monthly  amount  was 
8.88  inches  at  Georgetown  ;  least  local  monthly  amount,  1.15 
inches  at  Calhoun  Falls.  Tlie  greatest  amount  during  any  24 
hours  was  4.80  inches  at  Pelzer  on  the  1st  and  2d.  The  aver- 
age number  of  rainy  days  was  17%  below  normal. 

A  severe  hailstorm  caused  considerable  damage  to  crops  in 
the  vieinitv  of  Walhalla  on  the  22-23d. 


WIND. 

Tlie  prevailing  wind  was  from  the  southwest.  'J'he  average 
hourly  velocity,  determined  from  9  anemoji'eter  records,  was 
6.8  miles.  The  highest  average  was  10.0  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  9.8  miles  per 
hour  at  Charleston;  the  lowest  average  was  3.7  miles  per  hour 
at  Charlotte.  N.  C,  and  in  the  Section  proper,  6.2  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minnte  period 
was  44  miles  per  hour  from  the  northwest  at  Savannah,  Ga., 
on  the  ''^th,  and  in  the  Section  proper,  42  miles  per  hour  from 
the  southwest  at  Coluniliia  on  the  25th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^^  274.4  hours,  or  62%  of  the^  possil>le 
amomit.  The  average  niunber  of  clear  days  was  15;  partly 
cloudy.  8.  and  cloudy.  8,  as  against  normals  of  12,  12,  and  / 
days,  respectively. 

RIVER  CONDITIONS. 

Excepting  fair  rises  in  the  northwestern  streams  during 
the  first  few  days,  the  rivers  of  the  Section  were  uniformly  low 
throughout  the  month. 

MISCELLANEOUS   PHENOMENA  (dates). 

irnhs—Lnnnr:    Due  West.  22.  28.     Snlnr:    Charleston,  17; , 
Due  West,  1.  8.  19:  Greenville,  19. 
7/^r„7— Walhalla,  22. 
Fog,  r>ev^e.—Ci\]ho\m  Falls,  21;   Liberty,  15. 


ERRATA. 

Jt'NE,  1923.— Due  We.'t:   Pace  22.  greatest  precipitation  in  24  hours  should  read  4.fi7 
also  4.R7  in  same  column  in  western  portion  and  in  Section  means  and  extremes. 


MISCELLANEOUS  DATA  FOR  JULY,   1938. 
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stations 


Counties 


Kanleni  I'oilinu. 


Allendale  . 
Blttckville  . 
Charleston. 

Clieraw 

Conwiiy  . . . 


DailiiiBton  ... 

Kllini?liiini 

Kerprnson 

Florence  1 

Florence  2 


Oarnett 

(ieorsetown  . . 
KinK'itrpe..  .. 
Lynchburg . . . 
Meggett 


Orangelnirgl 
Orangebnrs'i. 
Paris  island. . 
Piuopolis  ••  . . 
Kiniini 


St.  George 

Society  liill  . . 
Siniiinerville  . 
Wedgetield  . . . 
Yeniassee 


Division  means  and 


U'CKtrni  I'lnlinti. 


Aiken  

Ander.son  

Ulairs  

(-'allionn  Falls 

Camden 


Catawba 

Cliappells 

Cliester 

Clemson  College  . 
Columbia 


Due  West 

Kdgelleld 

Gaston  Slionls  tt. 

Greenville 

(ireenwood 


Heath  Springs 

Kershaw 

Landnim 

Laurens 

Leesville 


Liberty 

Little  Mountain . 

New  ben  y 

Pelzer 

.'laluda 


Allendale... 

Uarnwell 

Charleston  . 
Chestertield 
Horry 


Darlington 

Florence  

Orangeburg 

Florence 

do 


Hampton 

Georgetown  .. 
Williamsburg 

Lee 

Charleston  . . . 


Orangeburg . . 

do 

Beaufort 

ISerkeley 

Sumter 


Dorchester  . 

Darlington 

Don'hester., 

Sumter 

Hampton  ., 


xtremes 


Santuck  

Spartanburg 

Trenton 

VValhalla 

Winnsboro 

Winthrop  (College  tt... 

Division  means  and 

Section  means  and 


Aiken  

Anderson  .. 
Fairfield.... 
Abbeville.. . 
ICershaw.. .. 

York  

Newberry  . . 

Chester 

Oconee 

liichland  ... 

Abbeville  .. 
Edgefield  ... 
(Jherokee  .. . 
(IreeuviUe .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg . 

I,aurens 

Lexington . . . 


riekens 

Newberry 
Newbeny  , 
Anderson. 
Saluda 


Union 

Spartanburg 

Edgefield 

Oconee 

Fairfield  .  ... 
York 


extremes  , 
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Temperature,  in  deg.ees  Fahr. 
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-0.1 
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96 

101) 
96 

HIS 

'  '91;' 
98 


100 
100 
103 


-1.1 


75 

249 

24 


527 
764 
293 
508 
222 

562 
402 
487 
SSO 
351 

711 

'680 
1039 
671 

568 
500 
1063 
589 


900     23 


711 

502 
850 
536 

512 
875 
620 
1061 
545 
C90 


79.7 
81.2 
79.3 
80.6 
79.0 

80.0 


79.4 

78.5 


78.8 
81.8 


78.8 
77.1 
79.8 


78.4 


77.2 
77.4 

78.4 
78.6 
77.4 
*77.3 


-1.1 

+  1.8 
-0.1 
-1.4 
-1.8 

-0.4 


-0.7 
-1.1 


+  1.8 


-0.6 
-1.3 


+  0.1 
-2.2 


77.8 
78.6 


78.8 
78.4 
78.7 
77.0 
79.4 
78.4 

78.5 

79.0 


-1.2 
-1.7 


-0.8 
-0.7 
-1.5 
0.0 
-0.2 
-0.7 

-0.8 

-0.8 


104 
97 
98 
97 


tl3 


tl3 
24 

"is 

15 


Precipitation,  in  inclies. 


■i     I 


98 
98 
98 
101 
99 
99 

101 

104 


tl9 
19 
19 
10 


19 
tl9 


11 

10 

til 


11 
■f3 


12 
12 
13 
12 
tl2 
12 


11 
t9 
19 
19 
11 


tl9 
19 
10 


1 
1 
1 

t  1 

1 

tlO 

tl 

t  1 


4.35 
7. 23 
4.01 
6.36 

5.  42 
5. 06 
3.53 
4.  32 
3.82 

6.19 

8.8S 
3.40 
4.78 


Number  of  days. 


—  =     c - 


-1.18 
-0.03 
—1.24 

—  U.  45 

-0.14 
-0.70 
-3.11 
-1.53 
-2.03 


+  1.44 
-3.12 


40 


3.70 
5.  42 
4.49 

'4.' 50 

8.10 
5.  09 
7. 03 
2.67 
5.41 

5.17 


6.  44 
3  91 
2.99 
1.  I.'i 
4.59 

3.34 
2.11 
5.47 
5.97 
2.37 

3.  l.T 

4.  5-1 
3. .11 
6.21 

2.85 

3.01 

5.  08 
3.11 
3.28 
1.69 

3  19 
3.18 
1.86 
7,66 
2.41 

4.94 
7.17 
5.29 
3.98 
5.15 
5.25 

4.03 

4.50 


-1.67 


1.15 
1.65 
1.06 
1.66 

1.43 

I .  67 
0.85 
1.11 

II.  83 

1.90 
1.  15 
0.92 
1.00 


1.28 
1.35 
1.35 


0  11 

0  11 

0  i  8 

0  i  10 

0  8 


+ 1 .  ,TO  1  3.  70 
-1.34  I  1.6n 
+  0.37      2.11 


-2.  35 
-1.47 


1.10 
1.10 


3.70 


+  1.60  1.96 
-1.13  i  2.10 
—2.  35  i  0.  <J5 
-4.37  0  55 
-0.64      1.38 


-.3.14 
—3.20 


+  0.70 
-.3.69 


-1.29 

-4".  64 
-2.  42 

-1.85 


-  2.  .57 
-1.70 
-3.29 
+  1.67 
-2.  68 

-0.17 
-1-2.  48 
+0.19 
-2.44 
+0.24 
-0.31 


1.45 
(>.  73 
1.65 
1.71 
0.50 

1.61 
2.  7.T 
1.80 
2.48 
I.4S 

1..32 
1.46 
1.63 
0.76 
0.41 

1.20 
0.80 
0.44 
4.80 
0.62 

1.92 
2.  .52 
l..'^5 
1.24 
1.24 
1.80 


-1.32     4.80 
-1.44      4.80 


12  10 
15  9 
6       9 


Observers. 


6 
6 
10  1  s. 

9  [  "W 

's     ne 
12      W. 


sw. 
sw. 
sw. 

s. 


John  niack,  Jr. 
Jlis.  D.  15.  Sanders. 
11.  S.  Weather  Bureau. 
Uolan<l  I).  Powe. 
Paul  Quail lebauni. 

D.  C.  McCall. 

W'm.  B.  (lillespie, 

Henry  <;.  Savage. 

11.  K.cilbeit. 

Pee  Dee  ICxneriment  Sla. 

Mailer  B.  Itobert. 
A.  P.  Ila/ard. 
W.  11.  Malthews. 
Coy  Ling. 
!•;.  L.  Joyner. 

r.S.  Fisheries  Stalion. 
Stiitc  A.  and  .\l.  College, 
r .  S.  Naval  Aerological  Sta. 
Miss  F.  P.  Kiivenel. 
Boykin  K.  Cuuley. 

R.  L.  Utsey. 

K.D.F^iclds.Jr. 

F..  P.  Lawtou. 

W  Hampton  I'amsey. 

W   *;.  Unison. 


Frank  B.  McCoy. 
II.  II.  Itnssell 
Esther  B.  Owens. 
I,.  M.  Parker. 
Henry  A.  Brown. 

.Iiiiiies  (!.  Faris. 
George  V.  Clamp. 
J.  C.  Cornwell. 
Prof.  F.  H.  11.  Ciilhoun. 
I)   S.Wealher  liiirean. 

U.  S.W  ]!.  Aerological  Sta. 
.1.  A.  'I'owns.iid. 
S.  C.  Lt.,  Power  ,«  Kv.  Co. 
V.  S.  Wiatber  liuiean. 
M.  Jl.  Calboun. 

J.  Marvin  Bowers. 

John  W.  Haniel. 

K.  Hartwpll  Wilds.  D.D.S. 

Perry  A.  Simpson. 

J.  N.  Todd. 

John  T.  Hoggs. 
J.  M.  Sea.ee.  M.D. 
Sue  Klla  Peterson, 
loshua  Y.  .lones. 
H.  A.  Riser. 

IC.  W..Ieter. 

F.  P.  Robinson. 

Jlrs.  S.  K.  Long. 

Il.W.lirandt. 

Rev.  Oliver  Johnson. 

W.T.  Clawson. 


re  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
appearing  in  the  table  indicate  numlier  of  days  missing;  for  example,  >>  represents  tv 
us  and  summaries.    •*  Temperature  data  are  from  observed  rea<liiigs  of  the  dry  bu 


tions  Hre  as  fi>llows: 


Temperature  data  are  from 
Of  Gaston  Shoals.  Blacksbnrg 


:)bperved  rea<liiigs  of  the  dry  bull 
if  Wiiilbrop  College,  lioik  Hill 


days  missing,  etc. 
;  means  are  com- 


July,  1923. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  July, 

1923. 

Drainage- 

ba^ins. 

Day  of  month. 

stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14      15 

16 

17 

18 

19 

20 

21 

■22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

2 

c 

Kanteni  Portion . 

Allendale  nil 

Bliickvillellll 

Charleston  ••* 

Savannah  

Kdisto 

Coast 

IVe  Dee 

Waccaniaw  .. . 

Pee  Dee 

Lynches 

•'i-; 

'."2^ 

.OS 
.08 

■.'20 

.14 
1.27 

.28 
.20 
.16 
.49 
.50 
.1.5 

T. 
.32 

■.'62 
..52 
T 

'.■36 

't. 

't.' 

.42 
.25 

'.'io 

".iyi 

.40 
.10 

i.'67 

'.'96 
.16 
.'28 

1.66 

'.'67 
.85 

'.'iy 

■.'20 
.tiS 
.18 
.03 

.■20 
T. 
T. 
T. 

.46 

i.'is 
.44 

'.'■78 
1.06 
.11 

1.19 

.07 

'.'76 
.34 
.15 

1.29 

1.43 

.87 
.82 
.4U 
.72 
T. 

.62 

.92 

'.'56 

'.'62 

".'n 

'.'63 

'.■35 
.12 

i.'27 

i.'ii 

"!25 
.63 
.32 
.25 

.40 
.16 
.22 
.39 
.36 
L34 

'.'46 

".Vi 

"."io 

.02 

"■4.' 35 
7.^23 
4.01 

Conway  ||l| 

Darliiiffton  nil 

Kllinnrliani  1 II 

Ferguson   ll 

03! 

0,5 

.50 

.82 
.15 

.'23 
.34 

.20 

1.05 
.22 

.68 
.03 
'!i9 

'f.' 

1.15 
.50 

.06 
'.'i7 

.i4 

.89 

6.36 

.07 

T. 

T 

.14 

.08 

T 

.30 
.06 

".'\1 

.70 
1.50 

'.',57 
.  77 
.04 

1.06 
.20 
.92 

.15 

".\h 

.82 

'.'37 
.21 

5.42 
5.  06 
3.53 

IVe  Dee 

.08 

.48 
T 

'.'■25 

1.11 

.83 
1.'28 

.70 

'.'95 

't.' 

.43 
.22 

4.  32 

ilo         

T 
.01 

.68 

.'65 

.'4s 
T. 

3.82 

(J>iviipff 

T 
T. 

'.'6« 

1.90 
.84 
".'64 

6.19 

(ieorgretown 

Kii)"'^tree  HI) 

Coast 

lUack 

Lynches 

1.10 
.11 
1.00 

.30 
.42 

1.03 

.21 

8.8S 

■'■ii 

'.'•24 

3.40 

.21 

4.7S 

Oraiig'i'burg'  1 

Kilisti) 

.59 
.11 
.33 

.02 
"m 

■."si 

.■24 

.62 
.05 

.88 

.67 
.86 

.40 
■.'49 

.11 

'.'■78 

i]35 
.40 

1.'28 
■.'63 

'.'io 

T 

.02 

.02 

'.'20 
.12 

.14 
.02 
.57 

'.'20 
.03 

."io 

.09 

3.70 

....<i() 

.48 
.05 

.Oil.... 

1.05 
.02 

'.'6i 

,5.42 

raris  Islaiul 

Pinopolis  

Kiiiiini  |||| 

Coast   

.18 

4.49 

Siml.'i' 

Kdisto 

Fee  Dee 

'.'24 
.1.5 
.35 
.24 

1.% 
2.00 

■f.' 

.48 

.3-.> 
.211 

.in 

1.71 
14 

.16 

1.80 
2.07 
1.4H 

l.K! 
.55 

'.'if. 

.30 
.24 

".ii) 
.'20 

■.'(16 
V,' 

.20 

5(1 

.40 
.40 
.05 

.60 
.67 

.95 

.50 
T. 

'.'ii 

1.67 

.20 
.70 
.35 
.52 
.'20 

.15 
.'20 

'.'is 

'.'05 
.04 
.'20 

.40 

.85 

1.35 

.05 

4.50 

yt.  George 

Society  Kill  |||| 

22 

V.m 

.38 

.in 

■2.11 
1.10 

.18 

1.19 

35 

3.70 

.'ii 

'.'08 

••" 

'.'08 

8.10 

.36! '.',55 

.41 

5.09 

Ashley 

Wateree 

Aslieiioo 

KdiMn 

Sava.iniah 

liroad 

Savannah  

Wateree 

Cataw  ha  

Sahtda   

Broad  

Sa\-!innah  .... 
('ongaree 

Savannah  

.37 

i.'6.5 

■■■25 
.OS 

.'■ii 

1   02 

— 

.98 
.15 

.35 

.05 

i.'io 

7.  03 

VVedgefieM 

.37 

.20 

.(>6 

1.03 

2.67 

Yeinas-ieelKI 

.95 

.81 

.08 

.43 

.31 

..54 
.25 
.45 
.30 

.13 

.60 

.57 

.05 
.16 
.42 

1.45 
73 

.07 

.17 

5.41 

Wfytcrii  I'lirllon. 
Aikeu 

■.'i7 

6.44 

Anderson 

1.03 
.65 

.55 

.80 

.64 
.40 

.05 
.10 

3.91 

RIairsllll 

.30!  .02 

.95 
.10 
.04 

1? 

.25 

, . . . 

1.02 

!64 

2.99 

<;allioini  Falls  |||| 

T. 

T. 

1.15 

CaiiKlen  il!l 

1.38 

■.■41 

'.'72 

'.'63 

.04 
.47 

V.m 

.16 

.47 

.'(17 
.05 

.20 

4.59 

(;ata\\lia|||| 

3.34 

Chiipiiells  ilil 

T.' 
.12 
.15 

T. 

.60 

M 

53 

'.'i'2 
.62 
.27 

.07 

.03 

.03 
.70 
1.21 
.50 

1.61 

'.'64 
.69 

2.11 

Chcstfr 

1.^22 
.31 
.22 

.31 
.79 
T. 

2.23 

.55 
.72 
.01 

.99 
.32 

.08 

T. 

.02 
.07 

T. 

'.'67 
T 

1.10 
.03 
.09 

.44 

"."ib 

1.32 

'!.37 
.16 
.02 

T. 

.15 
.11 
.84 
.62 

.11 
T. 
.20 
.26 

i.'so 

5.47 

Clellisoli  ('(llle^'L■ 

Columbia  *** 

Due  West*** 

'.'01 

T. 
'.'65 

.'64 

T. 

2.' 75 
.01 

'.'■72 

.... 

f.' 

T. 

,'io 

.20 
.01 
'.'63 

■.'04 

T. 

'.'50 
't. 

.03 
T. 

T. 
'f. 

5.97 
2.37 

3.15 

Kilifeflfld  nil 

<iastoiiSh(mis||l| 

Savannah 

lirond 

Sahii'a 

do 

.20 
.10 

.10 

'.'63 

'.'24 



4.  .54 
3.41 

(ireenville     *** 

fireenuDiMl  l||| 

.24 

6.21 
2.85 

ni-atli  Siiriii(irs 

Wateree 

Lynches 

Hroad     . 

.11 
.3>* 

■'5 

?0 

.14 

'.'47 
.30 
.34 

.30 
.59 

t. 

35 

3.04 

Kershaw  ,||| 

LAntlrtiiii 

X.VV.  .i)n 

I    KM 

.16 

.01 

.85 

.09 

'.14 

'.'i2 

.04 
.73 

.08 

.29 

.50 
.18 
.65 
.33 

.40 
''5 

.16 

■.'02 
.38 

'.'65 

.04 

.16 

't. 

T 

.46 
.44 

'.■.32 
.12 

T. 

. . . 
T. 

.13 

1.20 
'.04 

T. 

't'.' 

5.08 
3  11 

l.aiirPiK  nil 

Siilnda 

Kdisto 

Siivamnili  — 

Salnda   

Saluda 

.Tfi 

.Of 

T. 
T. 

.06 

.66 
T. 

.71 

'.'oi 
'.'so 

.02 
'.'12 

.02 

.04 
.•20 
.65 

3. '28 

Leesville 

Lilierty 

I.iltlo  Monntain 

.0] 
T. 

T. 

.24 

.08 
.811 
.05 

.11 

.01 

■.'26 

.02 

43 

1.69 

.3.19 
3.18 

N^whorry 

.27 

T. 

.40 

.00 

T 
1.55 

.45 

1.07 

49 

i.'(i4 

.05 
64 

'!65 

T. 

1.86 

Pi'lzerfln 

do 

.'i4 

ft' 

4.80 

7.66 

Saluda 

do 

37 

2.41 

"antiick 

Hroad  

.   .  do  .   .. 

I  ?■' 

''5 

T. 

T. 

1.'62 
.36 
.02 

.64 
T. 
.12 
?■! 

't'. 

.15 
T. 
.  95 
38 

T. 
T. 

.'35 

.03 

i.'24 

.04 
.07 

1.61 

31 

.05 
.05 

4.94 

SDartaiil.unj  |||| 

2.11 
08 

T. 

T. 

1. 15 

t. 

1.'24 

't. 

'.'26 

i.'28 

T.   2.52 

7.17 

Troiilon 

Kdisto 

'>\i 

.27 
'.'91 

T. 

T 
T. 

25 

5.29 

Walhalla 

.41 

.'79 

.20 

130 

3.98 

Winnsl.oronil 

Hroad  

.11 

.57 

5.15 

WintliropCollego 

Cataulia 

.-10 

.41 

.85 

5.25 

1 

\ 1^ \ I 

Except  as  otherwise  indicati'd.  observations  are  generally  n\ade  late  in  the  afternoon,  near  snnset.  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ohservation.  IHI  Precipitation  niea'^nreil  in  tlie  morning:  amonnt  then  recorded  is  for  the  preceding '24  honrs.  ***  Kegnlar  Weather  Unrean  station:  precipitation  is  for  the 
24-honr  period,  midiiight  to  midnight.    *  Precipitation  inclndeil  in  tlie  next  following  measnreinent.     tSeparate  dates  of  falls  not  recordeil.    T.  Trace,  or  less  than  O.IH    imh. 


COMPARATIVE 

DATA  FOR  JULY. 

Temperature. 

Precipitation. 

Average  number  of 
days. 

0. 

Year. 

Temperature. 

Precipitation. 

Average  n  nm 
ilays. 

her  of 

eg 

•~'5  S 

Yenr. 

1 

o 

O 

6 
to 

> 
< 

•c 
5 

a; 
0 

> 

0 

(A 

3 
0 

0 

■3-c-S 

Oh 

1887 

8'2.0 
78.9 
79.5 
78.4 
77.9 
78.9 
8'2.0 
77.  7 
79.5 
80.7 
80.2 
80.0 
80.0 
81.2 
8L4 
80.8 
80.4 
79.4 
80.4 
78.4 

110 
108 
102 
104 
93 
102 
1114 
100 
102 
105 
107 
102 
105 
104 
102 
107 
103 
105 
101 
100 

60 
53 

51 
52 
56 
51 
6(.) 
55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 
CO 
56 

7.49 
.3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.16 
8.40 

14 
8 
13 
12 

19!17 

81.4 
79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79.3 
78.9 
79.6 
79.9 
79.0 

79.8 

106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 
101 
104 

110 

56 
60 
66 
58 
53 
68 
56 
53 
65 
60 
52 
50 
51 
53 
60 
58 
57 

45 

5.06 
5.43 
4.92 
5.83 
3.79 
5. '22 
4.78 
5.16 
3.26 
14.  69 
6.56 
.5.02 
8.86 
5.  60 
7.44 
7. '20 
4.50 

5.94 

11 
12 
10 
13 
10 
11 
9 
9 
8 
17 
12 
11 
13 
11 
14 
13 
9 

11 

13 
12 
13 

9 
12 
14 
15 
14 
18 

5 
14 
15 
13 
13 

9 
12 
15 

12 

13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
9 
8 
10 
13 
13 
8 

12 

5 
6 
6 

7 
6 

7 
4 
3 

14 
8 
7 

10 
H 
9 
6 
8 

7 

SW. 

18S8 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

1908 

s. 

1889 

1909 

sw. 

1890     . 

1910 

sw. 

1891 

1911 

sw 

189' 

9" 

16 
8 
13 
11 
14 
9 
9 
10 
9 
8 
12 
12 
16 

........ 

8 
10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 

5 

"ii" 

12 

15 
13 
12 
10 
11 
11 
12 
11 
9 
12 
10 
17 

4" 

11 

6 
8 
6 
11 

I 
7 
5 
4 
6 
8 
9 

1912 

sw. 

1893.. 

1913 

sw 

1891 

1914 

sw. 

1895 

1915 

sw. 

189f,  ... 

1916 

sw. 

1S97 

1917 

sw. 

1S9S 

1918 

sw. 

1S99 

1919 

s. 

mv) 

19-20 

s\v. 

19il 

1921 

e. 

190-2 

1922 

sw. 

19(K 

19i4 

19-23 

T'eriod 

sw. 

1905 

sw. 

1906 

'!.      i 
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lilackvilU' 

Chiirloston  . . . 
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Conuiiy 
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Oariielt 

lU'orirnlouil 
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Mcgaett 


)  Miixiinum  . 
(  Miuimuiu.. 

)  Minimum.. 
\  Maximum  . 

•  i  Minimum.. 
\  Maximum  . 

•  (  Minimum.. 
\  Maximum  . 

•  )  Minimum.. 
\  Maxinnnn  . 

•  I  Minimum.. 

\  .Maximum  . 

•  (  Minimum.. 
)  Maximum  . 

•  (  Minimum. . 
S  Maximum  . 

•  I  .Minimmn.. 
)  Maximum  . 

•  *  Minimum.. 
\  Maximum  . 

•  (  Minimum.. 
\  Maxinuim  . 

■  )  Minimum.. 


OrauK.lmrg  1 

Paris  Islands'!* 

f^t.  (ieoige 

Soci«4y  llillM 

Summerville 

Weilgefield 

YiMoasspe 


)  .Maximum  . 
\  Minimum. . 
\  Maxinnnn  . 
I  Mininunn.. 
i  Maximum  . 
I  Minimum.. 
\  Maximum  . 
(  Mininunn.. 
Maxinnnn  . 
\  Minimum. . 
\  Maximum  . 
(  Mininumi.. 
i  Maximum  . 
)  Mininunn. . 


Wefteni  I'orlion. 


Aiken  

Anileison 

Callioun  Kalls'J's^ 

DamctensVi^ 

Chester 

Clenisoii  ('ollogo 

Columbia 

Dne  West 

'Ireenville 

(iieenwood   

lleatli  .Springs 

Kersliaw 

Lanilrum 

Lanrenss\s\ 

Litierty 

l.itllf  MoiMitain 

Np\vl)prry 

Saluda 

Ranlncl; 

Spartanl)nrg 

Trenton 

WalliaHa 

WinnsboroS^S^ 

Wintlirop  (;ollege  .. 


J  Maxinnnn  . 
i  Minimum.. 
i  Maxinnnn  . 
(  Mininnim.. 
j  Maxinumi  . 
i  Minimum.. 
)  Maxinnni;  . 
(  Minimum., 
i  Maxinnnn  . 
I  Minimum. . 

\  Maximum  . 
I  Minimum. . 
)  ftiaximum  , 

■  I  Minimum. . 
S  .Maximum  . 

■  (  .Minimum. . 
(  Maxinuim  . 

'  (  Mininnim. . 
\  Maxinnnn  . 

•  j  Minimum. . 

)  Maximum  . 

•  (  Minimum.. 
t  .Maximum  . 

•  i  .Minimum.. 
j  Maximum  . 

•  I  Mniimum. . 
j  Maximum  . 

•  /  Minimum. . 
j  Maximum  . 

•  I  Minimum.. 

j  Maximum  . 

•  '  Minimum.. 
S  ^[a;(imum  . 

•  (  Minimum. . 
\  Maximum  . 

•  *  Minimum. . 
)  NFaximum  . 

•  '  Minimum. . 
j  Maximum  . 

■  I  Minimum.. 

(  Jfaximum  . 

•  )  jrinimnm. . 
j  Maximum  . 

•  (  Jlinimum. , 
(  ^Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  '  Nfinimum. . 
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88.4 
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IJoferenee  letters  (".  i>,  c),  annearim?  in  tlie  tnhle  indicate  number  of  days  missing:  for  example.  '>  represents  two  days  missing,  etr. 
%  Instruments  are  rend  in  the  mnvnin<r :  (he  maximum  temperature  then  read  is  eharged  to  the  preeeding  day.  on  whieh  it  almost  always  orenrs. 
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GENERAL  SUMMARY, 

Tliorinal  conditions  rangod  near  the  seasonal  average,  ex- 
cept a  marked  cool  period  about  the  2Uli.  Precipitation  aver- 
aged much  above  normal,  on  the  wliole,  l)ut  was  very  badly 
di.-tril)uted. 

All  vegetation  responded  to  tlie  intermittent  showers,  and 
corn,  sweet  potatoes,  fall  white  potatoes,  peanuts,  late  truck 
and  gardens,  cane,  forage  and  pastures  in)proved  materially 
during  the  early  part  of  the  month  and  were  in  good  condition 
generally  at  the  close.  Sweet  potatoes,  however,  had  developed 
rather  too  much  vine  for  best  production.  Tobacco  curing  was 
completed  during  the  last  decade,  with  generally  good  to  ex- 
cellent results.  Tlie  peanut  harvest  and  corn  fodder  pulling 
liegan  about  the  '21st.  Cotton  made  fair  to  good  progress  until 
the  last  ten  days  and  was  bloonn'ngand  fruiting  freely ;  but  the 
persistent  daily  showers  thereafter  caused  much  boll  rot  and 
shedding,  in  addition  to  weevil  ravages,  which  had  become  se- 
rious, tlie  pest  taking  the  top  crop  and  attacking  large  bolls  in 
the  intermediate  cro[);  the  first  bale  of  the  season  was  ginned 
at  Allendale  on  the  18th.  and  picking  was  quite  general  about 
the  close  of  the  month.  Melons,  apples,  grapes,  and  field  and 
garden  vegetables  were  plentiful. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  i) 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  80.02  inches,  'i'he  highest  pressure  was  80.23  inches 
at  Abbeville,  N.  C  on  the  80th,  and  in  the  Section  proper, 
80.17  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
was  29.f<2  inches  at  Columbia  on  the  18th. 


TEMPERATURE. 

T\\<'  monthlv  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  79.8^.  or  0.5°  above  the  normal. 
'I'he  highest  temperature  was  101°  at  Society  Hill  on  the  ]5th. 
The  warm  periods  were  from  the  5th  to  8th  and  from  the  llfh 
to  18th.  The  lowest  temperature  was  54°  at  Walhalla  on  the 
27tli.     'I'he  cool  period  was  from  the  23d  to  the  2fith. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
ri'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  Follows:  8  a.m..  86%  :  noon,  68%  ;  8  p.  m.,  79%. 
The  highest  nercentages  occurred  on  the  coastal  plain  and  alone 
the  lower  Piedmont,  and  the  lowest,  over  the  north-central 
liorder  counties. 

PRECIPITATION. 

The  average  for  the  Section,  58  stations  reporting,  was 
7.44  inches,  or  1.35  inches  above  the  normal.  Daily  showers 
were  persistent,  except  from  the  11th  to  the  15th,  and  the  rain- 
fall was  very  badly  distributed.  Superabundant  amounts  were 
recorded  in  an  extensive  section  from  the  lower  coast  to  the 
middle  North  Carolina  line  and  in  the  northwestern  counties, 
where  the  measuremets  ranged  from  7  to  over  14  inches;    else- 


where, the  amounts  were  near  or  below  normal  and  ranged 
downward  from  6  to  less  than  4  inches.  The  greatest  local 
monthly  amount  was  14.30  inches  at  Georgetown;  least  local 
monthly  amount,  3.15  inches  at  Due  West.  The  greatest  24- 
hour  rainfall  was  6.45  inches  at  Liberty  on  the  27-28th.  The 
number  of  rainy  days  was  9%  above  normal. 

Death  hi/  Lightning. — Mrs.  Lillie  Christopher,  Monaghan 
Mill  village,'  Greenville,  28th. 

A  ratlier  severe  hailstorm  occurred  in  the  Ogdon  section, 
near  Rock  IlilT,  on  the  17th. 

A  warehouse  at  St.  Matthews,  containing  about  200  bales 
of  cotton,  was  fired  by  lightning  and  destroyed  on  the  16th; 
loss,  approximately  $25,000. 

WIND. 

The  prevailing  wind  was  from  the  soutli west .  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.0  miles.  The  highest  average  was  9.7  miles  per  liour 
at  Savaimali.  Ga.,  and  in  the  Section  proper,  8.7  miles  per 
hour  at  Charleston;  the  lowest  average  was  3.2  miles  per  liour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.3  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  39  miles  per  hour  from  the  northwest  at  Greenville  on 
the  28th. 

SUNSHINE    AND    CLOUDINESS. 

'I'he  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^  2509  hours,  or  61%  of  the  possil)le 
amount.  The  average  nundier  f)f  clear  days  was  11;  partl.v 
cloudy,  11.  and  cloudy,  9,  as  against  normals  of  13,  11 ,  and  / 
days,  respectively. 

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  upper  Saluda  River  on 
the  19th  and  in  the  lower  Broad  and  Saluda  Rivers  on  the  29th 
aTid  30th.  The  Santee  River  rose  above  flood  stage  at  Rimini 
on  the  81st,  and  the  Savannah  River  was  rather  liigh  on  the 
30th  and  81st. 

MISCELLANEOUS   PHENOMENA  (dates). 

Ilahf^- Lunar:  Columbia,  21;  Due  West,  5,  22,  27,  30; 
Liberty,  31  :  Santuck,  27,  29;  Walhalla,  10,  26.  Solar:  Char- 
leston," 31  ;  Columbia.  15,  22.  80;  Greenville,  14. 

Fog,  /)ra.s^.— Calhoun  Falls.  4,  25;  Catawba,  4,  20,  22,  23; 
Columbia,  19,  2H;  Darlington.  2,  19,  26;  Due  West,  4,  25; 
Greenville.  1.  20,  25;  Liberty,  4,  10,  20,  27;  Rimini,  4; 
Trenton,  4,  21,  26,  27. 
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Clicstertield 
Ilony 
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25 
21 


31 
21 

t20 


7. 115 
12.  29 
6.  08 
5.76 

8.29 
5.38 
6.  35 
11.32 
7.61 

7.20 
9.  95 
11.  30 
8.27 
6. 06 


29 


25 
23 
t25 
t23 
tlO 

25 


t  7 

IT 

16 

t8 

15 

17 


21 
t21 

21 
24 

25 
26 


26 
23 
24 
27 
21 

1-2:; 

27 
27 


+  1.98 
+5.  32 
— 0.  52 
-1.46 

+2.  96 
+  0.22 
+  0.25 
+  6.  48 
+2.  06 

+  1.55 

+7.'50' 
+  1.97 


9.41 

7.  68 
8.22 


8.45 
6  77 
12. 20 
8.  30 
6.03 
6.27 

8.28 


5.23 

5.  60 
4.29 

4.86 
10.53 

8.  89 
4.  55 

8.  10 

6.  03 
.5.47 

3.15 
5  65 
9.99 
11.17 
6.  33 

8.18 

9.  .53 
8.82 
3.57 
5. 21 

10.48 
6.70 
5.97 
6.  S4 
4.94 

6.57 
6.  55 
4.19 

8.63 
8.29 
7.93 


+2,28 


+0.  36 
+  6.50 
40.  88 
+0.  12 
-  0. 22 

+  1.08 


-0.20 
+  0.27 
-0.81 
-0.35 
+  5.07 

+  3.68 
+0.10 


1.40 
5.02 
1.90 
1.15 

1.42 
1.56 
1.40 
3.03 
2.  30 

2.95 
2.  26 
3.50 
1.10 
1.88 


+0. 
-1. 


+  4.  58 
+  5.29 
+  1.11 

+2.  68 


-0.53 

+3.97 
+  1.52 
+0.  41 
+2.01 
-0.40 

+0.84 
+0.96 
-1.68 
4-2.  36 
+2.  95 
+2.24 


6.85      +1.45 
7.44      +1.35 


2.  27 
1.98 


2.40 
1.15 
5.90 
1.14 
1.10 
1.65 

5.02 


1.79 
1.28 
0.99 
1.17 
3.60 

2.78 
1.50 
2.10 

3.  67 
1.17 

1.00 
1.20 
4.44 
4.21 

2.05 

3.63 
2.73 
2.20 
1.64 
1.70 

6.45 
1.00 
1.08 
1.32 
1.03 

1.69 
1.  65 
1.58 
3.51 
1.73 
1.60 

6.15 

6.45 


10  11 

11  23 

12  ... 
9  I     8 

14 


11       10 
13      13 


0      20 


0      13 
0      13 


12      11 
12      11 


w. 
sw. 


sw. 
w. 

w. 
w. 
w. 


w. 
sw. 

9W. 

8. 


9      SW. 
9      9W. 


John  Black,  Jr. 
IMrs.  1).  H.  Sanders. 
U.  S.  Weather  Ihneiiu. 
Koland  I).  Fowe. 
I'aul  Qualtlebaum. 

D.  C.  McCall. 
A.  L.  McCrary. 
Win.  B.Gillespie, 
Henry  C.  .Savage. 
H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 
Maner  li.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 
Coy  Ling. 

E.  L.  Joyner. 

U.S.  Fisheries  Stiilion. 
State  A.  and  M.  College 
U. S. Naval  AerologicalSt  a 
Miss  E.  P.  Itiivenel. 

Iloykin  K.  Cantey. 

R.  L.  Utsey. 

E.D.  Fields,  Jr. 

E.  P.  Lawton. 

W  Hampton  Kamsey. 

\V.  (;.  Hiilson 


Frank  II.  McCoy. 
H.  H.  liussell 
Esther  H.  Owens. 
I,.  M.  Parker. 
Henry  A.  Urown. 

.lames  C.  Earis. 
George  V.  Clamp. 
J.  C.  Cornwell. 
Prof.  F.  H.  H.Calhdun. 
U   S.  Weather  Ihnean. 

U.  S.  W  )!.  Aerological  Sta. 

J.  A.  Tow  nseM<l. 

H.  C.  I.t..  Power  . I  iiy.  Co 

U.  S.  Weather  lUnean. 

M.M.Calhoun. 

J.  Marvin  Howers. 

John  W.  Hainel. 

K.  Hartwell  Wilds,  l>  D  S. 

Perry  A.  Simi>son. 

J.N.Todd. 

.lohti  T.  Hoggs. 
J.M.  Sease.  M.D. 
Sue  Ella  Peterson, 
.loshiia  Y.  .lones. 
H.  A.Kiser. 

E.  W..leter. 

F.  P.  Kobinson. 
Mrs.  S.  E.  Long. 
H.  W.lirandt. 

Rev.  Oliver  Johnson. 
W.T.Clawson. 


more  years  of  record,  but  all  complete  reports  are  used  in 
ni«<iug:  for  example.  ''  represents  two  days  missing,  etc. 
1111  observed  readings  of  the  dry  bulb:  means  are  com- 
irg:  of  Wiiilhrop  Colle.ge,  Rock  Hill. 


ERRATA. 

AUGUST,  19-23.-Pressure.  text,  page  25,  lowest  should  read  29.65  at  Chariotte,  N,  C,  on  the  25th,  and  in  Section  proper,  29.69  at  Columbia  on  same  date. 
28,  minimum  temperature.  14th,  should  read  72;  monthly  mean  minimum,  70.4. 


Columbia,  page 


•'Cowaagaafifis 


August,  1923. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SKCTION. 


ol 


Daily  Precipitation  for  August,    1923. 


Drainage- 

liasins. 

Day 

of  niontl 

Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

u 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Kn>ftcni  l^iirtion. 

Alloiidaiellll 

Klackvillollll 

Oharlo.ston  **• 

i 

Kdi^to 

Coast 

I'ce  Dee 

Waccamaw  .. . 
I'ee  Dee 

Little  I'ee  Dec. 

I.ynelu's 

Saiilee 

I'ee  Dee 

.20 
.01 
.04 
.26 
1.42 

I.' it! 

.11 
1.60 
1.15 

T. 

'.'32 
.26 

'.'45 
.70 
1.45 

.11 
.06 
.43 

'.'67 

I'oi 
■■33 

.06 

'itjs 

.12 

't.' 

■f. 

.05 

T. 

.18 
.21 

■f.' 

.50 
.06 

'.'6i 

.25 

T. 

.22 

'■'r'.' 

.17 

1.30 
T. 
T. 

'.'32 

.51 

'.'is 

.10 

.10 
,01 

.'65 

'.'io 

']i2 

1.90 
.19 
.31 

'.'84 
.16 

.3« 
.18 

.30 
.12 

.'02 

'.'is 

L20 
T. 

.30 
.27 
1.39 

'.'37 

T. 

2.  30 

2.95 

.09 

'.'88 

'.'82 

'.'i7 

.08 

LSI 
.16 

'.'80 
.73 
.69 

.21 
.55 
1.83 

'.'53 
1.98 
.38 

.50 

.41 

L30 

.45 

.58 

i.'si 

1.14 

.70 
.43 
.23 

.33 
.60 
1.73 

2.'27 

i.'ii 

'.'85 
.55 

'.'62 
.30 
.46 
.38 
.14 

2.00 
1.10 

.20 
T. 

'.'io 

.10 
T. 

.07 

'.'47 
.22 
.13 
.32 

'f. 
.11 
.04 
.16 

1.04 

3.50 

i'25 

'.'48 
70 
11 

1.40 
4.70 

'.'95 
.42 

'.'40 
1.02 
.29 
.20 
1.75 

2.40 

■.'35 

i.'os 

.17 
1.46 

.25i  .80 
.9711.12 

'.'69 

1.20 
T. 

'.'so 

1.01 
.57 

1.22 
.06 
.15 
,10 

.33 

.50 

.40 
.01 
,92 

,27 
,86 

"52 

3.03 

,61 

','59 

1,90 
.80 

','26 

....      7. 65 
.14;  12.29 

.04 
.26 
T. 

T.' 

.05 

.58 

.24 
.34 
.22 

'.'88 
.11 
.44 
.50 

2.15 

.20 
.40 

'.'i2 

2,' 52 

6.08 

Oli.'rawllll  

Conway  llll 

Darlington  nil 

Dillon 

Ellinsrhani  ||l| 

Forsnson   1 1| 

I'liirence  1 1 II 

T, 

','80 
1.56 
'.'53 

5,76 
8.29 

i.'53 

.01 

'.'is 
'.'os 



'.'tio 

5,38 
6,35 
11,32 

7.61 

'f,' 
,25 

','22 

,80 
,90 

7.20 

Harnett 

Savannah  

Coast 

lilack 

Lynches 

Coast 

lOdisto 

lio 

Coast   

T. 
'.'35 

i.'i9 
'.'si 

2.26 

'f.' 

.02 
1.13 

.42 

T. 

.30 
.45 

'.'64 
1.25 

9.95 

'.'i-i 

'  .'24 

.56 
.41 

.'62 

1.00 

.52 

'.■47 
.30 

.72 
.60 

14.30 

King.-itrecllll 

8.27 
6.06 

Moggett 

'f.' 

.28 
1.6S 

'.'i7 

'.'69 
.34 

'.'is 
.12 

.31 

i.'69 

1.84 

i,'i5 

','06 

'.'('12 

','63 

"9,' 44 
7,68 
8.22 

OiangHliiirg  1 

Orangcljwrer  2 

Paris  Island 

I'Inoiiolis  

Kiniini  llll 

St.  (Jeorge 

SoiMcty  Mill  llll 

Sinnnicrville 

VVedgL-fiold 

Saiitee 

Edisto 

Pee  Dee 

Ashley 

W'ateree  

.'73 

2.40 
.05 

.15 

.90 

'.'io 

'.'48 
.43 
.05 
.10 

.08 

.25 
.  55 

'.'io 

.40 

.  75 
T 

.'27 
.20 
.11 

.15 

.40 
1.15 

.07 

.58 
1.40 

.37 

?7 

.70 
.02 
.12 
.45 

'.'40 

.21 

.10 
.48 

.30 
.55 

'.'•26 

'153 

.20 

i.30 
.95 
.18 

1.14 
.40 
.50 

.19 

.30 

.46 

75 

.25 
.40 

']ii 

.25 
1.65 

33 

'.'62 

'.'71 
.20 
.75 

.'32 
.51 
.64 

.19 

.47 
.16 

.30 
.10 
1.70 

'.'28 

.80 
1.15 

','60 
,56 

'.'i2 

.53 

'.'60 
".in 

'.'io 

8.45 
6.77 

.51 

.51 
.20 

'.'36 
■.■45 

.21 

t'.' 

.27 

.11 

5.90 
.  55 

'.'27 

'.'■76 
.58 

1.64 
.93 

.98 

.78 
.14 
.30 

.10 
.16 
.27 

12.20 

8.30 
6.03 

6.27 

I'MNlo 

L79 
1.2s 

.'.35 

.58 

'i'"' 

.15 

39 

.87 
.73 
.54 
.09 

5.23 

Savannah 

Jlroad 

Sa\"annah  .... 
Wal.'ree 

Calawlia  

Sahida   

Hroad  

Savannah  

CoMgari'O 

Savaninih 

Savannah  

Ilroad 

Salnda 

....do 

WalePM' 

Lynches 

Ilroad 

Sahida 

Kdisto 

Savannah  . . . 

Sahida   

Salnda 

.05 

.80 
2.04 

2. 7« 
.11 

T. 

.02 

'.'so 
1.74 
.62 

.,'■.5 

i.'7:i 
.05 

.40 
.75 
.11 
.42 

'.'65 

■f.' 

.'25 
.25 
1.47 
.31 

'.'67 

.56 

.15 

.54 
.62 
.,30 

,98 

.40 

.65 

3.  60 

1.75 
.62 

5.60 

Illairsllll 

CalluMin  Falls  llll 

.99 

.05 

4,29 

.35 

4,86 

(,'aniden  llll. .. 

.38 

.04 

15 

.20 
.31 
.50 

'.'62 

.29 

.70 
.98 

.04 

1.30 
2.63 

1.30 

.43 
.25 
.25 

'.'so 

'.'28 
4.32 

1.'75 

'.'39 

.'(18 
.22 

.04 
i.32 

.21 

'.'67 
.91 
.25 

.20 

','fi9 
.04 

.47 
.92 
.17 
.34 
.22 

.40 
.43 
.90 
..56 
1.03 

.07 
.37 

.25 
OJ 

,,30 

.80 
..50 
,20 
3.67 
.70 

.41 

.70 
1.42 
4.19 

.20 

3.63 

.47 

2.20 

1,64 

,13 

6,45 

,43 

..37 

1.08 

1.00 

1.47 

10,53 

Catawba  l||| 

8,89 

Chiippollsllll  .. 

.'72 

.  05 

.27 
.20 

.'(16 
.54 

.3S 
.75 

.24 
.61 

.75 

...,l 

■'1 

T. 
.10 



.62 

.'08 
'.'fifi 

.15 
.17 

'.'08 
f. 

.'ii 

.04 

.  17 
.05 

.16 
T. 

T. 

T 

'!oi 

.58 

.'20 
T. 
M 
.14 

'.'67 

.52 

'.'if) 

.06 

'.'si 

.76 

.59 
.22 
.01 

.08 

T. 

'.'(13 

.12 

2.05 

.45 
.26 
.11 

'■r'.' 



.... 
.10 



'.'io 

'.'61 
.02 

.25 

".5(i 
.21 

.78 

'.'75 
.'65 

.33 

.75 
.07 

1.50 
.25 

'.'i2 

.80 

1.10 

.03 

.01 

'.'i3 

'.'25 
.18 

.15 

'.'6i 

T. 
.10 

'.'31 

'.'48 

'.'63 

i.'66 
'.'62 

2.'io 

.45 
.01 

.17 
'.'40 

.26 

i'36 

.42 

1.70 

.60 
T. 

.50 

.  77 

1.17 
.... 
.32 
.,SS 

4,  55 
8,10 

Chostcr 

.05 
'.'27 
.05 

1.45 

.(i2 

1.17 

.88 
.22 
.12 
1.63 
.10 

1.62 
.51 

1.40 
.12 

1.16 

1.92 

.84 
.85 
.24 
.66 

,62 

.71 
T. 
.85 
.03 
1.10 

,03 

CU'iiison  (Idlli'gt! 

Columbia  •••  

Due  West*** 

'.'io 

T. 

....  1     6.  03 
.141     5.47 

T.  1    3,15 

KdK(!llcld  llll 

.80 

.66 

2.42 

1.19 

2.' 73 

.82 

.'56 

T. 
.42 

.38 
.82 
.31 

22 

. . , ,  1     5,  66 

(iasloii  Shoals  II II 

.'62 

.58 

.67 
.54 

'.'73 
.70 

'.'31 

02 
T. 
T. 

50 

9.99 
11.17 
6.33 

8,18 

(I'roenwood  llll 

ricatli  Springs  

.27 

,88 

KiTsliaw  ,111 

.01 

9.53 

8.82 

Laiirpiis  nil 

3.  ,57 

Leesville 

T. 
T 

.02 

65 

.05 

.01 

.18 

.02 
.20 
.05 
.70 
.08 

94 

'.'is 
.90 

,13j     5.21 

Liiicrty 

(T. 

.20 
'.'12 

10.48 
6.70 

Little  Mountain  . .. 

.05" 

1.00 

'.'56 
'.'62 

Newherry  . 

...  1 
.20    '." 

T.     T. 

!!!!  't.' 

r\A' 

1  08 
23 

.07 

■.'26 

t" 

.06 
.08 
.40 

.62 

'.'62 

5.97 

Pelzer  nil 

do 

...  do 

..IS 
.21 

.26 
05 

T. 

6.84 

Saluda 

4.94 

llriiail 

do  .... 

.'02 
.13 

.'43 

63 

.11 
1.65 
1.58 
.30 
.81 
.30 

'.'6i 
— 

T. 

T. 

.10 

.39 

i.'o6 

'is 

6.57 

Sparlani.nrg  |||| 

.  09    .  75 

.43    .25 

2.5 

.45 
T. 

"as 

".»\ 

T.' 

'.'37 



1.06!l.l7 

6.55 

Troninn 

Wallialla 

Kdisto 

Savannah 

Ilroad  

Catawha. 

.40    .10 

1.28.... 

.48   .50 

40 

.85 
9   51 

'.'63 
1.10 

4.19 

8.63 

VVinnshorollll 

.iii.re  .56 

70         1        1 

T.    i.'33 
1  >;n 

i.'so 

'.'.'..  i-00 

8,29 

*Viiitlin)|)C<)lli'g<> 

7.93 

1 

... 

••••] 

■■■■j"     1 

. 

Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  honrs  ending  at  tlie  time  of 
observation.  ||||  Precipitation  measMrcd  in  the  morning:  anioiuit  then  recorded  is  for  the  pieceding  24  lionrs.  ***  Regidar  Weather  Ihirean  station:  precipitation  is  for  Iho 
24-lionr  period,  midnight  to  miilnight.    *  Precipitation  inclnded  in  the  next  following  measnrement.    tseparate  dates  of  falls  not  recorded.    'I'.  Trace,  or  less  than  0  in   inc-h. 


COMPARATIVE  DATA  FOR 

AUGUST. 

'I'emperalnre. 

I'lecipitation. 

.Average  nnm 
days. 

)e  r  of 

a. 

Year. 

Teniperatnre. 

Precipitation. 

Average  nnni 
ilays. 

ler  of 

—  ^5  c 

Year. 

l3 

'I 
c 

_3 

i 

> 
< 

Si 

5 

0 

1 
.c 

Co 

s 

5 

■i 
tic 

0 

-^.^d  0 

5 

0 

0. 

1887 

77.8 
77.8 
74.4 
77.1 
78.9 
79.5 
77.5 
77,9 
79.4 
80.4 
78.0 
78.7 
81.2 
83.0 
78,6 
78.  6 
80,6 
77,6 
77.9 
80.6 

101 

102 

97 

96 

98 

96 

97 

102 

101 

105 

10'2 

99 

103 

106 

97 

104 

105 

102 

107 

100 

49 
50 
45 
51 
55 
59 
57 
55 
55 
52 
57 
57 
.59 
60 
57 
55 
60 
54 
46 
60 

6.  54 
4.53 
6.37 
4,25 
8.79 
4.42 
12.  45 
7.28 
7.95 
4,14 
.5,16 
9,81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 
5.69 
6,62 

U 

10 
12 
9 

1907 

79.4 
78.6 
78,8 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.6 
78.5 
80.2 
78.5 
77.7 
78.2 
76.4 
79.3 

78.8 

101 
100 
104 
101 
lO-l 
104 
109 
101 
102 
100 
10-2 
106 
103 
100 
102 
98 
101 

109 

54 
49 
53 

60 
51 
54 
56 
56 
52 
58 
49 
52 
53 
56 
56 
49 
54 

45 

5.41 
9.11 

4.83 
6.00 
6.05 
3.69 
3.76 
5.88 
7.62 
3.27 
3.23 
4.45 
5.08 
8.08 
4.14 
5.07 
7,44 

6.09 

9 
10 
8 
10 
12 
9 
9 
13 
14 
8 
8 

9 
14 
10 

11 
12 

11 

13 
12 
16 
11 
10 
16 
15 

9 
11 
16 
15 
20 
14 

8 
14 
12 
11 

13 

13 
11 

12 
12 
15 
8 
9 
15 
11 
10 

^? 
11 
12 
10 
8 
11 

11 

5 

8 
4 
8 
6 
7 
7 
7 
9 

I 
4 
6 
11 

11 

9 

7 

sw. 

1S8S 

sw, 

se, 

s, 

sw, 

s\v. 

ne, 

sw, 

sw, 

sw, 

sw, 

sw, 

sw, 

sw, 

s. 

sw, 

sw, 

sw, 

sw, 

sw 

1908 

s. 

HSI 

1909 

re. 

i«;n 

1910 

ne. 

1891 

1911 

sw. 

1892 

1912 

sw. 

1893 

13 

11 

13 

7 

9 

18 

10 

5 

15 

12 

12 

14 

11 

15 

10 

10 
9 

14 

13 

8 

12 

21 

14 

15 
12 
15 

7 

9 

13 

14 

12 

9 

11 

11 

9 

14 

10 

9 

9 

8 

17 

12 

8 
8 
5 
9 

12 
8 
1 

10 
7 
7 

10 
8 

1913 

sw. 

1894 

1914 

sw. 

189i 

1915 

1916 

sw. 

1896,... 

sw 

1897 

1917 

sw. 

1S9H,... 

1918 

sw 

1.S99 

1919 

1920 

sw. 

19110 

sw. 

1901 

1921 

ne. 

190-2 

19-22 

ne 

1903, 

1923 

Period 

sw. 

1904 

1905 

1906 

sw. 

32 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION . 


AuGLbT,   iy2o. 


Stations. 


Knutern  Porluin. 


Allendale  ^'J 

Blackville 

Charleston 

ClierawS^S^ 

Conway 

Darlington  W  — 


Ferguson  '5s\ 

Florence  1  

Garnett 

Georaetown 

Kinirstree 

Meggett 


)  Maximum  . 

•  (  Minimum.. 
i  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

•  I  Minimum. . 
i  Maximum  . 

•  )  Minimum., 
*  Maximum  , 

•  )  Minimum. 


\  Maxinmm  . 
—  i  Minimum.. 

s  Maximum  . 
••••  i  Mininmm.. 

I)  Maximum  . 
(  Minimum. . 

\  Maximum  . 
(  Minimum.. 

i  Maximum  . 
)  Minimum.. 

s  Maximum  . 
I  Mininuun.. 


Orangeburg  1 

Paris  IslandS^'J 

St.  George 

Society  IlillM 

Summorvillo 

Wedgefleld 

Yemassee 


\  Maximum  . 
I  Miuimimi.. 
i  Maximum  . 
I  Mininunn.. 
i  Maxiunnn  . 
(  Mininunn.. 
\  Maxinunn  . 
i  Mininnnn.. 
(  Maxinunn  . 
I  .\liuinnuii.. 
\  Maximum  . 
■  I  Miuinuiiii. . 
\  Maxiimim  . 
)  Minimum. . 


U'e.s(e</i  I'l.rlioii. 


Aiken  

Anderson 

Calhoun  FallsM. 

Camden  W 

Chester 


(Ilemson  (loltege  . . . 

Columbia 

Due  West 

Greenville 

Giponwood   


Heath  Springs  .. 

Kershaw 

Landrum 

Laurenss^'J 

Liberty  

Littlf  Mountain  . 

Newberry 

Saluda 

Santnck  

Spartanburg 


Trenton 

Walhalla 

WinnsboroS^S^ 

Wiiitlirop  College  . 


j  Maximum  .. 
i  Mininnnn... 
I  Maximum  .. 
I  Mininnnn... 
\  Maxinmm  . . 
i  Minimum.. . 
)  Maxinuur  .. 
(  Minimum... 
(  Maxinunn  .. 
i  Miuiuuim. .. 

(  Maximum  . . 
(  Mininunn. .. 
)  isiaxinnnn  . . 

■  I  Mininnnn. . . 
j  Maxinmm  . . 

•  i  Mininnnn. . . 
(  .Maximum  . , 

•  (  Mininnnn. . 
I  Maximum  . 

■  )  Minimum. . 

)  Maxinunn  . 

•  (  Mini  mum,. 
\  Maxinunn  . 

•  )  Mininnnn. , 
J  Maximum  . 

•  i  Minimum. . 
t  Maxinunn  . 

•  )  Minimum. . 
I  Maxinunn  . 

■  (  Minimum. . 

(  Maximum  . 

■  (  Minimum. . 
)  Maxinumi  . 

■  '  Mininiinn. . 
\  Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  )  Minimum. . 
j  Maxinumi  . 

•  /  Miniinuin.. 

j  Maximum  . 

•  ■  I  Minimum. . 

(  Maximum  . 

•  ■  i  Minimum. 

(  Maximum  . 
■  •  *  Minimum. 
<)  Maximum 

•  ■  '  Minimum. 


Daily  Temperatures  for  August,    1023. 


87 
72 
84 
74 
92 
70 
86  87 


72' 


68 
90 
69 

89 
68 
90 
78 
9-2 

'88 
68i  72 
86 


91 
69 

H3 
75 
89 
70 

901  88 
70 


94 
70 
91 
76 
94 
73 
93 
74 
92 
73 

93 

72 

9.T 

74 
94 
71 
94 
73 
93 
73 


fiS 
83 
67 
88 
65 
92 
70 
86 
66 

87 
64 
9' 
70 
8' 
67 
8,3 
65 
80 
67 

86 
68| 
93 
68 
8=1 
65 
85 
69 
86 
67 

87 
66 

'66 
91 
67 
88 
65 
87 
67 

86 
70 
85 
60 
90 
6' 
8' 
66 


90 
65 
90 
70 

86 
67 
86 
671 

841 
67j 

85! 

68 ; 

00 
70 
89 
64 
86 
66 
90 
65 

86 
67 

'65 

86 
6' 
88 
66 
87 
66 

86 
68 
88' 
61 1 
86 
69 
85' 
68 


88 

6' 

89 

73 

8 

70 

86 

69 

86 

70 

86 
72 
91 
72 
90 
65 
8- 
6« 
91 
68 

91 
69 

"70 
91 
70 
91 
69 
91 
68 


92 
73 
95 
77 
98 
73 
9' 
75 
92|  94 

72  75 

96  98 

73  74 


11   12 


95 


96 


9fl 
69 
8: 
73 
89 
70 
88 
71 
88 
71 

83 
71 
89 
72 
92 
75 
90 
.70 
91 
69 

93 

70 

"73 
92 
71 
92 
70 
OR 
6' 

86 
72 
o'l 
66 
89 


89'  85 
70l  70 


96; 
78' 
95 
72 
94 
75 
91 
72 


92 


93  95 
69  70 


93 

74 
92 
74 
96 
72 
94 
74 
95  95 


70  71 


99  97 

73'  72 

901 

78l 

97 

70 

94 

71 

93 

70 


74 


97 
70 

97 
74 

93!  99 

98  931 
73  71 
95  98 
71 


92 1  90 

72  72 

88  91 

70  72 

931  94 


70  71 


19  20 


98;  96 

74! 

95 

77 

98 

73 

95 

74 

96 

74 


90  88' 
71   72| 

91  85| 

87 
71 

85 


90 


91 
73 

96 
72 
93 
72 
94 
75 
94 
70 
94 
69 

91 
70 

"71 
96 
71 
97 
72 
94 
6' 

91 
74 
97 
65 
9.5 
73 
98 
69 


88 


87 

"80  ' 

7Ui 

66 

90 

84 

72 

71 

08 

71 

65 

60 

88 

75 

72 

63 

71 

73 

69 

60 

87 

71 

73 

65 

84 

73 

73 

61 

91 

88 

71 

90 

84 

70 

64 

88 

78; 

72 

63! 

i    I 


70 


73 
66 

77 
68 
74 
71 

88 
61 1 

'"! 

84 1  83 

60I  64 
85 

70  68 


70!  83 

65  66 

72  82 

601  62 

75!  8(1 

59l  5i' 

79  88 


79 


8t' 


90 
70 
91 
72 
91 
70 
89 
6K|  69 
82  88 


691  69 

89 

75 

88 

69 

89 

1,9 

86 

68 


C8 


82 
69 
84 

73 
8' 
71 
8' 

64 1  (16 
82|  86 
68 

84  85 
68   69 

85  87 
69 


60   60; 


68 
62 
69 

60 

721  75 
59  59 
87 
70 

86 
62 
76 
63 
72 
58 
70 
70 
88 
63 

83 
62 
8' 
63 
86 

n 

75 
60 


81 
64 

81 
58 
81 

rx 

ir 

roj  60 

83:  83 
591 

76;  86 

59  62 


f.Oi  60 
86   85 

62; 


71 


70:  86 
64 

84 
64 

8-1 


60|  60 


69 

63  64 


84 
70 
82 
68 
83 
62 
89 
68 
86 
69 

76 
64 
82 
70 

8:- 

68 

f 
81 
66 

81 
61 
87 
66 
82 
62 
83 

r,f, 

76 
64 


83  81 

66,  64 

86  87 

69  7< 


85  85 


84 
65 
87 
63 
86 
70 
82 
65 

82 
60 
83 
68 
84 
66 
83 
65 
81 
64 

82 
66 
84 
66 
84 
61 
83 
63 
83 
63 


8.'-.  8 
70.6 
h8.4 

90'.  7 
70.  2 
89.4 
71.4 
88.1 
70.3 

90.4 
70.3 
91.5 
77.1 
92.7 
'71.6 
90.  1 
70.4 
89.9 
70.5 


90.1 
71.3 
87.0 
74.9 

89.  7 
72.0 
91.6 
69.4 
90.0 
71.4 
89.9 
70.4 

90.  6 
70.5 


88.5 
71.0 
87.1 
69.7 
90.8 
67.0 
90.9 
70.6 
86.5 
68.5 


85.5 
66.9 

88.7 
71.2 
87.7 
68.  5 
85.4 
68.0 
8,5.3 
69.0 


Reference  letters  K".=l.app,-anng  in  the  table  indicate  number  of  days  missing:  for  exainple.  ' ;^'^:';^^'^^l' '^^S^  iT^m'o^;'Twav^  occurs 
SW  Instruments  are  rend  in  the  mniuing;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  vhub  it 


^/^^^ 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA 


SOUTH   Cflf^OlilHR  SECTION. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vor..  XXVI.    Coi.u.MRiA,  S.  C,  September,  1923. 


No.  9 


aSNERAL  StTMSIARY. 

Temperatures  averaged  somewliat  above  normal,  with  no 
marked  extremes.  Precipitation  was  poorly  (listril)uted,  with 
snpera!)undant  amounts  in  .some  eastern  comities  and  deticient 
rainfall  elsewhere. 

The  showers  during  the  early  part  of  themontii  invigorated 
all  late  crop.s  generally,  and  intermediate  and  late  corn,  sweety  ,,,^.  ,,,,  ,„,,,,,f^  „.. 

potatoes,  fall  white  potatoes,  cane,  forage,  and  pastures  showed  i  hourly  velocity,  determined  from  9  anenn  meter  r(C(  ids.  was 
improvement ;  these  crops  were  further  improved  Ity  good  rains  !  g  3  ,,iiles.  'I'he  highest  average  was  10. '2  miles  ]>er  hour 
during  the  latter  part  of  the  month.      A  fair  to  good  corn  crop  j  ^t  Charleston;  the  lowest  average   was  2.4    miles   ner  ho\ir  at 


northeastei-n  counties.  ShiOwers  were  intermittent  during  the 
first  half  of  the  month,  and  rain  was  general  between  the  20th 
and  26th.  In  the  region  from  the  upper  coast  to  Lancaster 
County,  the  amounts  ranged  from  4  to  over  9  inches;  else- 
where, the  amounts  were  3  inches  or  less,  with  less  than  one 
inch  in  a  considerable  area  of  the  northwestern  counties  and 
along  the  lower  coast.  The  greatest  local  monthly  amount  was 
9.('.2  inches  at  Wedgetield;  lea^t  local  monthly  amount.  0  44 
inch  at  Greenwood.  The  greatest  21-hour  rainfall  was  4.37 
inches  at  Blackville  on  the  21st-22d.  The  nund)er  of  rainy 
days  was  14%  below  normal.  ■• 

WIND. 

The  prevailing  wind  was  from  th<'  northeast.     The  averaup 


was  practically  matured  by  the  end  of  the  month,  and  sweet 
potato  and  peanut  harvests  showed  good  results  generally 
Large  quantities  of  corn  fodder  and  other  forage  were  secured 
in  good  condition.  'J"he  moist,  cloudy  weather  during  the  first 
part  of  the  month  was  attended  by  deterioration  in  the  cotton 
crop,  and  fruitage  was  practically  ended  by  the  middle  of  the 
month;  the  weevil  destroyed  the  top  crop,  and  rather  serious 
damage  from  boll  rot  and  shedding  occurred  in  some  sections; 
on  the  whole,  the  crop  opened  rapidly,  and  picking  was  well 
advanced,  with  indications  of  this  work  being  finishtd  earlier 
than  usual.  Field  and  garden  vegetables  and  fall  fruits  were 
relatively  plentiful.  Considerable  fall  plowing  was  done  to- 
ward the  end  of  the  month. 


miles  per 
Aufu-ta,  na.,'and  in  the  Section  proper,  5.4  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minnte period  was 
38  miles  per  hour  from  the  northeast  at  Charleston  on  th.e  27th.-' 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthlv  sunshine,  determined  from  9  auto- 1 
matie  records,  wa^'  251.1  hours,  or  68%  of  the_  possible^ 
amount.  The  average  nund.er  of  dear  days  was  U>:  partlv; 
cloudy.  9.  and  cloudy.  5,  as  against  nornals  of  15,  9. 
days,  respectively. 


d  6' 


PRESSURE. 


RIVER  CONDITIONS. 

'fhe  rivers  of  the  Section  were  uniformly   low   througbout.. 
the  period  after  the  first  few  days  of  the  nioiilh. 


MISCELLANEOUS   PHENOMENA  (dates). 

nnJn>^—Lvv"r:    Charleston,  23;    Columbia.  24 


Walballa. 


The  mean  sea-level  pressure,  determined  from  reports  of  9 
i-'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.07   inclies.      The  highest  pressure  was  30.48  inches -    ■  ,  •      i  o     t^       w 

at  Columbia  and  Due  West.  S.  C.  and  at  Asheville  and  Char-    17,  21.     Sohrr:    Charleston.  18,  28;  Columbia,  IX:  Due  \^  est 
lotte.N.   C,  on  the  17th;  the  lowest  pressiire  was  29.77  inches    17;  Paris  Island.  24. 
at  Wilmington,  N.  C,  on  the  29th,  and  in  the  Section  pi  ^^    '      '-'--    -i  - 

29.78  inches  at  Charleston  on  the  same  dat<'. 


)per 


TEMPERATURE. 

The  monthlv  mean   for  the  Sect.ion,  determined    from   re- 


ports  of    40  stations,    was   75  5°.   or  1.2°  above   the   normal. 
The  highest  temperature  was  99°  at  Carnett  on  the  7th.      The 
warmest  periods  were  between   the  4th  and   Sth  and  from   the 
19th  to  the  close  of  the  month.     'I"he  lowest  temperature  was   :^'^'^2 
50°  at  Santuck  on  the  17th  and   18th  and  at  Walballa  on  the  | 
14th.     The  cool  period  was  from  the  14th  to  18tli,  inclusive,     j 


//rr»7.— Catawba.  13. 

Foff.  A)n(.sr— Columbia.  12:  Due  West.  3.  25;  Garnett. 
12-  King-free.  7.  '?6:  Libertv.  5.  12;  Orangeburg  No.  1.  4,  11  : 
Peizer.  3:  Rimini,  3.  4.  11.  25,  26:  Saluda,  3,  4.  12,  24,  25; 
Trenton.  21.  25. 


ERRATA. 

ArnusT.  IWn.-Mean  Pressure,  rolumbia,  in  Mispellaiieous  Pata.  page  2<t,  should  l.e 
Montti,  in  Krrata.  page  30,  should  read  July.  


MISCELLANEOUS  DATA  FOR  SEPTFMBER,  1P28. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  9   fHt'^Ll^^'*^*'^ 


regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  S  a.m..  86%:  noon.  .59%:  8  p.m.,  75%. 
The  highest  percentages  occurred  along  the  coast,  and  the  low- 
est, in  the  interior. 


PRECIPITATION. 


_JMBLl*24$3l 


Aslieville,  N.r. 
Anfrnsta.'Ja , 

rolnnil>ifl.S.  f 

The  average  for  the  SecHon.    19  stations  reporting,  was   nuew.sf.^.c 

2.61  inches,  or  1.15  inches  below  the  normal.  The  rainfall  |  epvaniiiii.Vin..'.;; 
was  poorly  di«trit>uted.  and  the  amounts  were  Prenernlly  d(fi-  "'^J'^J^'^'^'j^'j;;,- ^'^''^ 
cient   in   most   of  the   western   part   of  the  State  arid    in  a  few    trntr.... < 


I     {' 


ii'tUtr. 
■■«.'•!<■■  ' 

:■=.:!■   hi  ^ 


i 


u 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SKCTJON. 


September,  1923. 


stations 


bounties. 


Knsleiii   I'lixiiiiii. 

Alleuilale   

Blackvillf 

*!li:irlest<»ti 

I'lieiMiv 


Ooiiway  ....;.,.. 

OaiiiiiKtoii 

EHiiiBlimii. . 
Ferguson,^, ,4,.  • 
IToieiice  J ,..'.. . 

Florence  'i 

Harnett 

(ieorgetowii 

KinKstree 

Meggett 


Orangeburg  1 
Orangeburg  2tt. 
Paris  islaiKl.  . . . 
Piuopolis  ••.... 
Uiuiiui 


St.  George 

Society  Mill  .... 
Suinmerville  . . . 

W^dgetield 

Yenuissee 


Allendale 

Barnwell 

Cliarleston  — 
Cliestertielil  . . , 

Horry 

DarliuKtou  — 

Florence  

Orangeburg  . . 
I'lorence  ..... 

do  ^.f,, 

llanintnii. — 
(ieorgelown  . . 
Williamsburg 
Charleston  . . . 


Division  means  and 


Wexlerii  1'oil'nni. 


Aiken 

Ander.son  '. . 

Blairs  

i.'Hlbnnn  Kails 

Oanidon 

Catawba  

CliapiH'lls 

Chester 

Clemsou  College 

Cotumbia 

Due  West 

K.igelicld 

fiHSton  Slioalslt....... 

Greeiivilh'.  ..;'... 

Greenwood ........ 

Heath  Springs 

Kershaw  

Landrnni 

Laurens 

Liberty 

Little  Mountain 

Newberry 

Pelzer 

Saluda 

Santuck  

Spartanburg 

Trenton , 

Walhalla 

Winiisboro 

Winthrop  College  tX... 

J/iyision  means  and, 

Section  means  And 


Orangeburg  . 

....do 

I!eaiif(nl  .... 
HiM-kele/  .,,. 
Sumter  . ...'.. 


Dorchester  . . 
Diirlington  .. 
Dorchester.. . 

Sumter 

llamiiloti  ... 


•xtrtMu*' 


Aikcii  

.\hilcrM)ii-  ...-. 

Fairlield '. 

Abl..-ville.... 
Kershaw..  ."■ 

York  ........ 

Newberry  . . . 

Chester 

Oconee 

Iticliliinil  .. . . 

Abbeville  .. . 
KdgeHcld.... 

Cherokee 

WreenviHc  ^. . 
(ireenw()oii.  . 

Lancaster 

Kersliaw 

Spartanburg 

Laurens  

Pickens 

Newberry  , . . 
Newberry  :. , 

Anderson 

Saluda : 

Union 

Spartanburg 

Kdg«tield 

Oconee 

Fairfield  .  . . , 
Yorlc  ..,.„.., 

e;£ti;enie,s;...^ 

extremes 


Climatolog^ical  Data  for  September,   1923. 


03? 


I     Pit* 


Temperature,  in  deg.ees  Faiir. 


I'recipitalion.  in  inches. 


186 

296 

48 

144 

25 
175 
106 

63 
136 

136 
82 
12 
54 
19 

264 

2t)4 

13 

54 

97 


75.8 
77.8 
77.2 


+0.2 
+  L2 

+4.1 


7.5.8  I   ±\i6 


75.4 

77.8 


78.4 
7.i.9 
76.1 


76.0 

78.' 8 ' 


109  I  40 
192  I  32 

75  I  25 
249  I  33 

24      34 


527 
764 
293 
.508 
222 

562 
402 
487 
850 
351 


680 
1039 
671 

568 
500 
lOtiS 
589 
900 

711 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


77.3 
75.9 
76  6 
76.6 
77.0 

76.8 


77.0 
75.1 


7,5.3 
77.2 


+  1.4 
•r'i'.i 


0.<1 

+  1.8 


+6.6 


t5 


+2.4 

97 

+2-8 

86 

+  1.9 

98 

+2  7 

94 

+  1.7 

96 

+  1.4 


+2.8 
+  1.4 


+  3.4 


74.8  : 

74.  3  I    +2. 1 
76.3  1   +2.6 


74.3 


7.3.4 
73.3 

73.2 
74.  R 
-74.2 
•'73.2 


+2.5 
+0.2 


+0.1 


99 


96 
91 
94 

92 


89 
90 

90. 
93 

98 
'90 


t6 


t  « 
t  6 


^  6 
to 


16 
16 

1» 

tl6 


16 
17 
15 
tl6 
16 


Nuinbei  of  days. 


4.  67  +0.  49 
2  11  -3.35 
2.07      -1.50 


4.30 

5.69 
3. 28 
1.22 

1.7fi 
4.73 
5.97 
3.66 


2.  .50 
3.02 
1.98 


4.37 
0.71 
1.48 


-0.49  i  0.95 


+  1.08 
-0.52 
-2  .77 

-2.33 

+  1.81 
-0.44 


-2.  91 


27 
40 
29 
27 
."iO 


4.97 

2. 09 
4  (» 
4.  42 
9.  6? 
3.92 


l.!)0 
0.77 
0.93 

1.59 
1.91 
3.15 
2.  30 


-1.80 

+n.7ft 
+0.ns 
+  6.  15 
-0.  12 


0.52 
0.77  i 
1.36 
I..50  I 
3.07  ! 

1.30 
2.25 
1.00 
4.00 
2.  72 


40  i    3.80  I   -0.31      4.37 


.58        W\    2". 
55  i-     16       .30 


74.3 

+  1.8^ 

•-91 

74.8 
76.2 

+  0.1 
+2.0 

94 
9»> 

75.4 
74.6 

+  1.3" 
+  1.4 

95 

95 

74.3 
75.3 
72. 8 
7.\2 
74.4 

+2.3 
+  0.S 
+2.0 
+2.0 
+1.8 

94 
91 
94 
94 
94 

74.7 

+L5 

98 

75.5 

+1.2 

99 

fi 

t6 
5 


6 

t  6 

12 

t  6 
6 

6 

7 


24 

55 


53 


55 


54 
55 

51 
51 
51 
'.54 
54 

54 

.56 


16 

tl7 


18 

tl4 

16 


16 
tl6 

18 
It 
18 
16 
16 

16 
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.54 

i 

'    17  i 

.50 

tl7. 

.53 

16 

55 

tl6 

.50 

14 

54 

18 

52 

18 

50 

tl4 

50 

tl4 

1.93 
1.20 
1.60 
0.63 
4.85 

3.22 
1..30 
1.43 
0.45 
3.13 

1..54 
1.71 
'1.42 
♦.41 
0.44 


-1.  45 
-1.79 
-1.20 
-3.27 
+  1.19 

-0.21 
-1.84 

-.3..5i 
-0.32 


1.7fi 

0.89  1 
1.03  ] 
0.38  I 
3.03,1 

2:03 
P.  95 
0.60  ; 
0.35  1 
1.63  i 


I  0.80 

i  0.90 

'-l.'7.^l  0.34 

-2;,38  !  1.04 

-3.22     0.18 


+3. 16 


6.15 
4. 25 

1 .  m 
0.95 

0.55  i   -3.46 


2.48 
1.27 
1.42 
1.81 
1.02 

1.  ir 

1.47, 
1.87 
2.06 


1.88 
2.67 


-0.36 
-1.60 
-2.02 
-1.27 
-2.  24 

-2.17 
-1.28 


2.15 
2.03 
0.83 
O.  .53 
0.35 

1.68 
1.18 
1.24. 
0.80 
0.  95' 

0  43 

1.?9 
0.89 
1..5fi 


-2.00  j  3.  03 
-1.15  (  4.37 


0       4     20 
0     12       5 

0 


11      10 


4      26 


16 
5 
11 

•1 
1 


0 


lie. 


8  i  S. 

^  e;- 

4  I  s. 


sw. 
lie. 


s. 
lie. 
iifc 
lie. 


0  4 

0  5 

0-  5 

0  1  3 

0  I  9 


..  .1 

5  i  sw. 
1   I   W. 

7  :  ne. 


John  Black.  Jr. 
Mrs.  1).  1J..SU  niters. 
I'.  S.  Weather  Bureau, 
liolaiiii  D.  I'owe. 

I'aiil  Qimtllebaiiin. 

D.  C.  McCall. 
Will.  B.tJillespie. 
Henry  i'.  Savage. 
li.K.Cilbert. 

Pee  Dee  Exi>erimeiit  Sla. 
Miiiier  H.  Itobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

E.  L.  Joyner. 

I".S.  Fisheries  Station. 
.St«te  A.  and  M.  College 
r .  S .  Naval  Aerologieal  S  ta 
Miss  K.  I'.  Ihivciiel. 
Boykiii  l{.  Cantey. 

R.  L.  ITtsey. 

E.D.  Fields.  Jr. 

K.  I'.  Law  ton. 

\V   Hampton  I'amscy. 

W.  <:.  Iliiison. 


0 

8  ' 

12 

7 

11 

lie.    1 

0 

5  1 

..   ; 

.... 

0 

9 

'i4 

is 

3 

ne 

0 

4 

■'' 

(> 

<•• 

w . 

0 

8 

11 

16 

3 

e. 

0 

9 

!'• 

2 

12 

e. 

0 

5 

17 

10 

3 

w.   i 

0 

3 

11 

18 

1 

0 

8 

17 

13 

0 

•n-i. 

0^ 

-2 

24 

-    3' 

3 

0 

3 

20 

7 

3 

0 

3 

0 

4 

13 

1", 

0 

siV 

0 

3 

tfi 

13 

1 

se. 

0- 

5 

- 

- 

0 

2 

i.5 

i4 

i 

se. 

0 

8 

17 

11 

2 

lie. 

0 

4 

9 

19 

2 

ne.    1 

0 

9 

21 

0 

J-       i 

0 

5 

17 

9 

4 

ne. 

0 

6 

16 

9 

5 

lie. 

Frank  B.  McCoy. 
11.  II.  I!u>sell 
Esther  K.  Owens. 
L;  M.  Park.-r. 
Ueury  A.  Brown. 

Uimes  C.  Fiiris. 
Ceorge  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  K.  H.  II.CiiIIh.uii. 
I     S.  Weather  Bnieaii. 

I'.  S.  \V   B.  Aerologieal  Sta. 
.1.  A.  Tow  nseiiil. 
S.  C.  It..  Power  .»  By.  Co. 
I'.  S.  Weather  Bureau. 
.\1.  M.  Calhoun. 

.1.  Marvin  Bowers. 
John  W.  Daniel. 
It.  Hartwell  Wibls.  D  D  .s. 
I'erry  .\.  Siinp.'ioii. 
.lohn  T.  Boggs. 

J.M.Sease.  M.P. 
John  H.  Baxter. 

loshlla  Y.  loiies. 
W.S.Crout. 

v..  W..leter. 

F.  P.  IJobiiison. 

Mrs.  S.  E.  Long. 

ILW.Hrandt. 

Bev.  Oliver  Johnson.  > 

W.T.  Clawson. 


The  departnres  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  hut  all  complete  '"fPo"-;  are  used  in 
ine  oepartnres  irom  i^ne  norma.^ieu^p   Reference  letters  («.  b.  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  1-  represents  two  days  missing,  etc. 


determining  section  or 

t  ■ 

puted ,- 

'1'   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


A  3^0  h^dat^  ."  nl^cc^^^o^t^Vi^ii^Hiuied  in  m^a,;;  and  sInnma-He;:   "Temperature  data  are  from  oldened  rea.lings  of  t^he  dry  bulb;  means  are  coin- 
ed from  ofeerved  readings.     ttPost-office  addresses  of  these  stations  nre  as  follows ■     Of  Caston  Shoals.  Blacksl.nrg:  of  Wmthrop  C.^llege.  Rock   llill. 


EPTEMBER,    1923. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SliCTION. 
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Daily  Precipitation  for  September,   1923. 
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l.x<.  lit  as  otherwise  iiidieate(l.()l..servatu)iis  are  irenerally  made  late  in  the  aftenioou,  iieiir  sunset,  and  preeipitalioji  reeorrt^ji is.for  the  '24  hours  eiidiiier  at  the  lime  of 
^>>ei\atioii.  nn  I  leriiutatioii  measured  111  the  moriiiinr:  amount  then  recorded  is  for  the  Meeediiier '24  hours.  ***  lie^riihir  Weatltt-r  Bureau  >^talioir  pieeipitiitioii  is  for  Ihe 
<-uour  i«erioi|.  iiiidiiight  to  uudniitht.     *  Preeipitation  inelnded  in  the  next  followiiiff  nieasiirenient.     tSeparate  dates  of  falls  not  revordod      T    ■|race   or  less  than  0  iil    inch. 


COMPARATIVE  DATA  FOB  SEPTEMBB^. 


Venr 


Temiieralure. 


Precipitation. 


a.ff    . 

J.  ;'•  _  r 


Averace   n  u  m  her  of 
days. 


72.2 
69.6 
72.1 
72.9 
74.3 
72.5 
74.7 
75.0 
76.9 
75.0 
73. 3 
76.0 
72.8 
77.  1 
73.1 
72.1 
7^2.7 
75.8 
76. 2 
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,93  I 
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98  I 
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98 
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100 
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31 
40 
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40 
46 
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35 
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42 
48 
34 
45 
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44 
49 
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1.12 
9.86 
i.M 
7.84 
•2.66 
6.41 
4.42 
6.51 
1.29 
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2.  ,55 
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1917... 
1918... 
1919... 
19-.'0.  . . 
19^21.    . 

1922 

192,3 
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76.0 

99 

45 

72.4 

94 

40 

7^2.0 

98 

39 

7.5.8 

103 

46  i 

7^9 

100 

.50 

//.  / 

109 

47 

71.7 

99 

40 

71.3 

101 

,       43 

75.9 

102 

.      43 

72.2 

99 

35 

71.2 

98 

40  i 

69.8 

96 

36 

74.1 

99 

45 

75.5 

100 

46 

80.0 

104 

57 

75.2 

100 

47 

7.5.5 

99 

50  j 

74.3 

109 

31 

5.91 
2.86 
3.74 
.3.10 
3.33 
5.91 
■4.66 
-3. 63. 
-2. 38 
-.2.56 
5.75 
3.87 
0.97 
5.42 
.3.42 
1.15 
2.67 

3. 82 
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Cl.lMAT()I.O(JlCAl.   UATA:    SOD  IH   CAUOl.lN A  SECTION. 


September,  iy2o. 


Oaily  Temperatures  for  Septamber,   1923. 


f.'d.Wfli/   I'dlliini. 


Alleiiilivle^vS 

Ulackville 

OliarlHstoii 

Clieraw*'^ 

(;oinva.v 

OarliiiKtoiisW 

FtMRllS()llS^S\ 

Kloreiice  1  

GaniPtt 

Georgelowii 

Kiiiestrce 


Meggett., 


i 


Orangi'lmrg  1.  .. 
Paris  IslamlW.  .. 

St.  George 

.Society  IlillS^'iV.. 
Smninerville 

\Vpi1gefiel<l 

Yemassee 


\  .Maxiiiunii  . 
■■  (  Miiiiinuin.. 

S  Maximum  . 
•■  (  Mininium. . 

\  Maxiiniiin  . 

■  •  )  Aliniimim. . 

\  Maxiimiiii  . 
•■  (  Miiiimuin.. 

)  .Maxiiiiuiii  . 
•  ■  '  Miniiniim. . 

t  Maxiiiuiiii  . 
■■  )  Miiiiinuin.. 

iMaxinnini  . 

■  (  Miiiiinuin.. 
\  Maxinuiiii  . 

■■  ■  I  MiiiinuMii. . 

)  Maxiiiuiiii  . 
•■■  t  Jliniinniii.. 

\  Maxiiuiiiii  . 
■  ■  ■  (  .Miiiimuiii. . 

)  Maxiinuin  . 
"  '  /  Minlninni. . 

)  ^laxiInunl  . 
•■■I  Miiiimnm.. 


S  Maximuiii  . 

'  Miiiiiniini.. 

\  iNJaxiiiiiiiii  . 

\  Miiiiniiini.. 

i  Maxinnini  . 

(  Minimum.. 

)  Maximum  . 

(  Miiiimnni. . 

\  Maximiini 
'  I  Minimum. 

\  Maxininm 
■  (  Mininium. 

S  Maximum 
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GENERAL.  SUMMART. 

The  month  was  marked  hy  drought,  with  but  two  periods 
of  copious  raitip,  and  hydro-electric  power  in  tlie  various  up- 
State  streams  was  materially  reduced.  Temperatures  rang:ed 
somewliat  below  normal,  on  the  whole. 

The   prolonged   dry  Aveatlier  was  generally   favorable  for  j 
harvesting  late  crops,  which  were  housed  in  good  condition.  | 
The  peanut  harvest  ended  during  the  last  decade,  and  molasses  j 
making  continued  throughout  the  month.     Cotton  was  practi-  i 
cally  all  open  early  in  the  month,  the  boll  weevil  having  taken  ' 
the  top  crop;  picking  made  rapid  progress,  and  a  comparatively 
small  percentage  remained  to  be  picked  in  the  Piedmont  at  the 
end  of  the  month,  unusually  early  compared  with  previous  sea- 
son.s;  the  crop  exceeded  expectations  in  some  sectioris,  but  wasj 
poor  in  others.     Hard  soil  materially  retarded  plowing,  delay-, 
ing  winter  grain  sowing  in  consequence.     Truck,  gardens,  and  \ 
pastures  suffered  from  lack  of  rain,  and  good  vegetables  were, 
only  fairly  plentiful.     No  material  damage  resulted  from  frosts. 
Native  apples  became  fairly  abundant  about  the  Idth.     Vegeta- 
tion was  taking  on  antumna!  appearance  toward  the  end  of  the 
niontli.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  !> 
r.'gular  Weather  P.uroau  stations  in  and  surrounding  the  Sec- 
tion, was  30.1 1  inches,  'i'be  highest  pressure  was  30.44  inches 
at  Wilmington,  N.  C.  on  the  29th,  and  in  the  Section  proper. 
30.43  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
was  29.55  inches  at  Charlotte,  N.  C,  on  the  19th,  and  in  the 
Section  proper,  29.59  inches  at  Cohmibia  on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  62.9°,  or  0.7°  below  the  normal. 
The  highest  temperature  was  90°  at  Garnett  on  the  1st.  The 
warm  periods  were  on  the  2d  and  3d,  from  the  12th  to  the 
19th,  inclusive,  and  on  the  29th  and  30th.  The  lowest  tem- 
perature was  29°  at  Walhalla  on  the  25th.  The  cool  periods 
were  from  the  6th  to  the  11th.  inclusive,  and  from  the  20th  to 
the  27th,  inclusive.  Light  frosts  occurred  in  the  Piedmont  on 
the  3d,  9th,  10th,  and  11th,  and  heavy  to  killing  frosts  were 
quite  general  in  the  interior  on  the  24th,  25th,  and  26th. 


below  normal  and  were  greatest  in  the  coastal  counties,  where 
the  measurements  were  above  2  inches,  while  in  extensive  areas 
of  the  central  and  Piedmont  counties  there  was  less  than  1 
inch.  The  greatest  local  monthly  amount  was  2.96  inches  at 
Yemassee;  least  local  monthly  amount,  0.12  inch  at  Calhoun 
Falls.  The  greatest  24-hour  amount  at  any  station  wasl.9(> 
inches  at  Georgetown  on  the  19th.  'I'he  average  nuniber  of 
rainy  days  was  33%  below  normal. 

WIND. 

The  prevailing  wind  was  from  tlie  northeast.  The  average 
hourlv  velocity,  determined  from  9  anemon-eter  records,  was 
7.2  miles.  The  highest  average  velocity  was  1 1 .0  miles  per  hour 
at  Charleston-  the  lowest  average  was  4.2  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper,  6.0  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  va^ 
29  miles  per  hour  from  the  southeast  at  Ashev.lle,  N.  C,  aini 
Savannah,  Ga..  on  the  17tb,  and  in  the  Section  proper,  'Z^^ 
miles  per  hour  from  the  northeast  at  Due  W  est  on  the  22d  a  no 
from  the  north  at  Charleston  on  the  23d. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  detern.ined  from  9  auto- 
matic records,  wa-  232.6  hours,  or  66%  of  the  possible 
amount.  The  average  number  of  clear  days  ^v«s  18;  par  l.v 
cloudy.  6.  and  cloudy.  7,   as  against  nonr.als  ot   IS,  b,  ann  , 

d.nys,  respectively. . 

RIVER  CONDITIONS. 

On  account  of  persisteni  drought,  the  rivers  of  the  Section 
'  were  unnsuallv  low  throughout  the  month,  and  bydro-electr.c 

power  in  the  various  up-State  streams  was  materially  curtaiK  n. 
jThe  Congaree   River  at   Columbia   was  below  zero  ot  the  gage 

throughout  the  month. 

I  MISCELLANEOUS   PHENOMENA  (dates). 

p,o,t,-TJfjht:  Che.^er,  9,  10,  11,  24,  25;  Greenyille.  24, 
9v  Saluda,  3.9,  10;  Trenton,  24;  Calhoun  Falls.  Camden, 
kine^ree.  Liberty,  Newberry,  Orangeburg  No.  1,  Santuck  and 
Spartanburg,  25 ;" Cheraw,  25,  26.  Killwg,  or  fire,rng  tewprra- 
tvres:    Laurens.  Saluda,  and  Walhalla,  2o. 

Hah^-L,nwr:    Due  West,  15;  Greenville    lo;   ';i'7;>  '  2- 

15    29,  30;  Walhalla,  15.     Solar:   Columbia,  4,  b     /,    lb,  ^». 

!  .29".  pae  West,  5,  6.  7,  15.  16,  29;  Greenville,  5,  29;  I-'l'<^'-ty;2^- 

Foq.  /).,,....-Cheraw,  14;  Colun.bia,  H,  J^  .  I>"J  ^^  ;^^' 
'  19  28 -■  Kershaw,  16;  Orangeburg  No.  1,  13;  Rimmi,  28;  Sa- 
luda. 3.  14,  28,  29;  Trenton,  14;  Winnsboro,  14. 


MISCELLANEOUS  DATAJFOR^TOBER^^23 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  82%  :  noon,  56%  ;  8  p.  m..  60%. 
The  highest  percentages  occurred  on  the  coastal  plain,  and  the 
lowest,  in  the  Piedmont. 

PRECIPITATION. 

The  average  for  the  Section.  52  stations  reporting,  was 
1.14  inches,  or  1.89  inches  below  the  normal.  The  rainfall 
was  fairly  well  distributed  as  to  amounts,  but  was  confined 
principally  to  two  short  periods.     The  amounts  were  genernlly 


>sl'evillp.  N.O 

riiarlone.  N.  <' 
OolmviMn.S   C . 
Due  Wost.  S.-f 
OreenviU 
SjiVHiiiiali. 
Wilniiiietnii.  N.P 
Mfnn?  ami  ex-  ) 


3".  m  I  R4  . 4  [ 

:iO.  V2  !  fil.'ST 
j     :\(\.  1 1   I  f.3.  4 
?n.  I'     fQ.'l 

i     ,1(1  10      01.8 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


October,  1923. 


Climatologrical  Data  for  October,  1923. 


Stations 


Counties. 


Eastern  Portion. 

Allendale  

Blaokville 

Charleston 

Clieraw.... 


. 

c 

a>  1 

.i 

-.t< 

°f. 

>,: 

> 

M 

X 

•=• 

—     j 

Temperature,  in  deifiVes  Falir. 


(Conway 

Darlingloii ... 

Ettini7lmiii 

Ferguson 

Florence  1 


Florenre  2... 

Oarnett 

Georgetown  , 
Kiiigstree..  . 
Meggett 


Orangeburg  1 
()rangeburg2. 
Paris  Island.  . 
Pinopolis*'  . . 
Kiiniiii 


St.  George . . . 
Society  Hill  . 
Suinnierville 
Wedgefield  . . 
Yeniassee 


Division  means  and 


IIV.«/f|-)i  I'lirlinn. 


Aiken  

Anderson 

Hlairs  

Calhoun  Falls. 
Camden 


Catawba 

Chnppolls 

Chester 

Cii-nison  College  . 
Columbia 


Due  West 

Kdgetield 

Gaston  Shoals  Jt. 

Greenville 

•  ireenwood 


Heath  Springs  .. 

Kershaw 

Landrum 

Laurens 

Liberty 


Little  Mountain. 

Newtieriy 

Pelzer 

faluda 

Santuck 


Allendale 

Barnwell 

Charle.ston  . . 
Chesterfield  . 

Horry 

Darlington  .. 

Florence  

Orangeburg  . 
Florence 


18G  41 

2911  39 

4H  I  52 

144  41 


....do 

Hampton 

Georgetown  . . 
Williamsburg 
Charleston  . . . 


Orangeburg . 

do 

Beaufort  

Berkeley 

Sumter 


Dorchester  . 
Darlington  . 
Dorchester.. 

Sumter 

Hampton  .. 

extremes  .   .. 


Aiken  

Anderson  . 
Fairfield. . . 
Abbeville.. 
Kershaw... 


25 
175 
106 

fi3 
136 

136 
82 
18 
54 
19 

264 

264 

13 

54 

97 


62.  6 
66.4 
63.4 

63.2 
'^6L8 


61.8 
64.7 


>'65. 8 
6:3.4 
63.7 


63.6 


67.4 
61.2 


109  i  40 
192 
75 


249  ;  .33 
24  I  34 


64.4 

32  '  ''61.4 

25  i     05. 2 

64.0 

64.8 

63.8 


c  - 


-1.4 
-1.4 
+  1.2 

-1.7 
-1.9 


-2.6 
+0.6 


-2.9 
-0.8 


-0.4 
-3.2 


Precipitation.  In  incites. 


EC  S-  ! 

a  «       r  - 
9-E    I  ? 


Number  of  days. 


c  — 

-  3J 


2  §  '^'Z\  < 
?     !go|  5 


Observers. 


14 
19 

15 

1^ 


35  i 
44 

37 

36 
".37 


83 


83 


25 
24 
25 

25 
25 


1  ;  '•34 
4  i  36 
6  i      35 


t^6 
25 


York  

Newberry  .. 

Chester 

Oconee  

Uichland  .. . 

Abbeville  . . 
Edgefield  ... 
Cherokee  .. . 
Greenville  .. 
Greenwood. 


Lancaster 

Kershaw 

.Spartanburg . 

Laurens 

Pickens 


Newberry  . 
Newberry  . 
Anderson.. 

Saluda 

Union 


Spartanhurg Spartanburg  , 

I'renton Edgefield 

Walhalla Oconee 

Winnsboro Fairfield  . 

Winthrop  College  tf . . .  York  


627 
764 
293 

508 
222 


64.4 
63.2 


62.4 
63.6 


-0.8 
-1.2 
-0.5 
+0.3 
-0.8 

-1.0 


+0.6 
-0.2 


-87 
87 
85 
86 

90 


t5 

'"'3' 

t  1 


30 


2 
3 
1 

t2 


35 
'■33 
37 
42 
34 


25 


43  ;     0.68  I  -2.  17  ,  0.48 
23       2.69      -1.24  1  1.75 

44  I     1.  18      -1.63  {  0.55 
i 

-0.94  j  1.61 
-2.27  i  0.28 
-2.12  j  0.50 
—1.34  I  0.46 
—2.26      0.31 


38 
=37 


42 
42 


31  1    45 


85  i 
84  ; 


86 


+  1.0 


562  !  17  ! 

!02  i  18  I 

487  1        66.0 

850  31   i     62.2      +0.6 

3.51  37       63.4      -0.6 


711 


Division  means  and   extremes  , 


•"section  means  and  !extrenies. 


680 
1039 
671 

568 
•500 

lora 

589 
900 

711 
502 
850 
536 
512 

875 
620 
1061 
545 
690  1  23 


62.2 


61.4 
61.6 

61.7 
62. 2 
60.8 
59.2 
61.8 

62.2 
63.0 


tl2 
1 


84  12 

84  !       12 
83  i        2 


1-1.1 
-0.6 


-0. 


60.7 
61.0 

60.4 
■564.7 

60.0 
''62.  1 

62.4 

02.2 
62.9 


-0.2 


-2. 2 
-0.6 


-2.9 
-1.  1 

-0.7 

-2.4 

-n.8 

-0.3 

0.0 

-0.4 


84 
86 

81  ! 
85  I 
I 
83  i 
89  ! 


12 
1 

2 

15 
12 
12 
2 

tl3 
19 


2 
12 

12 

tl2 
12 

t2 
12 


35 


24       35 


25       35 
24       33 


32 
34 

35 

29 
''39 
38 

29 

29 


25 
25 

25 
24 
25 
+24 
25 


2.28 
0.84 
0  87 
1.53 
0.80 

0.71 
1.44 
2.40 
0.60 


0.82 
0.53 
1.58 
1.53 
1.75 

2.38 
1.45 
1.19 
0.20 
2.96 


-2. 35 


—0.78 
-2.25 


-1.67 
-2.51 


+0.04 
-1.60 
-2. '28 
-2.  65 
+0.12 


0.29 
0.70 
l.iiO 
0.20 


0.31 
0.20 
0.81 
0.  on 
1.45 

0.78 
0.  ,58 
0.28 
O.'iO 
1.75 


1.38      -1.60  i  1.90 


25       51 
25       51 


0.46 
1.76 
1.38 
0.12 
0.62 

0.97 
0.70 
1.40 
0.53 
0.70 

0.44 
0.42 
1.79 
0.81 
0. 85 

0.96 
1.01 
0.98 
0.91 
0.56 

1.45 
1.74 
0.44 
1.40 
1.39 

1.19 
0.91 
0.82 
1.04 
1.30 

0.96 

1.14 


-2.17 
-1.02 
-1.18 
-2.94 
-2.00 

-2.84 
-1.88 


-2.85 
-2. 15 


-1.15 
-2.69 
-1.99 

-1.49 


-3.29 

-1.45 
-0. 82 
-3.06 
-1.63 

-1.85 


0.33 

0.84 
0.  (Ti 
0.12 
0.42 

0.,57 
0  40 
0.  65 
".31 
0.42 

0..38 
0.42 
0.48 
0.3P 
0.61 

0.  ?,6 
0. 54 
0.43 
0.67 
0.40 

0.90 
1.14 
0.  .36 
0.75 
0.88 


-1.62     0.60  ' 
-2. 18  i  0.  91   i 
-2. 66  I  0.  45  1 
-1.05     0.60 
-1.55     0.70 

-2.07      1.14  i 

(  i 

-1.89  I  l.PO  j 


0 
0 
6 
0 
0 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 

0 
0 
0 

0  ! 

0  ! 

^1 

0 

0  ' 
0 


3      7  i  ne. 
3     10  '  e. 


15  i     3  i  13 

24 '  2 ;  5 


3 
3 

5  I  18  i  3  1  10 
2  I  18  i  5  '  a 
4  !  13  :  10  I    8  !  ne. 


ne. 


14 


8  ;    9  !  ne. 


John  Black,  Jr. 
Mrs.  I).  B.Sanders, 
ti.  S.  Weather  Bureau. 
Itoland  D.  Powe. 

Paul  Quatllebaum. 

D.  C.  McCall. 
W)n.  B.  Gillesiiie. 
Henry  C.  Savage. 
H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 
Miiner  B.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

E.  L.  Joyner. 


I'.S.  Fisheries  Station. 
State  A.  and  >1.  College, 
li. 8. Naval  Aerologlcal  Sta. 
Miss  K.  P.  Kavencl. 
Boykin  K.  Cantey. 

R.  L.  Utsey. 

E.D.  Fields,  Jr. 

E.  P.  Lawton. 

W  Hampton  Ramsey. 

W.  C.  Unison. 


ifi' 

"8' 

■■:. 

ne.  1 

25 

0 

6 

w. 

22 

8 

1 

e. 

•20 

1 

10 

e. 

18 

t 

6 

s. 

14 

17 

0 

18 

8 

5 

e. 

25 

1 

5 

ne 

18 

7 

6 

ne. 

15 

12' 

4 

n. 

18 

8 

5 

e. 

20 

3 

8 

e. 

19 

4 

8 

ne. 

22 

4 

5 

ne. 

22 

8 

1 

n. 

19 

6 

6 

ne. 

18 

6 

ne 

Frank  B.  McCoy. 
TI.  H.  Itussell. 
E.stlier  B.  Owen.s. 
L.  M.  I'arker. 
Henry  A.  Bniwn. 

.lames  (;.  Faris. 
George  V.  Clamp. 
J.  C.  Cornwell. 
Prof.  F.  11.  ll.Callioun. 
V   S.  Weather  Bureau. 

V.  S.  W.  B.  Aerologlcal  sta. 
.1.  A.  'I'dwnseiid. 
S.  C.  I.t.,  Power  .1  Hy.  <  o. 
[I.  S.  Weather  Bureau. 
M.  M.  ("alhouii. 


J.  Marvin  Bowers. 
John  W.  Hamel. 
R.  Hartwell  Wilds.  D.D.S. 
Perry  A.  Simpson. 
John  T.  Boggs. 

J.M.  Sease.  M.D. 
John  H.  Baxter, 
.loshna  Y.  .lones. 
W.  S.  Crout. 
E.W.Jeter. 


F.  P.  Robinson. 
Mrs.  S.  K.  Long. 
H.W.Brandt. 
Rev.  Oliver  Johnson. 
W.  T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  coinmited  only  for  such  stations  as  have  fen  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  («.  h,  <:>.  appearing  in  the  table  indicate  number  o''  days  missing:  for  example.  "  represents  two  days  missing,  etc. 

t  Also  on  other  dates.  t+  Received  too  late  to  he  included  in  means  and  summaries.  ••  Temperature  data  are  from  observed  readings  of  the  dry  Imlh:  means  are  com- 
puted from  observed  readings.     ttPost-ofiice  addresses  of  these  stations  are  as  follows:    Of  Gaston  Slio-als.  Tilacksbnrg:  of  Winthrop  College,  Rock  nill. 

T   Precipitation  is  less  than  0.01  inch  of  rain  or  metted  snow. 


EBRATA. 

September.  1923.— Average  wind  velocity,  Columbia,  iHsoellaneous  Data,  page  33.  should  be  5.5.    Ferguson :  Greatest  precipitation  in  24  hours,  page  34,  should  be  0.85. 
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Daily 

Precipitation 

for 

October,   1923. 

-^»»'--     i  ""i^^^r 

Day  of  montli. 

1 

2 

3 

4 

5 

6       T 

8 

9 

10 

11 

12 

13 

1" 

15 

16 

17 

18      19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31 

n 

K'iftern  Portiiiii. 
lllendalelll! 

.   Savannah . . . 

\ 

1 

j 

! 
1 

ilttokvillellll 

.    Kdisto 

.    Coast 

.    Pee  Dee 

"."Oi 

li.il 

.4!i 

I',, 

1 

1 

.If 
T. 
T 
.60 

.28 

.50 

'.'28 
.29 
.01 

■•■■[■■■■ 

.IC 

1     0.68 

,'hsrleston  •" 

T. 

.04 

.... 

(.  • . 

... 

... 

T. 

.01 

.... 

1  i'.    .21 

.... 

.... 

.01 

T. 

.67 

2.69 

■!hera(Vllil 

1  *''' 

.21 

.28 

1.61 

.22 

.18 
.20 
.21 
23 

.5£ 
.04 
.2c 

.19 
.43 
.31 
.19 

■  * . . 

1.18 

;onuay  ||!| 

.    Waccamaw  ... 

1 

■' 

. . . . 

■   ■ 

03 

2.2s 

)arlington  |||i 

Pee  Dee 

( 

Of 

! 

. . . . 

T. 

0  84 

:flliighani  1 II 

Lynches 

T. 

1.... 

0  87 

Vrffuson  111 

San  tee 

... 

.!;■ 

.26 

.... 

.... 

1 

... 

... 

j.... 

.... 

.46 

1.53 
0.80 

'loronre  1  111 

Pee  Dee 

j 

'lorence  2  111! 

do 

i 

. . . . 

T. 

.70 

0.71 

jarnett 

Savannah  

.5C 
T. 

1"" 

T. 

.08 

T. 

.11 
1. 90 

.20 

. . . . 

.04 

1.44 

ieorgetown 

Coast 

1 

1 

T. 

.5C 

. . . . 

2.40 

CiiiKstreellll 

RIaok 

T. 

T. 

i 
1 

.20 

.10 

.10 

0.60 

feggett 

)r8iigohurg  1 

'  Coast 

1. . . 

1 

1 

,.... 

....... 

.. . . 

1  ICdisto 

.31 
.02 

.81 
.6(1 

'.'to 

1.09 

1 

.02 

i 

T. 

'.'2f 
If 

.18 

. . . . 

It- 

.16 
.16 

..30 

'  "35 
.12 
.20 

.13 
.05 
.37 

.0.5 
.05 
.65 

'.'27 

.01 

'.'19 
.08; 
.12 

.23 

'.'4.^ 

.90 

.14 

.'.56 
.80 

.13 

.'6i 

.16 

.70 

1 

.10 

1 

......... 

T. 

.08 
.04 
.10 

'!58 

'."eo 

.03, 

.ii 

'."tl4 

1 
'.'i4; 

.12 
.02 
.05 
.20 

'.'78 
.02 
.28 

.38 
.... 

.... 

■f'l 

1 

.':'.i 

.31 
T.  i 

1 

'.'02! 

'.'62' 

'••! 

.OTJ 

...j 

0.82 

)raiigfbiirg  2 1 do 

.O.'i 
.03 

I 

* 

.... 

....| 

. .. . 

0.53 

•aris  I.sland I  Coa.st  . 

'  .  .  .  . 

. . . . 

.... 

.20 

, 

.05 

.06 

.02 

■ 

1  " 

. .. . 

1.58 

'iriopoli.s  

Cooper  

. . . . 



.IC 

..    . 

".h- 
".m 

'.'27 

'.'64 
.22 

.36 

.35 

.'27 

.56 

'.'it 

.67 

.'o.il 
T. 
.09, 
T.  1 

.91: 
.Ar, 

.30 

'!i6 
".ii 
'.'as 

'.'S4 
.66 
.12 
.42 

.. 

.40 
..W 
.31 
.06 

.03 
.42 

.4R 
.0.5 
.61 

'.'.54 
..32 

'.'io 

..55 
.55 

.3fi| 

.751 
.511 

i 

.34: 

..   1 

.20 
.60i 
.60 

1.45 
'.'65 

.:'' 

... 

T. 

'.'.'.'} 

".04 

"  ! 

j 

...j 
1 

..  -1 

.02[ 

.  05, 

i 

. . . . 

.... 

_  i 

•'! 

.'!. 

■  •  1 
1 

'.'i3 

*  * ' '  1 

•  ■  1 
...i 

■.■35 
'i'. 
.20 

.35 
.25 
.04 

.... 

'.'si 
'.'08 

'.'211 

:o4; 

.'os 

.60 
.'20 

.... 

... 
... 

.... 
.... 
.... 



... 

..... 

■■■•! 

!  ."  ."  J 

...  1 

'.'.'.J 

1 

— 1 — 

.23 

.'.':; 
— 

...  , 
1 

— j 

. . .  1 

1.53 

{iminillll 

t.  Oeorge 

Santee 

EdI.sto 

.... 

.  75 

:::: 
f.' 

.'6,5 

.'6i 

.02 

.'62 
i: 

i'.' 

t'.' : 

T   . 

■.'12 
'.'Ofi 

f.' 

i 

.'osi 

..  1 

•■■! 

i 

T. 

...1 

6? 

.... 

'.'.'}■ 
i 

.... 

. . . . 

.... 

... 

'■'■'■■ 

':::i 
1 

■■■•i 

...  1 

.... 
".'ofi 

■  ••1 

..  .1 

..., 

.'62 

't'.' 

■"( 
.'.'::i 

...j 





1.75 
2.38 

ociety  Hill  ||l| 

Pee  Dee 

.... 

.•10 

....  j ... . 

....i.... 

1.4a 
1    19 

iiiiniiervllle 

i'cdgefield 

PIMHSriCelill 

IIV»/C)H    I'livllnn. 

ikon 

ndeison 

lairs  nil 

idhoiin  Kails  nil 

aiKdeii  III! 

ntawhallll 

ImpiH-llsllll 

lie.'iter 

Piiison  Ciilli'^e 

ue  West"* 

Igelieldllil 

»*toii  Shoals 'III 

reoiiville     ••• 

reenivood  III! ,'. 

*alli  Springs 

■rsliaw  III 

indriiin 

"ireiisiiii .'.'];.'.■;.' 

Iipny 

'wherrv  . .. 

■izeriiii ;;;:" 

liida :i 

murk 

lartaiilinrg  |||1 

eutoii  ...  . 

allialla 

innsl.orollll 

inthrop  College '. 

Wateree 

Asliepoo 

Kdislo 

Savannah  

Broad 

Savannali 

Wateree 

Catawha 

Saluda 

Broad  

Savannah  

Congaree 

Savannah  

Savannah  

lirofid 

S:!lii.la ' 

....do 

Wateree 

I.ynclies 

Broad j 

.''aluda 1 

SHvannali i 

i 

Suliida  ' 

Saluda 1 

<!o ' 

<lo 1 

IJroad i 

do 

Edisto 

.Savannah 

Broad  

■  "i 

T.  1 

■•  i 

.'r'« 

... 



'.'i-i; 

...  j 

1 
.17! 

.21; 

...j 
f  ■' 

i 
...J. 

:.■.'! 
...j 

.  .  .! 

...j 

:::l 

1 

;;: 

...j 
•■•1 

••■ 

.... 

::. 

•• 
i 
"  1 

■f. 

o!26 

2.  so 

0.46 
1.T6 
1..S8 
0.12 
0. 62 

0.9T 
0.70 
1.40 
0.53 
0.70 

0.44 
0.42 
1.79 
0.51 
0.85 

0.96 
l.OI 
O.PS 
0.91 
0.56 

1.4.5 
1.V4 
0.44 
1.40 
1.39 

1.19 

0.91 
0.82 
1.P4 
l.SO 

Catawha 

i 

1 

...j. 

... 

... 

... 

. .  .1 
i 

... 

...J....I 
1      1 

obseivatlon        rPrerint^^^^^^^^^  """^!    r'"^  '"  "'«  «j'.<*'""«'  •  '"•'♦'•  sunset,  and  precipitation  rerorded  is  for  the  24  hours  ending  at  t'e  lime  of 

24ToiIrierod   ii^iiX^f^^^^^^^  V"CT-^  '  f"  "'^■?';'^Vf  'S.f"'' the  preceding  24  hours.    ***  Reg.ilnr  Weather  Rnrean  station:  preHpitntioi.  is  for  the 

iiour  period,  nndnight  to  midnight.    *  Precipitation  included  n.  the  next  following  measurement.    tSeparate  dates  of  falls  not  re.oiV.ed.    T.  Trace,  or  less  than  001   iu.-h. 

COMPARATIVE  DATA  FOK  OCTOBER. 


Year. 


n. 

<8. 
<9. 
tO. 

n. 
«. 
». 
». 
«. 
». 

>7. 

» 

K). 
H. 

Ii 
«?. 

14. 


Temperature. 


- 

^ 

c 

S: 

0) 

s 

0 

1— ^ 

Precipitation. 


61.4 
.59.3 
60.8 
63.0 
60.2 
03.8 
04.4 
G4.2 
61.3 
61.3 
65.  S 
62.9 
64.2 
67.6 
62.4 
63.  2 
62.  0 
62.4 
64.2 
61.0 


91 

30 

5.96 

88 

31 

4.18 

88 

27 

1.65 

90 

22 

4.00 

92 

28 

1. 63 

89 

27 

0.60 

90 

25 

4.92 

98 

33 

4.95 

95 

28 

l.lo 

91 

28 

1. 41 

96 

35 

3. 2:! 

90 

28 

3. 82 

91 

34 

5.0*; 

96 

33 

3.65 

9^2 

29 

0.89 

95 

■SO 

4.40 

93 

25 

2.63 

98 

26 

1.10 

93 

29 

1.97 

90 

24 

.3.69  1 

Average  nnin 

her  of 

•lays. 

t>v  ,^ 

>, 

^ 

"-C 

■c 

s 

t.  = 

^ 

Oj 

sS 

0 

^ 

a,  ~ 

c 

be    , 

>  c 


18 

20 

20 

15 

14 

14 

14 

13 

22 

19 

18 

23  I 

1.5  I 

U  i 


ne. 

ne. 

ne 

lie. 

ne. 

lie. 

ne. 

ne. 

ne. 

lie. 

n. 

ne. 

ne. 


Year. 


Tempera 

tine 

Precipitation. 

Mean. 
Highest. 

c 

i 

P 
S 

> 

&S€c' 

g  b  c  c 

Aver:ige  n  11  m  he  r  of 
days. 


1907 

61.2 

91 

28 

1908 

62. 0 

89 

35  i 

1909  .. 

61  2 

96 

^>\ 

1910 

66.5 

100 

1911 

67.0 
65.0 
02.5 

99 
94 
95 

37 
,32 
28 

1912 

1913 

1914 

64.7 

92 

26 

1915 

6T.0 

93 

27 

1916 

64.0 

92 

31 

1917 

69.3 

90 

22 

1918 

6T.3 
7.3.7 

93 

101 

33 

44 

1919 

19-20 

64.1 

92 

25 

1921 

62.  6 

90 

27 

1922 

64.5 

94 

31    [ 

1923 

62.9 

90 

29  1 

Period 

03. 6 

1 

101 

22 

0.73 
4.22 
2.43 

4.  .39 
,5.89 
2.21 
3.  ,56 
3.44 
4.95 
2.54 
I.  .50 
3.75 
2. 53 
0.76 
1.79 

5.  57 
1.14 

3.  0;^ 


3 

1«  , 

6 

19  ' 

5 

23  1 

6 

20  i 

S 

12  1 

0 

1H  j 

6 

19  ! 

8 

13 

S 

18 

5 

16 

4 

23 

5 

15 

5 

13 ; 

0 

24  : 

J 

21 

8 

18   1 

4 

18  ' 

0  ! 
5  I 

9! 

4     ! 

6 


5 
S 

10 
4 
4 
•5 
6 


5  ne. 

6  ne. 

3  '  ne. 

4  1  re. 
10  '  ne. 

ne. 


I  lie. 
[  ne. 
i  "e. 

ne. 
'  sw. 

ne. 

s\v. 

ne. 
I  ne. 
'  e. 
[  ne. 

:  ne. 
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CLIMATOLOGICAI.  DATA:    SOUTH  CAROLINA  SECTlOiN. 


October,  1928 . 


Daily  Temperatures  for  October,   1983. 


Stations. 


3       4 


5       6 


S       9 


II     ri 


14      15     16 


17      18 


21  I  22     2S 


24 


25 


Menu. 


EfiKlern  Pniiina. 

)  Maximuiu  . 
Alleii(1ttle?$ (  Minimum.. 

j  Maximum  . 
Blaekville )  Minimum.. 

i  Maximum  . 
Charleston (  Minimum.. 

\  Maximum  . 
Cheraw*? (  Minimum . 

j  Maximum 
Conway i  Minimum . 

*  Miiximum 
Darlington S^S^ )  Minimum. 


Ferfsnaoii  \^* 

Kloienoe  1  

Oarnett 

fieoreelown 

Kinifstree 

Meggett 

OraiiK«burg  1 

Paris  Islan<1S\'!> 

St.  George 

Soplety  HillW.... 

•inmnierville 

Weiigefield 

Yemnssee 


I)  Maximum  ., 
i  Minimuiri.. 
)  Maximum  . 
I  Minimum.. 
\  Maximiii'i  . 

•  )  Miiiimutn.. 
(  Maximum  . 

■  (  Minimiiiii. . 
i  Maximum  . 

•  I  Minimum. . 
)  Maximtnn  . 

•  (  Miuimum.. 

\  Maximum  . 

•  I  Minimum.. 
\  Maxiimnii  , 

•  (  Minimum.. 
\  Maximum  . 

•  (  Minimum. 
\  Maximum 

•  i  Minimum. 
)  Maxinuun 

•  (  Miuimum. 
S  Maximujn 

•  (  Miuimum. 
\  Mnxinuui! 

•  I  Miuiiiuiiii. 


We'leia  fiotioii. 


Allien 

Xntleison 

falliouii  FftUsS^iV. 

rHmileusW 

Chester 

Clemsou  CollPBe 

Columbia 

Due  West 

(I'reenville 

nreenwood   

Heath  Siniiigs 

Kershaw 

Landrum 

lyaurens?* 

I.iherty 

I,ittlt  Mountain 

Newherr.v 

Saluda 

Santurk  

Spartanluirg 


83' 

63!    G4l 

781     78' 

71| 

84 


83!    801    75 


611  55 

sr  80 

68l  06 

81|  8S 


68 

5-51  601    53 

hOl  83l     M 

^V  fiOl     5'.» 

82  78 

51'  60 


851     6S| 
52|    5»li 


701  69 

60|  51 

67  681 

61i  611 

74|  71 

1^7!  47 

"1 

67  69 

59  53| 

67  70 

55  49 


69i     70 


50i 
69! 
59! 
79 
461 
721 
49! 
71! 
48'     41 


441     42 

701     70I 


78|    83j 


,^71  53: 

801  81  j 

40]  41! 

72|  741 

431  42i 
'2| 


47 

74i     751 
531     58; 


40 


79I    80 
421    471 


401     41] 


82 
60 

83 
62 

901 

03 

82 

60 

79i     79 

58      03 


82!     80     83|     78 
62'    58!    52     63| 


861    83 
59,    62 


J  Maximum  . 
\  Minimum. . . 
\  .Maximuii'  , 
(  Minimum. . . 
\  Maximum  .. 
(  Minimum. .. 
j  Maximun  . . 
(  Minimum. , . 
j  Maxiimuii  .. 
/  Minimum. .. 

S  Maximum  . . 
(  Mininnmi.. . 
\  iNiaxiimnii    . 

■  I  Minimum. . . 
(  Maxiiuum  .. 

•  (  Minimum. .. 
i  Maximimi  . . 

•  (  Minimtnn. . . 
i  Maximum  . . 

■  (  Miuimum. . . 

)  Maximum  . . 

■  (  Minimum. ., 
)  Maximtnn  . 
(  Minimuin. . 
i  Maximum  . 
i  Mininnmi. . 
\  Maximiuii  . 

<  Minimum. . 
)  Maximum  . 
)  Minimum.. 

\  Maximum  . 
)  Minimum.. 
\  Maximum  . 
'  Minimum. . 
\  Maximum  . 

•  '  Minimum.. 
\  Maximum  . 

■  '  Minimum.. 

<  Maximum  . 

•  (  Minimum.. 


Trenton 

WaUialla 

\Vi  nil  shore  S^S\ 

Wintlirop  College  . , 


\  Maximum  . 
)  IMinimum. . 
(  Maximum  . 
)  Minimum. 
S  Maximum  . 
•  '  Minimum. 
<  Maximum 
>  Minimum.. 


741 

63i     59 

89      '('\ 

5Si    651 

82     84      851     75 

63     61 i    54!    6n 


'^. 


85     83 
58     54 


82.  801  831 

631  60!  .54' 

81'  841  *<li 

73.  71|  69!    68 


'?! 


61 


78  87 

57.  52 

85  84 

65  61 

851  81 

62,  62 
84' 
64 


8.5I     71 
561     56 


73] 
S.'i 
84 
57 
82 
55 
85 
621    56 


71  71! 
39i  381 
741     7M| 


76     79 
40;     44 1 


80     81 


751    80 
49!    58 
76 


48      43! 

74!     75i 


62i  4S|  47 

72!  731  77; 

491  51!  43 

75I  70i  73! 

49  43  42! 


791    82 


85  84 

651  65 

81  i  S3 

62,  62 


87;  S6: 

62|  60, 

76!  81 

59I  591 

83;  SO: 

581  55: 

79  83j 

631  63 


82 
61, 
SO, 
^Oi     59 


62, 


83;  81 

63,  5« 

81 !  82 

021  .'16 

81  i  831 

57  54 

83  83, 

59  58l 
7S|  81 

60  52' 


83  83| 

57  52, 

7?!  81 

63i  56 

791  t^O 
62i 
78! 

K0|  58 

7Q  77 

61;  56 

77 

58l  56 

79  81 

58  54 
Wij 

.■^91  5« 

77!  80 

60  51 
79i 


1 

80 

58, 

83, 

58| 
82|  80 
50  51; 
77  79, 
60  56! 
83|  85: 
601    571     59     54 


82, 
63 

?5l 
1)4 

78!     84! 


59     59  . 

80     82 
55     57, 


81 

.^9  56 

82  82 

61 ;  53 

801  82 

.571  50 

811  84 

60,  50 

S0|  81 

56  54 

78!  81! 

61  60 

83  81 
52  48 

...  81 

'83  '  80 

56;  5^1 


.561 

601 

Skj 
721 
58] 
7o| 
591 

78 
57 
69 
61 
71 
.59 
72 
61 
77 
5.-^ 

74 

58 
70 
,'^8 
74 
59 
71 
58 
78 
59 

73 

.5,'; 

73 
59 
7? 
61 
7R 
59 


41; 

79j 

^' 
77| 

41 


52;  54 

81!  85 

."^31  60 

80|  81 


40      40 
72I     73 


78  82| 
42  46 
75     74 


S|     50      52 

•.j:::;!::.. 

80     81 

49     52 


551  53;  60 
76!  80;  82 
44;     411     45 


83| 

39; 

73 

44 

74 

431     4f 


85     82 
401     45 

78!     81 


43]     50 

sol 


53 
78'     79 
43;     41!     46 


63     66 

84I     85 
55 


4S1 

84|. 

46i 

82 

57 

85 

52! 

80j     83 

53     59| 


79 
51 

86 
57 

81  ... 
65l  64; 
82]     751 

60  64 
80     79 

61  60 


54 


81     83! 

65     59; 


811 
53i 


791  84 

65  65 

75  83 

55  60i    60 

77|  83;    75 

55  66     59 


78     75;    83 
631    571    58 

79' 

70I 


75j 

68; 

82, 
64 

78l     85! 


77 

50 

68 

56 

6' 

h^ 

63|     65 

M    53 

70      66 

.561     49 


67 
54 
70I     69 


63| 
5C.! 

61  6' 
,^r,  49 
67      6(5 


70! 

511 
70 

51! 
72i 
48 

.50; 
66 

49 

72i 

49; 
69 

.-o| 

TOj 

W\ 
68 
.50 
66! 
48, 

67; 
46 
70| 
461 

po! 

4n|. 
6"! 

49 

■70 

5" 

69 

46 
73 
47 
71 
4R 


71' 

49! 
72 1 
49 

i 
701 

44 

75i 
40 
70 
44 
72 
4« 

70! 

491 

69; 

43 

68] 
401 

79! 
43| 

72 
41 
70! 
431 


I 

78;  82 

48,  52 

841  82 

50;  .52 

86  86 

41  48 


821 
57| 

SO 

57 
821 
53; 
82i  85 
56 
SO 
46!     49      52 


51 
79 
61 

8!    75 
59l    55 


51 

82| 
59]     63] 
83 
58| 

80     811 
62!    64l    62 


77;  84 
61!  61 
76 
56 
83 
68 
83 
63 
83 
66 


!  ;6| 

46 

84l    Si; 


84;     81 

43|     4S 

82,     78 

52; 

831 

48 

82 

52 

76 

.50 


44 

75 
38 
72 

4''|  45 
".o,  74 
431    41 


82 
48 
80 
55 
80|  80 
.=;?     55 


78 
48 
84 
4« 

86 
4fi 

81 

44|     441 


55 


84      Rl 

,59      53 
87      8'' 


4«l     4 
82 1     82 

m   52 

82I     81 

.54;     45 

781     79 

45 

79 

49 

83 
53 
82 
59 
80 
48 
83 
4f. 
81 
49 

83 
56 
82 


79 

55     56 


43      49 

8"!     ^'} 


84 

49;  5''!     54 

86  8?1 

44!  45      48 


81 

.=15 

78 

65 

78 

51 

761 

59 

82 
55 
81 
57 
80 
50 
80 
48 
72 
53 

79 
57 

72 
5' 
82 
56 
84  80 
52      5 


70  55|    55 

50;  44 

60  52 

52  46 

05!  65 


60  54 

48!  54 

60!  48 

48'  45 

66  59 

49,  46[ 

541  51 


68 
37 
64 
44 
65 
3S 
73 

451  39!  .36 
67  631  61 
51      45     43 


77!  70 

65;  53 

6s;  65 

55;  46 

711  681 

51 ;  4.3 

83;  70 

55;  .53] 

70;  66l 

56  48 


.. 
73 
49 
73 
63 
80 
61 
.-,  80 
48l  53 
79  81 
45     52 


62 
43 

63 

4' 

60 

41 

76 

39 

62 

39 

62 

42;     43 

64!     74 


751  79]  73 

39  43;  52 

SI  82!  83|     66 

45  49  51 


6'. 

84,    THj 
58      02! 
79;    81;    79; 


82 

52! 


431    49; 

761     77; 


58|     53 

811    ''i; 


43     47]    56     56| 


77  77  81!  81  '3 
42  45  47i  52!  eO| 
72     72I    78,    80 


78! 


1  =*'i 


39; 

76 
43 
78| 
44! 
78l 
34;     40; 


4 
79; 

46!  f,\ 
79I  79! 
451    52 


6O;  65 

51 

83,  82 

71 

48'  52 

60 

83;  64 

58 

44!  54 

81;  82 

78 

52  68 

63 

;  80,  74 

72 

68|  53; 
81;  78] 
581    611 


701 

40; 

80I  7?!     I'7! 

6?.|  601     51 

74;  69     "" 

581  .52 

69i  68 

67      73!     68 
58     o5|    45 


72    r.i 
55;    52; 


62 
44 

.57 
44 

60;  64] 
44  36 
.^0  62 
45;    42 

m  59 
42I  39 


651     65 

42! 


66|     74 

381  39 
73 
37 
74 

36! 

71' 
36 


62'  65 

4ll  36 

52  62 

44  44 

.'>3)  63 

42  36 


78,  77; 

42!  45, 

78;  731 

45;  ."io! 

76l  891 

38]  41 

78,  74; 

40;  42 

76l  69 

39!  45! 


78;  76|    74 

52  52     59 

74l  75, 

48;  63 


46;     48 
78 
44 
74 

451    48'    65 


44,     45 

751 


75     72 

55     47 
73I     68 


67 
42 
65 

50 
63 
46 

62l     51 1     60 

47      41 

66      63|     50 

45      42]     38 

70]     671     65 
45      42;     40 


651  63 

4.5  46 

65  61 

45  43 

661  63 

461  4:^ 


47 
67 
48 
P8 

70]     OR 


43     35 


4: 
6.1^ 
44 
64 
40 
64 
!56|     54 1     45      44 


77  76 

^9.;  fie, 

73l  6 

48:  41; 

7''>i  69; 

57  4-| 

71  68; 

5J  531 


60 
39 
63 
40 
59  62 
44!  38 
59I  '■1 
^s\  38 
.'^.6|  PH 
4" 


71 
41 
73 
38 
70 
35 
62 
39 

68 
41 

72 
3' 

68 
3fi| 
7'| 
31! 
■71 
34 

70 

40 

72 

3; 

62 

3? 

70 

34 

70 

?5 


461 
7^'i 

47i 

'^ 
71 
41 

75 

4 

75 

44 

77 

48 

74 

35 

76 

39 

71 

45 
T 
41 
64I 

36| 

3fil 
75; 
40; 


1 
71 

431 
73I 
4"! 

67! 
501 

75; 
45 

72! 
47 
71 
46 
69 
40 
69 
38 
76 
66 

73 

4 

73 

46 

72 

39 

74 

39 

68 

45 


77; 
401 

68! 
50; 

72j 
55 
78l 
461 
671 
,551 


71 

41| 

A 

70! 


74, 

46! 

76|     77 
.=4;     .57 


73!     7"; 
621     54; 


49;  54 
71 1  75 
46i     50 


74; 

48 

76 

45!     48 

72I     74 

3s;   44 


4 

49i     48 
781     79 


7O1     75| 
46l     51 


49 

781     73 
36!     36 


53 
72 
51 
75 
45 
71 
59 

74 

.56 
79 
54 
76 

rn 

781 

■'"1 
.52 
52 


731 
40! 
76| 

«1  .. 

45!     50, 


761 
■<2; 

76 

48     51 

77     77 


461 
66] 

52; 
65 
53 
,•^6 
.■;3; 
68; 
54| 

7,51 
,52 
69 
54 

59; 
68; 
55! 
,56! 
,56 


74.1 
51.1 
72.6 
60.1 
77.6 
49.2 
7.5.0 
51.3 
«74.3 
«49.o 

74.9 
48.6 
78.0 
51.4 
'■78. 0 
'■53.  5 
75.2 
61.5 
75.  9 
61.5 


75.0 
62.1 
74.3 
611.  6 
76.8 
.52. 1 
••76. 1 
'47.1 
76.5 
53.8 
7.5.4 
52.6 
76.6 
.53.0 


7.5.2 
"^3  7 
'73".  4 
53.0 
75.5 
49.2 
76.5 
,50. 7 
72.7 
49.7 

75.5; 
4S.9 
73. 5  ! 
53.2  ; 

^M 

70.6 
52. 1 

72.0  i 

61.1  1 

73.5 
49.91 
74.51 
50.0 
72.4 
49.1 
70.7 
47.6 
72.9! 
50.5 

73.3 
51.1 
75.6 
50.5; 
73.7 
47.7' 
75.2' 
46. 8i 
72.0; 
48.  S 
I 

•'75.7 

«S3.7 

74.  f 

45.^ 

•74.'- 

•■set 

7.5..* 
49.' 


vW  li,«tnnnent.  are  read  in  the  mornini.:  the  maximum  temt)erature  then  read  i«  charged  to         T-r 


ASm-ii^iW^: 
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U.  S.  DEPARTMENT  Of  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   CAf^OlilNfl  SECTIOfJ. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vor..  XXVI.     Columbia,  S.  C,  Novembkr,  ]923. 


No.  11, 


GENERAL,  SUMMARY. 

Tlie  iiiontli  vva.=!  far  down  in  the  group  of  cool  Novenihery. 
Wliilf^  precipitation  averaged  above  nornial,  on  tiie  whole, 
there  was  marked  drought  i)etween  the  fir^t  and  last  weeks. 

Prolonged  drought  during  the  niontli  materially  retarded 
winter  cereal  plowing  and  planting,  but  conditions  improved 
generally  witli  the  rains  of  the  last  week,  and  wheat,  oats,  and 
rye  were  coming  to  good  starids,  and  late  gardens  and  winter 
truck  were  progressing  favorably.  Continued  low  water  in  the 
various  streams  resulted  in  curtailment  of  hydio-electric  power, 
e.xcept  between  the  .5th  and  0th.  Cotton  picking  was  practi- 
cally finished  during  the  first  decade.  The  words  were  gen- 
erally bare  by  the  12th. 

PRESSURE. 

The  mean  sen-level  jiressure,  determined  froni  reports  of  '.I 
regular  Weather  Bureau  stations  in  and  surrounding  tlu- Sec- 
tion, was  .W.  1  I  inches.  The  higiiest  pressure  was  P.O.. 57  inches 
at  Asheville,  N.  C,  on  the  2d.  and  in  tl'c  Section  proper. 
oO  .52  inches  at  Columbia  on  the  10th  and  Due  West  on  the  2d  : 
the  lowest  pressure  was  29.75  inches  at  Asheville.  N.  C,  on  the 
26th,  and  in  tlie  Section  pr.)per,  29.78  inclies  at  Greenville  on 
the  saiTie  date. 

TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  .51.1^,  or  2.7°  below  the  normal. 
The  highest  temperature  was  82°  at  Florence  No.  1  on  the -5th. 
The  warmest  periods  were  on  the  5th  and  (ith,  from  the  1 9th 
to  23d,  inclusive,  and  on  the  P.Oth.  The  lowest  temperature 
was  21°  at  Santuck  on  the  10th.  The  coolest  periods  were 
from  the  1st  to  3d,  inclusive,  and  from  the  7th  to  18th,  in- 
clu'?ive.  The  first  general  autumn  killing  fronts,  or  freezing 
temperatures,  occurred  on  the  8th,  9th.  and  10th,  extending 
nearly  to  the  southern  coast. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  fi-om  reports  of  9 
regular  Weather  Pjureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  81^:  nonn, -589^  :  8  p.m.,  07%. 
The  highest  percentages  occtirred  over  the  ceiitral  anol  eastern 
counties,  and  the  lowest,  in  the  Piedmont. 


amount  during  any  24  hours  was  2.62  inches  at  Gaston  Shoals 
and  Greenville  on  the  3d  and  4th.  The  rainy  days  were  20% 
l)eiow  the  average.     There  was  no  snowfall. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.0  miles.  The  highest  average  velocity  was  12.0  miles  per  hour 
at  Savannah,  Ga.,and  in  the  Section  proper,  10.7  miles  per  hour 
at  Charleston;  the  lowest  average  was  4.6  miles  per  hour  at 
Charlotte,  N.  C.  and  in  the  Section  proper,  6.4  miles  per  hour- 
I  at  Columbia.  The  highest  velocity  for  any  ,5-niinute  period  was 
32  nn'les  per  hour  from  the  north  at  Charleston  on  the  13th 
and  at  Greenville  on  the  Sth. 


SUNSHINE    AND    CLOUDINESS. 

The  average  montldy  sunshine,   determined  from  9  aulo- 

,matic   records.    wa'J    189.0    hours,     or    61%    of    the    possible 

I  amount.      The  average  numl)er  of  clear  days   was  16:    partly 

cloudy,  5,  and  cloudy.  9.   as  against   nornials  of  17,   6,  and  7 

I  dnys,  i-esprctively. 

I  RIVER  CONDITIONS. 

The  rivers  of  tlie  Section  were  uniforudy  low  throughout 
the  month,  except  fair  ri«es  in  the  up-State  streams  l>etween 
the  .5th  and  9th. 


-1st, 


I  MISCELLANEOUS    PHENOMENA  (dates). 

i  F'imh,  HMiiff,  fidditinvol  mmher  of  stations  repndhm. 

1;  8th,  3;  9th,  25;  10th,  7. 

H<iln.9— Linnrr:  Charleston,  16,21,22;  Columbia,  16,21, 
i22,  25;  Due  West,  Greenville,  Liherty,  and  Walhalla.  21; 
I  Paris  Island,  21,  22.  SnJar:  Charleston,  6;  Columbia,  1 ,  2, 
I  15,  22;  Due  West,  1 ,  2,  21 ,  22. 


OBITUARY. 

I  Dr.  .J.  M.  Sease.  Coop.-mtive  Observer  at  Little  Mountain 

I  since  October,  1893,  died  on  November  21,  1923.  and  with  his 
I  passing  the  service  in  South  Carolina  loses  one  of  its  oldest  and 
I  most  reliable  observers.  Doctor  Sease  was  a  well-known  nied- 
'  ical  practitioner  in  this  State  and  a  genial   and  courtly  gentle- 

ninn.     He   has  been   succeeded  by  his  daughter,  Miss  Elberta 

Sense. 

j  ERRATA. 

I  OcToBDR.  19-23.— Mnnt'ily  n>eaii  temrerature.  Soriet.v  nill,  pogp  S8.  sliould  be  "fiLfi. 

I  Florence  Xo.  1. -Rainfall  rleparture.  March,  19v3,  page  10,  should  be  +n.05;  .Vpril, 

i  102S,  page  14,  +n.05;  September,  ^9>^^,  page.M.  -2.87. 


PRECIPITATION.  | 

The   average   for  the   Section.   51   stations  reporting,   was 
2.79  inches,  or  0.52  inch  above  the  normal.     In  amount  thej 
rainfall  was  badly  distributed  and   occurred  generally  during! 
two  periods.     The  amounts  were  generally  below  nortnal  in  ex-  '■ 
tensive  areas  of  the  central  and  southern  count  ies,  with  2  inches 
or  lesj;  in  the  Piedmont  and  in  the  no?-thern  coast  counties  the; 
measurements  ranged   from   3  to  over  5  inches.      The  greatest  , 
local  monthly  amount  was  5  70  incbe=  at  Liberty:  least  local 
monthly  nmount,  0.96  inch  at  Ornngelmrg  No.  1 .      The  greatest  ' 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  hut  all  complete  reports  a  re  used  in 
determining  section  or  division  means.     Reference  letters  (>.  b.  «).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ''  lepresents  two  days  mis-iiug.  etc. 

t  Also  on  other  dales  tt  Received  too  late  to  be  included  in  means  and  summaries.  ••  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
puted from  observed  readings.     ttPost-oHice  addresses  of  these  stations  are  as  follows:     Of  Gaston  Shoals.  Blacksburg:  of  Wiiitlirop  College.  Rock   Hill. 

T   Preciiiitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily 

Precipitation 

foi 

November,   1923. 
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do 

'.'62 
.01 

■.'oi 

'.'64 

T 

'.'60 
.10 
.34 
.43 

31 

.34 
.26 

.28 
.28 

.07 

'.08 
.09 

.04 
T. 

.07 
.15 

.09 
.05 

T 

.08 
.14 

.27 
.38 
.21 

.18 
.56 

.85 

l.&n 

.21 

■.■53 

.70 

'."70 
.11 
1.36 

'.ig 

.06 
.18 

.80 

".30 

.36 
.90 

.... 

1.24 

Kor;jusoii   III 

2.01 

FlortMice  I  III 

.  34  . . . . 
.  23  . . . . 

1,13 

P'loroiice  2  [||| 

T. 
.24 

T. 
T. 
.34 

.40 
.13 
.10 

.40 

T. 

.42 

.19 

.35 

.26 

1.23 

.79 

.95 

!65 
.23 
.36 
.20 

i.'41 

.50 

.25 

.40 

.28 

•••• 

2.14 

CJeorff-ftown 

Coiif^t 

HI  a  ok 

.40 
.20 

3.25 

T.' 

T. 

.01 

2.11 

Orangehurgr  1 

Kdisto 

(In 

.  OS 

0.96 

1.03 

Pivri.s  I.slaiiil 

PImipoli.s  

Itiniiiii  nil 

Coast   

Cooper  

Sa  titfe 

'."05 

.06 

.40 
.35 

.01 

1.43 

'.'20 

'm 

.60   .10 
.  30  . . . . 

2.13 

'.'is 

1.10 

St.  CJeorgo 

Kdisto 

.20 
.85 
.05 
.40 

.13 

.40 

T. 

.41 

.03 

'.'05 
.15 
.90 
.07 

.57 

'.'61 
.81 
.04 

.34 

'.'76 
.74 
.25 

,79 

.35 

1.91 

Society  Hill  ||l| 

Sniiiiiierville 

■\«Iiloy 

.34 

.11 

.i7 
.35 
.25 

'.'45 
.41 
.66 
.62 

.55 
.36 
.51 

'."21 

.06 
..30 
1.05 
.12 
.66 

'.■43 

.58 

i'.50 

on 

■  *  •  • 



.... 

.... 

3.63 

Wedgeljelft 

Vemassi'el||| 

1.10 

.12 

.28 

.20 

.07 

1.69 
.09 

2.54 

Wfaleni   Porflon,' 
Aiken 

Kdisto 

- 

.71 
1.76 
.04 

.48 

.51 
99 

1.51 

AiidiMsoii 

Savannah  

Tiroad 

Savannali 

Wateree 

.05 

.22 
1.84 
1.27 

.40 

1.40 
1.70 
.40 
.35 
.02 

.01 
1.50 
2.  62 



.14 

4.01 

Bliiirsllll 

.87 
35 

.04 
.22 

'.05 
.03 

" 

'.'as 
.03 

.12 

T. 

.03 

'.'in 

.05 

'.'io 

T 

.25 

3.32 

ChIIioiiii  Kall.s  |||| 

02 

3.41 

Caiiideii  illl 

08 

.40 

.60 
.70 
.12 

■.'37 

.83 
.52 
.70 
.67 
.65 

.86 
.71 

52 

.14 

1.70 

(^iilawballll 

Calawha 

.13 
.34 

2.68 

(■hi,|>|.ells|||| 

3.30 

Chester 

Cleiiisoti  (N)lli*jie.    . . . 
Columbia*"  

Broad 

SaviiiMiah 

('oMgaree 

1.38 
1.70 
.56 

1.74 

•.•40 

2.  57 

.47 

1.27 
1.04 
">  09 

"tV 

'.'52 

".U 

'.'03 
.01 

.13 

".'08 

2.64 
3.66 
1.34 

Due  West*** 

Savannah  

Savamiali 

Rrf)iid 

.09 

.03 

.05 
.07 

3.46 

KdRclleld  nil 

(;a>tOM  Shoals  nil 



2.67 
4.88 
4.39 

(Ireeiiville     •*• 

Saluda 

do 

.11 

.03 

(Jreonuood  III! 

.91 

.12 

2.85 

rii'atli  Springs 

Wateree 

.07 
.07 

.11 
.18 

2.65 

K.Tsliavv  .III 

Lynches 

'.'04 
.09 
.90 

'T. 

'.'•05 

2.43 

I.andrinii 

55 

4.54 

I.Hiirens  |||| 

Saluda 

2.00 
.73 

1    is 

.93 

3.76 

I-ilierty 

Savannah  

T. 

1.85 
45 

1.10 

5.70 

I.iltle  Mountain 

Saluda 

2.62 

Nmvhi'rrv 

Saluda 

1.85 
1.20 
1.47 

46 

.71 
.88 
.49 

T. 

'.'i2 

".'67 

.05 
. . . . 

'.'03 

.i4 

.05 

't. 

'.'i7 

.11 
T. 
.09 
.21 

'.'20 
.40 
T. 
.35 

.34 
1.04 

.27 
.35 

.95 

3.64 

Pelzerllll 

do 

.... 

1.38 
.69 

4.62 

Saluda 

do 

.06 
T. 

.'■Jn 

.24 

3.21 
4  18 

Stmrtanlmrg  |||| 

Kroad 

do 

T. 

2.  ah 

.75 
1    10 

.25 
2.38 

T. 

T. 

.89 

.64 

.58 
1   07 

.06 

4.83 

Trenion 

Kdisto 

2.08 

Wnllialla 

.Savaiinnh 

05 

>:     17 

.10 
I  83 

.51 
.38 
.50 

4.54 

WinnshorolJII 

Broad  



1.20 

.10 

63 

14 

3.28 

Wiutliroi)  College 

Catawha 

1 

.48 

.... 

.70 

.... 

3.23 

ICxc<'l)t  as  otherwise  iM<licaled,  ohservations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  Ill'  I'recipiiation  measured  in  the  moriung;  amount  then  recorded  is  for  the  preceding  24  hours.  ♦**  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-bour  perioil,  midnight  to  midnight.     *  Precipitation  included  in  the  next  following  measurement.     tSei)arate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.ol    inch. 

COMPARATIVE  DATA  FOR  NOVEMBER. 


T. 

inperature. 

I'reciii 

tation. 

Average  11  um 
days. 

b  e  r  of 

Year. 

Temperature. 

Precipitation. 

Average  n  nm 
days. 

her  of 

Y.-ar. 

CO 

a. 

H 

9 

i 

< 

="•£•5   • 

PM 

OS 

51 

5 
0 

.c 
be 

£ 

9 
0 

.\verage 
days  with 
0.01  inch 
or  more. 

0 

(A 

•c 

0 

5 

3- 

1887 

52.3 
52.7 
54.8 
58.4 
51.9 
53.9 
52.9 
52. 3 
54.4 
59.1 
55.  3 
51.0 
5.5.0 
5.5.6 
4S.  2 
59.2 
50.9 
51.6 
.54.5 
.53.8 

78 
82 
84 

18 
22 
18 

0.82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.11 
2.112 
2.  .35 
4.00 
1.99 
4.  72 
2.41 
3.32 
1.01 
3.80 
1.10 
2.78 
1.31 
0.96 

4 

8 
6 

nw. 
w. 

1907 

52.2 
56.6 
58.3 
51.1 
51.2 
52.1 
53.5 
52.4 
56.  3 
54.5 
50.4 
53.0 
.56.6 
52.3 
.56.9 
54.8 
51.1 

53.8 

87 
8S 
88 
85 
83 
84 
89 
86 
88 
88 
83 
86 
92 
87 
86 
88 
82 

92 

24 
24 
20 
24 
19 
17 
18 
17 
24 
17 
16 
26 
20 
18 
24 
17 
21 

10 

4.13 
1.60 
0.97 
1.04 
3.30 
2.71 
1.79 
3.33 
2.36 
1.21 
0.82 
3.13 
0.86 
3.62 
3.11 
0.61 
2.79 

2.27 

10 
3 
3 
4 
8 
4 
2 
6 
4 
4 
4 
7 

6^ 
7 
3 
6 

5 

12 
16 
18 
20 
13 
22 
21 
19 
22 
18 
21 
18 
18 
18 
13 
20 
16 

17 

7 

10 

9 

6 

4 
5 
4 
4 
5 
4 
3 
6 
4 
6 
5 
5 

6 

11 

4 
3 
4 

10 
4 
4 
7 
4 

5 

I 
8 
11 

5 

9 

ne. 

18S8 

1908 

svv. 

18S9 

1909 

sw. 

I8'l0 

1910 

w. 

1891 

82 
86 
87 
83 
88 
90 
88 
82 
86 
9^2 
85 
89 
86 
80 
90 
89 

15 
14 
15 
17 
21 
26 
23 
14 
22 
22 
17 
22 
10 
22 
21 
20 

ne. 

sw. 

ne. 

nw . 

ne. 

ne. 

sw. 

ne. 

ne. 

s\v. 

n. 

ne. 

II 

w. 

s\v. 

ne. 

1911 

ne. 

i892 

1912 

w. 

1K93 

5 
4 
6 
7 
5 
10 
5 
6 
5 
6 
5 
6 
3 
3 

14 

18 
12 
12 
16 
14 
16 
13 
21 
13 
14 
17 
17 
18 

8 
7 

8 
8 

6 
6 

8 
4 
7 
8 
6 
6 
8 

8 
5 

10 

10 
7 

10 
8 
9 
5 

10 
8 
7 
7 
4 

1913 

w 

1891 

1914 

w. 

189i 

1896 

1915 

1916 

w. 
lie. 

1897  . 

1917 

ne. 

I89< 

1918 

ne. 

1899 

1919 

ne. 

1900 

1920 

ne. 

I9ni 

1921 

w. 

l*fi 

1922   .. . 

1903 

1914 

1923 

Period 

ne. 

1905 

19'16. 

ne. 

n 


1 ' 


44 


CLLMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


November,  1923. 


Enntn-il  Pnrtion. 


BlarkviUe 

Charleston 

(;tierRw4$ 

Conway 

l)ailiiigl()ii\S\ 

Ferguson  S^>s\ 

Klorence  1  

Qarnett 

(ieorsreldwn 

KiMKslrne 

Orangeburg  1 

Paris  I.sliui'l'J'sN 

St.  George 

Society  Hill** 

Siimnierville 

WedgefieM 

Yemassee 


\  Maximum  . 
••  (  Minimum.. 

\  Maximum  . 
••  (  Minimum.. 

(  Maximum  . 
••  (  Minimum. . 

i  Maximum  . 

•  ■  '  Minimum. . 

\  Maximum  . 
••  )  Minimum.. 

i  Maximum  . 
•■  (  Minimum.. 

J  Maximinn  . 
••  /  Minimum.. 

J  MaxinuMii  . 
•  (  Minimum. . 

S  Maximum  . 
•■  (  .Minimum. . 

\  Maxinuim  . 
••  (  Minimum. . 

\  Maxinujm  . 

•  •  (  Miuinuun. . 

)  Maximum  . 
••  (  Minimum.. 

1  Maxinuun  . 
•■  t  .Minimum.. 

S  .Maxinuun  . 

•  ■  /  .Minimum. . 

)  .Maximum  . 

•■  (  Minimum. . 

s  Maxinuim  . 

•  •  (  Miuinuun. . 

|i  Maxinuun  . 
•■  )  Mininumi. . 


WfKlern  I'inlioii. 


Aiken  

Anderson 

Callioun  FallsW 

Oamdeu  W 

Chester 

Clemsnu  College  ... 

Columbia 

Due  West 

Oreenville ., . 

'i  I  Hen  wood    

Heatli  Springs 

Kershaw 

Lanilnnn 

Laurens** 

I.ilierty 

l.ittlf  Mountain 

Newberry 

Saluila 

Santuck 

Spartanlmrg 

Treulon 

Walhalla 

Winnshoro** 

Wintlirop  College  . . 


S  Maxinuim  . 
i  Nlininnim. . 
\  .Maximum  . 
t  Minin\um. . 
j  .Maxinuun  . 
(  Minimum.. 

>  Maxinunr  . 
(  Miuimnm. . 
I  Maxinumi  . 
)  Miniuunn. . 

S  Maxinuun  . 

*  Miuinuun.. 
)  iMaxininm  . 

'  (  Minimum.. 

j  Maximum  . 
'  *  Minimum. . 

)  Maxunum  . 

•  i  Miniimi\ii.. 
t  MHxinuun  . 

■  I  .Miuinuun.. 

i  Maximum  . 

■  I  .Miuinuun. . 
)  Maxinuun  . 

■  I  Minimum. . 
I  .Maxinuim  . 

•  I  Minimum. . 
\  Maximum  . 

•  (  Minimum.. 

>  Maximum  . 

•  /  .Miuimnm. . 

j  Maximum  . 

•  )  Minimum.. 
S  Maximum  . 

■  )  .Minimum.. 

*  Maximum  . 

•  '  Minimnm.. 
S  Ms:«iiniim  . 

■  '  Minimnm. . 
\  Maximum  . 

•  I  Miuimnm. . 

\  Maximum  . 

•  I  Minimum, . 
j  Maximum  . 

•  I  Minimum.. 
S  Maximum  . 

•  '  .Minimum.. 
(  Maximum  . 

•  I  Minimum. . 


Daily  Temperatures  for  November,   1923. 


2    1    3 


12      13 


1.^  I   16 


17      IS  !  19  i  20  i  21   i  22      23  i  24 


29  I  30      31      M.-iUi. 


C7  60| 

41  47i 

63'  61 

46j  52; 


63  63i 

A9.  40: 

59|  64 1 
361 


70     62 
42      38 


61      64 

4Sl     47 


621     .Wi 
34      34i 


501    S.i; 
36      37i 


63| 

44| 


..,! 


67      68 

51!     58 
6' 


65      60 

481    41 


60  5' 

43,  49! 

55  60 

39!  45 

.57i  57 

3'!  37 

631  5R 


37j     41 


57     ,W 

.35 

59 


37      45! 


.54      51 
36     43 


52' 


67 
54 
51 


40|  43i 
53! 
4Sl 
54| 

441 


58 
82 
62 
7U 

.58 
80 

57 

"I 
6I; 
66 
6OI 

I 

69j 
58 
66 
59i 
69] 
56 
7.^ 
60 
67 
51 
66 
60 


45j     50 
54      62 


fiO 
.39|     421 

53      571 


42 
61 
45 
63 

59 

40,    49;    53     .52 


78 

48;  ''6 

50;     .52|  65 

?5i     381     .3«  42 

.59     54!     62,  (yK 

36      4I>:     45  51 

5«|    .531    .50'  5"; 
3: 


651 
50! 
641 
55| 
64; 
49i 
79I 

si! 

68; 
53; 

64| 
42: 


601     59 

571     54,     46 

64l     5,8' 


611 
60t     56i     65  . 

34!  40  50  col  551  42 
66|  60  70  79  69!  62 
37!     43!     52I     62      56l     45 


52 
29 


64j 
40 

c4 


631     51 


33 

32| 

68 

52I 

36 

31 

67 

56 

37 

34 

66 

60 

36 

32 

681 

441 
631 
471 
68 
41! 
60! 
39 


65|  58 
34  33; 
64      51 


351     30     26     28,     39 


fiSi  70 

27|  25 

56!  78 

271  •'^1 

62  721 

27  28  ^ 

60  71 1 

25]  28; 

6OI  761 

251  2k| 

61 !  721. 


65!     52     59!     65j 


49;     40     36| 
66     541 
36l     33 

63 

23 


66;     54 
37!     34 


41i 

621     72j 

28!  29 
74  58 
24      34| 


42i     40|     321 


60 
39 
61 

38  i  30 

601  53 

35|  25 

62 1  53 

34!  30 

60  50 

31  30 


27;  33 
6!  Tl 
25;  27 


57i  68 
29  33 
61  71 
30!  33 
70 
Tr 
73 
28 
70 
50 

70 
26 
70 

39 
68 
30 
68 
34 
59 
31 

69 
40 


35]  og 
61 1  56 


61! 
21 
60 
25 

.591 

62  j 

'.57  ' 
27 
61: 
26| 


3b 


52 


40i 


60 
39 
71 
45 
71 
29 
63 
34 
57 
41 

72 
40 
62 
43 
67 
41 
64 
45 
68 
45 

60 
41 
."•9 
45 
6? 
37 
63 
30 
64 
41 

63; 
47 
6^1 
44] 
76 
411 
61 
39 
61 
49 

71 
48 
74 

"61 
3« 

58 
43 


681  53  65 

32]  36|  3- 

01!  48 

42i  44 

76l  60 


54  65 
43  44 


69 

47 

72 

36  38!  40; 

56]  65!  'IS 

40 


38  35 
54 1  66 


36!  37 


.57 
3** 

6I! 
?9l 
fo! 
37 

61]   fB 
'A',     28 


611 
361 
nj 
31 1 
60 
31 
Pf.      60 


61 

29 
0  57  i 
49|  44- 
56 

38  451 
70  581 

39  41 


70 
32 
61 
41 
72 
40 
71 
35]  37 
66  70 
34!  41 


35]  43 
67  71 
32   42 


62 
41 
P3 
39 
65 
36 
59 
30 
61| 
37| 


64  65 

34|  35 

64]  63; 

38  451 

65l  68 

30!  30 


32 

40 

68 

54 

46 

40 

60 

.53 

38 

35 

63 

49 

42 

36 

60 

64 

40 

40 

63 

65 

36 

33 

67]     59 

40] 

63, 

40 

66 

36 

50 

34 


39.    29 

601     70 


ro!    65 
■tn[    38 


65 

63 

66 

541 

36 

36 

40 

43) 

67 

61 

66 

.■^3; 

36 

41 

42, 

641 

47i 
65i 


32      34 
70 
33 
67 


sol  3; 


691     73! 


62  66 

411  41 

681  fi' 

42,  42 


68!  61i 

.3.51  34! 

CVj  641 

43]  ROi 

651  .59, 

.38!  40 


66  68 

42  43! 

64]  721 

47!  49 

651  65 

3«]  42 

77]  74 

36,  43 


73 

71 

35 

45 

68 

76 

35 

36 

69 

63 

43 

42 

41| 

71 1 

^0! 

4«| 

44l 


31  i     ?9| 


70 

35 

76 

441  45 
73 
53 
71 
40 
71 
40 

40  "39 

1 

70|  71 

47!  51 

65!  70 

40]  40 

75  65 


6Sl      66 
43!     41 


671     70 
30:     39 


60 


381     4' 


46      50 


63!  65 

45l  41 

65  63 
48  44 
69;  64 

66  "64 

47  4? 

65  6f 

51  j  45 

"44i'  44 

65  62 

57  49 

651  64 

431  46 


65 
'29 
63 
43 
65 
43 
64 
49     44 


70     66 
49     41 


28]  33 
66|  70! 
291    36| 

'31  "si 


62 

60 

55 

38 

48 

44 

57 

60 

5] 

42 

42 

44 

60 

61 

49 

34 

40 

43 

67 

68 

50 

35 

'i 

?« 

65 

31 

66 

34      51 

68      72 

31      35 


59     61 
41      41 


631    44 
61 1     56 


C3l  56 

56|  481 

58  59 

43  47 

48l  60 

45I  41 

61!  56 

55]  4fi 

63]  66 

49|  50 

621  56 

55  48 


39 

40 

64 

58 

44 

43 

55 

61 

31 

?4 

58 

'co 

"pO 

40 

42 

70 
4-1 

45'! 

721. 
.52!. 


601  73i, 

34;  50; , 

56]  ec], 

43:  541, 


401     481     43;    441, 


58;    71', 

49|      4Q| , 


f?i... 

38:... 

57!... 

57'... 
391... 
661... 

43;... 
61  ... 
42!... 

61!... 
38!... 
63!.. . 

48]... 
55... 
42... 
56  ... 

41... 

44l.., 


60  . 

43. 

631 

4« 

60 

89 

fiP 

41 


62 

72:::: 

47 

47!..., 

68 

62.... 

43 

3.5I  ... 

,56 

72].... 

44 

.54:.... 

52 

67i .... 

45 

47;.... 

54!  72!.... 

47 

511..., 
1 

! 

62.5 
4U.2 
62.6 
47.3 
•61.4 
38.7 
65.4 
4ij.  6 


neferonf-e  letters  (».  >>.  c).  apnearin?  in  the  table  inriioate  number  of  flays  missing:  for  examnV.  ^  represents  two  days  Piissing.  etc. 
In^tPuufntsare  ren.l  in  the  morning:  the  maximum  temperature  then  read  is  ehnrged  to  the  prefe.-1iiig(l«y,  on  whi.-h  it  almost  always  oeenrs. 


l^/y^  ^- 
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Tlie  rainfall  ua^  irregularly  distributed,  with  4  to  over  6  inclie.* 
in  the  southern  and  western  counties  and  less  than  P>  inches  in 
the  northeastern  counties.  'J'lie  greatest  local  monthly  amount 
was  6.60  inches  at  Clenison  College,  and  the  least  local  monthly 
amount  was  1.56  inches  at  Florence  No.  2.  'I'he  greatest 
amount  during  any  24  hours  was  3.29  inches  at  Liberty  on  the 
4th  and  5th.  The  average  number  of  rainy  days  was  12% 
al)0ve  normal.     'J'here  was  no  snowfall  during  the  month. 


■  GENERAL  SUKMART. 

P  The  montii   was  the  mildest  December  since  ISS9,  with  |  — 

four  periods  of  decidedly  abnormal  temperatures  and  but  three  wind. 

short  pM-iodsof  relativelvcool  weather.     Precipitation  averaged  'I'he  prevailing  wind  was  from  the  southwest.    'Jhe  averajie 

oonsidcrablv  above  normal.  ^'"'■^y,  velocity    determined  fron.  9  anemometer  rcco.ds.  was 

,.,,.,    '  .  .    ,         ,,.,,,,,•  J  S. 2  miles.     1  he  higiiest  av^'rage  velocity  was  10.4  miles  per  lionr 

W  hde  the  rainy  periods  and  wet  son  retarded  plowmgand  ;  ,,j  Savannah,  Ga.,and  in  the  Section  proper,  10.1  miles  per  hour 
planting,  the  mdd  weather  was  generally  favorable  for  germi-  ^t  Charleston;  the  lowest  average  was  5.5  miles  per  hour  at 
nation  and  growth  of  winter  cereals,  gardens,  and  truck;  in  Charlotte,  N.  C,  and  in  the  Section  proper.  7.9  miles  per  hour 
fact,  tlie  abnormally  high  temperatures  during  three  prolonged  at  Columlna.  The  highest  velocity  for  any  5-minnte  period  \^as 
periods  caused  rather  too  rapid  growth  for  best  winter  condi-  '♦'^  miles  per  hour  from  the  northwest  at  Savannah.  Ga..  and 
tion.  and  fruits  began  to  show  the  effects  of  warm  weather.  ^'■""'  ^^^^  ''^^^  «^  ^"^  ^^'^'^  ^'^  ^"^1^ 
>[eanwhile,  general  hog  killing  could   not  be  carried  on   with  sunshine  AND  cloudiness. 

safety.     How.ver,  cabbage,  turnips,  and  beets,  brans,  spinach,  ,p,^^  average  monthly  sunshine,  detemnin  d  from  9  anto- 

and  .some  lettuce  in  the  trucking  regions  were  in  good  condi-   ,,,f,fj^  records.    wa«    131.4    hours,    or    43^^    of    the    possible 
tion  at  the  end  of  (he  month.  amount.      1'he  average  number  of  clear  days   was  11:    partly 

clou<ly,  S.  and  cloudy.  12,   as  against  normals  of  14,  6,  and  11 

pressure.  days,  respectively. 

The  mean  sea-level  pressure,  determine*!  from  reports  of  9  ; 

,.,,.,„  ,    ,.  .  ,  J-         41       D         I  RIVER  CONDITIONS. 

rfgular  Weather  Isureau  stations  m  and  surrounding  the  Sec-  .,    ,  .     ,i           .i        i 

,.                 on,--      1            Ti     i-i      *                          .>Ao<-      \  Moderate  freshet  eoTuhl  ions  prevailed  in  the  northwestern 

tion,  was  .->0.  l-i  inches.      I  he  highest  pressure  was  ,50.84  inclies  ,              ,    ,            ,,       ,...1        ^j  on       .,1  +v,«  Gontco  pJi-pi- \v<i< 

'  streams  between   the  5th  ard-9t!i,  and  the  ^antee  ikUei  \\a.^ 

at  Charlotte,  N.  C.  on  the  15th,  and  in  the  Section  proper.   „pj,,.  ^^.  _^i,^^,^,  j^^^^j  stages  from  the  7th  to  the  2Sth. 

30  SO  inciies  at  Du'^  West  on  the  same  date;  the  lowest  pressure  — 

miscellaneous    PHENOMENA  (dateal. 

Hnlnf.-L,t,vvr:  Charleston.  21;  Columbia,  13,  22.  23.  24; 
Due  West,  13,  21:  Greenville.  17:  Paris  Island.  21,  22. 
Snhir:  Cohimbia,  1,  2,  3,  11,21;  Due  West.  13.  IS;  Green- 
ville. 1. 

F(Hu  r/^;).s^.— Catawba,  1.  3.  20;    (Charleston,   S.  9.  10,  13, 


was  29.40  inches  at   .^sheville,  N.  C,  on  the  oih,  and  in  the 
Section  proper,  29.44  inches  at  GreeuA'ille  on  tlie  same  date. 


TEMPERATURE. 

The  nioiithly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  52  9".  or  5.9°  above  the  normal.  22;  Cojnnd'ia,  13,  22,  23;  Due  West.  13  20,  21,  22.  30;  Gas- 
The  highest  temperature  was  79°  at  Calhoun  Falls  on  the  lOth,  ton  Shoals.  12:  Greenville,  3,  5,  13,  21.  22;  Liberty,  21,  22; 
at  Yemassee  on  the  I3th.  and  at  Georgetown  on  the  30th       The   ^^l^-*^'"-  -^  •  ■2-';    T^imini.  12,  19,  20;    Saluda.  20;  Santuck.  13; 

Walhalla,  12.  17. 


ERRATA. 


warm  periods  were  from  the  3d  to  5th,  8th  to  13th,  I7tli  to 
23d,  and  26th  to  3!st,  inclusive,  when  the  daily  means  ranged 
from  5°  to  21°  above  normal.     The  lowest  temperature  was  23°  ;    SEf-TRMBEn,  i9-2;i.-.\verasrepieripitftfion.  text,  page :«,  line -'.shouiii  he i.f.:. 

.   /-,.                 ^    ,,                  .1       /-ii          r,i        i          1          •     1                       1          !     Nox'EMBUR.IMl.—Orangpburfr,  mean  maximum  temperature,  page 44,  should  he  sf.:^.5. 
at  Clemsoii  (.ollege  on  the  ii\\.     Short  cool  periods  occurred  on 


the  6th  and  7th,  from  the  14th  to  16th,  and  nl>nnt  thf  25th. 


MISCELLANEOUS  DATA   FOR  DECEMBER,  1928. 


-     I 


HUMIDITY. 
The  mean  relative  humidit.v.  determined  froni  reports  of  9 
rogular  Weather  Bureau  stations  in  and  surrnuTHling  t  he  Sec-^ 
tion.  was  as  follows:   S  a.m..  8790  :  noon,  68%  ;  S  p.  m.,  769?! .  i  !    ^      '   ^ 

The  highest  percentages  occurred  along  the  coast,  and  the  lo\v>if  \»i  «Ai'ip.  x  c      i   sn  is  Ufi 
e«!t,  over  the  northern  interior.  ,  ,'^."^'f''*-''''Vv';- ■'■«£"•]?  I  '"^S 

ClinrloTlH.  N.  V  ...      :•.()  l.'i  ]  .iO.2 

PRECIPITATION.  ^^Wv^^^*:  M":  1?  |  5^!^ 

The   average   for   the   Section.  51   stations  reporting,   was  i  ^■l•ppl1vilTe.•'H7e.0.  t   w.  v^    .v.n 

,    .-   .       ,  /^  r.,^  .       ,       ,  ,    ■  ^         .     .        .  .Siivannali..;;! 1    sn.  l.'i  i  .W..'j 

4.12  mches,  or  0. /O  inch  above  the  normal.      ['r"C)pitatio(i(i^-^j:^^\ynnniip-Top.  n  c 
general  from  the  3d  to  the  6th  and  from  the  13th  to  the  24th.  "         ^     t-  •  ■- 


Te,„p..vHtM»-.  !  f';;;!''''''- 
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Climatologrical  Data  for  December,  1928. 
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'   11.  11.  liii-sell. 
.  *  E.sther  B.  f»uens. 

1,.  .M.  l'»rk.-J-. 
j  Henry  A.  Brown. 

. ;  Ijuries  C    Fill  is. 

i  (-'eorffc  \'.  C"-<nip. 

;  .1.0.  Cornwpll. 

I  I'ror.  I'\  il.  I!.  Cflll'oiiii. 

,  r   S.WiKihi-r  Buii'iii!. 

I'.S.W  B.  Aerological  sta. 

;    ,1.  .v.  'I'OU  UVInt. 

!  S.  C.  !.»..  Tower  .t  Hv.  Co. 
■'  C.s.  W.-ather  Bureau. 
I  M.  M.  Ciillioun. 

I  .1.  Marvin  Bowers. 

John  \V.  Hauiel. 
'   i:.  llmtwell  Wilds.  D.D.S. 

L.C.P.ofr. 
i  O.  F.  Poggs. 

i  Miss  .Vlberta  Pease. 
!  .lohn  U.  Baxter. 
.I<ishi':i  Y.  !<incs. 
:  W.S.  Crout. 
I  K.  W..lelei. 

.    F.  P.  Bobinson. 
I  Mrs.S.  E   Long. 
i  H.  W.  Brandt, 
i  hev.  Oliver  .lohnson. 
;  W.  'f .  Claw  son. 


The  departures  from  the  normal  temperatiire  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  <».  *>.  <•>.  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  ►•  rejjresont.s  two  days  missing  etc. 

t  [iso  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  ol  the  ^ry  ,u!h:  means  are  com- 
uuted  from  observed  readings,     jtpost-office  addresses  of  these  stations  are  as  follows-    Of  Oasron  Shonls.  Blacksburg:  <>f  \\  iiitbrop  <  oUes",  bock  Hill. 

■)'   Precipitation  is  less  than  0.01  Inch  of  rain  or  melted  snow. 


W^TWWfflttifia(?i?ftfiffi=^^ 
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Dece.ubkr,  1923. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  Sf^CTlON 


Daily  Precipitation  for  December,   1928. 


Stations 


Drainage- 
basine. 


Enslern  Poiiinn. 

Klaokvillellll , 

(Charleston  •** 

Oherawllil 

Ootiway  llll 

DHrlingtoii  !!ll 

Emngham  1111 

Fergn.soii  llil 

Florence  Hill 

Florence  i  III! 

flarnett , 

Georgetown 

Kingstreeill) 

Mars  Bluff 

Orangf'bnrg  1 

Orangeburg  2 

Paris  I.sland 

Piriopolis  

Rhnini  III! 

St.  Oeorge 

.Society  liill  I|:| , 

Sunimerville , 

Wctlgelleld 

Vniihts.seelill 


\\'fstn':>  Viirliim. 

Aiken 

Anderson 

Blalrslil! 

Calhoun  Fiills  111!  ... 
CliMKleii  iill 

<"H(R\vha|i!| 

<;h:«pi>ells  nil 

Chester 

(Meiiison  (College 

Colombia"*  

Due  West*** 

K.lgefiol.)  !l!| 

Oaston,«hoalsl|||.... 
(iroenviUe  ♦••  . ... 
f'.ri-enwooil  llll 


Day  of  month. 


Dealii  Springs 

Kershaw  ,||1 

l.anilrnin 

?.a!irens||!! 

(.llierty 


UKle  Mountain  . 

Neivherry 

IVlzer  iiil 

Siilcida 

Sanluck  


.'ipartaiiliurg  ||!|... 

Trenion 

Walhalla 

Winnst)oro|||| 

WintliropCollege. 


E<listo 

Coast , 

Pee  Dee 

Waccainaw 
Pee  Dee 

Lynches 

Santee , 

Pee  Dee 

do 

Savannah . 
Coast 

Black 

Pee  Dee. 

Kdisto 

do 

Coast  

Cooper  .... 

Santee 

Kdi.sto 

Pee  Dee 

Ashley 

Wateree 

Ashepoo 


Kdisto 

.Savannah  . 

Broad 

Savannah  . 
Wateree  . . . 

Catawha  . . 
Sahlda  .... 

Broad 

Savannah  . 
Congaree  .. 

Savannah  , 
Savannah  . 

Broad 

Saluda 

do 


8    I    9 


10  1   II      12  i  13 

I        I        I 


U      15     16 


IT      IR 


19     20  ]  21   I  22      23  | 


24  I  2.i  I  2(i 


2S     W  \  Sl>  !  »l 


.0« 


.10 


.  48i  .  58! . . . .  i . 
.M\  .631....;. 

....!i.08  .12:. 

....1  .49   .5fi|, 


.19 


.92 
1.42 

.91 
.91 
.r.9  .41 
.4H'  .(il 


.m\  .m 


.10   .fi.5i   .70 


.05   .28 
...1.00 


.10!. 

.  0«! . 
.  12! . 

.  uf.; . 


.10,. 


.09 


...  '•'>•'' 
.'55  .5") 
.9.=ii  .20 

..Wi  -^ 
.40  .^tO 
.90   .fio 


Wateree  . . 
Lytic  lies  . . 

Broad  

Saluda 

Savannah 


Salndft  ... 
Saluda.... 

do  .... 

do  .... 

Broad  .... 


do 

Kdisto 

Savannah  . 

Broad  

Ctttawha  . . 


T. 


.35 


•l'Ji....i  „ 
1  .10.1.251  .90 
!  .04|  .O9;l-50 
I  T.  il.50=l-02 

!..-.!        11.24 

I  .Oo|  .sgii.fiT 

...  I  .fiOl-''-'' 
ll.OOl.  i2.52; 
•   .04;  .."^S'  .;W 

I  .0()l  .m\  •«' 
j  .  15;  .4n:i.2fi 

...1  .Ofijl.Ol 
.012  201  •■'I 
.02,  .38|1.2<i 

....:i.ini  ... 

....|  ...  l.OT 
....!  .19,1. -19 

.06;  .453. 

i 

.  10|  .4ni  .92i 
.(17.  .(■,:-,:  1.52| 

.04  ■.>r.tl.Mi| 
.08  .r^T^  ••<;} 

....  I  .  57, 1  •  35 
T.  i  .0.-)'I-92 

.  20' . . . . ;  1.  {'4 . 

.091.201.71 

...I  .12  .9:fi 
...;  .75,l.n5| 


.02i. 


.201 


.  12| 

;o.| 

.09:. 


I 

...!  .20 

...|  .04 
...  T. 
.30   .26 


.02 
T. 


.06! 


.07    .05 
.19   T. 

.  141  .  04 
T.  I  .  nil  T 
.lO'....!  .30 
.7;);....!  .40 


.48 


1.50 

1.  is! 

. ..  .i 

.25! 


.18   .641 

..  1.02! 
.12    .33 

.40 
2.30 

.80 


.07' 


.03:. 


.10; 


.80 

.1  .66 
.1   .56 


...[....  1.25 
...i....  1.40 
.12:  .13., 
...!  .491.20 
.  ..i  .60I  .27 
.l.'i|....|2.35 


.50 


.20 

.03 

.66 

.    . 

.29 

.16 

.08 

.22 
T 

.31 

.36 

.05 

'ao 

.05 

.02 

T. 

.87 

.... 

.06 12 


.02 

.40 

1.20 

.70 


.30 


.31    .11 

.04 

.081.... 
.101.... 


.32 
.03 
.15 


.1.'; 


.031  .56 
...i  .70 
...I  .8? 
.40 


■I 


.10,  T 


.02| 
.02 


.04: 


.37j  .511.011   .601. 
.241 2.1.51  .1.5). 

.601.041. 

.901.041 


.10,. 

.351, 


.02;  .06    .05   .22  1.18;, 


.51| 
.191 
..38! 
.08;  ,20 
T.     .  10 


,...!  .25 

.Oil  .2-2 


.201    21I....I 
...1  .87jl..30i 
. . . i  .  821  .  03 
...'l.80i  .0 
...i  .90   .10 


.03;   .13   .0412.08   .13 


..|....  1.90 
.r)0   .27 
.  16|  .04'  .09;1.!.5!... 
I  .751.51 


.20 
.27 
.63 
.23 


.or 


T. 


..|.... 
.12 
.28 
.17 
..50 


T.  !  .35 

....'    .40; 

....I  .30; 


..;  .22 
..I  .66 
.   11.83 

.   I  .80 

jl.60 
i.lI-M' 
..I  .00 

',',\\.H 

..!  -fiO 

■i.'22 


.18,  .02    .43 
..50 


.531. 

.04  . 
.10;. 

.42,. 

.2.5'. 
•I7i. 
.5gI. 

.281. 
.021. 

.43;. 

.92  ' 

.55:! 


.28; 

.18 


.12 
.08 
.04i 

.1.51 
-■■•I 


.50 

.80 
.05 
1.04i. 
.40 
.71 
I 


.16 


.33 


.03.... 
.  051 ... . 

.08j.... 

.n!  .IS 

.22;  .02 

.1.5!.... 

.l,5i.   . 
.051  .05 
.  30l . . . 

.04  .... 

.Oil  .01 

.10!.... 

.  23: . . . 
.08;  T 
.231.... 


."49I '. '. '. 
..j... 

.521... 

.471... 
.  35  . . . 
.08;... 
.  05! . . . 

'X. 

.00... 

...I  .05 


.601. 
.62!. 


T. 


.08 
T. 


I.... 
I  .82 


T. 


06!, 


.I....t 


05, 


.06!. 

.081. 


.68 
f. 

.10 

....i 

1 

'."is 


.22; 

..51 
.V.> 


.91 

I  .60 

!  .89 

..53 

.27 

1.04 

.45 

.551. 

.76;' 


T.  I  .85   T.  I. 

,..    .65....;, 

!  .31  ....|, 
.03!  .26....I, 
•0    .22,, 


4«.... 


T.  I....!... 

.18:  T.    .... 

.09!...     ... 

.ISi  .02.... 

.32!  .04'  T. 
.191...  I.... 
.37;  .031  .04 
.07;...  i.... 


I 


.52;....|. 

.31  ....1. 

:80j::::j: 
1.02!....;. 

.82,.... 

.6.fl'..  ;. 

1.1?!....!. 

.54j   ..   i. 

.251. ...1. 
■  f*....  . 

'.osj'.W.! 

.62'...   1, 


. .. . 



■  ■■  I 

"'; 

1 

:::'i 

T.  i 

T. 

.03 

T. 



■.'oTi 

:::: 

t. 

".k> 

T. 

.... 

j 

T. 


T. 


..|  T. 
..j  T. 

ilj'T.' 


.03 


T. 

'.'.   .    T.  j]"! 

T. 

.IT.  l""ri 


4,(11* 
3.91 

1.98 
2.67 


2.59 
4.21 
2. 45 
1.60 
4.66 
3.47 

2.17 

6. 10 
4. 0.5 
3.68 

3. 8.5 
4.  .58 
2.53 
4.24 
2.92 
5,Ki 


3.  C9 
6.04 

6.31 
3.63 

3.18 
5.59 
4.:J3 
6.  M 


5.14 
4. '6 
3.39 
4.59 
5.26 

1.98 
2. 83 
6.49 
4.81 
6.36 

4.29 
.5. 29 
4  99 
4.55 
4.67 

4.0fl 
R.f'2 
5.74 
3.46 
3.77 


1 


F.xcept  as  otherwise  indicated,  observations  am  generally  rnade  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tl\e  24  hours  ending  at  the  time  of 
ob.iervrttlon.  |!||  Precipitation  nieastired  ii;  tiie  innmintr:  amount  then  recorded  is  for  the  precediiis,'24  hours.  "■*  IJegular  Weather  Htireau  «lsiiou:  precipitation  is  for  the 
24honr  period,  midnight  to  nii<iiiiKht.    *  I'recipit.Ttioii  inchi.led  in  the  next  followins  measureinent.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.iil   inch. 

COMPARATIVE  DATA  FOR  DECEMBER. 


Temperature 


I      2. 


ire. 

Precipitation. 

1  m 

Average  nnm 
days. 

her  of 

't 

5 

Temperature. 


1-^87 

Hl-f 

18X9 

1890 

1891 

189.' 

189:1 

1894 

lS»i 

1896 

1*97  .     .. 

t«98 

1899 

1900 

19)1 

19nri..   . 

1993 

\»M 

1905 

19f«. . 


44.0 

76 

18 

42.7 

71 

13 

55.4 

79 

17 

45.  9 

49.9 

47.1 

76 

6 

47.2 

79 

17 

4«.  1 

85 

-     1 

46.1 

80 

15 

44.0 

83 

,8 

47.6 

.82 

21 

4.5.9 

<l 

44.6 

79 

11 

4.5.5 

79 

18 

44.0 

80 

•> 

46.  S 

85 

10 

41.0 

72 

m 

4.5. 5 

78 

16 

4.5.2 

77 

16 

48.0 

89 

11 

.51;  I 


4.65 
3. 56 
0. 53 
2. 25 
1.91 
2.45 
3. 05 
2.  .5( 
•3.04 
3.55 
2.40 
2.84 
2.  .33 
5.64 
5.01 
4.26 
1.95 
2.79 
7.25 
3. 25 


Precipitation. 

Average  uuni 
days. 

ler  of 

g       2^.2  2 
>     1 > 5=  Z 

5 

Mi 

—  "  c 

«---3 


12 

5.81 

23 

2.84  : 

7 

2.81    ; 

12 

2.  .36 

IS 

4.94 

18 

2.88 

10 

4.2.5 

11 

4.80 

17 

.3.27 

11 

2.43 

-6 

1.47 

IT 

,5.  .35 

15 

3.  45 

IS 

4.01 

211 

1..54 

V'2 

4.9'i 

■..'3 

4.12 

10 


9 

8 

9 

13 


.42 


14  I 

13  ; 
17  ' 
IS 

11  i 

12  , 
10   I 

6 
IS 
Hi 
15 
12 
16 
15 
16 
111 
11 

14 


10 
9 
7 
6 
13 
14 
14 
19 
8 
<l 
10 
13 
9 
11 

16 
12 


w. 
w. 
nw. 
w. 

pp. 

8W. 
W 

lie. 
w. 
w. 

ne. 
w. 
pe. 
w. 
w. 
pe. 
sw. 


■■t<*y^'  ■•■  f 


li 


4S 


(;LiMATOLOC;JCAl.   DATA:    SOUTH  CAROLINA  bECTJON. 


Decembek,  1923 


ICiiflfrii  rniiinii. 


BluokvilN' 

(;h»rle.«toii 

chwraWsW 

Conway 

Darliiisloii  v^S^ 

KeiKiisoii  'i^s^ 

MnrHUcH  1    

flsniett 

(leoreelowii 

KiiiKstiee 

OraiiBel>urg  I 

Paris  Islan<l\^>Ji 

St.  fieorge 

Society  Hill  S^^\ 

.Siiiiimcrvillt' 

Weilgefiel.l 

Veinass"p 


)  Maximum  . 

■•  (  Minimum.. 

s  ilaximiini  . 

•  •  '  Minimum. . 
\  Maximum  . 

••  (  .Minimum.. 
)  .Maximum  . 

•  •  '  Minim\un. . 
1  Maxinunii  . 

••  I  Mininunn.. 


t  Maximum  . 
(  Mininunn. . 
\  Maxinunn  . 
(  Minimum. . 
\  Maxinnuii  . 
*  Minimum.. 
\  MaximiuM  . 
(  .Minimum. . 
)  Maximiun  . 
I  Minimum. . 
\  Maximum  . 
)  Minimum.. 

I  Maximum  . 
I  Minimun\.. 
\  Maximum  . 
(  Minimum. . 
)  Maxinuini  . 
(  Minimum. . 
\  Maximum  . 
I  .Minimum. . 
\  Maximum  . 
'  (  Minim\iin. . 
j  Maximum  . 
(  Minimnm. . 


Wfslfni  r,,iiif)it 


Aik«M 

^U'itTson 

Callionn  Fall^'s^ 

('anuien  sW 

CliPStor 

CMmson  Collfgf  . . . 

Columbia 

Pne  West 

Oreenville 

(Jreenwooil    

I|e«lll  SluiugS 

ICer.sliaw 

l.ani'.ium 

J.aureiis'J'S 

l.iUeiiy 

I,iltl>   Mountain 

Xewherry 

.sjalmla  : 

Santuck 

.-^pai'tanliursr 

Trenton 

Wallialla 

\V  inn  shore  S^>i^ 

Wiutlirop  Cotlege  . . 


S  Maxinnuii  . 
I  Miuinuuu.. 
\  .Maximum  . 
i  .Minimum.. 
)  Maxin\um  . 
I  Minimum.. 
)  .Maximinr  . 
/  Minimum.. 
i  Maxintiun  . 
i  Minimum.. 

\  Maximiun  . 
(  .Minimum. . 
)  .viaximum  . 
(  Minimum. . 
i  .Maximum  . 
}  .Minimum. . 
\  Maximum  . 
(  .Minimum. . 
S  Maximum  . 
/  Minimum. . 

)  Maximum  . 
(  Minimum.. 
)  .Maximum  . 
'  (  .Minimum. . 
\  .Maximum  . 

■  )  Minimum. . 
)  Maximum  . 

•  (  Minimum. . 
S  Maximum  . 

■  )  .Minimum,. 

i  Maximum  . 

■  I  Minimum. . 
)  Maximum  . 

■  '  Minimum. . 
S  Maximum  . 

•  '  Minimum. . 
)  Maximum  . 

•  I  Minimum. . 
(  Maximum  . 

•  >  Minimum.. 

S  Maximum  . 

■  '  Minimum. . 
i  ^faximum  . 

•  I  Minimum. . 
*  .Maximum  . 

•  '  Minimum. , 
i  Maximum  . 

■  '  Minimum, . 


Daily  Temperatures  for  December,    1983. 


5       f. 


9 

!    !    i 
10   11   1-2   IS   n 

•21   i  22     23     24 


■26     2U     30  I  ;-il      Meat. 


25 

26 

27 

C5 

■ii 

r>4i 


oi'i   Ko; 

37;     37 


f>7! 

.32: 
f..'); 
3^' 
fioj 
34 
6(ii 
38' 
fifil 
37  i 
.5!>: 
SSI 

fis! 

4.5 

I    7,5! 

i    3.51 

64, 

33l 

•"•'I 

03' 

fil!, 
3,5i 


fiO  C3i 

42  &21 

6fi!  071 

52!  5li 

6ll  6s! 

42  471 

621  6H 

43!  55i 


2 

59'     ti6; 


C5j     07! 
35     40 


OS' 
41 
Ol     67 


44      39      441     49      5) 


551  m, 

4:jj  28 

651  62 

45  32 


521     45i 
721     04! 


66 

3.5! 

(;,5i 

37 
66 
36 
6fi 
37 

o; 

45 
ftR 
34 

051 
47; 
08 1 
36i 
08! 
381 
Oji 

41' 

04J 
37j 
67j 
37! 


65  671 

46,  48:  331 

04  07;  57 

48!  SO:  44! 

62;  69i  OOj 

51  69l  44| 

09  66  05 

45'  53!  4(l| 

63;  67|  601 

4'!  o4|  44 

57|  62|  02 

49!  50;  40 


68!  73|  75 

30|  401  42 

69,  73  70 

32  35  40 


661 

541 

65     67 


67;    54 
51;    45 


4S|     50' 
69,    50; 
471    4.3: 
58 
50 
57 
51 
01 


541 

44 

on! 

28; 

07j     59; 

58i     59l 

01!     0.5 

54|     42 

09!     03j 

58'     43 


05  01, 

37  48 

5j!  04 1 

35;  46! 

02;  621 

33  34I 

04  j  07! 

33!  34! 

.57  04l 

31  42j 

w\  0.5!. 

38!  41;. 


ooi  02; 

361  46| 

55  62| 

37|  47; 

5«  on 


58;  05. 

35I  51 

53!  53; 

40j  .38, 

64|  03, 

40  ,50 

04  OS, 

44  481 

,54i  04; 

49,  52i 

...I  0,5' 

...j  49i 

01:  07j 

51!  4.5; 

01 j  R2i 

,50;  38; 


30  45j 

Oji  00| 

40':  38; 

on!  os! 

3^1  43l 

.591  04! 

301  441 

.5^1  64 1 

?9!  32' 

5-  Ofil 

31  i  431 


581  58! 

.38;  38| 

55!  66! 

46i  ,51 


481  51 
06  04 
50     30 


02i  02 

451  40 

6-1:  ,59 

44;  50 

021  59 

43;  49 


Oil  ,57!     ^^ 

40;  48 

.54;  ,54 

44j  49 


R8     25 


511     0? 

4n|    ?8 

.50| 
411 


.'31     -^5 
37!     28 


,5Q  04!  ^* 

n,n  4n!  48 

01,  05,  62; 

3k1  37!  471     49; 

!^-\  fifli  .53;     02! 

35;  43:  49 


,59, 
42. 
49' 


351  25 

,5'>!  00 

35i  28 

5i,  ."^8 

51!     38;  21) 


70i 

30; 

71; 


61     67 
41      461 

09|     73' 

29i     32: 

...j  731 
28;....! 
1.2 
30 
60 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH  CflROIilNfl  SECTIOfl. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXVI.        Columbia,  S.  C,  Year  1928. 


No.  13. 


GENERAL  SUMMARY. 

The  year  1923,  though  c]o.=!e  to  iiornial  in  temperature  and 
precipitation,  on  tlie  whole,  opened  and  closed  unseasonably 
mild,  with  unusually  cool  weather  in  late  spring,  early  summer, 
and  early  autumn,  and  marked  rainfall  departures  in  March 
and  from  May  to  the  close  of  October,  which  was  remarkably 
dry.  Tliere  was  no  measurable  snowfall  during  the  winter 
months.  Glazestorms  occurred  in  the  western  counties  in  Jan- 
uary and  February.  The  only  flood  of  consequence  occurred 
in  March.  Five  persons  were  killed  by  lightning  in  April,  June, 
and  August.  A  small  tornado  occurred  near  Greenville  in 
April.  Rather  severe  or  damaging  thunderstorms,  liailstorms, 
and  wind  squalls  occurred  in  various  portions  of  tiie  Section  from 
March  to  August. 

Though  the  weather  was  relatively  mild  and  open,  I)ut 
changeable,  to  the  close  of  jNlarch,  all  crops  made  seasonable 
growth  generally,  and  the  hardest  freeze  of  the  winter  between 
Feln-uary  loand  20 checked  abnormal  development  of  tree  fruits. 
From  April  to  the  close  of  July,  temperatures  ranged  below  the 
seasonal  average,  with  too  much  rain  in  May  and  material  defi- 
ciencies in  June  and  Julj'.  Fruit,  which  liad  advanced  abnorm- 
ally during  the  warm  weather  of  March,  was  seriously  damaged 
l)y  the  freezes  of  early  April,  and  germination  of  early  cotton  and 
corn  was  very  irregular  on  account  of  cold  nights;  wintercereals 
and  other  crops  made  satisfactory  progress  generally.  Cotton 
chopping  l)ecame  general  in  early  IMay,  and  boll  weevils  appeared 
in  increasing  numl)ers  during  the  last  week.  The  increasing 
warmth  and  comparatively  liglit  rainfall  during  June  and  July 
were  generally  favoralile  for  maturing  and  harvesting  the  grain 
crops,  but  early  corn  suffered  from  drought  during  July  ;  cotton 
and  other  crops  were  generally  vigorous;  weevils  were  numerous 
everywhere,  but  active  poisoning  prevented  serious  damage. 
The  first  cotton  bloom  was  oiiserved  June  7  on  Chisfifiim  Island. 
Wet  weather  during  August  caused  considerable  shedding  and 
boll  rot  in  cotton,  and  weevil  ravages  increased,  the  pest  taking 
the  top  crop  and  part  of  the  intermediate  crop;  the  first  bale 
was  gitmed  August  13  at  Allendale,  and  picking  was  general  at 
the  end  of  the  month;  all  late  crops  were  in  good  condition 
generally.  The  early  September  rains  caused  further  deterio- 
ration in  cotton,  followed  by  stoppage  of  fruiting;  the  crop 
opened  rapidly,  and  picking  was  well  advanced  :  the  harvesting 
of  late  crops  progressed  favorably,  and  some  fall  plowing  was 
done.  Prolonged  drought  during  October  was  favorable  for 
harvesting  late  crops,  but  up-State  hydro-electric  power  was 
materially  curtailed,  and  the  Congaree  River  at  Columbia  was 
remarkably  low  throughout  the  month.  November  was  unu- 
sually cold,  and  continued  drought  materially  retarded  plow- 
ing and  winter  grain  planting,  but  conditions  improved  later  in 
the  month;  low  water  in  the  streams  prolonged  the  lack  of 
ample  hydro-electric  power;  cotton  picking  was  practically 
finished  during  the  first  decade.  December  was  the  mildest 
month  of  the  name  since  1889;  while  the  rainy  periods  and  wet 


soil  retarded  plowing  and  planting,  the  mild  weather  was  favor- 
able for  growth  of  winter  cereals,  truck  and  gardens,  hut  fruit 
development  was  rather  too  rapid  for  best  winter  condition. 

The  last  general  spring  killing  frosts  occurred  on  April  1 
and  2,  and  the  first  in  autumn  occurred  on  November  9  and  10. 
The  average  latest  spring  killing  frost  date  for  1923  was  March 
31,  or  8  days  later  than  normal,  and  the  first  killing  frost  date 
in  autumn  was  November  11,  or  one  day  later  than  noimal. 
The  growing  season  was  225  days  in  length,  or  seven  days 
shorter  than  normal. 


The  mean  annual  temperature  was  63.1    ,  or 


0.1°  above 


normal.  The  warmest  month  was  August,  with  a  mean  of 
79.3°;  coldest  month,  February,  with  a  mean  of  44.8°.  The 
highest  annual  mean  at  any  station  was  66.8°  at  Paris  Island; 
lowest  annual  mean,  59.8°  at  Walhalla.  The  highest  tempera- 
ture was  104°  at  Society  Hill  on  July  5;  lowest  temperature, 
11°  above  zero  at  Walhalla  on  February  18  and  19. 

Seasonal  temperatures,  with  departures  from  the  37-year 
normal:  W'inter— 48.3°,  -f  1.9°;  spring,  61.7°,  -0.9°;  sum- 
mer, 78.5°,  -0.2°;   autumn,  63.2°,  -0,7°. 

Tlie  average  annual  precipitation  was  46.60  inches,  or  1.26 
inches  below  the  normal.  'ITie  greatest  annual  amount  at  any 
station  was  61.28  inches  at  Landrum;  least  annual  amount, 
31.81  inches  at  Columbia.  The  greatest  monthly  amount  at, 
any  station  was  14.30  inches  at  Georgetown  in  August;  least 
monthly  amount,  00.0  inch  at  Winthrop  College,  Rock  Hill,  in 
September.  The  average  nun)l)er  of  rainy  days  was  98  ;  greatest 
number  at  any  station,  128  at  Summerville;  least  number,  63 
at  Winthrop  College.     Average  annual  snowfall.  Trace.  ^ 

Seasonal  precipitation,  with  departures  from  the  37-year 
normal:  Winter— 11 .47,  -fO. 22  inch  ;  spring,  15.06,  -(-4.44 
inches;  summer,  14.25,  — 2. (i3  inches;  autumn,  6.60,  —2.52 
inches. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfall  uas  31.98  inches,  or  0.68  inch  above  the 
normal. 

'{'he  snowfall  was  too  sniall  to  measure  and  occurred  on  a 
few  dates  in  January,  February  and  March. 

Moderate  freshets  in  the  Pee  Dee  and  Santee  River  Districts 
during  portions  of  8  months  were  attende<l  by  losses  approxi- 
mating $9,815,  and  the  value  of  movable  property  saved  by 
timely  warnings  has  been  estimated  at  $107,700. 

Tfieaverageannual  atmospheric  pressure  determined  from  9 
regular  station  reports  was  30.08  inches.  The  highest  pressure 
was  30.84  inches  at  Charlotte,  N.  C,  on  December  15,  and  in 
the  Section  proper,  30.80  inches  at  Due  West  on  the  same  date; 
the  lowest  pressure  was  29.26  inches  at  Wilmington,  N.  C,  on 
March  7,  and  in  the  section  proper,  29.29  inclies  at  Columbia 
on  March  6. 

The  average  annual  suns'iine,  determined  from  9  automatic 
record.^,  was  60%  of  the  possible  amount .  The  average  annual 
nundier  of  clear  days  was  176;  partly  cloudy.  85,  and  cloudy, 
104,  as  against  normals  of  171,  100,  "and  91  days,  respectively. 

The  average  annual  relative  humidity  at  8  a.  m.  was  81%  ; 
Noon.  59%,  and  8  p.  in..  70%. 

The  prevailing  wind  was  from  the  west  and  southwest. 
T\ip  average  annual  hourly  velocity,  determined  from  9  ane- 
mometer records,  was  7.8  miles.  The  highest  velocity  for  any 
5-minnte  period  during  the  year  was  48  miles  per  hour  from  the 
wes/WfVFaN^rjmijJfc  Ga.,  on  March  6,  and  at  Greenville  on  June7. 

(COXTIXCED  ON  P.\GE  ,52.) 
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CLIMATOLOGICAL  DATA  :   SOUTH  CAROLINA  SECTION. 


Year,  1923. 


Climatological  Data  for  the  Year  1923. 
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64.9 
65.0 

64.4 

'ei's" 

ioo 

100 
103 

99 

■■■97' 
92 

July   13 
July   17t 
July    14 

Aug.  15 

Sept."  6' 
July     6 

18 
19 
19 

20 

"'ii' 

21 

Feb. 
Feb. 
Feb. 

Feb. 

Feb.' 
Feb. 

19 
19 
19 

19 

'i9' 
19 

sw. 

rioorgptown 

Georgetown 

Williamsburg 

Orangeburg 

....do 

n. 

ne. 

sw. 

nw. 

Paris  Island. , 

Beaufort 

Berkeley 

Clarendon 

Dorchester 

Darlington 

Dorchester 

Sumter 

Hampton 

extremes. 
Aiken  

sw. 

Kimini 

Pt.  George 

.Society  Hill 

Summerville 

WedgefieW 

Vemassee  

Division  means  and 

WESTERN'  PORTION. 

.\iken    

77 

101 
HI 
128 
80 
101 

101 

78 
114 
101 

92 
103 
80 
90 

112 
107 
117 
120 

84 
104 
124 

97 

80 
105 
92 

82 

125 
68 

41 
33 

35 

60 
27 

64.9 
62  8 
65.3 
64.9 
65.6 

64.5 

64.8 
62.0 

97 
104 
98 
99 
97 

104 

98 
95 

July   13 
July     5 
Aug.  15 
Aug.  14 
July   13 

July     5 

July  I3t 
Aug.  15 

20 
16 
19 
20 
17 

10 

20 
17 

Feb. 
Feb. 
Feb. 
Feb. 
Feb. 

Feb. 

Feb. 
Feb. 

19 

17 

19 

17t 

19 

17 

19 
IS 

136 
258 
197 
124 
203 

177 

209 
203 

115 
44 
95 
56 
22 

81 

19 
23 

114 
63 
73 
65 

140 

107 

137 
139 

s. 
w. 
w. 
ne. 

sw. 
ne. 

Blairs 

Fairfield 

1.38     Oct. 

ralhoun  Falls 

Abbeville 



45 

61.4 
63.7 

99 
99 

July   1.3t 
July   15 

16 
20 

Feb. 
Feb. 

18+ 
17t 

0.12 
0.62 
0.97 
0.70 

1.40 
0.45 
0.70 
0.44 

0.42 
0.55 
0.51 
0.44 

0.96 
1.01 
0.98 
0.91 

0.56 
0.72 

Oct. 
Oct. 
Oct. 
Oct. 

Oct. 
Sept. 
Oct. 
Oct. 

Oct. 
June 
Ot. 
Sept. 

Oct. 
Oct. 
Oct. 
Oct. 

Oct. 
June 

147 
241 

89 
18 

129 
96 

e. 
w. 

Camden 

Kershaw 

Catawba 

Sork 

Chappells 

Newberry 





Chester 

Chester 

Oconee 

Richland  

Abbeville 

2 

29 
37 
10 

'ei.'s' 

64.0 
61.6 

98 
96 
98 
96 

July   12 
June  27t 
Aug.  15 
July   12t 

18 
18 
21 

17 

Feb. 
Feb. 
Feb. 
Feb. 

19 
19 
19 
19 

ne. 
sw. 

Clem.son  College 

Columbia 

Due  West 

84 
125 
102 

105 
122 

184 
35 
141 

Edgefield 

Edgefield 

Caston  ShoalsU 

Cherokee 

680 
980 
671 

568 
500 
1068 
589 

900 
711 
400 
502 

850 
586 
512 

875 

620 
1061 
545 
690 

fireeaville 

Greenville 

Greenwood 

Lancaster 

40 
40 

22 
8 
9 
6 

24 
31 

17 
20 

60.8 
60.8 

R2.  1 
62.9 
60.4 
60.0 

61.3 
64.4 

96 
95 

97 
98 
97 
94 

97 
98 

June  27 
July   13 

July   12 
July   12 
July    12t 
Aug.    8t 

July  12 
Aug.  15 

16 
17 

19 
18 
13 
15 

15 

18 
18 
18 

Feb. 
Feb. 

Feb. 
Feb. 
Feb. 
Feb. 

Feb. 
Feb. 
Feb. 
Feb. 

18 
18 

17+ 
17t 
18 
17t 

18 
18+ 
19 
19 

133 

116 

116 

sw. 

Cireenwood 

Heath  Spring.s 

147 

202 

178 
127 

158 

106 

12 

115 

203 

126 

112 
151 
72 
35 

81 

w. 

Kershaw 

w. 

Landruin 

.Spartanburg 

Laurens 

w. 

Laurens 

Liberty 

Pickens 

Newberry     

sw. 

Little  Mountain 

w. 

Monetta 

Saluda 

Newberry 

,  Newberry 

Anderson , . 



101 

June  27 

44.53 

58.67 

5.97     Auff. 

1.27 
0.44 

Sept. 
Oct. 

0 
0 

88 
104 

223 

54 

88 

w 

Pelzer 

8.99 

May 

Saluda 

Saluda   

22 
31 

47 

31 
22 
30 

24 

"ei.'-i' 

61.2 

62.  5 
61.8 

62.0 

63.1 

99 

98 
98 

98 
101 
99 
99 

101 

104 

Aug.  15 
June  27+ 
June  27t 

July   13 
July   12 
July   12t 
June  27t 

June  27t 

July     5 

Santuck  

Union  

18 
15 

19 
11 
19 

16 

11 
11 

Feb. 
Feb. 

Feb. 
Feb. 
Feb. 
Feb. 

Feb. 

Feb. 

19 
18 

19 
18+ 
17t 
18 

18t 

18t 

53.00 
51.75 

41.05 
56. 31 

49.86 
47.99 

48.47 

46.60 

7.38 
7.56 

5.29 
10.19 
8.29 
7.93 

13.45 

14.30 

May 
Mar. 

July 
May 
Aug. 
Aug. 

May 

Aug. 

1.02 
0.79 

0.91 
0.82 
1.04 
0.00 

0.00 

0.00 

Sept. 
June 

Oct, 
Oct. 
Oct. 
Sept. 

Sept. 

Sept. 

T. 

T. 

0 

T. 

0 

0 

T. 

T. 

114 
102 

69 
125 
107 

03 

100 

98 

158 

125 

82 

sw. 

SparKinburg 

Spartanburg 

Edgefield 

Trenton 

sw. 

Walhalla 

Oconee 

178 
165 

148 

170 
176 

114 
81 
176 

90 

85 

73 
119 
41 

105 

104 

ne. 

Winnsboro 

....do 

ne. 

Winthrop  College  {j. 

York 

s. 

Division  mean.s  and 

extremes, 
tremes. 

«r. 

Section  means  and  ex 

sw. 

t  On  other  dates  also. 

"  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
U  Postoffice  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals,  Blacksburg;  of  Winthrop  College,  Rock  Hill, 
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Monthly  and  Annual  Precipitation  for  the  Year  1923.  with  Departures  from  the  Normal. 

January. 

February. 

March. 

April. 

May. 

June. 

July. 

August. 

September. 

October. 

November. 

December. 

Annual. 

o 

0 

a 
0 

0 

B 

1 

0 

0 

d 
0 

c 
0 

3 

a 
0 

d 

0 

stations. 

"S. 

V 

u 

PL, 

V 

u 
3 

Id 
P. 

(V 

a 

3 

n. 

1 
■5. 
■3 

2 

a 

1 
■3. 
■3 

u 

1 

£ 

3 
t 

a. 
« 
P 

1 

ca 
0. 

» 

'§• 
■3 

£ 

Ph 

£ 

■3. 

'3 

V 

Ph 

3 
a. 

P 

B 

'a. 
■3 
£ 

£ 

3 

Sri 

a. 
» 
P 

■§. 

'3 

s 

0. 
P 

CO 

■5. 
'3 
« 

u 

£ 

3 

■5. 
'3 

£ 

3 

2. 

p 

1 
■3. 

p-( 

i 

P 

EASTERN   PORTION. 

Allendale 

Blackville  

'2.'i-. 

-6.'74 

'  5.' 6.5 

+6.' 79 

'5.' 42 

+2.'i6 

'1.37 

-i'92 

'e.'so 

+  2.' 80 

'2.' 65 

-3.' .59 

'  4.' 35 

-i.'is 

,'7.' 65 

+  i.'98 

!"4.'6: 

+6.49 

;'6."68  -2.'i7 

'i.'eo 

'-6.'46'4.'c9+6.'86 

46:4"l 

"-"(i.'98 

rharlestou 

■_'.21 

«-1.24 

1.03 

-2.38 

2.  38 

- 1.34 

1.06 

-1.93 

6.30 

+2.  83 

3.58 

-1.81 

7. 23 

-0.03 

12. 29 

;+5.32 

2.11 

-3.35 

i  2.69  -1.24 

:  1.79 

-1.(8,  3,91  +0.76 

46.68 

-  5.49 

Cheraw 

2.41 

-0.49 

3.09 

-1.00 

4.16 

+0.67 

4.39 

+1.45 

2.7< 

-0.74 

0.93 

-4.32:  4.01 

-1.24 

6.08 

-0.  52 

2.07 

-1.50!  I.  IS  -1.63 

2.47 

+0.36    1.98-2.  l(i 

36.  63 

-11.11 

Conway 

2.59 

-0.98 

2.2( 

-2.16 

5.14 

+  1.55 

1.54 

-1..56 

6.07 

+2.51 

1.47 

-3.0( 

6., 36 

-  0.  45 

5.76 

-1.46 

4.30 

-0.49 

2.28-0.94 

2.35 

+  0.14 

2.  67  -0.  54 

42.73 

■-   7.1.8 

Parlinsrton 

2.C7 

+0, 12 

2.29 

-1.58 

3.92 

+0.91 

4.00 

+0.81 

4.92 

+  1.58 

1.08 

-4.51 

5.42 

-0.14 

'  8.29 
1  5.38 

+2. 96 
+0.22 

3.65 

-0.29 

0.84-2.27 



Pillon '.'.'. 

'.".'. 



Krtinfirhani 

i'.m 

-i.'47 

'2.' 62 

-2.' 92 

'3.76 

-6.03 

'3.' 67 

-6.2.5 

■4:1-2 

+6!. 59 

'1.03 

-4.' 83 

'5.'66 

-6.' 70 

1  6.35 

+0.25 

'5.09 

+  i.'68 

'6'87|-2.'i2 

1.24 

—ICi-'fi 

'  2.  59; -0.54 

37.  (.9 

"-i'i."79 

K'Tgiison  

1. 51; 

-2.  02 

2.9( 

-0.  93 

4.47 

+  1.02 

2.87 

O.OOj  4.49 

+0. 32 

1.91 

-3.75 

3.53 

-3.11 

11.32 

+  6.48 

3.28 

-0.52 

1.53—1.34 

2.(1 

-0.16 

4.2i:  +  1.24 

44.14 

■  -  4.77 

Florence  I 

L53 

-  1. 27 

2.75 

-1.40 

4.12 

+0.95 

2.»8 

+  0.05:11.22 

+7. 52 

3.74 

-1.53 

4.32 

-1.53 

7.61 

+2.  06 

1.22 

-2.87 

0.80—2.26 

1.13 

-0.96 

2. 45  -0. 60 

43.77 

—  1.74 

Florence  2 

2.02 
1.40 

-0.78 

2. 35 
1.43 

-  1.80 

4.16 
6. 25 

+  1.00 

2.95 
1.49 

+0.12 

9.92 
8.33 

+6.22 

1.40 
,5.00 

-3.87 

3.82 
6.19 

-2.03 

7.20 
9.95 

+  1.55 

1.76 
4.73 

-2.33 

0.71 
1.44 

-2.35 

1.23 
2.14 

-0.86 

1.56  -1.39 
4.66 

39.(8 
53.01 

-  6.43 

(iarnett 

fleoritetown 

4.. ^8 

+  I.'i8 

1.55 

-2!  59 

4.42 

+0.9\ 

1.35 

-i.'98 

3.06 

-6.'38 

2.10 

-3.' 47 

8.88 

+  i.'44 

14. 3f' 

+7.'5( 

5.97 

+i."8i 

2.40 

-6.' 78 

3.25 

+6:9( 

.3.  47; +0.02 

55.  S3 

"+"4."f6 

Kinirstree 

i   1.79 

-1.27 

2.31 

-1.64 

3.93 

+0.  5:! 

2.  11 

-0.70 

6.07 

-2. 88 

1.48 

-3.68 

3.40 

-3. 12 

8.27 

+  1.97 

3.66 

-0.44 

0.60 

-2.25 

2.11 

+0.06 

2.171-0.88 

37.  £0 

-  8.54 

l^vneli  tiling 

1 

4.78 

6.06 

! 

1 

<    •  .  . 

"J  IIV^III  'Ul^..  .......... 

Mesgett 

L29 

'3;85 

4.'.53 

'2.'47 

'a'.9H 



2.73 
3.37 

3. '76 

'9.' 44 

'■y.hi- 

6.' 82  '.'.'.'.'.'. 

'('."96 

'4.16  :::::: 

4i."07 

Orangebiirif  I 

Orangeburg  2 

1.27 

.;;;;: 

3.88 

5.08 



2.28 

4.10 

2.92 

5.42 



7.68 

3. 02 

0. 53 

1.03 

6.10 

42.31 

Paris  [.slant! 

3. 20 

+0.47 

0. 70 

-2.' 82 

3.10 

-0.25 

0.70 

-i.'eii  6.20 

+3.' 65 

5.20 

-6.' 26 

4.49 

-i."67 

8.22 

+2!28 

1.98 

-i'gi 

1.58  -1.67 

1.43 

-("-.'88 

4.05:  +  !. 20 

4(1.85 

-'bA:\ 

Pinmifiljc 

4.90 
.3.  10 

-HI. 37 

3.00 
4.97 

—0. 62 

0.57 
2.25 

-2. 40!lO_  iri 

+6  50 

2.66 
2.36 

-3.07 

5.11 
4.  5(1 

-1.51 

4.68 
4.97 

+0.10 

1.53-2.51 
1.75 

2.13 
1.10 

-0.31 

3.68  +0.70 
3. 85 



Rimini 

1.65 



4.43 

8.45 

43.  ?S 



St.  (Jeorge 

0  87 

-i.'ig 

1.34 

-2.'47 

4.20 

+6.79 

1.98 

-i.'is 

6.44 

+3.16 

3.  45 

-i:?} 

8.10 

+  i.',59 

6.77 

+6.' 36 

2.09 

-i.'so 

2.38  +0.04 

1.1-0 

-"6.'('8 

4.,58i  +  I.r5 

44.  ro 

-"i.'.59 

.Society  Hill 

2.10 

-0.90 

3  07 

-1.34 

4.26 

+0.99 

3.96 

+0.70 

7.  .58 

+4.28 

1.35 

-3.09 

5.09 

-1.34 

12.20 

+  6.50 

4.68 

+0.70 

1.45  -   1.60 

1.91 

-r.26 

2.  53; -0.57 

,■=0.  18 

+  3.07 

.Sunimorville 

2.  pi 

-0.96 

l.is 

-2.  97 

5. 32 

+2. 00 

2.28 

-1.13    8.09 

+4.77 

3.04 

-2. 72 

7.03 

+  0.37 

8.30 

+0. 88 

4.  42 

+0.08 

1.19  -2.28 

3.63 

+  1.35 

4.24+0.89 

50.  82 

+  e.28 

Wedgefield 

2.M 

-0.88 

2.  73 

-1.42 

3.73 

+0.17 

2.27 

-0.79!  3.68 

+0.  35 

1.92—2.97 

2.67 

-2.35 

6.03 

+0. 12 

9.62 

+6.15 

0.20! -2.  65 

1.10 

-1.12 

2.92-0.27 

39.41 

-  5.66 

Yeinassee 

1.27 

-1.50 

1.40 

-2.44 

5.67 

-1-2.  18 

1.17 

-1.  85:11.  60 

+8.10 

4.15 

-1.84 

5.41 

-1.47 

6.27 

-0.22 

3.92 

-0.12 

2. 96; +0.12 

2.54 

+  0.48 

5.8.3+2.71 

52.19 

+  4.17 

Division  means  and 

2.05 

-0.72 

2.39 

-1.65 

4.36 

+0.  86 

2.31 

-0.73    6.17 

+2. 68 

2.51 

-2.95 

5,17 

-1.15 

8.28 

+  1.98 

3.80 

-0.31 

1.38-1. CO 

1.95 

-0.21 

3. 56! +  0.48 

43.93 

-  3. 59 

<tepartures. 

1 

WESTERN   POIirlOX. 

_ 

; 

.\iken 

2. 9! 

+0.66 

3.53 

-0.  52 

5.1!' 

+  1.23 

3.03 

-0.06;  6.45 

+  2.99 

1.62 

-3.12 

6.44 

+  1.60 

5.23 

-0.20 

1.93 

-1.45 

0.46'-2.17 

1.51 

-l.o^ 

3.691  +  0,68 

42.  ro 

—  3.34 

Amlerson 

4.31 

+0.38 

5.44 

+0. 31 

5.43 

+0.  83 

6.25 

+3.07:  8.99 

+5.  95 

2.02 

-1.73j  3,91 

-1.13 

5. 60 

+0.27 

1.20 

-1.79 

1.76-1.02 

4.01 

+  1.31 

6.041  +  1.17  .54.96 

+  7.62 

Blairs  

2.51 

-0.97 

4.89 

fl.08 

5.  62 

+ 1 .  92 

3.46 

+0.90:  5.47 

-1-2.60 

2.54 

-1.93;  2,99 

-2. 35 

4.29 

-0.81 

1.60 

-1.20 

1.38;-1.18 

3.32 

+  1.06 

4.20+0.3042.27 

-  0..58 

Callioun  Falls 

3.30 

-0.70 

6. 25 

+0.89 

7.74 

+2. 82 

4.15 

+  0.63;  9.71 

1 

+  5.75 

1.53 

-3-10 

1.15 

-4.37 

4.86 

-0.35 

0.63 

-3.27 

0.12; -2.  94 

3.41 

-H1.C( 

6.31  +1..51  49.  U 

1 

-  2.13 

Camden 

2. 19 

-1.19 

3.  l.'i 

-0.82 

5.05 

+  1.35 

2.67 

-0.411  2.32 

-0.  89 

3.82 

-0.86 

4.  .59 

-0.64 

10.53 

+5.0: 

4.85 

+  1.19 

0.621-2.00 

1.70 

-0.65 

3,63  +0.23'4.M2 

+  0.58 

Cataw  ba 

.3.26 

-0.  21 

4.  .54 

+0.21 

6.38 

+2.  27 

3.60 

+0.61i  6.24 

+2.54 

1.09 

-3.81 

3.34 

-3.14 

8.89 

+3.68 

3  22 

-0.21 

0.97-2.84 

2.68 

+0.28 

3.18  — r.81  47.39 

-  1.23 

Chftppells 

.3.74 

+0.  42 

5.14 

+  1.30 

4.98 

+  1.11 

3,76 

+  1.23    .5.25 

+2.57 

2.85 

-1.22 

2.11 

—3.20 

4.55 

+0.10 

i.'io 

-1.84 

O.70!-1.88 

3.30 

+  1.09 

.5.  f9|  + 1.1414.3.27 

+  0.82 

Chester 

2.23 



5  04 



6.63 

3.08 

4.83 

1.85 

5.47 

8.10 

1.43 

1.40! 

2.64 

4.35 47.06 

Clemson  College 

3.  fi.-! 

-1.26 

5.84 

+0.  ,56 

4.87 

-0.10 

5.  76 

+2.0510.98 

+7.37 

2.14 

-3,04 

5.97 

+0.70 

6.03 

+0.77 

0.45 

-3.51 

0.63-2.85 

3.66 

+  0.92 

6.60  +1.38  U'A9 

+  2.ro 

Colombia 

2.54 

-0.  75 

2.  83 

-1.76 

3.  30 

-0.40 

2.17 

-0.69 

2,97 

-0.22 

5.27 

+  1.09 

2.37 

-3.69 

5.47 

-1.31 

3.13 

-0.32 

0.70J-2. 16 

1.34 

-0.8P 

2.72  -0.18.34.81 

-11.27 

Pile  West 

3.  12 



5.74 

6.34 

4.95 



7.77 

6.48 

3. 15 

3.15 

I., 54 



0.44 

3.46 

5.14 !51, 28 

Edgefield 

3.95 



5.  otl 

6.21 

4.20 



4.39 

1.16 

4.-54 

5.65 

1.71 

_ 

0. 42 

1 

2.67 

4.75 i46.21 

1 

flaston  .Shoals  

4.77 

+0.SI 

4.01 

-0.  in 

6.13 

+  1..37 

4.  0;! 

+0.  74: 

5.96 

+2.78 

0.5,5 

-1.76 

3.41 

-1.29 

9.99 

+4.58 

1.42 

-1.75 

1.79!-1.15 

4.88 

+2.20 

3.39-].15;.=0.33 

+  .5.28 

Oreenvillo 

2.  fi"* 

-0.75;  4.62 

-0.63 

.5.81 

+0.  42 

.5.77 

+2. 12l 

5.;  9 

+  1.48 

1.73 

-3.26 

6.21 

+0.64 

11.17 

+5.29 

1.41 

-2.38 

0.51: -2.  69 

4.  .39 

+  1.29 

4., 59;-0. 19:54.68 

+  0.16 

Hreenwood  

3.f.2 

-0.  lel  6.  06 

+  1.34 

7.85 

+3.  83 

4.13 

+0.24: 

7.80 

+  4.25 

2.09: 

-2.47 

2.85 

-2.  42 

6.  .33 

+  1.14 

0.44 

-3.22 

0.85-1.99 

2.851 

-0.25 

5.2fil  +  0.83','^0.1? 

+  2.53 

Heath  Spring 

2.13 

-1.46 

3.66 

-0.14 

.5.04 

+  1..55 

4.  .30 

+  1.26] 

4.16 

+0.99 

2. 50: 

-2. 70 

3.04; 

-1.85 

8.18 

+2.68 

6.15 

+.3. 16 

0.96-1.49 

2.  65: 

-0.04 

1.98i- 1.75:44.  75 

+  0.71 

Kershaw 

2.93 

.3.55 

3.79 

2.73 

j 

3.79 

2.21; 

5.08, 

9.  ,53 

4.25 

1.01  

1 

2.43 

j 

2.83; J44.13 

I.andrum 

4.71 



4.  .33 

6.41 

4.81 

i 

13.45 

2.78 

3.11 

8.82 

1.85 

...... 

0.98' 

4.  ,54' 

5.49' 61 .28 



Laurens 

3.37 

1 
1 

5.38 



3.97 

5.05 

1 

3.00 

3.8l| 

3. 28: 

3. 57 

0.95 

0.91  1 

3.76 

4.81 142.76 

LeesviUe 

' 

i 

. ! 

1.69 

5. 21 



1 

j 

!.... 

Liberty 

'i'.M 

-2.36    6.21 

+6.'6i 

6^70 

j^i!23 

■5.' 30 

-0.  58 

i6.'32 

+5.99 

'2.'35| 

-2.84 

3.19 

-  '2.'  .57 

!0.4>> 

+3.' 97 

6.  .55 

-3.'46! 

o.,56;-3.29i 

■.5.' 76 

+2.K, 

6.36+0.11160.26 

"-"6.'32 

Little  Mountain 

3.48| 

+0.10    4.37 

-0.10 

4.26 

+0.  60 

4.6P 

+  1.52 

6.01 

+3.09 

0.72 

-3  54 

3.18 

-1.70 

6.70 

+  1.52 

2.48 

-0.36 

1.45|-1.45j 

2.62 

+0.26 

4.29  +1.  CO  44.16 

+  0.94 

Monetta 

2.8<« 

-0.50    5.03 

+0.  56 

4.93+0.88 

1 

1 

.. 

J 1 

1 

1 
1...   . 

Newberry '....'. 

4.10 

+0.21    5.20 

+  1.01 

.5.31+1.52 

4. '5c 

+  i.'68! 

.•i.'if) 

-6.' 67 

'2.46 

-i.'76 

i.'86 

-.3'.29 

5.' 97: +  0.41' 

'i.'27 

-i.'fio 

'i.74  -6.' 82' 

'3:641 

+  i:f8 

.'^.29:  +  O.Q8;'i4.5?: 

'-■  '6.'45 

I'elzer 

.4.00 

-0.38    5.68 

+  1.06 

7.24 

+2.46 

5.46 

+1.72: 

8.99 

+5.04, 

1.40: 

-2. 85 

7.  661 

+  1.67 

6.84] 

+2.01 

1.42 

-2.02; 

0.44  -3.06; 

4.62' 

+2.  05 

4.92  -0.46  f,8.  67 

+  7.24 

.Saluda 

1 

6.45 

+2.44 

' 

1 



. . . .  i 

2,41 

-2.68 

4.94 

-o.4o: 

1.81 

-1.27 

1.40  -1.63| 

3. 21: +0.8.5] 

4. .■^5+0.6.'^ 

Santuck 

4.'00 

4  0.30    5.99 

+i.'26 

6.41 

+  1.88 

5.'6l 

+1.79: 

7.38 

+4.32 

i.'44 

-2.' 62 

4.94 

-0.17 

6.57 

-1-0.84 

1.02 

-2. 24 

1.39j-1.85| 

4.18 

+  1.44 

4. 67, +0.51, ,53.60 

"+"5."  50 

Spartanburg 

3.9fi 

+0.15    4.  .57 

-n.oii 

-..56 

+2.78 

4.98 

+  1.90 

4.99 

+0.90 

0.79 

-3.89 

7.17! 

+2.48 

6.  55[ 

+0.96 

1.11 

-2.17 

1.19;-1.62 

4.83 

+2.rr 

4.05-0.19  51.7.';i 

+  3.19 

Trenton 

3.fi4 

+0.31    4.43 

-0.66. 

4.73'+0.44| 

.3.91 

+  0.,56l 

5.  05 

+  1.94 

1..53: 

-3.  08 

5. 29: 

+  0.19 

4.19 

-1.68 

1.47 

-1,71 

0.911-2.18' 

2.08! 

—0.30 

3.82-1-0.02:41.0?; 

-  6.  .'3 

Walhalla 

3.  68 

-l.lli  4.73 

-0.,57 

5.35 

-1.24 

4.92| 

+0.  871 

0.19 

+6.  43 

1.86 

-3.43 

3. 981 

-2.44 

8.  63! 

+2. 36; 

1.87 

-3.20 

0.82 

-2.66, 

4.  .54 

+  1.66 

.5.-4!+0.67,.'=6.3i; 

-  3.46 

Winnsboro  

.3.  .'>'' 

+0.20i  4.63 

+0.29 

4.48, 

+0.49 

4.  651 

+  1.97 

7.76 

+  4.67 

1.48, 

-2.  91 

.5.  IN 

+  0.24 

8.29; 

+2.  95 

2.06 

-1.28 

1.04 

-1.05: 

3.28: 

+  1.19 

.3.46  +0.05|49.86, 

+  5.80 

Winthrop  College 

2.70 

-0.81    4.68 

+0.  62 

5.86 

+  1.99 

4.25 

+  1.23j 

8.42 

+4.22 

0.60 

-4.54 

.5.25 

-0.31 

7. 93 

+2.24 

0.00 

^3.02 

1.30 

-1. 561 

3.23 

+  1.04 

3.77-0.48 

47.991 

+  0.53 

Division  means  and 

departures. 
Section  means  and 

3.2'2[ 

-0.44    4.84 
1 

+0.23; 

5.68 

+  1.32 

4.33 

+  1.06! 

6.64 

+3.25 

2.16j 

-2.45 

4.03 

-1.32 

6.85 

+  1.45 

1.88 

-2.00 

0.96-2.07 

1 
3.37 

+0.86 

4.511+0.23 

<8.47| 

+  o.r2 

2.74 

-0.70    3.8.^ 

-0.  58: 

5.14 

+1.16 

3.48 

+0.50 

6.44 

+2.78 

2.31-2.52 

4.  .50 

-1.44 

7.44 

+  1.35 

2.67 

-1.15' 

1.]4|-1.89 

2.79 

+0..52 

4.12  +C.70 

46.  f  Oi 

-  1,26. 

departures. 

i 

1            1 

i 

! 

1 

1 

The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Year,  1923. 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1923.  with  Departures  from  the  Normal. 


Stations. 


EASTERN   PORTION. 

AUenrtale 

BlaokviUe 

Charleston 

Cheraw  

Conway  


January. 


February. 


March. 


April. 


May. 


June. 


July. 


August. 


September 


October. 


November 


December. 


Annual. 


50. 5i  +3.0,  46.8 
o3.-|  +3.  SI  50.5 
48.  l!  +4.4i  44.0 
52.1    +4.11  47.2 


Darlington |  48.2 

Ferguson iMS.  3' 

Florence  1 1  '51. 4 

(iarnett 53.  K 

Georgetown 53. 6i 

Kingstree 

Meggett  

Orangeburg  1 

Paris  IslanJ 

Pinopolis 

St.  George 

Society  Hill 

.SuniniTville 

Wertgeiield 

Yemassee 


+2.7J  44.6 
+1.0;  47.7 
+0.1  i  46.6 

!"51.8' 

+4.8i  50.0 


52.0    +4.3'  48.8 


Division  means  and 
ftepartures. 

WESIEKN   PORTIO-N'. 

Aiken  

Anderson 

Calhoun  Falls 

t'amden 

Cliaster , 

Clemson  College 

Columbia 

Due  West 

tireenville 

G  reen  wood 

Heatli  Springs 

Kershaw 

Lamlruni 

Laurens 

Liberty 

Little  Mountain 

Monetla . 

Newberry 

Saluda  

Santuck  

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College 

Division  means  and 

departures. 
Section  means  and 

departures. 


51.8' 


''51.8 
46.  6' 
52.6; 
52. 0' 


+1.4 


48.7 
51.9 
49.2 


+4.31  48. 

+2.5I  42.9 

+3.2I  49.8 

+6.V  48.2 

+5.5;  51.4 


51.4'   +3.6    45.6 

I  I 

I  i 

•52.0,   +.5.  9, '46.8 
46. 8  i   +2.  5 1  44.6 

45.6! i  42 

48. 3i   +2.1    43.5 
....1 44.6 


46.4 
50.5! 
47.  Oi 
45.  61 

45. 8  j 

48.4 
49.0 

'>44.8! 
"43.81 
45.61 


+3.8 
+5.4 

'+4.' 6 
+2.9 

+5.0 


+2. 


-1.21.. 
-1.9;  »9.  6 
-1.0  55.0 
-0.6   58.9 

-O.7I  57.0 
-0.  li  58.3 
+0.5!  58.2 

[  60. 4 

+0.9:  .59. 

+  I.3I  58.2 


59.1 
59.8 

57.8 

58.4 
.55.8 
59.0 
59.0 
59.8 


+0.8 
+0.8 

+0.2 
-1.9 
+0.3 
-0.1 
+2.4 


62. 2 
+2.2  64.4 
+  1.6;  60.9 
+2.6:  62.0 


+  1.6 
+2.3 
+2.8 

'  +  i.'7 


61. 4 
62. 7 
62 

65.9 
63.0 


+  1.6  ta.o 


+  1.4 
+  1.3 


63.2 
6.5.3 
61.2 


-2.2;  70.2i 

-0.1;  70.71 

-0.6i  68.4, 

O.Oj  69.  4| 

— O.5I  68.2] 
+0.61  68.  4  i 
+0.1|  70.21 

I  70.9!. 

-0.51  69.61 

-0.2; 


-3.1 1  77.8 

-2.0  78.fi  -0.3 

-2.3'  79.1  +1-9 

-1.5;  77.1  +0.3 


1.4  78.7 
80.1 
81.3 
79.4 


-3.0  77.6 
-2.8!  77.2 
-2.0!  78.6 
78.2 
-2.6    78.2 


2.4   58. 4 


-3.2   .58.9 

-0.1    64.4 

...'•5:^.6 

-4.3i  56.5 

'52.2 


43.6  +3.1 
51.2  +1.1 
48.4!   +3.6 


45.8 

4.5.0 

'50.7 
4.i.0 

"48.0 
46.4 

47.3 

49.0 


+2.7 

+3.4 
+4.1 
+2.8 
+  3.8 
+2.9 

+3,1 

+  3.4 


44. 

46.  31 
43.7! 
43.2 
42.8 

4.5.  S 

4.5.7 
42.7 
42.4 
43.4 

44.8 
47.0 
45.1 

4.i6 

43.1 
'45.2 

43.0 
''43. 8 

43.2 

44.2 

44.8 


+  1.5 
-1.5 


+  1.8 
-0. 


+2.3 


+  1.7J  63.71 

+  1.1  60.7] 

+0.  s!  64.01 

-t-S.  5!  63.  2  j 

+2.01  fi^-'*' 


69.41 

i«71.9l. 

I  69. 4, . 

+0.3i  71.4! 

-0.9|  66.4- 

-0.5i  69.4' 

-1.  11  68.2! 

+0..5I  69.61 

+0.8i  69.9, 

+  I.0I  69.8 


-2.4 


-2.1 
4.2 


77.9 
79.4 
77.6 

78.6 
75.0 


+0. 8  '■79. 8 
+O.2I  79.4 
+0.2  80.-6 
80.6 
-0.2    80.0 


-0.1 


-0.4 
-   1.1 


80.4 

79.4 
80.3 
77 


-3.4    77.1  -1.4    79.7 

-2.6;  77.6  +0.7    81.2 

-2.3    77.4  +0. 11  79 

-1.3    77.81  +0.6:  80.6 

-2.8|  76. 7i  -2  2    79.0 


+  1.8;  63.2!   +O.2I  69." 


-2.1 


+3. 

+0.41 


+  0.7: 
-1.0 


63.7! 

60.4 

59. 0| 

+2  2I  60.91  -1.6 
i  00. 1  


53  2    +0.8*59.9 
56.8    +2.8    62.2 

54.0 !  60.0 

53.0    +2.4|  58.6 
53.5,  +0.8   59.4 


69.4 
6.5.  8; 

66.  1  ; 

69.  6 1 
66.2! 


77.81  +0.1 


I 


80.0 


-2.8  79.71 
-1.3J  81.8 
+  1.4;  80.4 
-0.4    80.4 

-0.1!  79.2 

O.Oj  80.41 

-0.6|  81.8 

1'82.2 

-0.5   80.2 

-0.2   80.2 


-1.1 
-0.2 

-1.1! 

+  1.8| 
-0.1! 
-1.4! 

-1.8l 


80. 
81.0 


-0.8 
+  0.8 
+1.8 
+  L2 

+0.3 
+2.0 
+1.6 

-6.2 

+0.7 


-0.1 


;5.8  +0.2 

8  +1.2 

■7.2  +4.1 

75.8  +1.6 

74  9!+  0.9 
75.41  +1.4 


80.8  +0.8 

80.5  +2.0 

80. 71  +1.3; 

80. 2I  +2.4I 

80.6!  +0.6 


-0.4!  80.6 

I 


.5.5.8    +2.4I  60.2 

''.55.6 ,  61.2 

50.7 i  57.0 

1'52.7 i  57.6 

6.0   52.9    +0.2,  60.0 

— l.o|"55.7    +0.3!  59.7 
— n.  9I  57.0,  +0.9. .. . 

-0.2!'.57.  8    +.3.2    60  8 

!  .57.6    +1.5.  . 

-0:2   53.4,   +0.21  59.0 


+0.3!  .53. 4 1  +2.3 

-l.ol 

-0.  li  51.3 
■  •1.3l\55.1 
-0.2;  54.3 


.59.4 

62.2 

O.Ol  .57.5 

+  1.6'60.6 

+  1.0:  59.4 


+0.3  65.2 

-0.6|  69.1 

!  66.2 

+0. 1  i  65.  Ol 

+0.91  65.2! 

-0.2'  66. 2i 

68.  Ol 

6.5.3! 

j«64.0| 

-0.6;  66.4 

-2.1:  66.7 
I 

— i.'i  69.2 

'-i.'4!'66.'4 

-0.7!  67.1 
-0.5;  67.  8 
-0.8'  63.6 
-0.5,  67.8 
—1.4;  67.6 


-3.7;  74.7  -0.61 
-2.7;  77.8  -0.4; 
....1  76.21 

-2.71  7.5.81  +1.4 
-5.7    74.8    -1.8 


77.1 
79.8 

78.4 


-4.0!  76.4 
....  77.4 
....  7S6 
....I  75.6 
-3.71  76.0 


-0.71  .54.6  +0.9'  .59.9    -1.2;  66.7 

':         \  i         I  I 

-2.31  56.2  +1.2   01.5,   -0.9'  6S.0 

■  i  I  i 


-5.2 
-2.' 6 
-3.'9| 

-2.3 

-4.3 
-3.7 
-3.2 
-2.5 

-3.7 

-3.1 


76.4 
■78.' 8 
77.' 0 


-0.6 
-1.3 


+0.1 
-2.2 


+  1.0 
0.0 


2.0    77.81  +0.2    79.4    -0.7;»79.f 
-4.6:  76.1    +0.5,  78.51   -1.1    7»«.  4 

1  76.4 I  78.81 78.9 

+0.1;  79.,3l  +1.6!  81.8    +1.8    80.8,   +1.9 
I  77. 3I 1  78. 8 '  77. 5 


-1.1 


77.8 
78.4 
75.9 


76.0 

78.8 


77.3 
75.9 
76  6 

76.  6 
77.0 

76.8 


7.5.1 
75.3 
77.2 
74. 


+3.2 


+  1.8 


+6.6 


62.'6 
66.4 
63.4 
63.2 

•61.8 
61.8 

64. 
'05.  8 
63.4 

63.7 

63.' 6 
67.4 
61.2 


+2.41  64.4 
+2.81 '61.  6 
+  1.9!  6,5.2 
+2  7!  64.  0 
+  1.71  64.8 

! 
+  1.4   63.8 


-1.41  51.4 


+2.8 
+  1.4 


+3.4 


76.2    -1.2;  74.3,   +2.1 
80.  ol   +0.5I  76.31   +2.6 

78.1 1  74.31.... 

76.7    +1.0    73.4    +2.5 
77.2    -1.2    73.3,  +0.2 


0.0!  78.4    ■ 
I  78.  6  . 

-6.'3i  77^8 
-1.4j  TS.6 
+6'.Cj!!!!. 

+6." 3,  78.' 8' 


-1.0  78.2 
....    79.2 

....  •'77.01 
....  77.5 
-1.2,  77.61 


-0.6 


-0.4 


64.4 
63.2 
62.4 
6;<.6 
66.0 

62.2 
63.4 
62.2 
61.4 
61.6 


73.2    +0.1 

74.61 

74.2 

■73.2; 

74.31  +1.8 


-1.4 
+  1.2 
-1.7 

-1.9 
-2.6 
+0.6 

-2.' 9 


-0.4 
-3.2 

-0.8 
-1.0 

-0  51 

+0..31 
-0.8 

-1.0 


+0.6 
-0.2 


+  1.0 


+0.6 
-0.6 


+  1.1 
-0.< 


-0. 


55.0 
50.0 
53.0 


51.8 
53.0 
'54.6 
52.4 

53.6 

'si  .-2 

55.8 
50.4 

53.1 
51.1 
53. 2 
.53,0 
53.4 


-i2 
-3.1 
-2.  2 
-1.2 


-3.3 
-0.9 


-3. 
-LI 


53. 
56.9 
51.4 
55.0 


51.9 
52.6 
.56.8 
63.8 

66.4 


52.6 
-2.9  57.8 
-4.0    54.6 


61.7 
62.  2 
CO  8 

69.2 

61.8    -0.2 

-2.  2 


-1.7''79.2i   -0.1;  74.8!  +0.1    62.2 

j 1 176  2i'+2.'6l'63.  6  -0.6    50.4 

""r79.'9'"+6.71  7.5.4I  +I.3I  60.7  -2.9!  '*^-' 

-P.Sl  78.5;      0.01  74.6    +1.4|  61.0  -1.ll48.5 


52. 


52.4 

50. 

48.5 

51.1 

49.6 

.50.0 
51.9 
19.5 
49.6 
49.2 

50.6 
50.  8 
49.4 
47.4 
49.2 

''49.5 


-2.5 
-1.1 
-2.4 
—0.9 
-2.1 

-2.0 


-1.7 
-2.1 


+6.1 
+.5.2  06.3 
+  7.6|  6.3.3 
+7.5   64.6 


77.6    +1.6  78.4 

76.51  -1.7  78.7 

74.4!   -0.3;  77.0 

'77.8:  +1.1!  79.4 

77.2!  +1.1!  78.4 

i         ! 

76.6    -O.li  78.5 
77.11  -0.4'  79.0 


-0.71  'S-f! 
-1.5'  78.11 
0.0;  76.2! 
-0.2''79. 1 
-0.7|  78.0 


+0.5    74.3  +2.3    60.4 

-1.4    75.3  +(i.S:''64. 

-0.2:  72.8  +2.0!  60. 0 

+  1.0;  7.5.2!  +2.0;'-62.  1 

O.4I  74.4  +1.81  62.4 

+  L51  62.2 


-O.Sj  78.3]      0.0]  74.7 
-0.8:  79  3,  +0.5'  75.  .5;  +I.2I  62.9 


-0.71  48.4 
-2.41''52.4 

-0.  8lM8.6 

—0.3 '•.50.  3 

O.ol  49.2 

-0.4:  49.9 

-0.71  51.1 


-0.9 


-0, 
-1.9 


-0.4 
-2.8 


1.3 


-1.7 
-4.4 

-i.9 

-3.0 
-■2.7 


'54.4 

'!=,l.Sl 
.55. 9' 
54.7 
56.0 

54.4 


.55.6 
50.4 
."^0.0 
51.4 
51.1 

'.51 . 2 
64.1 
49 
.50  0 
49 


+3.9 

+7.7 


+4.9 
+9.1 


+  5.8 
+  7.3 

+6.6 
+  6.5 
+7.0 

+  7.2 
+  8.1 

+  5.2 


+8.3 
+6.6 


+.3.3 


+8.5] 
+6.9 


+  8.8 
+  6.8 


+0.3 
+  1.5 
+  1.0 


63.6 
64.8 

66.  6 

64.91   +0.1 


+  0.2 
+1.6 


65.0    +1.2 


64.4' 

66.8]   +0.4 


64.9 

62.81 
65. 3 
64.9 
65.6 

64.5 


+0.5 

+0.8 
+0.8 
-r1.9 
+  1.0 

i-0.5 


.50.4    +8.2 
.52.  5 
49. '1 

■4P  2I 

51. ol 


64.8    +1.4 
62.0    +0.2 

61. 4' 

63.7!   +0.9 


61.3    +0.9 
64.0    +0.8 

61.6' 

60.8    +1.7 
60.8    -0.6 


62.1    +0.9 

62. 9' 

60. 4 

(0.0 

+8.2I  61.3,  +0.4 


52.91  -1-7.3   64.4:   +1.4 


.52.8 
.52.0 
50.9 


-2.3  48.8 
-2.6l'5?.  8 
-'2.2!  48.6 
-2.  6  'rO.  9 
-2.5    51.1 


-2  3 
-2. 


+  8.51 1 

+6.6] : 

+7.8   61.4,  +0.2 


■t«.9l  61.2] 
+  .5. 


+0.9 


+.5.3 
+  8.2 
+8.1 


51.1    +6.9 
52.5;  +5.9 


59.8  -tO.l 
62.5  +0.8 
61.8    +0.C 


62. 0 
63.1 


+0.2 

+0.1' 


The  departures  from  the  normal  temperature  ar.  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  (\  ".  ').  appearing  in  the  table  indicate  number  of  days  missing:  For  example.  >■  represents  two  days  missing,  etc. 


(CONTINUED  FROM  P.\GE  49.) 


WEATHER  BY  MONTHS. 
Jaiiurri/. — Mild,  open  weatlier  provailed.  and  precipitation 
was  below  normal.  A  severe  glazesiorin,  with  ice  1.0  to  3.5 
inches  thick  on  exposed  objects,  occurred  in  the  northwestern 
counties  on  the  23d  and  2  4th,  accompanied  by  a  .""w  snow  flurries. 
The  Santee  River  was  in  flood  most  of  the  month. 

Fclrmarj/. — Temperature  and  precipitation  were  below  nor- 
mal. The  hardest  freeze  of  the  winter  occurred  between  the  15th 
and  20th.  A  glazestorm,  with  ice  of  TracetoO.5  inch  in  thick- 
ness, occurred  up-State  on  the  6th,  and  snow  flurries  in  the 
middleand  western  sect  ions  on  the  6th,  17th  and  18th.  Freshets 
occurred  in  several  streams  on  the  6th  and  7th  and  in  the  Santee 
River  throughout  the  month. 


iT/rm-/*.— Stormy  and  changeable  weather  prevailed,  with 
temperature  and  precipitation  above  normal.  Damage  of  about 
$40,000  resulted  from  lightning  and  wind  squalls  in  some  north- 
western counties.  Snow  flurries  occurred  in  Laurens  County  on 
the  20th.  Tlie  liighest  flood  crests  of  the  winter  and  spring  were 
reached  in  the  various  streams  between  the  12th  and  19th. 

j\^ri-;i — The  wenther  was  very  changeable,  with  unusually 
low  temperatures  during  the  first  few  days,  and  the  lowest  April 
minimum  of  record.  Precipitation  was  somewliat  above  normal. 
A  small  tornado  near  Greenville  on  the  I3th  caused  damage 
estimated  at  $1 ,000.  There  was  one  death  by  lightning.  ^Se- 
vere hailstorms  and  wind  squalls  occurred  on  the  4th,  13th, 

land  Uth.     The  Santee  River  was  near  or  above  flood  stages 

I  during  the  month. 

i  ^?|/^,,  _xi,p  month  was  marked  by  the  greatest  average  May 
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cloudiness  of  record,  with  intermittent  and  badly  distributed 
rains  and  temperature  below  the  seasonal  average.  Severe 
thunderstorms,  hailstorms,  and  wind  squalls  caused  damage  es- 
timated at  $20,000  to  $40,000.  Moderate  freshets  in  various 
streams  occurred  at  frequent  intervals. 

June. — Temperature  was  somewhat  below  normal,  and  pre- 
cipitation much  below  the  average.  There  were  three  deaths 
by  lightning,  and  approximately  $6,000  property  damage. 
The  Santee  River  was  in  flood  until  the  13th. 

Joly. — Thermal  conditions  were  near  the  seasonal  average, 
and  precipitation  much  below  normal.  A  severe  hailstorm  oc- 
curred in  Oconee  County.  The  various  streams  were  unusually 
low. 

August. — Precipitation  was  much  above  the  average,  and 
temperature  near  normal.  There  was  one  death  by  lightning. 
The  property  damage  by  lightning  at  St.  Matthews  on  the  16th 
was  estimated  at  $25,000.  Several  moderate  freshets  occurred 
in  the  various  streams. 

Septemha\ — Temperatures  ranged  somewhat  above  and  pre- 
cipitation considerably  below  normal.  The  various  streams 
were  unusually  low. 

Oe'>?>er.— Prolonged  drought  materially  reduced  hydro- 
electiiC  power  in  the  various  up-State  streams.  'J'emperatures 
averaged  somewhat  below  normal. 

November. — The  month  was  abnormally  cool.  While  pre- 
cipitation averaged  al)0ve  normal,  on  the  whole,  drought  per- 
sisted between  the  first  and  last  weeks.  The  rivers  continued 
very  low  generally. 

December. — The  month  was  the  mildest  December  since 
1SS9,  and  precipitation  was  considerably  above  normal.  Mod- 
erate freshets  occurred  up-State  between  the  5th  and  9th,  and  the 
Santee  River  was  near  or  above  flood  from  the  7th  to  tlie  28th. 


MONTHLY  AND  ANNUAL.  CLIMATOIiOGICAt.  DATA  FOR 
SOUTH  CAROLINA,  YEAR   1923. 
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January .... 

49.0 

+3.4 

80 

20 

2.74 

-0.70 

4.77 

80 

60 

67 

63 

C 

17 

5     9 

8.8 

w. 

February... 

44. » 

-2.  .S 

82 

11 

3.83 

-0.58 

6.25 

78 

62 

66 

55 

8 

14 

4    10 

8.8 

w. 

March 

5n.  2 

+  1.2 

88 

17 

5.14 

+  1.16 

7.85 

76 

65 

60 

9 

15 

6    10 

9.8 

sw. 

April 

61.5 

-0.9 

94 

18 

3.48 

+0.  50 

6. 25 

7615.=) 

(A 

63 

9 

15 

7|     8 

8.4 

w. 

May 

68.  U 

-3.1 

94 

31 

6.44 

+2.  78 

13.46 

SOCO 

.71 

55 

12    12 

7i  12 

8.2 

e. 

June 

77.1 

-0.4 

101 

46 

2.31 

-2.  52 

6.48 

79|55 

69 

69 

8    16 

9 

5 

7.8 

w. 

July 

79. 0 

-0.8 

104 

57 

4.60 

-1.44 

8.'88 

82158 

7'.' 

62 

9    15 

S 

8 

6.8 

sw. 

•VUKUSt 

79.  .3 

+0.5 

101 

54 

7.44 

+  1.35 

14.30 

86|«:-; 

79 

61 

12:    11 

11 

9 

6.0 

sw. 

September  . 

75.5 

+  1.? 

99 

50 

2.67 

-1.15 

9.62 

S6|59 

75 

68 

6    10 

9 

5 

6.3 

ne. 

October 

62.9 

-O.Ti    90 

29 

1.14 

-1.89 

2.96 

82i5fi 

69 

66 

4 

18 

6 

7 

7.2 

ne. 

November . . 

51.1 

-2.7 

82 

21 

2.79 

+0.52 

5.70 

81 '.58 

67 

61 

6 

16 

5 

9 

8.0 

ne. 

December  . . 

52.5 

+5.9 

79 

23 

4.12 

+0.70 

3.29 

87,68 

76 

43 

9 

11 

8 

12 

8.2 

sw. 

Annual . . . 

63.1 

*+0.  1 

104 

11 

46.60 

♦-1.26 

14.30 

8l;59 

70 

60 

98176 

85 

104 

7.8 

sw. 

•  From  37-year  averages. 


KILLING  FROST  OR  FREEZING  TEMPERATURE  SATES  AND 
GROWING  DAYS. 


stations. 


■  1923. 


Ea.st  in 
spring. 


Fir.st  in 
autumn. 


COMPARATIVE  DATA  FOR  SOUTH  CAROLINA. 


Year. 


Temperature. 


Precipitation 


.\verage  ninnber  of 
days. 


1887. 


1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 , 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

Annual . 


62.3 

61.8 

62 .0 

64.4 

6.3.0 

62.4 

63.0 

63.5 

61.9 

63.9 

63.3 

63.2 

62.8 

63.2 

61.1 

62.6 

62.2 

61.7 

62.6 

63.3 

63.3 

63.7 

63.4 

62.7 

64.9 

62.5 

63.8 

62.5 

62.9 

63.4 

61.4 

63.2 

64.1 

61.9 

64.8 

64.0 

63.1 

63.0 


110 
108 
102 
104 


OC-Fl    O     L. 

g>  e  o 

<$6o 


P^O 


ca.c 
p-  s  g 


Kasiern  Portion. 

Black  ville 

!  Charleston  

I  Cheraw 

Conway 

narlington 

Ferguson 

Florence  No.  1 

Qarnett 

Georgetown 

Kingstree 

Orangeburg  No.  1 

Paris  Island 

Pinopolis 

St.  George 

Society  Hill 

Summerville  

Wedgetield 

Yemassee 


43.43 
54.63 
46.76 
42. 29 
47.52 


101 
104 
86 


102 

6 

47.36 

104 

3 

53.68 

105 

-  1 

50.  49 

105 

-  6 

48.99 

104 

5 

44.95 

107 

3 

40.40 

106 

8 

49. 26 

105 

-u 

46.76 

106 

1 

49.79 

102 

2 

54.98 

107 

10 

46.43 

105 

10 

50.87 

105 

8 

40.98 

107 

0 

45.10 

102 

11 

54.81 

106 

12 

47.79 

100 

12 

53.33 

105 

7 

44.01 

103 

11 

45.31 

106 

16 

39.80 

109 

0 

54.  32 

109 

16 

47.57 

108 

11 

43. 39 

106 

17 

48.89 

103 

10 

43.91 

102 

-  5 

43. 49 

106 

-  2 

46.  48 

103 

8 

46.79 

105 

6 

52. 24 

104 

17 

42.  83 

101 

14 

58.17 

104 

11 

46.60 

110 

-u 

47.86 

98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
90 
93 
93 
97 
94 
88 
93 
90 

112 
98 
96 


154 
154 

163 
158 
143 
158 
107 
167 
172 
106 
188 
169 
159 
157 
169 
178 
181 
101 
177 
181 
163 
190 
184 
192 
186 
189 
183 
178 
163 
176 
171 


123 
116 
119 
102 
111 
104 
99 
102 
99 
95 


103 
123 
114 
113 
111 
120 
70 
81 
110 
92 
97 
85 
85 
88 
83 
97 
91 
85 
100 


88 

95 

84 

105 

111 

103 

99 

96 

94 

104 

91 

111 

93 

75 

83 

73 

73 

84 
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103 

92 

83 

85 

88 

94 

88 
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90 
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w. 
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Normal 

Averages  for  1923 

WE.STEP.N    PORTIO-V. 

Aiken  

Anderson 

Calhoun  Falls 

Camden 

Chester 

Clemson  ('ollege 

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Springs 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain 

Newberry 

Saluda 

Santuck ; . 

Spartanburg 

Trenton 

Walhalla 

Wi  unsboro 

Winthrop  College 


Normal 

A  verages  for  1923 

Section  Normal 

Section  averages  for  1923. 


Apr.  1 
Feb.  19 
Apr.  2 
Apr.  1 
Apr.  2 
Apr.  2 
Apr.  2 
Mch.  20 
Apr.  1 
Apr.  2 
Apr.  1 
Mch.  20 
Mch.  20 
Apr.  1 
Apr.  10 
Apr.  1 
Apr.  1 
Mch.  20 


Nov.  9 
Jan.  6' 
Nov.  9 
Nov.  10 


Nov.  9 
Nov.  9 
Nov.  10 
Nov.  9 
Nov.  10 
Nov.  9 
Jan.  6' 
Nov.  10 
Nov.  10 
Nov.  8 
Nov 
Nov 


Nov.    9 


Mch.  2- 

Apr.  1 

Apr.  2 

Apr.  3 

Apr.  10 

Apr.  2 

Apr.  2 

Apr.  1 

Apr.  2 

Apr.  2 

Apr.  2 

Apr.  2 

Apr.  2 

Apr.  10 

Apr.  2 

Apr.  2 

Apr.  2 

Apr.  2 

Apr.  2 
Apr*- 10 

Apr.  2 

.\pr.  2 

Apr.  2 

Apr.  2 

Apr.  3 


Apr.     3 

JiciiVai 


Nov.  16 

Nov.  10 
Nov.  9 
Nov.  9 
Nov.  9 
Nov.  8 
Nov.  9 
Nov.  9 
Nov .  9 
Nov.  10 
Nov.    9 


Nov.  9 
Nov.  9 
Nov.  9 
Oct.  25 
Nov.  9 
Nov.  9 
Nov.  9 
Oct.  25 
Nov.  8 
Nov.  1 
Nov.  9 
Oct.  25 
Nov.  9 
Nov.    9 


Nov.    7 

Nov.'ii 


Averages— all  records. 


Last 
spring 
date. 


First       o  if  tit  £ 

autumn  |  ^  o  c  ^ 

date.     i>5  bi'"'^ 


Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Feb.  24 
Mch.  6 
Mch.  11 
Mch.  22 
Mcli .  15 
Mch.  22 
Mch.  13 

Mch.  17 


Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 
Nov.  11 


Nov.  18 
Nov.  15 


Mch.  10 
Mch.  27 


Mch.  11 


Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 


Dec.  1 
Nov.  26 
Nov.  13 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 
Nov.    5 


Nov.  11 


Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov.    4 


Mch.  31 
Mch.  25 
Mch.  .30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Nov.  2 
Nov.  11 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.    5 

Nov.    7 


Nov.  10 


287 
293 
219 
230 
216 
224 
233 


263 
244 


280 
265 
247 
231 
244 
242 
244 

241 
232 

247 
223 


245 


215 
245 
234 
213 
228 
220 


■ 


216 
231 
219 
204 
211 
216 
238 
204 
230 
221 

225 

218 

232 

225 


t  Also  other  directions. 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32^  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet, or  snow;  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperatiu-e  and 
weather  was  used.  The  average  number  of  growing  days  is  the  difference  between 
the  average  spring  and  autumn  killing  frost  dates.    *1924. 
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No.  1. 


0£NERAIi  SUMMART. 

Temperaturos  ranged  consiclernhly  Ix'low  tlie  seasonal  av- 
oragp,  with  ratlier  rapid  tlioinia)  cliangos,  and  two  marked  cold 
\vavp.«,  that  of  the  o-7th  l)oinfr  lliP  most  spvfre  since  the  winter 
of  lOlN.      Precipitation  was  above  iiortnal. 

Two  severe  cold  waves  about  the  .ith  and  22d  caused  se- 
rioii'J  damage  to  oats  and  destroyed  practically  the  entire  com- 
mercial truck  crop,  hut  v\i)eat  aid  rye  did  not  suffer  material 
injury.  'I'ruckers  and  planters  bepan  replantiip  as  soon  as 
possible  in  order  to  recoup  losses.  However,  the  wcatlier  was 
l)enefioiai  to  fruit  in  checking  abnormal  development,  as  this 
crop  had  begun  to  show  the  effects  of  previous  mild  weal  her. 
Int«"rmittent  rains  and  wet  soil  materially  delayed  winter  plow- 
ing and  necessary  replanting.     Hog  killing  made  good  progress. 


while  in  a  small  section  of  the  lower  coastal  plain  the  measure- 
ments were  below  3  inches.  'J'he  greatest  local  monthly  amount 
was  6.20  inches  at  Walhalla,  and  the  least  local  monthly  amount 
was  2.94  inches  at  Pinopolis.  The  greatest  amount  during  any 
24  hours  was  2.17  inches  at  Santuck  on  the  16th.  There  was 
no  snowfall  during  the  month.     Sleet  occurred  at  Liberty  and 

I  Little  Mountain  on  the  2d.     'J'he  number  of  rainy  days  was 

;12%  above  normal , 

I  WIND. 

The  prevailing  wind  was  from  tlie  northeast.     The  average 

linnrly  velocity,  determined   from   9  anemometer  records,  was 

■S.H  miles.    The  higliest  average  velocity  was  12.0  miles  per  hour 

i  at  Savannah,  Ga.,and  in  the  Section  proper,  10.4  miles  perhour 

;at  Charleston;  the  lowest  average  ve]<  city  was  5.3  miles  per  hour 

at  Charlotte,  N.  C,  and  in  the  Section  proper,  6.6niiles  |)er  hour 

'  at  Columbia.     The  highest  velocity  for  any  ."i-minute period  «as 

46  miles  per  hour  at   .\sheville,  N.  C,  from   the  south  on  the 

lOth.  and  in  the  Section  proper.  40  miles   per  hour  fiom  tlie 

southwest  at  Charleeton  on  the  16th. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.21  inches.  'I'he  highest  pressure  was  80.90  inches 
at  Asheville,  N.  C,  on  the  Gth,  and  in  the  Section  proper, 
30  85  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
was  29.51  inches  at  Charlotte,  N.  C,  on  the  16th,  and  in  the 
Section  proper,  29.57  inches  at  Greenville  on  the  11th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  smishine,  determined  frojii  9  auto- 
matic records,  wa--'  174.2  hours,  or  nn^fr  of  the  possi)>le 
nmoimt.  The  average  numl-er  of  clear  days  was  16:  T>f"'<ly 
cloudy.  4,  and  cloudy.  11,  as  against  iioiinals  of  1  3,  7.  and  11 
days,  respeetively. 

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  up-State  streams  be- 
tween the  16th  and  I9th  and  again  in  the  northwestern  strean-s 
on  the  25th  and  26th.  The  Santee  River  was  in  flood  after  the 
17th.  and  the  Pee  Dee  was  near  or  above  flood  stage  at  ]\lars 
Bluff  after  the  19th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  43.3'',  or  2.3°  below  the  normal. 
The  highest  temperature  was  76°  at  Georgetown  and  Yemassre 
on  the  3d.  There  were  six  warm  periods,  the  warmest  being 
on  the  9th  and  10th.  The  lowest  temperature  was  1°  above 
zero  at  F-andrum  on  the  6th.  Tliere  were  five  short  cold  pe- 
riods, the  coldest  being  from  the  5th  to  the  Sth. 


MISCELLANEOUS   PHENOMENA  (dates). 

H<ilosi-Linu,r:  C^olumbia,  23;  Due  West,  12,  17,  20,  23. 
26;  Greenville,  12.  13,  23;  Walhalla,  12,  13,  15,  16.  17,  23. 
SoJar:  Columliia,  19,  23,  26,  28;  Due  West,  23,28;  Green- 
ville. 5,  23,  25. 

Fnp.  r/n).^f.— Charleston,  3,  9;  Columbia,  3,  10,  20;  Due 
^^'est,  3;  Garnett,  3;  Greenville,  17;  Liberty,  3,  17;  Paris 
Island,  3;  Rimiiti,  3,  17;  Saluda,  2,  3;.  Spartanburg,  17. 


HUMIDITT,  i 

The  moan  relative  humidity,  determined  from  reports  of  9  i 
regular  Weather  Bureau  stations  in  and  surrounding  the  See- 1 
tion.  was  as  follows;  S  a.m..  79^;  noon,  62%;  8p.  m.,68%.i 
The  highest  percentages  occurred  along  the  coast  and  in  tliei 
Savannah  drainage  basin,  and  the  lowest,  in  the  north-central 
interior.  i 

PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
4.34  inches,  or  0.88  inch  above  tlie  normal.  "^Fhe  monthly 
amoimts  were  fairly  well  distributed,  with  over  4  inches  in  the 
Piedmont  and  a  consiilerable  area  of  the  northern  coastal  plain, 


ERRATA. 

riKfF.MBKT;,  l!ii3.— r>ae  We«t,  minimum  temppraUirp.  21st,  page  IS.  .should  he  ^i. 
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Climatologrical  Data  for  January,  1924. 
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W.S.Crout. 

E.  W..let.;r. 

F.  P.  IJobinson. 
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Rev.  O'iver .Inhnson. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  tet.  or  more  years  of  record,  but  all  complete  '"^P""^  « !"•;.  "''"^;  " 
,lotprv?itdnL  ser tir  n  or  divi "io^  Reference  letters  <«,  h.  =>.  appearing  in  the  table  indicate  number  o'  days  missing;  for  example,  l'  represents  t^vo  .lays  nussiug.  etc. 

t(  so  o  other  "tesnTTeceiv^^^^  late  to  Y^  i ucVnded  in  means  and  sununaries.  "  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
imted  l"om  observed  readings.     ttPost-oflice  addresses  of  these  sr.itions  -^re  as  follows:     Of  Casron  Shoals,  Pdacfcsburg;  of  ^^  uUhn.p  Collpje,  Rock   Rill. 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAKOLJNA  SECTION. 


Daily  Precipitation  for  January,   1924. 
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K(i!''ei  II  t'liiiiiiii. 

niftrkvillfl;!! 

Charleston  "• 

Choraw  illl 

Conway  ll!l 

l>iirliiii;tuii  !l!l 


Eiliiiirlmni  !|li. 
hVrpTiisou  II !i.. 
Florence  Hill.. 
Florence  2 Illl.. 

<iBriii>tt 

(iporgelowii  . . 


Kiiisto 

( ortst 

I'ce  !)ee 

Wncrcninavv  . 
IVe  Dee 


l.yiu'iies . 


Kinsstioell'i  .. 
Mars  Bluff.  ... 
O.'ansf  hurg  I 
Oran?cbiir(f  2. 
Tans  I.sIbicI.. 
rinopolis  

Rimini  III! 

St.  (Jeorge 

Si.i-iety  Mill  III! 
Siiiiiiiierville  . 
'Vedgefield  . . . 
Vein».s.seei|l! 


II>»Vni  I'tiiiiiui. 

Aiken 

Aiiilersoii 

Blairsim 

C^lhonii  Falls  Illl  ... 
Caiiirlen  ||i! 

CHtftwha'lll 

CliapDensllll 

Chester 

(.'leiiison  floUeiie. . . 
Columbia*"  

Piio  West*** 

KdReliH.l  Illl 

fiastoii.SlioHls  !li| 

(■Jreenville     •••  . . . . 
ni'eeiirtood  Illl 

riealli  Spriiig.s 

K-rshavv  .111 

Laiiilriini 

l4iureiis  ini ] 

I.ilicrty __\ 

l.irtle  MiiiMilaiii 

N'pwlierry  .... 

r'-i-/..T  ;!ii ;:; 

.'^iiliida 

J'amiicl; 


fee  IVe 

<io 

.sayaiinsli  . . 
I :oi;»t  

liliwl! 

Pee  l>ee 

IMi.sto 

.lo 

Coast    

Ciiojii-i- 

Saiiti-e 

K.li.sto 

I'-e  r)>e 

Asllley 

Wateree 

.\sliepoo 


...| 


...!  .40....!  -201.... 
.Ort!  T.  .02  .3-21.... 
...i  .08    .121... 


.071   .55; 

.07!  .20l,.., 


.171  .i:!i 
.121  .Of, 
.08  .17 
..  .1  .21 
.07;.... 
T.     .07 

..  .,5.^ 
...  .12.... 
.021  .091   ... 

.10!  .m  .01 
...|  .oa..  . 


.04 


.sr. .... 

.OS!.... 


.211 

.51! 
.1S| 

.o.s: 

.fi2l 
.4.-. 


53 

.11 

.12 

.15 



.28 

.20 

.27 

.09 

.30 

.... 

....1.47!  -281, 


T. 


, . .  .40 
.12.... 
.13!  .25 
.421 
A 


■;45! 


Pliartniilmre  l!!!.. . 

Trenton 

Wallialla 

Winnstioroim 

W.ntliropColleBe. 


Kitisto 

.'Savannah 

liroivl  

^in  v'iunali  , 
Wiili-ree  ... 

Calaulia  .. 

Salii'lii 

I'.road  

.Savaiiiiti.'i  . 
<OMKaieH  .. 

'^avnnuah  . 

SrtVHmia.i  . 

l'.<<y.i(\ 

S;i!il.-a  .... 
...ilo 

Wateit-e  , . . 
i.yiiclies  . . . 

I'.r.prtd 

."^aliula 

S^Hvaiiimti  . 

Siilii.la  .... 

Saluda 

i!() 

....do 

lilOiKi 


...I....  .25.... 

...1 .101 .05;.... 

..    (    .2n;  .'l,5j    ...|....: 

...'  .2.5,  .0:i!  .(»!  .45i 

...|  T.  I  .201   .05!  .f>5 

...!.. ..I  .03       i  ..54! 


.401. 


K.li.-lo 

Savaniiali  . 
Hroa'! 

("lltilWliil    .. 


.Ill  .5.S;....|. 
.08;  .20!  .101. 
.21;  .09;  .  2.11  ■ 
.021  .0:1  .  ...I  .0:i 

.:iOi  .20!...  j. 

.0.=.|  .10:....;. 

.  lOl  ..!«;  .121 

..   !  .47;    ...j. 

.00  .0.1i  T    |. 

'        i         i 
.07    ..141....  . 

..   I  .I.5....L 

. ifij  .44!  .?«;. 

.781  .^-'  T.  1. 

,lli   .17;    .I7i. 


.21 
T. 


.42 
.,■55 

.an, 

.  201 


.1.51 

.40; 

.10! 


11    .27 

64!....! 
H|  .071 
221 .. . 
10|... 


.  ,58! ....  I . 

.28 

.05 

.10 

.18 

.15 

..50 
.35 

.0: 
.42 

.1.5!.... 
.151.... 


.21 

.401 

....! 


.  58  . . 
.41  .. 
.70  . 


.02;  .12;. 


.fiO 


.32. 
.40| 
.  30  . 


.     ...!.18 

I 
.....1.24 


I 
.|....i  .3."? 


.37!.... 
.  40! . . . . 


.47 
.^5... 

.  fi2  . . . 


.04 


.1';  .20 

.20|  .11  . 
.04    .22    ..50 

.2^1  .2.5 
.13|  .491. 

T.  !  .nl  .00  ..3.1 

...I...    !....!. 
.  10|  .05    .481. 

.0.5!  .or:  ,07!. 
.  .;  .251  .,50'. 

i      i      I 


1.21,1.02 

....    .18; 


.20 
.5: 

i 

... 
.24 

— j 

.70 

.07 

...   I 

is' 

;i2, 

T.| 
..  i'."75!' 

'\".m . 

I      i 


.22 .. 
.4.3!.. 

.00 .. 

.3Pj    . 
.  29' . . 

.  75  . . 

.98'!] 

.  38' . . 


.50!  .32|... 
.121.88|... 

.I7|  .9,8... 
.59,1.15  ... 

.67' 1.321... 

.48  .87!... 
.18'].64|... 
.651.201... 
.761  .29!... 


.20  1.1.5... 

.40,1.60!..., 
11.12    .211.... 

..  !i.. 50;... ,!..., 

.12,  .601  .241.... 
.59   .55   .10,.... 

I      ! 
..  1....11..55.... 

..   I  .07    .67.... 

.451.. 30..    .  .... 

...  l.Ol;  .281.... 

.. .11.80:  .201   ... 

...!....!  .99!  .01 


.09 


I 


il.61;  .23!. 


.11.60    .05].... 

.i  .02  1.13!.... 

.jl.OO    .701.... 

.40.1.541.... 


1.38 


.30 
.10 
.40 
.40 

ill. 

.401. 

.40J 
.50,. 


.24 


i  1.251. 
...!]. 21!. 
....  1.19 
.03 
T. 


.40 
0.14 


.12 


.07|, 

:65!: 


85 
l.tJc! 


,...|. 


1.2s!. 


86  . . . 


•••I 


.6!-. 
1.60  . 
1.18|. 
3    .021. 
.9.5    .231. 


.071  .60:. 

.021....!. 
.9.5'. ..1. 
1.421....!. 
60;  .45J....I. 

..j....|i.r.o 

..!  .lOl  .90  . 

..11.5.5! 

. .11.05.. ..I. 
..11.501  .08,. 
..!....     .9.5!. 


.60  1.23: 

.80i].07,... 

.  1.871....  .... 

,...|1.80, I   .. 

.021.20....!.... 


1.03  ....!... 
.60  1.50;... 

.  ..  !l.40j  .0.-1... 
T.  1.96.... I... 
.95,1.70|... 

.      i?  IVI . . 
.42;1.,50|... 

?.'oo'[  "  I 

2.10;.;;',!!! 

I       ! 
1.85;  .lo;... 

T.  12.05  ...    I    . 

. .  iV-Wl  .Pil 
...   II. 041  .OSi... 
....12.17,...   !.... 


.06 
T. 

!!'t. 


...  1.34,1. 14j 

!!  Ii;84!!!'i! 

..      .6-->1.08, 
..   12.15....  . 


.  05: . 

.18! 
.30. 
.40: 

.91!. 
.2.51. 
.20;. 

..  I. 
..381. 

I 

.I7I. 

.10: 

.02! 

.14:    . 

I 

.  .501 . . 


33! . 

■2'!. 
I 

.on. 


..311. 

...I 
.12j! 

.'201! 


ml 
02I! 


....;1.S.3  .171. 
...  !l.20  .07,. 
....|  .04|l.l3i 
...,i  .401.10. 
....;  .04,1.02!. 

i       ! 
....!...  il.loi. 
....!  .f>5|  .4.5. 
....il.ioi  T.   . 

....  .85;  .10;. 
....il.l7...   |. 

!1.6B  T   i 

!!!!!  .201.10 

...   I  .021  .8:^ 
....    .8S|... 
....    .1211.41 


1  ■"- 

:1.51 

11.19 


1.04 

.08! 


'■...   •}.9C\  .l?i... 

L...11.43I...  !... 

I...   I  .2S|1  PJ:... 

i       II. ■''?l  .f'-"^!... 
I...    1.38   .0.-1... 


.1". 


1.09 


I  .OP.l.OP 
il.90J...   '■ 


.02!. 


. ..:  .07; 

...''  T.    ... 


.6?;, 
.03;. 

.  or.'. . 


4.69 

3.24 
4.. "a 
3.91 
4.60 

4.40 
5.  (i7 
4.36 
S.82 


3.42 

i'.i.', 

3.  72 
3!« 
3.  57 
,3.88 
3.  75 
2.  94 

4.10 
2. 1'6 
4. 23 
4.41 
4. PS 
2.  96 


3.89 

4.fO 

4.. 35 

.1     5.00 

.  I     3.  h'J. 

.1  4.10 

.!  3.17 

.1  4.20 

.1  .5.14 

!  .3.37 

I 

5  03 

.1  4^75 

!  4. 94 

i  .5.09 

,  j  5. 48 

4.  35 
1     3. 42 

4.59 
4.78 
5.01 

4..^5 

4.  66 
5.14 
5  01 
4.87 

5.  .58 

jV.'co 

1     .3. 83 
i     4.85 

I 
i 


Kxrept  as  otlierwi.st!  iiu!ii-ale<l.  observations  are  generally  niaile  late  in  (lie  atlernoon,  near  sunset,  and  preripitation  reeoivled  is  for  tlie  24  lionis  endins  at  t''e  time  of 
Oliserviitioii.  !!!l  I'ii>ripitaiion  Mieasiiied  in  llie  mortiinsr:  ninouiit  then  recordod  is  forthe  preoed  i  nsf  24  hoiiii..  *»*  UeKiilarWoatl'er  Hnreaii  station:  piecipitatioii  is  (or  itie 
.!4hoiir  period.  inidni?lit  to  inidnight.    ♦  Precipitation  included  in  the  next  I'ollouiiisr  nieasnrenient.     tSe|ip.iBte  ,l»tp<  of  falls  not  rei'onled.    'I'.  Trace,  or  less  than  0  01    im  h. 

COMPAKATIVE  DATA  FOR  JANUARY. 


Wjir. 


'IVnipeiHiure. 


Precivilation. 


Averasre  nninher  of 
days. 


"i 


1S«7 

40. 1 

1888 

46. 2 

18«9 

44  9 

18;<0... 

1891 !!!! 

54.1 
46. 2 

18<rj 

42  7 

189:1 

;«  0 

H94 

17.9 

:89.-. 

!89ii 

H97 

44.2 

4.3.8 
42.2 
41  ■'> 

M98. 

I'i99.... 

4t  4 

19.)0 

1911 

44.0 
45  1 

191  >■> 

4'1  4 

1903... 
li>^4. 

43.7 
40  1 

190.1 

41.4 

19,16., 

47.0 

82 

78 


81 
80 


8 
17 

3 
18 
11 
13 

S 

8 
12  ! 


2.91 

.5.81 
1.16 
3. 56 
6.  75 
2.  .52 
.3. 15 
7.31 
.3.02 
2.29 
1.80 
4.72 
2. 43 
.3.55 
2.05 
3.85 
2.97 
2.00 
,5.  85 


10 
10 
0 


6 
10 
13 

6 

6 
11 

a 
9 

.'i    ' 
1) 

8  1 


10 
9 

12  1 

13  i 

10  I 
16  I 
14 

15  ! 

ll>  i 
15  1 
15  J 
12  I 


6  I 

5  1 

6  I 
4  I 


10 
9 

14 
9 

10 

9 

15 
11 
10 


IIW. 

lie. 
sw. 
vv. 
n» 


ne. 

S'.V. 

ue. 

n\v. 

sw. 

n. 

iiw. 

iiw. 

.S'.V. 

w. 
II. 
w. 


Temperature. 


I'recipitatioii. 


Vear. 


V: 

*-» 

-^ 

[£.Sf£ 

2 

X 

» 

« 

S'f"- 

s 

ti 

is-'.rs 

s 

£ 

0 

< 

1.2-^- 

1907. 

1908. 
1909. 
1910. 
1911. 
1012. 
•'.113. 


15  '  ne. 


1914. 
1915. 
1916. 
1917. 
101«. 
1919. 
1920. 
1921. 
1922. 
19'?;1. 
1024. 


Periotl . 


5.3.4  I 

44.2  I 

49.6  I 
4.5.5 
49.8  I 
4".  2  ! 
5.3.8  I 

46.7  [ 
45.1    1 
,52.3 
49.7 

37.3  ! 

47.1  1 

46.2  : 
46.9 
44.2 
40  0 
43.3 

4.5.6  ; 


89 
76 
83 
SO 
82 
79 
82 
81 
74 
SI 
79 
82 
80 
h5 
79 
81 
SO 


89 


IS 
17 

9 
II 
16 

6 
23 
18 
19 
10 

9 
-2 

8 

6 
17 
14 
20 

1 


0.71 
4.86 
1.S4 

2.  OK 
l.,5S 
4.92 
3.21 
2. 66 
6. 31 
1.76 
3.71 
4.45 
4.15 

3.  66 
3.84 
3. 5:i 
2.74 
4.34 

3.46 


Average   n  n  in  he  r  of 
days. 


",S    I 


15 
13 
12 
14 
14 
13 
10 
16 
12 
HI 
10 
13 
19 
12 
15 
10 
17 
16 


14 
15 
6 
13 
12 
14 
12 

12 
10 
15 
0 
li 


SW. 
W. 


lie. 
ne. 


CI.LMATOUXilCAl..  DATA:    SOUTH  CAKOlJNA  SECTION. 


January, 1924. 


Daily  Temperatures  for  January,   1924. 


.stations. 


K«fteni  I'tirtUiii. 


Blarkville 

Charleston 

(;hera\v$^\ 

(lOlUVR.V 

DarliimtniiW 

FeritiisoiiS'i\\ 

Florence  I   

Garnett 

(JeorirelowM 

Kintrslivn 

Oinniffliiirg  1 

Pari.s  lulamlW 

St.  George 

.Socifly  Hill  W 

Siiiinnfi'ville 

Wolgefielil 

Vfinasspp 


S  Maximnm  .. 

•  (  Minimum.. 
■)  Maximum  . 

•  (  Minimum., 
i  Maximum  . 

•  !  Minimum.. 
S  Maximum  . 

•  '  .Mininmm.. 
\  Ma.ximum  . 

•  (  Minimum.. 

)  Maximum  . 

■  (  Minimum.. 
\  Maxim\im  . 

■  (  Minimum.. 
)  Maxiuuim  . 

•  *  Minimum.. 
\  Maxinnim  . 

•  (  Minimum. . 
\  Nlaximnm  . 

•  \  .Mininunn.. 
)  Maximnm  . 

■  (  Minimum. . 

)  MaxiiMinn  . 
\  Mininunn.. 
\  Maximum  . 
\  Mininunn.. 
)  .Mttxinunn  . 
(  .Miuinuun.. 
\  Maxinuim  . 
I  Alininnnn.'. 
\  .Maximum  . 
'  (  .Mininunn., 
\  .Maxinuun  . 
'  .>lininnnii. . 


.1  GO; 

.j  50. 

.j  651 

.  50i 

.  581 

■  55 

•  'A 


cc 


We^tfni  I'nilinit 


Aiken  

\ui1er.son 

falMomi  Kalls's^sV . 

Caindenv^S^ 

rliester 

CU'mtsnu  ('()lli>«p 

Columbia 

Hue  West 

.  flreeuville 

(iieen\von<<    

Ileatli  Springs  .. 

Kerslmiv 

Landrum 

I.anren.iW 

Mljerty 

MttU  Mountain  . 

Newlierry 

.«lalu(l!v 

Santurk 

.^parfanlmrg 


\  Maximnm  . 

'  j  .Mininunr.. . 

\  Maxinuun  . 

■  (  Minimum. . 
S  .Maximum  . 

•  /  Minimum.. 
\  Maximun-  . 

•  '(  Minimum.. 
S  .Maximimi  . 

•  /  Mininnim. . 

\  Maxinuun  . 

■  >  .Mininmm.. 
)  Maximum  . 

■  (  Mininunn. . 
S  .Maximinu  . 

•  >  Minimum. . 
\  Maximum  . 

•  (  .Minimiun.. 
S  Maximum  . 

'  t  Mininunn. . 

\  Maxinuim  . 

■  (  Minimum. . 
S  Maxinuim  . 

•  I  Miuimtnn. . 
)  Maximum  . 

•  (  .Mininnim. i 
I  .Maximum  . 

•  (  Minimum.. 
\  Maxinnnn  . 

•  I  Minimum.. 

S  Maximum  . 

•  /  Minimum. , 
(  Maximun.  . 

•  '  Minimum. . 
*  Maximum  . 

•  '  Minimum., 
)  Maximum  . 

■  '  Minimum. , 
V  Maximum  . 

■  (  Minimum. 


Wallialla 

WiimshoroSs^ 

Wintlirop  f'oUege  . 


i  Maximnm  , 
I  Minimum. 
t  Maximum 
I  Minimum, 


-  70!  GOi  401  34 
30;  401  40|  34!  U 
50; 

44 
4G 
381 
55 


12      13      14  I   1-^  I   16       17  I  IS      19  I  20 


i  2:;  1  24      25     2ii      27 


2!)  i  3«      3i   1  .Meal.. 


47i    ^ 
331     17 


71  64 

451  47 

591  45j  411    37| 

351  40  37]     lo! 

74!  70:  4*1    44l 

411  51 j  421     14 

67  451  45     30| 

35'  10!  37 


63l  47 

401  3' 

OS;  64 

61]  36 

70;  55 

.%i  41! 

5;!i  721 

.'.7'  41 

71.  62 

54;  37 

71  51 

49,  .3 


73!    50; 

37!    37; 
70|    58 


60     48i 
3: 


•  I 


37 

75l 

41 

76! 

40I     45 

73:     6!);     f,6| 

38l     44      381 

711     51;!     45 

39|    42;    35, 

I        I 
731    62i    49 
45i    501    30 
741    541    48 


46 

^i 

4.51 
21! 
43] 
I2| 
471 
11 
49 
12 

4 
9 

5' 
15 
49 

131  23 
501  60 
)3|  21 
51 
121  21 
40  58 
12     21 


57|     51' 
401     26' 


6O;     65;     66'     50 

371     52'     451     371 


66'     63l     68] 
32;     42]    29] 

72j     G8|    69j 

'721  "eel '"62 


62 

68i 
19| 
69 
23|    2B|    44]    28 


471  60 

381  32 

55!  54 

46]  43| 

561  50 

34l  31 

57!  54! 


711    621 
311    4n; 


6' 

28 
651     65] 


57!     54I 

35;    37' 


45I    32] 
701    59! 


271    451    49 


65]  61 

271  40' 
66' 

271  44 

65I  69 

23,  38 


60 

50]  31: 

70|     68!  6OI 

56]  31] 

68'  58; 

.52:  28: 


68;  53 

•Si\  3l| 
56: 
34' 

54;  55] 

37  34 

581  57 

3S!  34 

55!  52 

40|  3.1 

54'  54 


62 
30 
53 
41 
60 
28 
55 
SI 
63 
25 

67i 
32: 
661 


66  60 

42  45 

68  60 

53;  54 

62]  62 

35  48] 

69!  eoi 

49;  531 

fiS  65] 

32  50 


63  65] 
40  421 
58'     601 


35     28     42] 


"1 
55      70: 
36'     46 
52, 
37! 
52; 


58 
50J 
63! 
411 
57 
52 

70!      60: 


64 
41 

62:    50] 


42]     441 
30,     2()j 


50!  321 

651  37 

38!  22 

(i3i  59 

55!  29 

56]  40 

40]  24 


46  48 

70|  66 

■.2]     451  52 

67!  69 


55 


28,     33:     32!     43:     38! 


63 

34  3S] 

64]  6.5 

.39;  4Sl 

63!  64l 

3H|  46] 

581  fiO 

40l  40: 

59]  62' 

4nl  40] 

59:  ^M 

34  40 


61      61  i  53 

43i    39]  40] 

56;    63,  6Ci 

48  50 

57I  54 


37 
58 
20     26] 


63 


2Sl     36! 
62     44 


21     25 


59]     64] 

46 
53| 


54]  48  45] 

34!  29  21] 

67 1  55  4:;' 

55]  25!  19 
60, 
53 


53]     48 
27]     231 

61]     55I     451 


38 


50  29:  18 

n  ,56,  .--.i 

55  281  201 

61;  .54  ,Ml 

53:  27'  27: 


391     64, 

.^8;   35; 


39  44] 

45  43] 
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U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 

CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   CAf^OLilNfl   SECTI0r4. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXVII.  Columbia,  S.  C,  February,  1924.  No.  2. 

GENERAL  SUMMARY. 

Thermal  conditions  ranged  markedly  below  the  seasonal 
average,  with  two  prolonged  periods  of  low  temperature.  Pre- 
cipitation was  considerablj'  below  normal,  on  the  whole. 

While  precipitation  was  considerably  below  normal,  with 
a  relatively  dry  period  between  the  5th  and  17th,  the  soil  was 
too  wet  for  .satisfactory  progress  in  winter  plowing.  Wheat  and 
rye  wintered  faiily  well,  but  oats  replanted  after  the  January 
freezes  did  not  germinate  satisfactorily,  and  winter  garden  and 
truck  development  was  materially  checked  incident  to  persist- 
ently cold  niglits.  'J'ree  fruits,  however,  were  in  good  condi- 
tion. Tobacco  beds  were  set  about  the  middle  of  the  month, 
and  white  potato  planting  in  the  trucking  region  was  practically 
finished  toward  the  close. 


hours  was  2.37  inches  at  Florence  No.  1  on  the  26-27th.  Snow- 
fall was  general  in  the  northwestern  counties  on  the  27th,  with 
depths  of  Trace  to  2.5  inches,  and  snow  flurries  occurred  at  a 
few  stations  on  the  10th  and  24th.  The  average  number  of 
rainy  days  was  12%  below  normal. 


PRESSURE. 

'I'lie  mean  sea-level  pressure,  determined  from  reports  oT  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.11  inches.  The  highest  pressure  was  30.57  inches 
at  Charlotte,  N.  C.  on  the  16th  and  Wilmington,  N.  C,  on 
the  24th,  and  in  tlie  Section  proper,  30  55  inclies  at  Columbia 
on  the  24th;  the  lowest  pressure  was  29.45  inches  at  Asheville. 
N.  C,  on  the  5th  and  Wilmington,  N.  C,  on  the  27th,  and  in 
the  Section  pmper,  29.51  inches  at  Greenville  on  the  5th. 


TEMPERATURE. 

The  monthly  mean  for  tiie  Section,  determined  from  re- 
ports of  41  stations,  was  44.2°,  or  2  8°  below  the  nnrn'al. 
The  iiighest  temperature  was  79°  at  Yemassee  on  the  IStli. 
'I'he  warmest  periods  were  from  the  1st  to  the  5th,  inclusive, 
and  about  the  15th  and  ISth,  when  the  daily  mean  tempera- 
tures ranged  from  5°  to  14°  above  normal.  The  lowest  tem- 
perature was  13°  at  Liberty  and  Walhalla  on  the  9th.  The 
coldest  periods  were  from  the  Gth  to  the  13th  and  19th  to  2Sth, 
inclusive,  when  the  daily  means  ranged  5  to  15°  below  normal. 


WIND. 

The  prevailing  wind  was  from  the  west.  Tlie  average 
hourh'  velocity,  determined  from  9  anemometer  records,  was 
9.6  miles.  The  highest  average  velocity  was  14.1  miles  per  hour 
at  Savannah.  Ga.,and  in  the  Section  proper,  12.1  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  6.2  miles  per  hour 
at  Augusta,  Ga.,  and  in  the  Section  proper,  7.8  miles  per  hour 
at  Columbia.  The  highest  velocity  was  40  miles  per  hour  from 
the  northeast  at  Savannah,  Ga.,  on  the  26th,  and  in  the  Sec- 
tion proper,  38  miles  per  hour  from  the  northeast  at  Charleston 
on  the  26th. 

SUNSHINE    AND    CLOUDINESS. 

I  The  average  monthly  sunshine,  determined  from  9  aufo- 
imatic  records.  wa«  189.7  hours,  or  59%  of  the  possible 
jnnioimt.  The  average  nundter  of  clear  days  was  15;  partly 
[cloudy,  5,  and  cloudy.  9,  as  against  normals  of  12,  6.  and  10 
jdays,  respectively. 

j  RIVER  CONDITIONS. 

j  Freshet  conditions  prevailed  in  nearly  all  river  districts  of 

the  Section  during  tlie  la.«t  few  days  of  the  month.     The  upper 

ISantee  l»iver  was  near  or  somewhat  above  flood  stages  during 
the  first  decade.  In  the  Santee  system  the  losses  epproximated 
$3,510,  and  the  value  of  movable  property  saved  by  flood  warn- 
ings was  estimated  at  $17,900. 


HUMIDITT, 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%  ;  noon.  58%  ;  8  p.  m..  63%. 
The  highest  percentages  occurred  over  the  ^-estern  counties. 
and  the  lowest,  over  the  eastern  and  southern  sections. 


MISCELLANEOUS   PHENOMENA  (dates). 

Hdlofi—LHiinr:  Charleston,  11  ;  Paris  Island.  18.  Soldv: 
Charleston,  13;  Columbia,  4,  !  1.  15;  Due  West,  11,15.  16,  29; 
Greenville,  11,  29;  Paris  Island,  11. 

.s7m.— Cheraw.  28;  Greenville,  11.  24.  27:  Landium,  11; 
Little  Mountain,  27;  Spartanburg.  26;  Wnlballa,  24. 

7Vt?uirfm?or)».-*.— Charleston,  1,  26,  27;  Chernw.  1;  Due 
West,  1.  4,  17;  Garnett,  1;  Greenville,  17;  Landrum,  17; 
Liberty,  1,  17:  Laurens,  17;  Orangebut'g  No.  1,  1 ,  16,27; 
Paris  island,  1;  Saluda,  2;  Santuck,  4,  17;  Spartanburg,  18; 
Trenton.  1;  Walhalla,  1,  17. 

Hail. — Anderson,  Due  We.ef,  and  Liberty,  1 ;  Walhalla.  17. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
3.54  inches,  or  0.85  inch  below  the  normal.  Preci})itation  oc- 
curred in  three  fairly  well  defined  periods  and  was  fairly  well 
j  distributed  in  area,  but  the  bulk  of  the  total  rainfall  occurred 
|l  during  the  latter  part  of  the  month.  The  heaviest  rainfall  oc- 
1  eurred  in  the  extreme  northern  counties,  with  total  amounts  of 
I  5  to  over  6  inches,  the  measurements  ranging  downward  el.«e- 
!  where  to  less  than  2  inches  toward  the  coast.  The  greatest 
I  Tmnlhly  amount  was  6.32  inches  at  Walhalla,  and  the  least  was 
I    1.41  inches  at  Gnrnett.     The  greatest  amount   during  :mv  24 
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. I  Dorchester.. 

.  1  Sumter 

.  I  Humpton  .. 


296 

48 
144 

25 

17.5 
106 

138 

13fi 
82 
18 
54 
92 
1 

2fi4  I 
264 

1.3 

54 

97 

109 
192 

7.5 
249 

24 


40  47.5 

5;i  49. 5 

42  42. 6 

34  46.6 


Division  means  and  iextremes  . 


WfMeni  Poilinn. 


Aiken 

Anderson 

HIairs  

Oiklhoun  Falls. 
Ciimdei) 


Catawba 

f'happells 

Chester 

("leinson  College  . 
Columbia 


Due  West 

Kdgefield 

Gaston  .Shoals  tt 

Greenville. 


Aiken 

Anderson 
Fairtield.. 
Abbeville. 
Kershaw.. 

York  

Newberry 
Chester.  .. 
Oconee  . .. 
IMchland  . 


Abbeville  .. 
Edgefield  ... 
Cherokee  ... 
Greenville .. 


527 
764 
293 
.508 
222 

562 
402 
487 
8.50 
351 

711 


<>reenwood Greenwood 


Heath  Springs  .. 

Kershaw 

Landrum 

banrens 

Liberty 

Little  Mountain . 

.New  herry 

I'elzer 

Saluda 

Santuck 


liancaster 

Kershaw 

Spartanburg. 

I.aurens 

Pickens. 


Newberry  . . 
Newberry  . . 
Anderson... 

Saluda 

I'nlon 


Spartanburg '  Spartanburg 

'J'renton F:dgefteld 

Walhalla Oconee 

Winnsl)oro Fairfield  .... 

Winthrop  College  it... i  York 


680 
1039 
071 

568 
500 
1063 
.589 
900 

711 

,502 
850 
536 
512 

875 
6'20  i 
lOfil  I 
545 
690 


43.9 


4.5.4 
45.8 


•49.7 
47.2 
47.7 


47  2 

'49."4 


-0.5 

70 

15 

-2.9 

73 

IS 

-2.4 

70 

3 

-1.2 

73 

4 

-1.4 

73 

16 

-2.4 

73 

is 

-0.3 

76 

4 

-1.9 
+0.2 


9 

9 

t  9 

t9 

t22 


tio 

9 


10 

22 
t  9 


42 


•47.6 
42.6 
48.9 
46. 3 
48.0 


-0.6 
-2.2 
-1.3 
-2.0 
-0.4 


46.8     -1.2 


46.4 
43.0 


40.9 
43.5 


41.2 
43.0 
44.5 

41.6 


41.5 

40.7 

43.4 
42.6 
40.9 
41. S 
41.8 

42.4 

42.7 


Division  means  and  jextremes  . 


Section  means  and  jexfremes. 


43.8 
41.4 

39.8 
44.8 
41.3 
"42.8 
41.8 

42.4 

44.2 


-2.6 
-1.7 


-4.3 


•73 

19 

•26 

72 

14 

21 

II 

18 

22 

73 

15 

23 

79 

18 

23 

79 

18 

21 

71 

15 

22 

72 

15 

18 

-0.2 
-3.7 


-2.8 


-1.8 
-2.8 


-1-0.4 


-1.6 


-3.4 
-2.6 


-2.8 
-l.S 

-3.0 
-1.4 
-1.8 
-2.3 
-1.0 

-2.7 

-2.8 


72 
73 
72 
"71 
70 


15 

tl5 

15 


15 

16 

t3 
16 
15 
15 

t  1 

15 
15 


78  !    tlo 

79  I       18 


20 
16 

IS 
20 
13 

18 

13 

13 


t9 

t8 

23 

9 

10 

is 


22 
9 

22 

9 

9 

9 

t9 


2.92 
3.82 
3.  ,52 
3.04 
1.71 

4.22 
3.65 
4.17 
5.  .54 
2.18 


3.54 
3.01 
5.14 
3.90 
.3.82 

3.47 
3.22 
5.16 
3.60 
3.35 

2.97 
.3.42 
4.40 
3.25 
5.51 

5.41 
3.26 
6. 32 
2.85 
5.40 

3.89 

3.54 


2.86 

-1.40 

1.57 

-1.94 

5.02 

-1-0. 93 

4.10 

-0.26 

.3.51 

-0.36 

3.27 

-1.67 

3.35 

-0.54 

4.23 

-1-0.08 

3.35 

-0.80 

1.41 

3. 55 

-0.59 

2.  .50 

-1.45 

4.34 



2.32 

2.27 

2.04 

-1.48 

2.84 

-o.'gi" 

2.25 

— 1.,56 

.5.01 

-1-0.60 

2.46 

-1.69 

2.70 

—1.45 

2.11 

-1.-3 

3.05 

-0.99 

-1.13 
-1.31 
-0. 29 
-2. 32 

-2.26 

-0.11 
-0.19 

+0.'i6 
-2.53 

—0.20 
-1.16 
-1-1.03 
-1..35 
-0.90 

-0.33 


-2.25 

-1..50 

-0.77 
-0.22 
-1.39 

-t-0.72 

+0.83 
-1.83 
+  1.02 
-1.49 
+  1.34 

-0.72 

-0.85 


0.91 
0.65 
1.48 
1.83 

1.78 
1.92 
1.52 
2.39 

1.79 
0.60 
2.00 
1.40 
2.a0 

0.69 
1.06 
0.61 

i!32 

1.05 
1.90 
0.78 
1.10 
1.21 

2.39 


1.31 
1.29 
1..55 
1.25 
0.92 

1.73 
1.60 
1.40 
1.83 
1.38 

1.63 
1.42 
2.01 
1..38 
1.53 

1.50 
1.48 
1.42 
1.05 
1.95 

1.40 
1.56 
1.90 
1..5n 
1.99 

1.97 
1.26 
1.92 

"i.'70 

2.01 

2.39 


T. 


T. 


0 

8 

0 

7 

8 

0 

7 

6 

0 

5 

0 

1 

0 

1 

0 

6 

0 

/ 

0 

3 

0 

5 

0 

6 

0 

7 

0 

6 

0 

6 

0 

"3' 

0 

6 

9 

0 

7 

0 

4 

0 

4 

c 

0 
0.2 
T 
T 

0 

2.5 

0.1 

O.f 

T. 

T. 

0.4 
0 
2.5 
T. 
1.0 

T. 
0 
2.0 
1.8 
0.2 

T. 

0.2 
T. 
T. 
2.5 

2.5 

T. 

0.8 

T. 

2.0 


12     10 


10  |... 

11  14 
14 


0.6       8 
0.4 


11 


10 


ne. 
ne. 


nw. 
nw. 


w. 

ne. 


10 


ne. 
^y. 


e. 
n. 

9VP. 


1  10 

7  8 

7  I  4 

12  !  6 


sw. 
nw. 
n. 


5      9     w 

1 
5       9  i  W. 


Mrs.D.B.  Sanders. 
n.  S.  Weather  Bureau. 
Roland  D.  Powe. 
Paul  Quattlehanm. 

D.  C.  McCall. 
Win.  B.Gillespie. 
Henry  <;.  Savage. 
H.K.  Gilbert. 

Pee  Dee  Experiment  St». 
Maner  B.  Kobert. 
A.  P.  Ila;turd. 
Mrs.  Ellen  Scott. 
J.  L.  .Shaw. 

t'.S.  Fisheries  StHtion. 
State  A.  and  M.  College. 
U.S.  Naval  Aerological  Sta. 
Miss  K.  P.  Kiivenel. 
Boykin  K.  Cantey. 

R.  L.l'tsey. 

E.  D.  Fields.  .Tr. 
K.  P.  Lawton. 

\V  Hampton  Ramsey. 
W.  t;.  llutson. 


Frank  B.  -Mc(?oy. 
H.  n.  Hiissell. 
F'.sther  B.  Owens. 
1,.  M.  Parker. 
Henry  A.  Brown. 

.Iniiics  C.  Faris. 
George  V.  Clamp. 
J.  C.  c;ornwell. 
Prof.  F.  H.  ILCillroun. 
II  S.  Weather  Bureau. 

IT.  S.  W.  B.  Aerological  Sta. 
,1.  A.  'J'ownsend. 
S.  C.  l,t..  Power  .»  Ry.  <'o. 
(I.  S.  Weather  Bureau. 
M.  ri.  Calliouii. 

J.  Marvin  Bowers. 

John  \V.  Hamel. 

R.  Hartwell  Wilds.  D.D.9. 

L.G.  Uoff. 

O.F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
.Irtshua  Y.  .lones. 
W.  S.  Crout. 

E.  W..leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.W.Brandt. 

[lev.  Oliver  Johnson. 
\V.  T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
deteniiliiini?  section  or  division  means.     Reference  letters  (».  ><.  =).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  h  represent.s  two  days  missing,  etc. 

+  \lsn  on  other  dates  H  Received  too  late  to  be  included  in  means  and  sununaries.  '*  Temperature  data  are  fron-  observed  readings  of  the  dry  bull>:  means  are  com. 
pitted  from  observed  readings.   ttPost-office  addresses  of  these  stations  are  as  follows :  Of  Gaston  Sho,T.ls.  Blacksburg;  of  Winfhrop  College.  Rock  H  ill ;  of  Ferguson.  EutawvUle. 

T    Pre<iivitatinn  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA. 

Janitaey,  1924.-Miscellaneous  table,  page  1 ,  Charlotte  mean  temperature  should  be  40.0,  and  Due  West  mean  should  be  39.0.    On  page  2,  Due  West  mean  temperature 
should  be  30.3,    On  page  4,  Greenville  maximum  temperature,  24th.  should  be  43;  Due  West  minimum,  25th,  .should  be  35.  and  mean  minimum  should  be 29.0. 


Febru.\ry,  1924. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Baily  Precipitation  for  J^'ebruary,   1924. 


Stations. 

1 

Drainage- 
basins. 

Day  of  month. 

1 

2 

3 

4 

1 

!^ 

: 

8 

9 

10 

11 

12 

13     14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

1     i     1 

28     29  1  30  1  31 

c 

Eastern  Portion. 
Blackvilleli;,' 

Edisto 

<;oast 

Pee  Dee 

1 
...i.48 

.lel  ... 

1 
i 

.10 

"."is 



... 

.... 

i 

.0.5 

';6i 

1 

.... 

1 

t." 

I 

"m 

.23 
.63 
.63 
T. 
.30 

.17 
.06 
.47 
.48 
.01 

.57 

.02 

1.48 
1.83 
.98 

.02 
1.08 
.86 
.81 

■f.' 

1        1 

.10!  .42 
.  10!  -  57 

91 

i 

2. 86 

Charleston  •" 

i.   .. 

.08 
1.48 
1.10 
1.78 

1    9'> 

1.57 

Cherftwlil! 

1     ?H 

3'' 

.38 

....|.... 

5.02 

Conway  llll 

Waccamaw  .. 

i 

VI 

.08 

.38 

.... 

.... 

.... 

.... 

.04 
T. 

.54 
.24 

.50 

1 

4.10 

Darlington  l!|| 

Pee  Dee 

.14 

1'"" 

.07 

.06 
.30 

3.51 

Rflingham  1 II 

3.27 

Fenrnson  ||| 

San  tee 

.03 

.Of 

T. 

28ll  ^f 

3.35 

Florence  llll 

Pee  Dee 

.18 
.04 

.08 

... 

.03 
09 

.... 

.... 

.... 

— 

..   . 

.... 

.... 

... 



.... 

.01 

.29 
.26 
.60 
.25 

3fi 

2  39 

4.23 

Florence  2  illt 

do 

'.'2C 
T. 

1.79   .oi 
391 

3. 35 

flarnett 

Savannah  

Coast 

Black 

■ 

.10 

.... 

1.41 

GeofKetowii 

[ 

2.00 

.60 

.08 

"."•25 

.... 

1.30 
1  40 

i.... 

3.55 

Kinifstrpeil!) 

.10 

.10 

'."49 
.50 
.32 
.54 

1 

2.50 

Mars  Bluff 

.25 

... . 

.72 
.21 
.34 
.61 

2.10 
09 

.10 

1... 

4.34 

Orangeburir  1 

Kdisto 

1     .=)! 

.06 
.05 

30 



. .. . 

. . .. 

.05 
.05 
.30 

2.32 

Orangeburg  2 

Paris  Tslaiid 

HInopolis  

do 

Coast  

Cooper  

.4.') 
32 

.... 

.... 

.... 

... 

.... 

.... 

tv 

.;;; 

•■•■ 

'.'.'.'.  ".in 

!:"'l:::: 

"t:'i!;;] 

2.27 
2.04 

Rimini  ||!| 

St.  George 

.Society  tlill  ||I| 

SuMinierville 

Weiigedeld 

Yeiuasseellll 

Santee 

Kdisto 

Pee  Dee 

Ashley 

Wateree 

'.'26 

■.■2.5 
.28 

"n 

.... 

'.'02 

T.- 

.... 

.... 

.... 

... 

"tv 

.'64 

■••• 

.... 

'!i5 

•92 

:::: 

'."65 
1.18 
.41 
.70 

1.10 
.70 

".'39 
.60 
.52 

.49 
.20 
..34 
.50 
.92 

.41 
.60 
.22 
.60 
.10 

.13 

.48 
.99 
.23 
.82 

".■73 
.43 

."." 

1 

■."io 

.94 
.321 

.19! 

1.02 
.  .35! 
.Wi 
.3x1 
.25 

"."65 

"."i2 

.... 

.... 

"."64 

"."40 
.08 

........ 

.421.. 32!.... 
.1.5  1.05;  T. 
1.90   .20I.... 
.48    .781.... 
.3011. 101.... 
T.  |1.24 

.... 

;."" 
... 

'.. , . 

2.84 
2.25 
5.01 
2. 46 
2.70 
2.U 

]\'f/>tfrii  rmliim. 

Aiken 

Anderson 

Blairsllll 

Calhoun  Falls  nil 

Caiiiileii  illl 

CatawhalP  

Chapi«>lls||| 

Chester 

Clernsoii  College 

Columbia"* 

Kdisto 

Savannah  

Broad 

Savauiiali 

Waleree 

Cataw  ha 

Saluda 

Broad  

Savanuiih 

Congaree 

.Savannah 

Savanuali 

Broad 

Saluda 

do 

Wateree 

Lynches 

Broad  

Saluda 

.Savannnti 

Saluda ! 

Saluda 1 

do 

do ; 

Broad  

do 

K.listo 

.Savannah 

Broad  

Calawha ! 

.0.1 
.12 

'■i 
.0, 

.27 

tv 

.07 

'09 

.12 
.091 

.4n| 

.H| 

.ohI 
.m 
.2n 

i 

.14 

'.'05 

'.'19 

.10 

■;o, 

.14 

..19 
.00 
.27 

'.?,(\ 

.... 

'!o5 
.30 

.  flO 

.02 

.10 
.26 
.41 
.11 
.31 

.04 

.19 
.30 

.".321 
.24 

.20j 

.30 
.3.51 
.2si 
...1 
.401 

i 

tv 

.... 

■" 

.... 

tv 

f 

"65 
f." 

f.' 

... 



.'.'.'. 

".0: 

tv 

'."so 

.10 

.01 
.39 
"."no 

.14 

.55 
"."22 

.65 
T. 

.05 

.  46j 

"."12 
.74 

t" 

.701 

"."2.3 

.62 
.20 
.02 

1.09 

.45 
.60 
.22 
T. 

.07 
.08 
.69 
.49 
.43 

."45 
.67 

.Hi 

.42 
.25 

.421 
.19; 
.32 

.85 
T. 

.22 

.091 

!oo 

.31 

.76 
..S3 
.04 
.30 

.40 
.85 
.20 
1.03 
.44 

.63 

.28 
.47 
.95 

.33) 

.91 
.32 

1.34 
.5! 

1.95 

.30 
.43 

.16} 
.  .331 

:d 

'■^ 

.8.5 

1 

.... 

"."22 

f." 
.02 

".'oa 
.40 
.11 

.13 

".05 
.28 

.... 



.24 
.26 

"."io 

% 

.»! 

.02! 

T.  ! 

.411 

» 

i 

1 
.39!l.81 
.631.29 
.1811.55 
..55!  1.25 
.201  .20, 

.2711.73 
.051.60 
.251.40 
.60  1.83 
.89   .60, 

1.40    .25; 
.2,S1.42| 
.''411.83: 

'.'23 
"."65 
.22 
".'22 

2,92 
3IS2 
3.52 
3.04 
1.71 

4.22 
3.65 
4.17 
5.54 
2.18 

Due  West*** 

Kdgetield  |l|| 

(iastoii  .Shoals  III! 

.01 
.21 
.26 

'.'30 

....j 

'M 

.04: 

.  .  .1 

.19 

T. 

■■•• 

.... 

::::j 

T. 

tv 

t 

tv 

1 
I 

■■■•] 
■."oi 

.02 

■f." 

tv 

T. 
T 

\ 



. . .  .1 
j 

."'  i 

1 
...  1 

... , 

.... 

.... 

1 

".;;j 
::::! 

i 

1 
:::: 

..... 
i 

T. 

T. 

'."01 

f. 
T. 

t. 

■f.' 

j 

i 

— 

! 

3.54 
3.01 
5.14 

(.'reeiivllle     •*• 

.  ..1 

.13 

'.'07: 
.10; 

...   , 

.14 

.02 

f. 
.20 

1 

.79'    -70'   ■ 

8.90 

fii-eenwood  llll 

Heath  Springs 

Ki-rshaw  HI 

LaudruiM  

Laurens ' ' . 

Little  Mountain 

Newherry 

Tnlzer  llll 

Saluda W 

Sauluck 

Spartauhurg  llll 

Trenton 

Walhalla 

1 
■f.-! 

i 

...i 
1 
j 

••■•| 
;;;;i 

..... 
1 

1 

;:;■ 

! 

j 

i 

i 

••■! 

.10 

1.50 
.24 
.41; 
.41, 
.44, 

.80' 

:^' 

.41 

•1 
.40! 
.49| 

1-53:.... 

38 

1.48; 

1.421 
1.05.. 
T. 

1.40... 
1.56.... 
1.90]  r. 
1.501... 

1.99....! 

1.97i  .is] 
1.26'.... 
1  92'         i 

3.82 

3.47 
3  22 
5.16 
3.60 
3.35 

2.97 
8.42 
4.411 
3.25 
5.51 

5.41 
.3.2r. 
6.  .32 

Winnstioroil'l 

WiiitliropCoIlege 

.04i 

...j 

1 

1 

.90^ 

i 

*  ,1 

i.7o: 
1 

.'90 
...j 

■••• 

i 

2.8.5 
5.40 

hx<-ept  as  ottierwlse  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitalion  recorded  is  for  tlio 
observiitKui.  IMl  Precipiiation  niea<inrpd  in  tlie  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  *=**  Regular  Weather  Bnreaii  > 
2».hour  period,  midnight  to  midnight.    *  Precipitiition  inchnied  in  the  next  following  iiiPBSurempnt.     tSeparate  dates  of  fjiUs  not  reconled. 

COMPAKATIVE  DATA   FOR  FEBkUAKY. 


24  hours  enillug  at  the  lime  of 
talion:  precipitation  is  for  (he 
T.  TrHce,  or  less  tlian  0.01    iiicli. 


Year. 


Te 

niperalure. 

Precipitalion. 

Average  nnm 
days. 

her  of 

i 

1             1 

i      1 

X 

5 
5 

1W7 

52.6  t 
49.9 

SO 
76 

ISW.. 

1M9 

41.9  I 

75 

IHW 

56.1  1 

83 

Iii9l 

.54.7  1 

S3 

1892... 

49.2  1 

73 

1893 

51.0  1 

S2 

1894 

48.9  1 

76 

l^iVi 

37.4  1 

78 

IW.... 

4H.2  : 
.50.(1 

SI 

1S97 

83 

189'<... 

44.5 

78 

\*'Xt 

43.0 

80 

!«W. 

44.0 

78 

1!»1 . . 

43.2 
40.6 

78 

IfliW 

1903.... 

49.0  i 

81 

!*M. 

4.5.2   ! 

Sfi 

19a5... 

:X9  1 

72 

19'ifi. 

46.0  ! 

76 

!          24 

3.41 

12  ' 

15 

4.83 

10  1 

10 

5.60 

8  1 

21 

2. 3S 

1 

13 

4. 23 

1 

18 

3.  64 

2-5 

5.05 

12  1 

10 

4.  .35 

10  ; 

-  6 

3.07 

.:» 

6.  13 

s 

15 

7.  SO 

11 

10 

0.86 

3  ; 

-11 

6.98 

12  j 

1 

5.77 

10 

7 

.3.08 

6  1 

11 

5.S9 

S 

11 

7.03 

10  ■ 

15 

3.  .59 

9  ; 

0 

5.21 

9 

12 

2.  .58 

6 

•Al.^onw. 


sw. 
sw. 
♦sw. 

sw. 
nw. 
sw. 
sw. 
w. 


12 

\v. 

12 

w. 

7 

nw. 

10 

nw. 

11 

sw. 

u 

•  ne. 

14 

ne. 

ne 

Year. 


Temperature. 


Precipitation. 


a  ^  C  c 


Average  number  of 
days. 


1907 

190s 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

19-21 

1922 

1923 

1924 

Period . . . 


4.5.1 

43.6  , 
52.2 

44.7  '• 
52.1  i 
42.3  I 
48.9  ; 
44.6  ; 
48.6 
4S.5  i 

47.3  I 
.52.4  I 
47.5  i 

42.8  I 

49.4  ' 
52.6 
44.8 
44.2 

47.0  ; 


84 
81 
84 

79 

So 
80 
80 
78 
SO 
SI 
87 
88 
75 
70 
85 
84 
S2 
79 


16 

3.64 

12 

5.28 

12 

4.49 ; 

15 

4.71  1 

20 

1.60  : 

8 

.5.99 

22 

4.  .50  ' 

14 

4.41 

20 

3.  15 

11 

3.96 

-  2 

4.  11    1 

11 

1.S9 

17 

4.7.-! 

8 

4.0i 

19 

4.73 

14 

6.62 

11 

3.K3  i 

13 

3.51 

8 
10  ■ 

8  ' 

9  1 
5 

8 

S  I 

9 

6 

S 

S 

1(1 

8  , 

9 
10 

s 


10 
14 
15 
12 
13 
15 
12 
12 
15 
17 
14 
14 
14 
12 
12 
R 
14 
15 


6 
10 

9 
12 
10 


SW. 

w 
sv. 


sw. 
sw. 
sw. 
ne. 
nw. 


►'  ■  1^'   ■»,■  ^, 


';-;-?v"->^;V 
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CLIMATOLOGICAI.  DATA:    SOUTH  CAROLINA  SECTION. 


February,  1024. 


Daily  Temperatures  for  February,   1024. 


FeritiisoM  S^vJ 
Florence  1 

flarnett 

Genreetowii  . . 

ICiiiesiree 

Orangeburg  1 

Paris  Islands^'iS. 

St.  George 

Society  llilU\\\ 
SiiniinerviUe  . 
Wedgefield  . . . 
ypinassee 


Aiken  

*\ui1er.«on 

Oallioun  Fallss^ 

(^annlen  S^\\ 

Chester 

nieiiioon  College  . . . . 

Columbia 

])ne  West 

Greenville 

(Jreenwooil   

Ueatli  Springs 

Kershaw 

I,anc1rvini .... ....... 

Laurens 

I.ilieHy 

Liltl-f  Monntain 

Kewherry 

S;ilni1a 

Sanlnck 

.Spartanhiirg 

Trenton 

Walliallft 

\Vinnsboro# 

WinlhroD  College  .. 


Maxinnim 

Miiiiinnm. 

i  Maximnir. 

'  .Minininni. 

5  Nlaxiinuni 

'  Slinimnm. 

Maximum 

Minimum. 

)  Maximum 

/  Minimum. 

i  Ntaximtmi 
(  Mini  mum. 
S  Maximnm 

■  *  Minimum. 
\  Maximum 

•  I  Minimum. 
\  Maxiunnn 

■  '  Minimum. 


neferenre  letters  («.  ".  c),  ai^pearing  in  the  table  indicate  number  of  days  missing:  for  examnle.  ••  renreseuts  two  days  missing,  etc. 
vW  lustrumeuts  are  road  in  the  morning:  the  maximumtemperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 


u/^^ 


c^ 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   CflRObHSifl  SECTION- 


RICHARD  H.  SULLIVAN.  Meteorolog^ist. 


Vol..  XXVII.     Columbia,  S.  C,  xAIarch,  1924.  No.  3. 

GENERAL  ST7MMART. 

The  montli  wa?  far  down  in  the  group  of  cold  Marchp.«, 
with  a  prolonged  period  of  abnormally  low  temperatures,  e.s- 
pecially  during  the  day  time,  and  freezing  weather  and  frosts 
were  quite  frequent. 

Sustained  low  temperatures,  with  quite  frequent  freezing 
weather  and  frosts,  were  generally  unfavorable  for  satisfnctory 
development  of  spring  crops  until  tlie  decidedly  warmer  weather 
rluring  the  last  few  days  was  attended  by  marked  improvement, 
with  woods  greening  rapidly.  Winter  cereals  were  in  fair  con- 
dition, except  some  poor  oats,  and  gardens  and  truck  were 
backward.  Tobacco  sets  were  in  good  condition,  and  sweet  po- 
tato bedding  progre.ssed  favorably  during  the  last  decade,  when 
white  potato  planting  became  quite  general.  'I'here  was  no  se- 
rious damage  by  frost,  and  the  cold  checked  abnormal  develop- 
ment in  tree  fruits.  Peaches,  pears,  and  plums  were  in  full 
bloom  at  the  end  of  the  month.  'J'lie  season  was  two  to  three 
weeks  backward.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surroundir'g  the  Sec- 
tion, was  29.90  inches.  The  higliest  pressure  was  80. 82  inches 
nt  Asheville,  N.  C,  on  tlie  25th,  and  in  tlie  Section  proper, 
o0.2S  inclies  at  ColuniI)ia  and  at  Due  ^Wst  o.i  the  same  date; 
the  lowest  pressure  was  29.20  inches  at  Augusta.  Oa.,  on  the 
20th,  and  in  the  Section  proper,  29. 2G  inches  at  Columbia  on 
the  same  date.  

TEMPERATURE. 

'IMie  monthly  mean  for  tlie  Section,  determined  from  re- 
ports of  42  stations,  was  .51.0°,  or  8.9°  below  the  normal. 
f  The  highest  temperature  was  S,S°  at  IJlackville  on  the  2Sth  anrl 
CJarnett  on  the  2Sth  and  29th.  The  warm  periods  were  from 
the  1st  to  the  (ith  and  from  the  26th  to  the  3!st,  inclusive, 
when  the  daily  mean  temperatures  ranged  generally  from  5°  to 
17°  above  normal.  'I'he  lowest  temperature  was  19°  at  Santuck 
on  the  17th.  During  the  prolonged  cold  period  from  the  8th 
to  the  2')th,  inclusive,  the  daily  mean  temperatures  ranged 
generally  from  r>°  to  20°  below  normal. 


greatest  local  monthly  amount  was  4.37  inches  at  Paris  Island, 
and  the  least  local  monthly  amount  was  1.42  inches  at  Conway. 
The  greatest  amount  during  any  24  hours  was  2.76  inches  at 
Florence  No.  1  on  the  20th.  The  average  number  of  rainy 
days  was  12%  below  normal. 

Snowfall,   ranging  from  Traces  to  2.0  inches,  occurred  in 
j  various  sections  of  the  northern  and   western  counties  on  the 
i9th.  10th,   nth,   13th,  14th,  and  loth.  and. sleet  on   the  9th 
and  14th. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
9.9  miles.  The  highest  average  velocity  was  14.9  miles  per  hour 
at  Savannah.  Ga.,and  in  the  Section  proper,  11 .7  miles  per  hour 
at  Charleston  ;  the  lowest  average  velocity  was  6.3  miles  per  hour 
at  Augusta,  Ga.,  and  in  the  Section  proper,  8.6  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
4(S  miles  per  hour  from  the  southeast  at  Savannah,  Ga.,  on  the 
20th,  and  in  the  Section  proper,  47  miles  per  hour  from  the 
west  at  Greenville  on  the  26th. 


HUMIDITT. 
Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  liureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  75%;  noon.  57%;  8  p.  in.,  63%. 
Tlie  highest  percentages  occurred  along  the  coast  and  in  the  Sa- 
vannah and  Saluda  River  drainage  areas,  and  the  lowest,  in  the 
north-central  interior.     

PRECIPITATION. 

The  average  for  the  Section.  53  stations  reporting,  was 
2.74  inches,  or  1.20  inches  below  the  normal.  There  were  Imt 
few  days  without  precipitation,  and  the  amounts  were  generally 
light,  except  about  the  20th.  The  total  monthly  amounts  were 
above  4  inches  in  the  southern  tip  of  the  State;  elsewhere,  the 
measurements  ranged  downward  to  less  than  2  inches  in  the 
eastern  coast  counties  and  in  small  areas  of  the  interior.     The 


;  SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
jmatic  records.  wa«  232.3  hours,  or  63%  of  the^  possible 
jamount.  The  average  number  of  clear  days  was  17;  portly 
icloudy,  6,  and  cloudy,  8,  as  against  norn'.als  of  14,  8,  and  9 
:  days,  respectively.  

]  RIVER  CONDITIONS. 

i  Freshet  conditions  prevailed   in  the  upper  Savannah  basin 

;  and  in  the  upper  streams  of  the  Santee  River  District  about  thf 

21st  and  22d.     The  Santee  River  was  near  or  above  flood  stages 

;at  Rimini  and  Ferguson  practically  throughout  the  entire  month. 

MISCELLANEOUS   PHENOMENA  (dates). 
Ea'iihqvake. — Two  tremors,  11:06  a.m.,  llth. 
I  HaJm^—Liriuir:    Charleston,    17;    Columbia,    17,    19;    Due 

jWest,    17.   19;    Greenville,    17;    Santuck.    18;    Walhalla.    17. 
\Snl(ir:    Columbia.  17,  19;  Due  West,  19,  26;  Greenville,  8,  17, 
il9;  Walhalla,  13. 
i  /ymV.— Chester,  20;    Ferguson,  29;    Little  Mountain,   20; 

Trenton,  20;  Walhalla,  20. 
:  T//»ni^«-s^o™.s.— Charleston,  6,  28;  Columbia.  20,  29;  Due 

West,  !,  2,  20,  29;  Garnett,  20;  Greenville,  20,  29;  Landrum, 
:7;  Laurens,  20,  29;  Liberty,  20;  Saluda,  29;  Santuck.  20; 
j  Trenton,  29;  Walhalla,  20,  29. 


1                        MISCELLANEOUS  DATA  FOR  MARCH,  1924. 
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CMMATOLOGICAL  DATA:    SOUTH  CAROLINA  SKCTION 


March,  1924 


CUmatoloi^ical  Bata  for  Karch,  1924. 


Stations 


Observers. 


Knuteiii  Pnrtion. 

Blarkvilla 

Charleston - 

( ;tierttw |  (;liesterrtel<1 

Conway Horry 

Darlington 

EHinghaiiK 

Ferguson?* 

Florence  1 

Florenre  2 

flaruett 

Georgetown 

Klngstree 
Mars  Bluff 


Orangeb\irgl 
Orangeburg  i. 
Paris  Islan<).  . 
Pinopolis"  .. 
Itiinini 

St.  George . . . . 
Society  Hill  .. 
Summerville  . 
Wedgeflelrt  . . . 
Yemassee 


Division  means  and 


^'fflfrii  Poiilini. 


Mrs.  n.  B.  Sanders. 
V.  S.  Weather  Bureau. 
Kolaixl  D.  Powe. 
Paul  Quatllebauni. 

n.  C.  MeCall. 
\\m.  B.  Gillespie. 
Henry  «;.  .Savage. 
U.K.  Gilbert. 

Pee  Dee  Experiment  Sta. 
Mitner  B.  liobert. 
A.  I'.  Hazard. 
Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

IT.S.  Fi.>il)eries  Stiition. 
State  A.  ami  M.  College. 
11 .  S.  Naval  .Verological  Sta. 
Mi.ss  K.  P.  Kiivenel. 
Boy  kin  H.  Caiitey. 

R.  L.  Utsey. 

E.D.  Fields.  .Jr. 

E.  P.  Lawton. 

W  Hampton  Ramsey. 

\V.(;.  Mutson. 


Aiken  

Anderson 

P.lairs 

Calhoun  Falls 
Cami'eu 

Catawba 

Cliappells 

Chester 

Clemson  College 
Columbia 

Due  M'est 

EdgelleUi , 

Gaston  Shoals  U 

Greenville 

Greenwood 

Heath  Springs  Lancaster.. 

Kershaw Kershaw 

l.andrum i  Spartanburg 

Laurens Laurens 

Liberty Pickens 

Little  Mountain 

Newberry 

Pelzer 

Saluda 

Saiitlick 

Spartanburg 
Trenton 

Walhallft 

Winnsboro 

Winthrop  College  J t 

Division  means  and   extremes 

Section  means  and 


Frank  B.  McCoy. 
H.  H.  Kussell. 
Estlier  B.  Owens. 
L.  M.  Parker. 
Henry  A.  Brown. 

.lames  C.  Faris. 
George  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  F.  H.  II.  Calhoun. 
II   S.  Weather  Bureau. 

r.  S.W.  B.  Aerologioal  Sta. 
J.  A.Townsend. 
S.  C.  Lt.,  Power  .»  Ry.  Co. 
(1.  S.  Weather  Bureau. 
M.  f.l.  (Jalhouu. 

.1.  Marvin  Bowers. 

John  W.  Han>el. 

U.  Hartwell  Wilds.  I>.D.S. 

L.G.Roff. 

O.  P.  Boggs. 

Miss  Alberta  Sease. 
Jotin  H.  Baxter, 
.losbua  Y..lones. 
W.S.  Croat. 
E.  W..leter. 


The  departures  from  the  nr 
detennining  section  or  di-'~' 

t  Also  on  other  dates, 
puted  from  observed  reading:      . 

'I     Pre<'ipitation  is  less  than  0.01  inch  oi"  rain  or  melted  .snow 


Mauch,  1924 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 
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Daily  Precipitation  for  Xarch,   1924. 


Drainage- 
basins. 

Day  of  month 

. 

Stations. 

1 

2       3 

\* 

1 
5       6       7        8 

9 

10 

11 

12     13 

14     15     16 

17 

18 

19 

20 

21 

22 

1 
23     24     25 

26 

27 

28 

1 
29      30  j  31 

EnMern  Portion. 
Blackrillellll 

R<1i<sto 

1 

.21 
1.74 
T. 
.10 
T. 

:5i 

.20 
.47 

.21 

44 

.04 

.10 
T, 

.  95  . . . . 

! 

1 

Charle.'ston  "* 

1 

.08 

T. 

.... 

'.'08 

't.' 

.10 

.32 
T. 

.901  T. 

•••• 

.01 
.14 
.05 
.12 

T 
.04 

.... 

T. 

.04 

.02\.... 
.13!.... 

Cheraw  III!    

Pee  Dee      .... 

....|.... 

07 

T. 

.22 

.18 

.07 
.52 
.23 
T. 

.70 

1.33 

.20 

2.20 

1.52 

.53 

2.76 

2.33 

Conway  [II! 

Wacoamaw  .. . 

_ 

.17 

.... 

.24 
.32 

.52 
.47 

.... 

.271.... 

... 

.... 

.17 

.40 

.45 
.24 
.61 

63 

.... 

Darlington  Itll 

I'ee  Dee 

15 

Eftingham  llll 

'.'i6 

... 

.30 
.38 
.09 
.12 
.63 

Ferffusoit  i  Ij 

Santee 

..,. 

Florence  1  Ml  

1  |>ee  Dee 

.06 

Florence  2 1 1| 

1         do 

.02 
1.40 

'.'■io 

.35 
.18 
T. 

.32 
.37 
.24 

T. 

f ' 

'.'62 

07 

.07 

.01 

Georgetown 

Kinirstreellli 

Miir<s  BliifT 

1 

.73 
.12 

T. 

90 

....I....I 

Bliiok 

.13 

.30 
.15 
.42 

.37 

1.05 
1.90 
.11 

Pee  Dee 

.i4 

.43 
.41 

.50 

::::i:::: 

.08 

! 

.25 
.20 

OranffebiirflT  1 

Oraiiffeburff  2 

Paris  Istftiifl 

.10 
.23 
.96 
.20 

.13 
.06 
1.05 

55 

.02 

03 

.lo 

<;oast  

1 

.42 
.14 

85 

.02 
.09 

.19 

'.'25 

'.'io 

5(1 

.50 

1.18 
1.00 

.40 
.30 

1.95 
.49 

1   53 

.04 

Pinupolis  

Kimini  ll'l 

.42 

.25 
.32 

.40 
.43 

.50 
40 

.... 

.48 

St.  George 

Society  Hill  llll     . 

E<li.sto 

IVe  Dee 

Ashley 

'.'io 

.... 

■.'65 
.OH 

.33 

'.'40 

.08 

.35 

'!i9 
.20 
.52 

.38 
.11 
.27 
.30 
.30 

..30 
.40 
.22 
.40 
T. 

.01 
.52 
.iSO 
.l.-i 
.42 

T. 

'[30 





.05 

.18 

.50 
.03 

'."io 

'.'io 

.98 

39 

WedgefieM 

.30 

.70   .70 

.47:::: 

.30 

1.63 
2.08 

.40 
.25 

.02 

.03 

Werteiu  Piirlion. 
Aiken 

Kiiisto 

Savannah  

Hroail 

Siivannah 

••• 

.'62 

■."io 

.33 

.38 
.26 
.04 

^r 

AiKlersoii 

.12 

Blairsjlll 

.  ii 

T. 

03 

.08il.48 

■;i2..;.i 

Calliouii  Falls  III! 

.26 
.10 

19 



.... 

.60  1.05 

(15 

■ 

.20 

.30 

...  1 

('aiiKten  llll 

06 

30 

1.80 
■   78 

(Mawhalllj 

Catawlta 

.05 
.... 
.12 
T 
31 

.02 

T. 

.15 
.12 
30 

T. 

— 

.25 

...      .10 

' 

riiapiM'lls  llil 

Salnila 

.10 



.... 



'.'i4 

«i7 

.0.1 
.04 

.85:1 -.59 

.051. ...1 

Chester 

Broad  

•Savannah 

" 

1.00 
1.2fi 
2.29 

1.98 

.oel  .05|.... 

.... 

.... 

.15 

10 

....!....! 

i'leiiisoii  (.'ollege 

1 

Colnmbla"'  

(Jongaree  .    . 

T. 
.06 

.0-.' 
.24 

0'' 

.14 

.13 
.40 
.05 
.14 

'.'20 
.06 

T 

.01 

'.'oi 

.01 

'.'08 

■ 

.62 

.01 

T 

.10 

.13 

1 

Due  West*** 

.''avannfth 

Sitvaiinali 

.0, 

.01 

.28 

.10 

'.'ii 

.... 



! 

'.'22 

.05 
.29 

T.i 
•••■1 

K.lgeli<.l.l  llll 

.13 
.15 

.H3!l.22 
.20|l.6H 
1.10     flfi 

fiaeioiiShoHlHlJII 

Greenville     ••• 

Broiid 

Salniia 

do 

.04 

'!65 

tv 

T. 

.48 

.46 

T 

.16 

39 

.41 

.'24 

'[oi 

.06 

T. 

'.'62 

.04 

05 

Greenwood  l!l| 

68 

1  S3 

Ilfatli  Springs 

Wiiteree 

Lynches 

■  *    ' 

.22 

T. 

1.10 
.34 

1  48 

1.'20 

.20 

.... 

.08 

1 

Kcr.<lmw  ,111 

.21 

Lnmlrnni 

Broad  . .   . 

.04 
.27 
T. 

■M 

.12 
.05 
.08 

.03 
.03 
.10 
.20 

tv 

.92 
.23 
.50 

.6i 

.42 

45 

.22 
.21 
.20 

T. 

.20 

.20 

' 

.16 
.16 
T. 

.15 
.14 

'.7i 
.16 

".'20 
.06 

lAnrens 

Salnda 

.17 
.20 

.11 
.20 

33 

T. 

1  58 

T. 

T 

1 

.80 
1  91 

T. 

1 

Little  Moniitaiu 

Snhidii 

.06 

1 

NewlMM-ry 

Saluda ' 

.07 
T. 
.05 
.11 

T. 

12 
1.00 

'?5 

.'.'.'. 

.31 

'.'21 
.06 

.'49 
.16 

.05 
.44 
.23 
.32 

.50 

■.■27 
.23 
.75 

"04 

1.85 

T. 

....... 

i 

Pi'lzcr  l||l 

do 

.  32; . . . . 

T.  |...^ 

1 

.6011.30 

1.9.5 

'.'6-5 
.02 

.10!.... 

Saluda 

. .  do               1 

.31 ;.. 

Santnck 

Broad 

.62 

....1 

.21 

.20 
.33 

.... 

1.62  T. 

T. 



Spa rtnnlinrg  llll 

Trenton 

do 

Kdisto 

'  "i 

T.! 

1 

! 

.02 

..-.. 

T. 

.05 

.10 

....|t. 

'f.  ;■.;'. 

t 

.301.40 

2.3)  .... 

■f.' 

.02 
T. 

.... 



.081... 
T.!.... 

■;68!.:::! 

Wallialla 

Savatiinih 1 ■ 

Broad |....l 

Catawha 1 

.Iff.... 



..30  .... 

1.22 
.40 
1.20 

.02 

Wlnnsliorolll! 

.30    .20 

1.06j....|.... 

■.'oi"" 

Wiutlirop  College l 

.10 

1 
1 

1 

! 

1 

2.15 
3. 08 
1.75 
1.42 
3.37 

2.93 
2.65 
3.75 
3.52 
3.41 
1.63 

2.29 
2.75 
1.94 
2. 20 
4.37 
2.47 

2.53 
2.18 
3.48 
2.37 
2.31 
3.11 


3.15 
3.18 
2.30 
2.61 

2.88 

1.69 
3.12 
1.90 
2. 63 
2.90 

2.97 
3.52 
3. 75 
2.46 

2.88 

1.60 
2.14 
3.69 
2.74 
1.90 

2.57 
2.77 
3.12 
3.56 
2.63 

2.72 
3.51 
3.13 
2.61 
2.  .30 


Kxcept  as  otherwise  indicated,  oh.servations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  Is  (or  the  24  honrs  ending  at  t'le  time  of 
oliservation.  ||!|  Precipitation  meHsnre(l  in  the  morning;  amonnt  then  recorded  is  for  the  preceding  24  honrs.  ***  Begnlar  Weather  Bureau  station:  prpcipitaiinn  is  for  the- 
2t-lioiir  iieriod.  midnight  to  midnight.    *  Trecipitatioii  included  in  the  next  following  measurement,    ti^eparate  dates  of  falls  not  recorded.    '1'.  Trace,  or  less  than  O.ol   inch. 


COMPAKATIVE 

DATA  FOR  MAKCH. 

Temperature. 

Precipitation. 

Average  number  of 
days. 

Ii. 

ii-r 

a. 

Year. 

Temperature. 

Precipitation, 

Average  n  n  ni 
days. 

ler  of 

c  5 

Year. 

4j 

X 

a; 
> 

> 

< 

.\verage 
days  with 
0.01   inch 
or  more. 

i 
0 

11 

0.  c 

• 
■c 
0 

s 

If. 
* 

u 

K 

1 

9 

g 

5 

0 
■•J 

0. 

1887 

51.4 
52.1 
51.6 
52.5 
50.0 
62.8 
63.9 
59.3 
5.3.5 
53.1 
50.4 
59.1 
55.2 
51.6 
5.3.4 
54.0 
60.4 
56.2 
67.8 
51.6 

82 
80 
77 
85 
78 
78 
85 
90 
90 
93 
92 
92 
»9 
79 
86 
86 
84 
87 
93 
82 

23 
19 
20 
11 
20 
23 
18 
15 
24 
19 
21 
22 
12 
22 
10 
19 
26 
23 
28 
18 

1.85 
6.71 
3.41 
2.96 
7.88 
.3.78 
2.22 
2.08 
5.71 
2.12 
4,54 
2.99 
3.89 
4.22 
4.36 
4.08 
5.92 
3.42 
2.15 
5.34 

7 
9 

1907 

62.0 
61.4 
54.1 
59.4 
54.9 
53.2 
56.9 
50.2 
46.3 
53.7 
55.0 
»9.7 
56.5 
52.3 
62.6 
55. 5 
56.2 
51.0 

54.9 

99 
90 
90 
93 
90 
88 
88 
91 
81 
87 
88 
89 

t^ 
91 

S9 
88 
88 

99 

20 
29 
27 
22 
22 
15 
22 
12 
22 

15 

1? 
10 
28 
24 
17 
19 

10 

1..57 
4.  .56 
4.80 
1.38 
2.30 
6.79 
7.40 
2.59 
2.66 
2.14 
5. 39 
1.83 
2.86 
6.73 
2.28 
7.04 
5.14 
2.74 

3.94 

t 
11 

4 

10 
10 

8 

h 

11 
U 

8 
6 

'I 
8 

IS 
15 
14 
21 
17 

w 

14 
15 
19 
14 
16 
17 
17 
16 
15 
16 
17 

14 

10 
8 
8 

i 

S 
9 
i 

8 
6 
8 

6 

7 
6 
6 

8 

6 

8 
9 
4 
6 
12 
13 
8 
8 
4 
11 

8 
8 
9 

in 

8 
9 

sw. 

1888 

1 

sw. 

w. 

sw. 

ne. 

nw. 

3W. 
3W. 
SW. 
SW. 
SW. 

ne. 
sw. 
sw. 

sw. 

SW. 

ne. 
ne, 
ne. 
w. 

1908 

8W. 

1889 

1909 

1910 

SW. 

1890.. 



...   I    

sw. 

1891 

1 

1911 

w. 

1892 

.::;.:::i:.::.... 

1912 

ne. 

1893 

9 

11 
5 

12 

9 

9 

S 

10 

10 

9 

6 

10 

13 
15 
12 
14 

11 
12 
12 
14 
14 

13 
15 
13 

9  i     9 
11  >     5 

8  j          11 
10              7 

9  1          15 
9  1          11 

10  i             9 
8  1          11 

8  ;           9 
7  !           10 

9  i          15 
9  1            9 
6  1          10 

1913 

1914 

w. 

1894.... 

w 

18ili 

1915 

nw. 

1896.. 

1916 

sw. 

1S97 

1917 

SW. 

1K9S 

1918 

1919 

1(«0 

1921 

sw. 

1899 

ne. 

1900 

sw. 

1911 

sw. 

1902... 

1922 

w. 

1903.. 

Iff2.3 

1924 

Period 

sw. 

19l\» 

w. 

1905 

1906. 

6 

12 

sw. 

12 


CMMATOLOGICAI.  DATA:    SOUTH  CAROLINA  SECTION 


March,  1924 


Daily  Temperatures  for  March,   1924. 


Stations. 


12      3       4       5       6 


9       10      11      12      IS      U      !.=>      16       17      18      19     20     21      22      2."      24      25      26     27      2S     29     30     31      Mean. 


Enfteni  Pnilion. 


Blarkvillf 

Charleston 

Cheraw'J'J 

(;oiiuay 

narliMgtoiiS^\\ 

Ferguson  S^S^ 

Florence  1' 

Ganiett 

Oeoreetown 

KiiiKstree 

Omngeburg  1 


Paris  Island W.  •• 

St.  George 

Society  llillS\\V.. 

.Snninierville 

WedgefleUI 

Yemassee 


\  Maximum  . 
I  Mininnim. . 

>  Maximum  . 
(  .Miiiimnm. . 
\  Maximum  . 
(  Minimum. . 
\  .Maximum  . 
'  Minimum. . 
I  .Maxinnim  . 

■  )  Jlinimnm.. 

S  Maxinunn  . 

■  /  .Minimnni. . 
\  MaxiunuM  . 

'  r  Miuiunnii. . 

)  Maximum  . 
'  I  Minimum. . 

\  .Maxiunun  . 

■  (  .Mininnun. . 
S  .Maxinunn  . 

'  /  Minimnni. . 

\  .Maxinnim  . 

'  \  .Minimum. . 

\  M»xln\inu  . 
'  I  Mininnun. . 

\  .Maxinunn  . 
•  (  .Minimum. . 

)  Maxinunn  . 
'  (  Mininnun. . 

)  .Maxinumi  . 
'  \  Mininnun. . 

>  .Maximum  . 
'  (  Miniunini. . 

S  Maximum  . 
'  )  Mininnun. . 


Wei'leni  I'.nlinii 


Aiken 

iVnderson 

('allionn  Falls'sV^ 

Camden  s^s\ 

Che.ster 

riemsou  College  . . . 

Columbia . , 

Due  West 

rireeuville , 

(ireenwonil    

Ileatli  Springs 

Kersliaw 

Lamlrnm 

I,aiireiis 

Liberty 

I.itllt  Mountain  . .. 

Newlrerry 

Saluda 

Sautnck  ....... j... 

Spartauhnrg 

Trenton  .  .:•.. 

Wallialla..... 

\Vinnsborois\\\ 

Winthrop  College  . 


(  Maxinunn  . 
/  \linimum. . 
\  .Maxinunn  . 
/  Mini\nnni. . 
\  Miixinujm  . 
I  .Mininnun. . 
\  Maximun-  . 
I  .Minimum. . 
S  Maxinnim  . 
t  Mininnun.. 

S  Maximum  . 
f  Mininnun. . 
S  .Maxinunn  . 
\  .Minimum. . 
)  .Maximum  . 
(  Minimum. . 
\  Maximum  . 

■  /  .Minimnni. . 
\  Maximum  . 

'  t  .Minimum. . 

S  Maximum  . 
/  Minimum. . 
)  Maximum  . 

■  (  .Minimum.. 
)  .MaxJmum  . 

•  /  .Minimnni. . 
i  Maximum  . 

•  I  ^Iillimum. . 
S  Maxiinum  . 

■  I  Minimum.. 

)  MRximiiin  . 

•  '  Minimum. . 
j  Maxiiriurr,  . 

■  '  .Mijiiinum. . 
\  Maxiinum  . 

•  '  Minimum. . 
\  Maximum  . 

■  'Mininnnn. . 
S  Maxinunn  . 

■  *  Minimum. . 

S  Maximum  . 

•  '  Minimnni. . 
\  Maximum  . 

•  '  Minimum. , 
\  Maximum  . 

•  '  Minimum.. 
S  Maximum  . 

■  I  Mininnim. , 


70 
3.'* 
00 
46 
70 
45 
60 
45 
65 
45     35 


38 


fiS 

1 

i 

05i 

30 

43[ 

07 

03| 

3S 

40j 

66 

08 

34 

30 

09 

65 

29 

33 

00 

03 

31 

32 

69 

70 

.'il 

38 

08 

03 

41 

43 

64 

00 

30 

38 

63 

on 

40 

40 

03 

05 

30 

39 

63 

03 

41 

41 

OK 

64 

3S 

41 

6.i 

58 

1  29 

■,32 

1  i;s 

03 

i  ?,h 

38 

6S 

02 

...34 

30 

62 

6! 

39 

38 

00 

62 

34 

41 

65 

62 

35 

42 

61 

64 

26 

32 

07 

61 

33 

35 

OS 

04 

40 

40 

■     0.5 

031 

!  33 

381 

00 

01 

3S 

41 

1  60 

62 

37 

39 

66  . 
_35l . 
67 
•32 
67 


69 
39 
07 
35 
02 
33, 
71 
33 
64 
31 

65 
29 
08 
37 
64 
33 
04 
39 
01 
34 

05 

35 

09 

34 

GO 

40 

69 

29  32 

07|  00 

29;  32 


30  34I 

67   69 


27  j  30 
66|  70 
32|  33 


34 1  40 
05-  67 


35i  44 

67!  68 
.141.  42 


40|  49 
70|  64 
53 
6.^ 


74  72 

54  54| 

70  591 

59  56' 


07 

43;  54 
09;  65 
43  40 


69  59 

50i  55 
74   60 


29 


40i  52 
70i  07 
36i  48 

70 

56 

'70 

56 


76i  04 
53:  55 


05  01 

48 
05|  55 


7n!  63  57 


64  59 

.52  50 

OOi  ftS 

38l  m 

04!  54| 

451  49| 

031  551 

50'  44; 


65  60 

51  45 

65  06 

48  38 

03  52 

...  I  29 

59i     OOl  05 

48  38 

651  62 

46j  35 

OOl  fifi 

48:  37 


30;     35 


49     49i 


59     CO 

33|     30| 

56;    52' 


31     29 


50  48 

33  2« 

60|  52 

41  28 

54'  57!  581 

28i  28!  29 

54i  51|  581 

411I  271  35 

42:  50j  .50 

38j  20[  35, 

52|  48!  561 

40'  27  35 


50      471     SO     55     49 


54;     58!     54 


24  24 
491     51 

25  35 


49|  52     53 

24!  32      -^^ 

50  53 

27  35 


47.  .50 

24  31 

45]  451 

25  34 


.541  52 

25.  34 

.50!  54 

25j  34 

3fi!  41 

24i  30 

51!  51 

25!  31 

46'  f,\ 

21;  30 

49'  51 ! 

231  30 

511  Slj 

25i  32i 

48  54| 

20  34| 

48  .52 

20,  36| 

45:  45 

251  31 


43     48!    55'     53 
34      24]     331     28 


401     44 
291    22; 


401    50|    5.1 1     52 
36i     25 


•37! 
29 


271  28, 
48i  48'  51 1 
23;     32.    28; 


501     55 
33!    27I 

481     54 


23  33!  29!  34 

47  53;  50]  45 

24'  32I  28  33 

41j  421  55  51 

2.5  25  28l  29 


55 
37 
53 
31 

55 
24 
49;  54 
38i  2'.t 
48!  .52 
35  3n 
49!  53 
30:  29 


44 
33 

44!  ^^ 

32  28 

56  52 

29  20 


30 
52 
31 

48! 

27 

47 

31 

52;  50I  40 

28  30  26 


^ 
.53! 

241  33| 
51   44 


48!  43 

32!  28 

47;  50 

32  26 

45|  43I 

301  291 

401  51 


26;    331  25 

48     45i  45 

25     29i  23 

53!     47:  40 

33'     30  28 

521     48;  ,50 

20|     34j  27 

5n  49 

33I  27 

40!  50 
24 
48 

29     29|  30 


47;  .59 
32!  28 
451     40 


46!     47 
32     26 


58     69 


54 


73 


38 


59j    68 

24| 


27      43 
68      72 


29!    29 
60,    54 


56;  56 

36  42 

55  60 

28|  28 


26     31 


28 

67  68 

26  42 

00  70 

28  42 


65     70 
32     44 


65 

28 1     29 


.5' 

3' 

54!     66 


02      00 
27      43 


70     65 


,57|     58!     63i 


48[     .50 

I 


25|     23!     43|     441 

53 

34 

50 

24 

54 

29 

50 

2 


43!     39 
69 


50!    44 
.50     49 


63      51 


07, 

30|  4. 

57      04!  •■'* 

24      231  40 
,52,     05| 

24:     201  32 

51 :     65!  63 

23     25  43 


60  51 

46  43 

68!  01 

53!  46!  36 


70 
45 
65 
37 
68 
36 
70 
36 
63 
42 

06 
31 
63 
45 
62 
38 
01 
41 
09 
36 

62 
41 
02 
43 
62 
39 
64 
36 
65 
.32 

04 
40 

65j 

^0 
36 
64 
31 
61 
34 

68 
42 
62 
32 
65 
41 
65 
45 


58  78 


38  :^i 

57  49 

43!  ,38 

,53!  48 

43  39 


37  38 


43:  39 
601  51 
39;  36 


55  58 
43  39 


64 

56 

65 

51 

53 

40 

05 

51 

62i  58!  60 

49  43|  33 

66  60  60 

52  43  34 


52l  60 

451  35 

57!  63 

34  35 

05  60 

45  34 


40;  32 

50!  55 

43i  30 


57 

28 

50 

,.  2' 


61 
38 
50 
40 
58 
35 
01 
3' 
,55 
41 

58 
40 
6' 
41 
55 
40 
49 
41 
55 
33 

56 
40 
58 
40 
.59 
39 
56 
40 
55 
39 

58 
38 
5« 
39 
00 
33 
55 
40 
50 
.34 

01 
40 
.52 
39 
57 
38 
,57 
40 


01 
41 

62 

38 

61 

3 

62 

42 

58 

40 

60 
34 
60 
44 
58 
38 
55 
42 
56 
38 

.59 
41 
00 
41 
56 
41 
,59 
36 
,52 
.  38 

60 
40 
61 
40 
61 
36 
61 
37 
59 
40 

60 
39 
59 
30 
.59 
41 
,55 
41 


42 


60!     67 

45 

50 


53|     54 
66l     56 


51 

78 
42 
73 

38 1     38 

68 

39 

66 


,59!     64 
34      37 


86 
54      65 

73!     73 
54      62 


69  71 

541  62 

80  87 

45,  55 

83i  80 

47!  65 

80  81 


80 

641     53 

80!  ^g 
&t  59 
68 
63 

65 
80 
65 

83 


84:  84 

51]  49 
81, 

,501  64 

75!  83 

47!  53 

82;  8" 

42,  43 

76,  75 

46|  60 

791  79 

48!  41 
8II 

.53  67 

8O!  73 

.50|  04 

70!  70 

49,  64 

70;  82 

47j  53 

74  75 

48:  48 

80;  80 

461  4fi 

77!  73 


80; 
611 
81:     78 

48'     60 
81      78 


47 


83 
49 

78 
■41 

81 

491 
74! 
46     63 


78 
49 
83 
54 
80 
62 
79'  78 
. .  i  51 
88  78 
65!  53 
82  85 
64     50 


82 
63     56 

82|     80 

54!     62 

75; 

60 

79 

6n 

76 

56 


42!     05 

791     71 

45     62     50 


0 
02      56 


Reference  letters  (».  '',  i'».  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  *•  represents  two  days  missing,  etc. 
vW  Instrnments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  cbarged  to  the  preceding  day,  on  which  it  almost  alwaysoccnrs. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH  Cfll^OIilNfl  SECTION. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vor..  XXVII.      Columbia,  S.  C,  April,  1924. 


No.  4. 


QENERAL  SUMMART. 

The  month  was  marked  by  two  of  the  most  destructive  tor- 
nadoes and  the  greatest  loss  of  life  from  such  storms  in  the  his- 
tory of  South  Carolina,  and  the  average  rainfall  was  the  greatest 
of  record.     Temperatures  averaged  somewhat  below  normal. 

The  growing  .season  opened  2  to  3  weeks  backward,  and 
spring  work  was  materially  retarded  by  intermittent  rains  until 
toward  the  end  of  the  month,  especially  in  the  Piedmont  sec- 
tions. Cotton  and  corn  planting  progressed  favoral)ly  after  the 
middle  of  the  month ;  fairly  good  stands  were  developed,  and 
chopping  and  cultivation  began  toward  the  close.  Wheat,  rye, 
and  spring  oats  were  fair  to  good,  but  winter  oats  were  poor, 
due  to  winter  killing.  Tol)acco  and  sweet  potato  transplanting 
made  satisfactory  progress  toward  the  end  of  the  month,  and 
truck,  gardens,  and  pastures,  thougii  backward,  showed  general 
improvement.  Tree  fruits  suffered  no  serious  frost  injury,  and 
woods  were  greening  rapidly  during  the  first  week. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  W'eatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.01  inches.  'I'lie  highest  pressure  was  30.46  inches 
at  Aslieville,  N.  C,  on  the  3d,  and  in  the  Section  proper, 
30  45  inches  at  Columbia  on  the  same  date;  the  lowest  pressure 
was  29.40  inches  at  Asheville,  N.  C  on  the  30th,  and  in  the 
Section  proper,  29.47  inches  at  Greenville  on  the  same  date. 


ing  any  24  hours  was  8.65  inches  at  Summerville  on  the  4-5th. 
The  number  of  rainy  days  was  43%  above  normal.  There  was 
no  snowfall. 

Tornadoes  and  Hail. — Two  of  the  most  destructive  torna- 
does of  record  in  South  Carolina  occurred  on  the  30th.  The 
first  moved  in  a  path  from  central  Anderson  County  to  western 
York  County,  a  distance  of  about  100  miles,  during  the  early 
forenoon,  causing  8  deaths  and  approximately  $2,000,000 
damage,  about  $1,500,000  of  which  occurred  in  the  vicinity  of 
Anderson.  'J'he  second  advanced  about  noon  from  northern 
Aiken  County  to  eastern  Florence  County,  in  a  path  of  about 
130  miles  in  length,  causing  tlie  death  of  67  persons,  58  of 
whom  were  killed  in  Richland,  Sumter,  and  Florence  Counties. 
The  property  damage  was  estimated  at  $1,000,000.  A  destruc- 
tive hailstorm  occurred  at  Columbia  concurrently  with  the 
passage  of  the  tornado  9  miles  south;  one  person  was  killed  by 
j  lightning,  and  damage  to  property  approximated  $60,0(^0. 
General  details  of  these  storms  will  be  published  in  the  May 
bulletin. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
9.3  miles.  The  highest  average  velocity  was  12.1  miles  per  hour 
at  .Savannah.  Ga.,and  iti  the  Section  proper,  11 .6  miles  per  hour 
at  Charleston  ;  the  lowest  average  velocity  was  6.0  miles  per  hour 
atCliarlotte,  N.  C,  atid  in  the  Section  proper,  7.8  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
48  miles  per  hour  from  the  east  at  Charleston  on  the  15th  and 
from  the  southwest  at  Greenville  on  the  30th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  61.6°,  or  0.7°  below  the  normal. 
Tlie  highest  temperature  was  91°  at  Blackvilleon  the  9th.  The 
warm  periods  were  from  the  6th  to  10th,  13th  to  18th,  and  on 
the  21st  and  22d.  The  lowest  temperature  was  24°  at  Liberty, 
Santuck,  and  Walhalla  on  the  2d.  The  cold  periods  were  from 
the  1st  to  5th,  on  the  11th  and  12th,  and  on  the  26th  and  27th. 
The  last  general  spring  killing  frosts  occurred  on  the  2d  and  3d. 


HUMIDITY. 

The  mean  relative  humiditj\  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%:  noon,  59%;  8  p.  m.,  66%. 
The  highest  percentages  occurred  over  the  eastern  and  southern 
counties,  and  the  lowest,  along  the  northern  border. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  snnsliine.  determined  from  9  auto- 
matic records.  wa«  244,9  hours,  or  63%  of  the  possil)le 
amount.  The  average  number  of  clear  days  was  15;  partly 
cloudy,  5.  and  cloudy,  10,  as  against  normals  of  15,  8,  and  7 
da5'S,  respective]}'.  ____ 

RIVER  CONDITIONS. 

Freshets  or  moderate  floods  occurred  in  the  upper  streams 
about  the  5-7th,  ]2-13th,  and  19-22d.  The  Santee  River  was 
near  or  above  flood  stages  at  Rimini  and  Ferguson  throughout 
the  month,  and  the  Pee  Dee  River  at  Mars  Bluff  was  at  or  above 
flood  stage  from  the  14th  to  the  24th.  inclusive. 


PRECIPITATION. 

The  average  for  the  Section.  52  stations  reporting,  was 
5.90  inches,  or  2.84  inches  above  the  normal,  and  the  highest 
April  average  of  record.  There  were  four  well-defined  rainy 
periods,  with  6  to  over  10  inches  in  the  middle  and  northern 
counties  and  less  than  4  inches  in  the  eastern  counties  and  the 
lower  Savannah  drainage  basin.  The  greatest  local  monthly 
amount  was  10.51  inches  at  Trenton;  least  local  monthly 
amount,  3.20  inches  at  Mars  Bluff.     The  greatest  amount  dur- 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 
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CUmatolo^ical  Data  for  April,  1924. 


Stations. 


Counties. 


Eaglern  Portion. 


Blaekville Barnwell. 

Cliarlestou Charleston 

Cheruw I  Chesterlield 

Conway I  Horry 

Darlington .. 
KttingliiiiiK .. 
Fergiison5:+ 
Florence  1. 

Florence  2. 
Garnett. 
Georgetown  . 
Kingstree. 
Mars  Bluff. 

Orangeburg  1 
Orange  burg '2. 
Paris  Island. 
Pinopolis' 
Kiniini. 

St.  George .  — 

Society  Hill 

Sunimerville 
VVerlgefieltl . 
Veniassee. 

Division  means  and 


•lIVs^piH  Porllou 


Ail<en 
Anderson 

Dlairs  

Calhoun  Fulls — 
Camden 

Catawba 

Chappolls 

Chester 

Clemsoii  College 
Columbia 

Due  West Abbeville 

Edgelield Edgefield 

Gaston  Slioals  tt... 

Greenville 

Greenwood 

Heath  Springs 

Kersliaw 

Landruni 

Laiirens 

Liberty 

Little  Mountain. .. 

Newberry 

Pelzer , . 

Saluda 

SaTituck 

Spartanburg 

Trenton 

Walhalla 
Winnsboro 
Winthrop  College  tt. 

Division  meana  and 

-Section  means  and 
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Observers. 


Mrs.  P.  B.  Sanders. 
U.  S.  Weather  Ruruatl. 
Koliind  D.  Powe. 
Paul  Quuttlebauni. 

D.  C.  McCall. 
Wm.  B.Gillespie. 
Henry  C.  Savage. 
11.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 
Maner  H.  Kobert. 
A.  1'.  Hazard. 
Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

t'.S.  Fisheries  StHtlon. 
State  A.  and  M.  College. 
1 1 .  S .  Na  val  A  erological  Sta. 
.Miss  IC.  I',  liavenel. 
Boykiu  K.  Cautey. 

R.  L.  Utsey. 

E.  D.  Fields.  Jr. 
E.  P.  Lawtou. 
W  Hampton  Ramsey. 
W.  C.  llntson. 


Frank  B.  McC'oy. 
H.  II.  Kussell. 
Esther  B.  Owens. 
1,.  M ,  I'arkor. 
Henry  A.  Brown. 

.Iiimes  C.  Faris. 
George  V.  Clamp. 
,1.  C.  Ct)rnwell. 
Prof.  V.  H.  H.Calhoun. 
II  S.  Weather  Bureau. 

U.  S.  W.  B.  Aerologicnl  Sta. 
.).  A.  Town.send. 
S.  C.  T,t..  Power  A  Ry.  <'o. 
U.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

J.  Marvin  Bowers. 
John  W.  Hamel. 
R.Hartwell  Wilds.  D.D.S. 
L.G.  Roff. 
O.F.  Boggs. 


The  departures 
determining  section 

t  Also  on  other 
piited  from  observ 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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c  Daily  Precipitation  for  April,   1924. 


Stations. 

Drainage- 
basins. 

Day  of  month 

. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22     23 

24 

25 

26     27 

28 

29 

30 

31 

* 

c 

Easfeni  I'ortion. 
Blftckvillellll 

Edisto 

.15 
.79 

1.62 
2.  42 
1.63 

.82 
1.84 

1.22 
3.55 
1.41 
1  36 

.12 

'.'42 
.61 
.20 

.15 
T. 

.70 
.56 
.34 
.26 
.42 

.80 
.37 
.66 
.82 
1.07 
.60 

.62 
3ft 

35 

.05 

.73 

T. 

.05 

.02 

T. 

't.' 

.53 

'.'68 
.22 
.32 

.17 
.44 

.31 
.20 
.05 

.10 

.35 

.06 

T. 

.23 

.06 

.55 
.33 

'."is 

.05 
.40 

.15 
.60 
.44 

4.12 

Charleston  *'* 

T. 
L22 

.80 
.91 

.46 
1.01 
.71 
.62 
.02 
.30 

.83 
.75 
.50 
.30 

T. 

1.06 

'.'■is 

T. 
T. 

T. 

.16 
.12 
.10 
.16 

.12 

5.78 

Cherawllll  

Pee  Dee 

4.69 

Conway  llll 

Waccanniw  ... 

.15 

.08 

.11 

.08 

.27 

3.35 

T. 

.... 

4.09 

Ettinsham  1 1| 

Lynciies   

3.59 

Ferstiison  1 1 

30 

.10 

.19 

.... 

.59 
T. 

.... 

6.88 

Florence  1  j  j 

Pee  Dee 

T. 

T. 

.20 
.15 
.03 

.05 
.06 

■f. 

.07 
.06 
T. 

'i'.' 

.26 
.17 

3.67 

Florence  2|  ll 

do   

T. 

3.62 

Garnett 

Savannah 

.78 

.65 
2.00 

1.55 
1.10 
2.40 
2.50 
.20 

.71 

T. 

1.04 
.56 

4.40 

3.86 

Kinprstreellll    

Black  . . . 

T. 

.10 
.40 
.02 

T. 

.15 

.... 

.25 

.... 

... 

.... 

T. 

3.65 

Mars  Bluff 

Pee  Dee 

3.20 

Edi.sto 

do 

.02 

96 

L84 

.15 
.18 

.60 
1.15 

.89 

T. 

.60 

T. 
.06 

4.69 

OrauffebtirfiT  2  . 

..   . 

.47 
.32 

'.'63 

.47 

6.08 

(;oast  

.... 

.... 

L48 

.02 

.05 

4.83 

Pinopulis             , 

Rimini  |||| 

Santee 

.85 
15 

2.01 
2.00 
2.10 
3  65 

.82 
.55 
1.20 
L13 
1.10 
.50 

.61 
1.04 
.14 
.65 
.70 

.94 
.10 
.98 
.70 
1.56 

.83 
1.16 
1.08 
.50 
.47 

1.24 
.66 

1.85 
.85 
.30 

1.75 
1.49 

.68 
.58 
1.04 

.63 
1.59 
.60 
.81 
.90 

.45 

.65 

1.62 

.03 

.40 
.70 

'.'os 
'.'5i 

.11 

.40 
.70 
.20 
•23 

4.93 

St.  George 

Kdist<i 

T. 

.80 

.60 

.05 

'.'20 
.55 

T. 

.05 
.07 

.... 

'."is 

5.45 

Society  11  ill  l||| 

Pee  Dee 

Asliley 

Wateree 

.04 

.58 

'.'76 

.22 
.55 
.70 

6.40 

'f.' 

6.95 

We<lgefieUl 

.  70!2.  55 

.70 

6.10 

Yeuiasseellll  . 

.06 

1.07 
1  25 

1.94 
•'  25 

.56 
.57 

.04 

.11 
.28 
.42 
.20 
.18 

'.'so 

.11 
.06 

'.'io 

.48 
.07 

4.16 

Wclerii  I'oi/ion. 
Aiken 

Kdlsto 

.50 
.22 

.05 
.10 

'.'67 
.02 

'.'65 

.03 

15 

'."io 
".'i7 

.08 

.50 

".'87 
'  00 

1.23 
3.18 
.46 
.18 
.03 

.25 
.52 

.... 

6.50 

An>ler.son 

Savannah  

67 

1.25 
.34 

1.20 
.18 

.30 

.05 

.54 

1.90 

.11 

.02 
.07 

8.15 

BUilrsllll 

Broad 

.04  1.31 

.18 
.10 

.08 

'.'•ii 

.36 

1.20 
.85 
1.64 

.57 
1.50 

.05 

.38 
.20 

... 

. .. . 

4.54 

Calhoun  Falls  ||1| 

Savannah  

1.80 
1  95 

■ 

T. 

5.49 

taniden  |||1 

Wateree 

m 

4.88 

(hilawhalll  

Catawba 

Saluda 

Broad  

.03 

.15 

.81 
1.69 

1.76 

X6 

2.06 
1.99 
2  00 
1.70 
91 

.16 

'.'65 
.40 

.40 
.40 
.06 

.27 
.10 

'.'65 

5. 63 

(;iiapi)ells  1 II 

5.35 

Chester 

6.05 

(Mein.Mni  College 

Savaunah  

Congarce  .. . 

7.25 

Columbia"*  

.48 

.59 
.16 
..38 
.51 
.03 

.20 

.02 
.04 

'!62 

.05 
T. 

'.'6i 

.04 

T. 
.56 

'.'so 

.49 

.48 
1.53 
1.14 

1.14 

.74 

.38 
.14 

2.15 
.90 

2.75 

.60 

.68 
1.24 
.86 
.75 

1.10 
1.84 
2.53 
.20 

.88 

T. 
.01 

.03 
.07 

.15 
.12 

.13 
.38 

1.00 

.27 
.38 
.95 
1.44 
.46 

.31 

.25 
1.82 

.86 
1.6S 

.30 
.63 
1.10 
.60 
.80 

1.06 
1.28 
1.56 

6.66 

Due  West*** 

Savannah  

Saviiiinali 

T. 

.44 

;!  4V 

T. 

T. 

i.'43 
.60 

i.'os 

5.61 

E.lKelie|.|  ||!| 

.60 
.25 

';35 

9.04 

Gaston  Shoals  l!l| 

Broad 

SahK'a 

<U) 

T. 

.07 

T. 

1.09 
.22 

.50 

.93 

.28 

2. 52 

1.75 
2.50 
1   34 

.31 

'.'is 

.18 
.09 
.12 

.01 

10 
.13 
.08 

.25 
T. 

.28 

.08 
.53 
.10 

'."28 

6.25 

Greenville     *♦• 

Greenwood  l||| 

T. 

.09 

7.02 
6.21 

ricHth  Springs 

Waleri'e 

4.91 

K.Tshaw  ,111 

Lynches 

.20 

1.18 
.16 
T. 

.14 

.04 

5  48 

Laiidrnni 

Broad 

Saluda 

Savannah  

Saluda. 

'.'oi 

T. 

.48 

1.08 
.53 
.30 

.40 
S4 

.11 

.51 
.03 
1.25 

.29 
.48 
.28 
.14 

.40 
.10 
L60 

.'26 

'.'io 
.49 

.06 
■f.' 

9.68 

Laurens 

I.  01  1.41 
.70   .70 

.  85  2.  56 
1.00i2.  20 

f 

T. 

.11 

.05 

T. 

6.79 

Liberty  

7.68 

Little  Mountain 

.20 
.07 
.42 
.44 
.07 

.48 
T. 

i.'se 

.30 

'.'■24 

't" 
T. 

.10 
.10 
.08 
.08 
.07 

.12 
09 

'.'is 

.02 
.17 
.04 

.01 

07 

.10 
'.'62 

'f.' 
.11 

6.86 

Newherry  .... 

•Saluda 

6.98 

Pel/.erllll 

do 

do 

T 

■.65 

.03 

.26 
1.24 

.86 

.05 
1.20 

S3 

1.48 
2.36 
1.71 

1.63 
3.50 

1   47 

.05 
.05 

T. 
.14 

.48 

.05 
.79 
.33 

6.17 

Saluda 

.02 

'.'67 

7.80 

SantucI: 

Broail 

do 

Edisto 

.34 

T. 
.03 

6.08 

Sparta nliiirg'  |||| 

.21 

.08 
.03 
09 

.20 

6.85 

Trenton 

10.54 

Walhalla 

.01 

.20 

.01 

'.'76 

.20 

.05 

.05 

'.'io 

9.22 

Winnshorollll 

Broa<i 

2.62 

.37.... 
1.70 

5.81 

Wliitlirop  College 

(7ata\vbii  , . . 

.70 

1.  40  .  isl 

.70 

7.73 

1 

Except  as  otherwise  indiiated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
olr^ervHtioii.  nil  I'recipilation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitiilion  is  for  the 
24hour  period,  midnight  to  midnight.    *  Precipitation  incUideil  in  the  next  following  measurement.    tSeparnte  dates  of  falls  not  recorded.    '1'.  Trace,  or  less  than  O.ul   inch. 


COMPARATIVE 

DATA  FOR  APRIL. 

'I'M 

miierature. 

Precipitation. 

Average  n  umber  of 
days. 

Si 

!!i 

>  c  *" 
0. 

Year. 

Temperature. 

Preciiiitation. 

.Average  n  u  m 
days. 

ber  of 

Year. 

0) 

1 

5 

0 

a> 

> 

b£.t^  ^  a; 

mi 

0 

si 

"5 

0 
5 

i 

tc 

s 

9 
1 

1 

0 

s 
0 

0 

0. 

1,887 

62.3 
frl.6 
62.4 
62.  8 
63. 2 
62.8 
66.7 
62. 0 
61.4 
66.9 
62. 2 
58.0 
60.0 
62.4 
56.0 
60.4 
60.4 
59.2 
62.8 
65.1 

94 
95 
93 
94 
92 
88 
94 
95 
94 
98 
95 
92 
91 
90 
89 
91 
88 
89 
92 
93 

28 
31 
30 
31 
26 
29 
34 
.30 
28 
30 
31 
26 
27 
24 
30 
24 
26 
21 
25 
28 

2.09 
1.33 
2.01 
2. 02 
1.66 
1.13 
1.30 
2.01 
5.55 
1.31 
3.24 
5.05 
3.02 
5.41 
5.03 
2.18 
2.95 
1.34 
3.83 
1.39 

5 
4 

6 
6 

1907 

56.4 
66.6 
63.9 
63.4 
61.6 
64.3 
61.2 
63.7 
6.3.1 
61.6 
64.9 
61.0 
62.4 
61.4 
63.3 
64.5 
61.5 
61.6 

62.3 

89 
95 
96 
95 
91 
91 
90 
98 
96 
93 
96 
92 
92 
94 
91 
95 
94 
91 

98 

20 
31 
30 
32 
30 
32 
30 
30 
25 
24 
28 
32 
24 
26 
27 
33 
18 
24 

18 

4.40 
4.75 
2.95 
1.71 
2.95 
4.24 
2.00 
2.86 
1.47 
L79 
3.34 
5.82 
2.10 
5.13 
2.43 
5.11 
3.4S 
6.90 

3.06 

10 
9 
7 
5 
8 
9 
6 
7 
4 
5 
7 

11 
5 

10 
6 
8 
9 

10 

7 

10 
11 
14 
15 
12 
14 
20 
14 
20 
18 
20 
11 
20 
13 
16 
14 
15 
15 

16 

13 

10 
9 

10 
9 
5 
4 

10 
6 
8 
6 
9 
5 
6 
8 
7 
f- 

5 
8 

7 
9 
7 
5 
9 
11 
6 
6 
4 
4 

11 
6 
9 

1^ 

7 

sw. 

IKHS... 

sw. 

nu. 

sw. 

sw. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

n. 

ne. 

nw. 

w. 

w. 

sw. 

sw. 

sw. 

1908 

sw. 

1889 

1909 

sw. 

1890 

1910 

sw. 

1891 

1911 

ne. 

1892 

1912 

sw. 

\mi 

6 
6 
10 
4 
9 
8 
7 
9 

7 
8 
6 
9 

4 

15 
15 
12 
14 
16 
16 
12 
12 
15 
15 
14 
14 
15 
20 

10 
10 
9 

11 

6 
7 
9 
9 
6 
9 
9 
8 
8 
6 

5 
5 
9 
5 
8 
7 
9 
9 
9 
6 
7 
8 
7 
4 

1913 

1914 

sw. 

189) 

w. 

1895 

1915 

w. 

1896 

1916 

w 

1897 

1917 

sw. 

1H9S 

1918 

sw. 

1899 

1919 

s. 

1900 

19-20 

sw. 

1911 

1921 

s. 

\9iy2 

19'2 

sw. 

190:J 

1923 

1924 

Period 

w. 

1901 

y 

1905 

sw. 

1906 

' 


mm. 
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Daily  Temperatures  for  April,   1924. 


Stations. 


Eauterii  Poiiioii . 

„,     ,    .,,  i  Maximum  . 

BlaPkville LMinimum., 


Charleston  ... 
GherawsSiJ  .... 
Conway 

Darlington  S^sV 


Ferguson  sH^ 

Florence  1  

Garnett 

Georeetown 

Kinustree 

Orangeburg  1.. .. 


)  Maximum  . 

•  i  Minimum.. 
\  Maximum  . 

•  )  Minimum. . 
J  Maximum  . 

■  '  Minimum.. 
(  Maximum  . 

■  I  Minimum.. 

)  Maximum  . 

■  (  Mininunn. . 
)  Maxinnun  . 

■  (  Minimum.. 
)  Maxinnun  . 

'■  I  Minimum.. 

)  Maxinnun  . 
••  (  Minimum.. 

j  Maximum  . 

•  (  Minimum.. 
S  Maxinnun  . 

••  (  Miniminn.. 


T,     •    T  1      i.iA  S  Maximum  . 

Pans  Island^ i  Mininunn., 

,,^   „  S  Maximum  . 

St.  George (Minimum. 

.,     .  .     ,,.,, ,,.,  i  Maximum 

Society  llillS^* )  Minimum. 

„                .,,  s  Maximum 

anmnieiville i  Minimum. 

,,,   ,     a  ,j  )  Maximiun 

\\eclgefleld i  Minimum. 

.,  S  Maximum 

^emassee j  Minimum. 


Wenteiii  I'lirlioii. 

...  .     j  Maxitnum  . 

*"""' ■ I  Minimum.. 

.     ,  .        ,     i  Maxinnun  . 

'^n'lerson -■••)  Mininunn.. 

„  ,,  ,,  ,,  ,(,.  i  Maxinnun  . 

Calhoun  I'allslMS 1  Mininunn.. 

,      ,,,,  )  Maxinnur  . 

Cft'iKle"':^'^ J  Minimum.. 

_.      .  S  Maximum  . 

Chester i  Minimum.. 


r;lemsou  ('ollege  . . 

Columbia 

Due  West...... 

Greenville. 

Greenwood    ....... 


Heath  Springs 

Kershaw 

Laiidrum 

Laurens 

Liberty , 


LittU  Mountain  ... 

Newberry 

Saluda 

Sa-ntuek 

Spartanburg ; 


Trenton 

Walhalla 

Winnsboro  W 

Wiiithrop  College  . 


(  Maximum  . 
I  Minimum. . 
)  Maximum  . 
(  Minimum. . 
\  Maxinnun  . 
t  Minimum. . 
j  Maxiimun  . 
/  Minimum, . 
>  Maxinnun  . 
i  Mininnuu. . 

S  Maxinmm  . 
(  Mininnim. . 
\  Maxiunim  . 
(  .Minimum. . 
■i  Maxinnnu  . 

•  )  Minimum. . 
S  JIaxinuun  . 

■  I  Minimum. . 
\  Maximum  . 

■  I  Minimum.. 

(  Maxfmum  . 

■  (  Minimum. . 
j  Maximum  . 

•  (  Minimum. . 
j  Maximum  . 

■  '  Minimum.. 
S  Maximiun  . 

•  '  Minimum. . 
j  Maximum  . 

•  /  Minimum. . 

t  Maximum  . 

•  t  Minimimi. . 
(  Maximum  . 

•  (  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 
j  Maximum  . 

•  (  Minimum. . 


69 
5fi 
5» 
i-2 
58 
43 
67 
44 
60 
41 

59 
43 
66 
53 
5.i 
45 
53 
44 
56 
42 

56 
48 
62 
49 
51 
40 
55 
45 
56 
40 

62 
4' 

62 
49 
66 
50| 
60: 
47 
65 
41 

67 
52 
56 
39 
62 
43 
58 
45 


44 


80     85 


84 
54 
83 
51 
72  85 
45  49 
70  84 
45     52 


58      53 


44 

31 

52 

57 

47 

46 

50 

58 

45 

43 

48 

57 

43 

41 

50 

55 

47 

42 

60     81 
46     45 


50     46 


66 
59      60 


83 

57     III 

82      74 

531     60 

80 

52 

82 

61 


59 

72 
61 
68 
51 
76 
5' 
72 
55 

73 
5' 
74 
5f 
80 
60 
73 
56 
76 
58 
74 
59 

70 
61  62 
80  78 
61      61 

731     79 


58 
76 
55 
72 
59 
72 
57 
76 
55 

73 
50 
78 
52 
76 
63 
75 
59 
73 
55 

74 
50 
75 
56 
77 
54 
76 
55 
76 
56 

75 
58 
71 
54 
81 
55 
72 
55 


63 


431     48 


21 

22 

89 

87 

45 

58 

74 

82 

60 

65 

81 

82 

46 

47 

78 

84 

48 

61 

80 

84 

46 

61 

82 

82 

45 

58 

81 

87 

50 

62 

86 

84 

51 

59 

76 

85 

48 

65 

7<: 

84 

,50 

61 

85 

84 

51     69 

82 
59     64 

831     82 


48  46 

83  84 

61  57 

83|  82 

52  62 

82!  83 

48  58 


53 
80 
61 
77 
57 
76 
55 
78 
57 

78 
51 
85 
58 
78 
5' 
79 
59 
71 
65 

79 
56 
79 
68 
78 
60 
80 
60 
80 
53 

79 
.59 
75 
56 


45 
81 
50     66 


40 


51     59 
79     65 

59|    54 


86      67 
49      55 


Mean. 


51 

66 
54 1  49 
75  62 
51   -  45 


75     73 

47  48 
73  74 
48 
78 
53 


U 


62 


76     74 
53     53 


65 


«77.5 
51.0 
71.4 
56.7 
72.1 
48.2 
75.9 
50.8 
73.8 
49.3 


Reference  letters  (».  >>.  ■:).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  >>  represents  two  days  missing,  etc. 
W  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


Uf^^^ 
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No. 


OENERAL  SUMMARY. 

p.  The  month  was  far  down  in  the  group  of  cold  Mays,  and 
precipitation  averaged  above  normal,  but  was  badly  distributed. 
There  were  three  tornadic  storms  during  the  month. 

On  account  of  rather  persistent  cool  nights,  with  wet  soil 
in  the  northern  counties  and  semi-drought  in  large  areas  of  the 
coastal  plain,  cotton  and  corn  germinated  irregularly,  and  these 
crops  were  backward  and  in  all  stages  of  advancement;  on  the 
whole,  the  stands  were  fair  to  good,  and  cotton  chopping  made 
ai)Out  the  usual  progress,  except  in  some  sections  of  the  northern 
counties.  Toi)acco,  truck,  gardens,  and  other  lesser  crops  also 
reflected  these  conditions.  Wheat,  oats,  and  rye  began  head- 
ing about  May  1,  and  harvest  became  quite  general  toward  June 
1,  with  fair  to  good  results,  except  poor  winter  oats,  due  to 
'xinter  killing.  Large  quantities  of  early  truck  and  white  po- 
tatoes were  harvested  during  the  last  half  of  the  month.  To- 
bacco and  sweet  potato  transplanting  progressed  rapidly,  and 
these  crops  had  become  vigorous  by  the  close  of  the  month. 
The  native  strawberry  season  closed  about  June  1,  when  early 
peaches  began  to  appear  on  market;  other  fruits  were  in  good 
condition. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.91  inches.  The  highest  pressure  was  80.14  inches 
at  Wilmington,  N.  C,  on  the  26th,  and  in  the  Section  proper, 
30.13  inches  at  Due  West  on  the  19th;  the  lowest  pressure  was 
29.50  inches  at  Asheville,  N.  C.  on  the  8th,  and  in  the  Section 
proper,  29.52  inches  at  Greenville  on  the  same  date. 


The  monthl.v 
ports   of   41  stations 


TEMPERATURE. 

mean  for  the  Section,  determined  from  re- 
was  68.0"^,  or  3.1°  below  the  normal. 
The  highest  temperature  was  96°  at  Summerville  on  the  21st. 
There  were  short  warm  periods  from  the  4th  to  7th,  about  the 
20t^h,  and  on  the  28th  and  29th.  The  lowest  temperature  was 
33°  at  Landrum  on  the  11th.  The  cool  periods  were  from  the 
Ist  to  3d,  9th  to  17th,  and  22d  to  27,  inclusive. 


HUMIDITY. 

The  mean  relative  hutnidity.  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  74%:  noon.  53%;  8  p.  m.,  64%. 
The  highest  percentages  occurred  in  the  central  and  eastern 
counties,  and  the  lowest,  in  the  Piedmont  sections. 


monthly  amount  was  7.61  inches  at  Florence  No.  2  (Pee  Dee 
Experiment  Station) ;  least  local  monthly  amount,  1.96  inches 
at  Paris  Island.  'J'he  greatest  24-hour  amount  at  any  station 
was  2.36  inches  at  Conway  on  the  21st.  The  number  of  rainy 
days  was  12%  above  the  normal. 

A  small  tornado  near  Mayesville  during  the  evening  of  the 
11th  caused  approximately  $5,000  damage  in  a  short  path  about 
100  feet  wide. 

On  the  27th,  a  tornado  appeared  near  Eureka,  Aiken 
County,  and  was  last  observed  near  St.  Matthews,  Calhoun 
County,  during  the  early  afternoon.  The  path  in  places  ranged 
from  30  to  800  yards  wide.  Two  persons  were  injured,  and  the 
property  damage  approximated  622,000. 

Another  tornado  appeared  near  Florence  during  the  early 
afternoon  of  the  same  date  and  was  last  observed  near  Smith- 
boro,  Marion  County.  It  was  of  the  bounding  type,  and  the 
path  in  places  was  100  to  300  yards  wide.  Three  persons  were 
injured,  and  the  property  damage  was  estimated  at  about 
$18,000. 

Light  hail  occurred  at  Ferguson  and  Kingstree  on  the  11th, 
and  the  tornadoes  of  the  27th  were  attended  by  small  hail  in 
spots. 

(For  details  of  tornadoes  of  April  30,  1924,  see  special  ar- 
ticle on  another  page.)    

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.2  miles.  The  highest  average  velocity  was  12.3  miles  per  hour 
at  Savannah.  Ga.,and  in  the  Section  proper,  10.7  miles  per  hour 
at  Charleston;  the  lowest  average  was  4.2  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper,  6.5  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
47  miles  per  hour  from  the  northwest  at  Greenville  on  the  28th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  307.4  hours,  or  71%  of  the  possible 
amount.  The  average  numl)er  of  clear  days  was  17;  partly 
cloudy,  7.  and  cloudy,  7,  as  against  normals  of  15,  9,  and  7 
days,  respectively.  

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  up-State  streams'of  the 
northwestern  counties  during  the  first  few  days.  The  Santee 
River  was  near  or  above  flood  stages  at  Rimini  and  Ferguson 
throughout  the  month,  except  between  the  25th  and  28th. 


MISCELLANEOUS  DATA  FOR  MAT,  1924. 


PRECIPITATION. 

The  average  for  the  Section.  53  stations  reporting,  was 
4.43  inches,  or  0.75  inch  above  the  normal.  There  were  five 
periods  of  rainfall,  not  very  well  defined,  and  the  amounts  were 
badly  distributed;  in  an  extensive  area  of  the  coastal  plain  and 
the  north-central  interior,  the  measurements  were  less  than  3 
inches,  and  in  the  northeastern  and  northwestern  counties  the 
amounts  ranged  from  4  to  over  7  inches.     The  greatest  local 


stations. 


Aslieville.  N.C.... 

Augusta.  Ga 

Charleston,  S,.C.., 
Clmi4«<e.W."cV.. 
CoUimbia.  S.  C... 

Due  West.  S.C 

Greenville,  S.C 
Savann|f|J(nL. 
WilminJftSTi.  N.C. 
Means  and  ex- ) 
tremes 


V. 


<3S 

Temperature. 

^ 

degrees  Falir. 

£» 

s 

s: 
be 

A 

o 

(a 

?^ 

X 

J 

29.90 

5S.fi 

8fi 

38 

29. 92 

70.0 

9-2 

50 

29.93. 

m 

92 

53 

29.89 

90 

45 

29. 91 

fi9.  6 

91 

51 

29.93 

fi6. 2 

89 

4ft 

il' 

65.2 

>  72.  6 

69.3 

87 
93 

88 

46 
52 
47 

29. 91 

6"  J 

93 

38 

Precipita- 
tion, 
inclies. 


3° 


Wind. 


UNIVEKbiiY  Of  ILLirlOIS 


3.07 
2.73 
2.38 
2. 82 
3.74 
4.19 
3.  3fi 
1.49 
5.02 

3.20 


0.86 
0.95 
0.97 
0.89 
1.12 
1.34 
1.33 
0.85 
1.56 

1.56 


7.8 
5  9 

10.7 
4.2 
6.5 
9.1 
9.1 

12.3 
8.0 

8.2 


nw. 

nw. 

sw. 

sw. 
I  sw. 
I  sw. 

sw. 

w 

sw. 


Mean 

relative 

liuinidity. 


caS 


64 


m 


I 
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CUmatoloRical  Data  for  May,  1924. 


Stations. 


Observers. 


Orangeburg  1     

Orangeburg  2 

Paris  Island 

Piuopolis" 

Kiuiini 


St.  George 
Society  Hill 
Suinnierville 
Wedgetield 
Yeniiissee.. 


Mrs.D.B.  Sanders. 
U.S.  Weather  Uureau. 
Kolunil  \).  Powe. 
Paul  QuattlebaiMU. 

P.O.  McOall. 
\Vn>.  B.tJille.'ipie. 
Henry  <;.  Savage. 
H.  K.Uilbert. 

Pee  Dee  ICxperinient  Sta. 
Jhiner  li.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

r.S.  Kislieries  Station. 
State  A.  and  M.  College. 
I ; .  S .  Naval  A erological  Sta. 
Miss  K.  P.  Kavenel. 
Boykin  H.  Cautey. 

R.  L.  rt.sey. 

E.  1).  Fields.  Jr. 

K.  P.  Lawton. 

\V   Hampton  Kanisey. 

VV.C.  Hulsou. 


Aiken 
Anderson  .... 

Blairs  

Calhoun  Kails 
.Camden 

Catawba  .. 
Chappolls.. 
Chester 

Cleinson  College 
Columbia 

Due  West 

EdgeHeld , 

Gaston  Shoals  It 

Greenville 

Greenwood 

Heatli  Springs 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain 

Newberry 

Pelzer 

Saluda 
Santuck 

Spartanburg 

Trenton 

Walhalla  . 
Winnsboro 
VVinthrop  College  tt. . . 

Division  means  and 

Section  means  and 


Krank  B.  McCoy. 
H.  H.  Itnssell. 
Esther  B.  Owens. 
I,.  M.  Parker. 
Henry  A.  Brown. 

.lames  (;.  Faris. 
George  V.  Clanip. 
.1.  C.  Cornwell. 
Prof.  K.  II.  H.  Calhoun. 
V   S.  Weather  Bureau. 

11.  S.W.  B.  Aerological  St«.. 
.1.  A.  'i'ownsend. 
S.  C.  l,t..  Power  .*  Ky.  (^o. 
V.  S.  Weather  Bureau. 
iM.  M.  Calhoun. 

J.  Marvin  Bowers. 

John  W.  Ham«l. 

K.  Hartwell  Wilds,  l).l).8. 

L.G.  Koff. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
.losluia  Y.  lones. 
W.  S.  Crout. 

E.  W.Jeter. 

F.  P.  Pobinson. 
Mrs.  S.  E.  Long. 
II.  W.  Brandt. 
Kev.  Oliver  Johnson. 
\V.  T.  Claw  son. 


The  departures  from  I 
determining  section  or  ( 

pv!te"d'r.rorr:^rrlad^,gTnPostTffiVTad"dr^^^ 
r  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


>WK<3 
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Daily  Precipitation 

foi 

May, 

1924. 

Drainage- 
basins. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

d 
.0 

Eaulern  roition. 

Blackvillellll 

Clmrlestoii  •** 

rhHraw  nil 

Edisto         

.10 

.86 



1.12 

.67 
T 

1.05 
.03 

1.62 
.60 

1.05 

1.98 

.77 
.65 
.78 
.05 

'.'97 

.12 

T. 
1.63 
2. 36 
1.10 

.94 
.26 
.30 
.40 
.10 

.... 

'.'23 
".54 

'f.' 
.68 
.12 

1.22 

.67 

'.'61 
1.08 
1.20 
1.52 

1.55 
.06 
.85 

1.64 
.12 
.95 

1.88 
1.18 
.32 
.15 
.12 
.68 

1.16 

.05 
.10 

'.'17 

.14 

.27 
.25 
.21 

.40 

'f.' 
.10 

.06 

't'.' 

2.58 

(Joast 

Pee  Dee 

Waccaniaw  .. . 
Pee  Uee 

Lynches 

'.'42 

T. 

.41 

.18 

".Vi 

.09 

.28 
.28 
.50 
.30 

2.38 

.15 
.11 
.53 

.22 
.23 
.63 
.83 

7.11 

Conway  llll 

5.60 

1.21 

.97 
2.13 
1.35 
1.97 

.13 
T. 

7.57 

Etliiiglmtii     II 

6.71 

3.72 

Pee  Dee 

lie 

.18 
.2-.> 

.10 

2.00 
1.33 

.05 
.23 

6.36 

irinrpiK'p  2     1 

.... 

".04 
.... 

.81 

T. 

.95 

T. 

.'76 
.39 
.73 

.10 

« 

1.84 
.47 
.95 
.11 

.29 
.12 
.05 
.15 

.10 
.03 
.55 
.18 
.89 

.30 


7.61 

.29 
.55 

tv 

.80 
.15 
.45 

.85 

2.54 

(Jeorgetown 

Kinir^itrpellh 

Coast 

Black 

.04 
.58 
T. 

.30 
.35 
.30 



1.29 

.15 

3.75 

.55 
1.19 
.65 

"m 

.80 
.70 
.89 

.85 
.45 

.02 
1.58 

.84 
'.'25 

.23 
.15 
.20 

5.51 

Mars  Hluff 

Pee  Dee 

ICdisto 

do 

6.18 

.12 

2.73 

53 

.41 
.60 
.76 

.34 

3.01 

Paris  Island 

Coast  

.... 

.14 
.50 

.55 

.01 

1.96 

.05 

.45 
.40 
.05 

3.17 

Khniiii  llll 

.40 
.10 

.80 

.80 

.90 
.60 

.32 
.2*2 

4.93 

Edisto 

Pee  Dee 

.05 
.08 

* 
.03 

L12 

2.49 

$3i>cliif  V  II  ill  llll 

.24 
.54 
.40 

.24 

L79 

.40 

.75 

'.'os 

.3h 
1.10 
.02 

.06 
.04 
1.05 
1.00 
.54 

.87 

90 

40 

1.35 

'."52 

6.92 

.61 

1.40 
1.05 

.30 



.84 

.30 

4.54 

Wptlffpfipld 

.35 

.20 

1.05 

.25 

.65 
.11 

.27 
1.30 

'.'08 

.05 
.23 
.30 
1.10 

.18 

1.18 
.15 
.25 
.14 
.32 

.11 

6.65 

.46 

'.'i4 

.15 

'.'76 
.40 
.40 

1.02 
.98 

.03 

.08 

.7< 

.55 

'.'94 
.40 
1.30 

.74 

2.41 

Wfleni  I'oiUim. 

Kdisto 

Savannah  

Ilioad 

Savannali 

Wateree 

Catawlia  

Salnda 

Bioad  

Savannah 

■.07 
.03 
.20 
.90 

.21 
.32 

.03 

iV 

.07 

.07 
.10 

1.11 
1.43 

'.'is 

'.'46 
1.60 
1.12 

1.05 

'.'50 
1.33 

1.12 

i.'69 
.93 
1.70 

.79 
.95 
.62 
1.11 
.51 

.50 
1.47 
1.52 

'[76 

'.'19 
.92 

1.25 
.60 

.45 
.93 

'.'55 

.16 
1.02 
.61 
.31 
1.04 

'.'74 
.28 
.01 
.30 

'.'48 
T. 
.03 

.70 
.31 
.62 

.  77 
.35 

2.39 

■.'64 
.15 
.35 

.26 
.05 

4.41 

BlaJrsllll     

.21 

.46 
.45 
.26 

3.79 

Cullionii  KallH  llll  ... 

T. 

T. 

.46 

'.'06 

i.'25 

4.33 

5.54 

(;»tau'l>a  llll 

Chainiellslill 

.04 

'.'53 

.50 
.11 
.15 

.06 

2.89 

1.27 
T. 

.47 

4.91 

Chester 

.32 

1.15 

4.34 

Cl4*iii.<<<)ii  Oojlt'xe 

4.64 

Columbia'"  

Coneareo 

Savannah 

T. 

.28 
.25 

T. 
.19 

.19 
.03 

.01 

.27 

.11 
.10 

'.'43 

3.74 

Due  West*** 

T. 

4.19 

K<l|fi'(ielil  llll 

Savannah  

Hroad 

Sahida 

1.10 
1.54 

.46 
.33 

1.09 
.30 
T. 
.47 

i.'ie 

.04 

.23 
.62 

i.'47 

'a'.' 

4.78 

Gaston  Shoals  nil 

(Jivpiiville     ••• 

.... 

'.'69 

.20 

1.61 
.01 
.33 

.06 
.21 

.28 
.10 
.25 

.23 
.12 
T. 

03 

.04 
'.'67 

■.'37 

.57 
.88 
.56 

.54 
.19 
.82 
1.02 
.75 

.90 
.87 
.74 

.75 

.87 

.75 
.55 
.48 
.15 
1.05 

■;62 

.03 
.20 
.35 

.98 

.03 

.46 

.05 
63 

'.'6i 

.30 

6.48 
3.36 

CJreeiiwot)*!  llll  .... 

do 

.12 

.05 
1.00 

.03 

.03 

.50 

.56 

5.84 

Hoath  Si>i-iii(fs  

Wateree 

Lynches 

liroad 

.06 

3.88 

KiTshaw  .III 

.03 

.03 

'.'6i 

'.'29 
.10 
.30 

.'06 
T. 

.27 

.26 

T. 

.02 

.10 

4.62 

Liftiiilriiiii 

•.^'> 

.22 

.06 

4.00 

.08 
T. 

.36 
.14 

.95 
1.10 
T. 

.98 

.48 

.02 

.80 
.13 

'.'65 

.90 
.37 

.27 
.55 

•48 

.m 

.25 

.35 
.38 
1.05 
T. 

3.52 

l.ilieriy 

Little  Moiiiitalii 

.12 

3.93 

Sahida 

'.'06 
.18 
.08 
.05 

.15 

.33 

.45 
1.62 

"34 

3.92 

NVulit'iry 

PhIzhi-IIII 

Salnda 

do 

do 

i.'26 
.04 

1.07 

1.30 

.'36 

.02 

6.65 

.16 
.15 

T. 

4.57 

Saluda 

.02 
.35 

T. 
.20 

f.' 

.24 
.73 

'.'26 
.01 

3.42 

SaiiUK'k 

Kroad 

do  .... 

.15 
.06 

T. 

.24 

.06 

.16 
.25 
05 

.05 

.09 

t.' 

.52 

.20 

.04 

4.01 

Spartanlinrs  |||| 

.30 

4.3S 

Trenton 

ICii.sto 

T. 

.19 
.19 

'.n 

4.15 

Walhalla 

'.'•28 

4.57 

Winnsliorollll 

Broad  

.36 

.10 

.10 

.52 

1.06 
.22 

.26 

.82 
.50 

4.42 

VVinlliroi)(;olloKO 

3.68 

Kxcept  as  otherwise  indicated,  ohservations  are  Reiierally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endinpr  at  the  time  of 
observation.  ||||  Precipitation  measnred  in  the  morniiiK;  amount  then  recorded  is  for  the  precedinit  24  honrs.  ***  ReKiilar  Weather  Knrean  station:  precipitation  is  for  the 
24-honr  period,  midiiieht  to  iiiidiiiifht.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    'I'.  Trace,  or  less  than  0.01   inch. 

COMPABATIVE  DATA  FOB  MAY. 


Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

^6 

IT- 

0. 

Year. 

Temperatnre. 

Precipitation. 

Average  nnin 
days. 

ber  of 

t«6 

Year. 

i 

4-» 

5 

6 

t 
< 

^•co  0 

0 

1 
0 

6 

3 

6 

I 
> 
< 

<^a  0 

1^ 

ft,  0 

E 

0 

'3.-K 

>  c 
0. 

I8li7 

72.5 
70.2 
71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 
70.7 
70.6 
73.4 
70.7 

97 
99 
101 
95 
100 
94 
97 
98 
101 
104 
97 
106 
100 
96 
99 
101 
104 
99 
99 
99 

41 
33 
35 
30 
36 
39 
38 
38 
34 
42 
38 
39 
45 
38 
40 
42 
44 
38 
42 
30 

3.17 
7.51 
1.97 
5.44 
3.57 
3.63 
4.13 
3.43 
4.36 
2.74 
2.39 
1.35 
1.68 
2.37 
7.31 
2.69 
2.69 
2.04 
5.70 
3.00 

10 
11 
5 
10 

1907 

70.8 
71.8 
69.6 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
73.8 
66.3 
72.6 
71.0 
67.6 
68.1 
71.0 
68.0 
68.0 

71.1 

96 
96 
100 
99 
106 
101 
101 
105 
98 
103 
98 
100 
96 
94 
98 
98 
94 
96 

106 

41 
36 
35 
40 
35 
43 
38 
42 
46 
42 
31 
31 
42 
42 
36 
38 
31 
33 

30 

4.51 
2.92 
4.26 
4.03 
0.65 
4.08 
2.13 
0.83 
7.20 
2.44 
3.09 
3.48 
5.23 
1.77 
5.30 
6.89 
6.44 
4.43 

3.68 

10 
7 
8 
8 
3 
9 
6 
3 
11 
6 
7 
7 
11 
6 
10 
12 
12 
9 

8 

11 
16 
14 
15 
20 
16 
19 
18 
11 
20 
18 
19 
12 
16 
12 
12 
12 
17 

15 

12 
11 
12 
10 
8 
6 
6 
10 
11 
7 
7 
8 
11 
9 
10 
8 
7 
7 

9 

8 
4 
5 
6 
3 
9 
6 
3 
9 
4 
6 
4 
8 
6 
9 
11 
12 
7 

7 

sw. 

1888 

1908 

sw. 

1389 

nw. 
sw. 
ne. 

1909 

sw. 

1890  . 

1910 

sw. 

1891 

1911 

ne. 

1892 

1912 

sw. 

1893 

9 
9 
9 
8 
6 
5 
5 
5 

11 
8 
9 
7 

13 

13 
10 
11 
14 

18 
18 
15 
19 
13 
15 
12 
18 
12 
17 

9 
16 
12 
13 

8 
10 
10 

10 
10 
9 
8 
9 
6 

9 
5 

8 
4 
5 
3 
6 
6 
8 
6 

10 
5 

10 
8 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

s. 

sw. 

sw 

1913 

sw. 

1894 

1914 

sw. 

1895 

1915 

w. 

1896 

1916 

sw. 

1897 

1917 

w. 

1898 

1918 

sw. 

1899  . 

1919 

s. 

1900 

1920 

ne. 

1901 

1921 

ne. 

1»>i  . 

1922 

se. 

1903 

19-23 

1924 

e. 

igi'M 

w. 

1905 

Period 

1906. 

iW. 

;     I  1 


20 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


May,  1924 


Daily  TemperatureB  for  May,  1924. 


Stations. 


FMstern  Portion. 

„,     ,    .„  (Maximum.. 

Blackville j  Minimum... 

i  Maximum  . . 

Charleston i  Mi  nimum . . . 

.,  Maximum., 

CherawW \  Minimum . . 

j  Maximum  . 

Conway J  Minimum.. 

.^     ,,      .      .,,■  )  Maximum  . 

Darlington** i  Minimum.. 

...  S  Maximum  . 

FeransonSHS \  Minimum.. 

)  Maximum  . 
Florence  1  j  Minimum.. 

i  Maxinunn  . 
Qarnett |  Mininuim.. 

i  .Maximum  . 

GeorBetown ,  Minimum.. 

.,.        .  Maximum  . 

Kingstree j  Minimum.. 

)  Maxin\uni  . 
Orangeburg  1 j  Minimum.. 

„    ■    T  .      ..(A  S  Maximum  . 

Paris  Island** j  Minimum.. 

)  Maximum  . 

St.  George (  Minimum.. 

...,,  1.  i  Maximum  . 

Soi-iety  Jlill*\\ j  Minimum.. 

Maximum  . 
Summerville j  Minimum.. 

„,   .     a  M  Maximum  . 

Wedgefield j  Minimum.. 

i  Maximum  . 
\emassee )  Minimum.. 


Weftern  rmiioii. 


Aiken 

Anderson 

Calhoun  FallssSV 

Oanulens^S^ 

Chester 


Maximum  .. 

Mininnnn... 

Maxinunn  . . 

Minimum. .. 
I  Maxinunn  .. 
'  Minimum. . . 
I  Maxinnnr  .. 
'  Mininnnn... 
I  Maxinuim  .. 
I  Mininuim... 


,,  „  i  Maximum  . 

Clemson  College  ....  j  Minimum.. 
_  ,        .  .  )  Maximum  . 

Columbia j  Minimum.. 

,^      „,    .  j  Maximum . 

Due  West i  Minimum.. 

i  Maximum  . 
Greenville j  Minimum.. 

i  Maximum  . 
Gieenwoml   )  Minimum.. 


Heath  ^Springs  .... 

Kershaw  ..... . 

Landrum 

Laurens 

Liberty 


Maximum  . 

Minimum.. 
I  Maximum  . 
'  Minimum.. 
I  Maximum  . 
I  Minimum.. 
i  Maximum  . 
)  Minimum. . 
j  Maximum  . 
I, Minimum.. 


T  ...1    ,.        .  1              (  Maximum  . 
LittU  Mountain jj, ,,„„, 

.,      .  )  Maximum  . 

Newberry I  Minimum.. 

„  ,    ,  )  Maximum  . 

^"•"•'a i  Minimum.. 

,  )  Maximum  . 

SaiituPk i  Minimum.. 

_       .      ,  )  Maximum . 

Spartanburg J  Minimum. . 

„  )  Maximum  . 

Trenton i  Minimum.. 

„,  ,,    „  i  Maximum  . 

Walhallft j  Minimum.. 

■t.t  \  Maximum  . 

Winnsboro n j  Minimum . . 

....     ,         ,.  .,  S  Maximum  . 

Wiuthrop  College  ...  j  Minimum.. 


76 
57 
71 
56 
75 
54 
71 
52 
74 
48 

73 
51 
74 
56 
71 
51 
69 
51 
71 
51 

72 
52 
75 
62 
69 
55 
74 
52 
71 
48 

73 
51 
74 
52 
73 
52 
74 
49 
70 
49 

74 
53 
73 

48 
74 
51 
79 
50 


61 

88 
53 
88 
53 
87 
54 

84 
52 
89 
56 
90 
65 
90 
56 
88 
53 
87 
52 

83 
61 
86 
52 
91 
55 
88 
52 
85 
56 

79 

50  52 


57 
74 
67 
83 
56 
80 
57 
91  86 
55  56 


79 
54 
72 

48 
76 
45 
79 
48 
76 
46 

72 
43 

51 
73 
45 
71 
46 
72 
19 

74 

49 
78 
49 
73 
48 
75 
44 
73 
42 

73 
49 
75 
46 
76 
45 
75 
43 
74 
45 

77 
50 
73 
42 

75 
49 
75 
49 


52 
76 
50 
80 
46 
79 
49 
83 
53 

77 
43 

54 
76 
46 
75 
49 
75 
50 

75 
53 
80 
49 

78 
47 
77 
45 

42 

75 
50 

78 
46 
78 
47 

42 
78 
45 

80 
57 
78 
42 
7 
52 
77 
55 


85|  90 
54 


80 
54 
85 
51 
85 
49 
84 
53 

81 
49 
84 
67 
81 
54 
80 
59 
81 
52 

83 
52 
84 
49 
83 
52 
86 
54 
84 
53 

80 
52 
84 
62 
83 
63 
84 
49 
84 
63 

85 
61 
86 
50 
84 
62 
85 
54 


54 

82 
65 
81 
62 
81 
63 
85 
61 

85 
55 
87 
64 
85 
54 
95 
59 
86 
62 
85 
53 

81 
61 
84 
56 
86 
58 
84 
58 
86 
61 
83 
52 


18   19 


20 


22 


23 


78  83 
53 


75 
61 
79 
50 
63 
52 
81 
59 
80 
52 
82 
52  47 


46 

73 

53 

70 

4fi 

69 

4 

69 

47 

74 

50 

73 

50 

72 

40 

73 

4 

71 

42 

70 

.50 

71 

49 

73 

4 

72 

46 

74 

48 

74 
48 
72 
44 
73 
49 
74 
49 


69  71 

53  51 


61 
52 
73 
51 
79 
62 
70 
51 

75 
46 
78 
57 
66 
51 
56 
50 
68 
52 

73 
50 
7 
50 
66 
35 
69 
49 
61 
41 

75 
54 
75 
51 
79 
49 
70 
48 
79 
47 


51  57 

81  75 


79  75 
58  64  61 


52  45 


63 

73 
51 
79 
4H 
81 
49 
76 
50 

75 
45 
78 
54 
75 
47 
72 
51 
74 
61 

74 
51 
79 
50 
76 
39 
77 
49 
75 


68  52 


62 
82 
51 
70 
36 
76 
50 
75 
45  45 


53 

75 
69 
73 

54 
72 
58 
71 
53 

71 
54 
71 
55 
75 
55 
85 
55 
75 
54 
71 
54 

74 

58 
70 


83 
51 
85 
51 
84 
49  62 


75 
55 
70 
51 
72 
45 
73 
52 
71 
51 

73 
48 
72 
54 
70 
48 
68 
49 
67 
49 

6' 
51 
72 
62 
69 
44 
72 
51 
71 
45 

72 
54 
72 
52 
72 
62 
72 
60 
71 
45 

72 
52 
73 
40 
71 
52 
71 
49 


65 
73 

48 
78 
46 
78 
63 
75 
50 

76 
47 
77 
53 
74 
49 
72 
49 
73 
48 

70 
50 
77 
50 
72 
41 
77 
46 
76 
41 

78 
•54 
76 
50 
7 
46 
75 
44 
75 
46 


82 
66 
80 
53 
86 
49 
81 
52 
80 
52 

80 
43 
81 
56 
81 
51 
79 
52 
78 
52 

77 
55 
80 
53 
81 
46 
84 
55 
81 
46 

80 
66 
80 
51 
81 
61 
80 
46 
82 
4 

82 
53 
81 
44 
80 
55 
79 
50 


91 
64 

88 
63 
92 
61 
92 
56 
89 
62 

88 
56 
91 
66 
89 
60 
8' 
60 
8* 
62 

87 
62 
90 
61 
90 
53 
90 
60 
90 
53 

88 
62 
89 
62 
91 
61 
90 
5' 
90 
58 

92 
64 
90 
55 
90 
63 
87 
61 


26 


78  81 
64  69 
88 
58 
82 
54 
85 
53 
83 
63 


69 


85  80  86 
55  52 

79 

66 


80 
47 
81 
69 
81 
54 
78 
5' 
79 
54 

77 
62 
81 
51 
79 
48 
82 
50 
82 
48 

82 
54 

82 
62 
83 
51 
82 
48 
82 
50 

84 
56 
82 
47 
82 
54 
81 
56 


65 
83 
65 
76 
65 
76 
64 
76 
55 

80 
62 
83 
61 
78 
65 
79 
65 
78 
63 

81 
59 
81 
64 
83 
62 
80 
62 
81 
60 

84 
65 
78 
65 
82 
66 
85 
63 


29 


89 


30 


Mean. 


63 

79 
69 
83 
60 
79 
61 
80 
59 

91 
49 
83 
62 


85 
60 
81 
70 
89 
69 

92 
76 
86 
71 
83 
59 
89 
61 
86 
68 
90 
72 


80  76 
60  55 


86 
66 
80 
61 
82 
62 
80 
60 
76 
66 

80 
59 
79 
64 
82 
61 
80 
5' 
79 
63 

73 
60 
76 
60 
76 
55 
80 
60 
81 
61 

76 
60 
79 
64 
81 
64 
80 
46 
80 
59 

78 
66 
81 
58 
78 
61 


90 
71 
83 
6' 
86 
65 
89 
65 
79 
60 

84 

62 

8' 

70 

85 

68 

82 

63 

85 

69 

79 

69 

86 

69 

83 

59 

87 

6 

84 

59 

84 
68 
86 
69 
87 
70 
86 
63 
86 


69 
87 
69 
86 
67 
85 
59  64 


66 
81 
66 
85 
69 
81 
66 

83 
64 
84 
69 
80 
65 
75 
63 
74 
67 

81 
67 
82 
68 
75 
64 
79 
66 


80 
67 
82 
62 
85 
64 

82 
71 
84 
65 
83 
58 
83 
55 
82 
62 
86 
66 


85 
65 
76 
60 
81 
61 

m 

69 
80 
69 

85 
66 
81 
63 
77 
60 
75 
58 

59 


55.8 
80.2 
64.6 
80.6 
56.3 
81.8 
57.8 
80.9 
56.6 

82.5 
63.0 
83.1 
58.7 
^84. 2 
'57.9 
83.2 
57.1 
82.9 
67.8 
83.2 
57.1 

79.9 
64.8 
•83.3 
•59.0 
83.3 
65.8 
82.9 
57.4 
81.8 
58.2 
83.1 
66.6 


60 
70 
50 

82 
68 
80 
60 
82 
61 
80 
60 
78 
68 

85 
61 

76 
68 
84 
60 
81 
58 


Reference  letters  C  b.  c).  appearing  in  the  table  indicate  number  of  daysmissing:  for  example,  '  represents  two  days  missing  etc. 
%  ?n'3ent?rre  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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RECORD    BREAKINa    TORNADOES    IN    SOUTH   CAROLINA.    ON 
APRIL  30,    1924. 

Two  of  the  most  violent  and  destructive  tornadoes  in  the 
history  of  South  Carolina  occurred  in  this  Section  on  April  30, 
1921.  These  rotary  storms  were  part  of  numerous  violent  local 
disturbances  prevalent  in  many  sections  of  the  cotton  states,  in- 
cident to  a  cyclone  of  unusual  intensity  that  was  centered  be- 
tween Louisville,  Ky.,  and  Evansville,  Ind.,  on  the  morning  of 
tliat  date,  with  the  barometer  reading  29.38  inches. 

In  the  weather  lore  of  this  State  they  will  be  known  as  the 
Anderson  Tornado  and  tlie  Horrell  Hill  Tornado  because  of  the 
preponderance  of  casualties  and  devastation  at  these  places. 
The  general  paths  are  shown  in  the  accompanying  chart.  Ac- 
cording to  the  Greenville  Piedmont,  the  nearest  approach  to 
these  storms  in  destrnctiveness  was  what  is  known  as  the  Town- 
vilie  Tornatlo  of  some  40  years  ago  in  northwestern  Anderson 
County,  when  a  considerable  number  of  persons  were  killed  and 
injured.  Another  severe  tornado  occurred  in  the  Horse  Creek 
Valley  of  Aiken  County  on  March  7,  1922,  causing  the  death  of 
five  persons,  injury  to  20.  and  property  damage  estimated  at 
$».5,0()0.  The  paths  of  the  Anderson  and  Horrell  tornadoes  are 
shown  in  the  accompanying  chart. 


THE    ANDEKSON    TORNADO. 

The  Anderson  tornado  came  into  this  State  from  northern 
Georgia,  crossing  theSavannah  River  into  Anderson  County  about 
7:30  a.  m.  It  first  became  generally  destructive  at  a  point  some 
two  miles  southwest  of  the  city  of  Anderson,  in  Anderson  County, 
just  Itefore  8:00  a.  ni.,  and  thence  traversed  sections  of  Ander- 
son, Greenville,  Laurens,  Spartanburg,  Union,  Cherokee,  and 
York  Counties  in  a  sort  of  zigzag  patii  to  the  vicinity  of  Hickory 
Grove,  in  western  York  County,  where  it  was  last  observed 
al)Out  11:00  a.m.  The  length  of  the  path  in  South  Carolina 
was  about  100  miles.  The  width  of  the  path  ranged  from  100 
to  1,300  yards,  tlie  latter  width  being  near  Glenn  Springs,  in 
Spartanburg  County.  The  liail  accompanying  the  storm  was 
generally  light  and  scattered. 

On  account  of  the  rather  rugged  topography,  the  funnel 
cloud  l)Ounded  along,  lowering  and  raising  in  many  sections, 
meanwhile  maintaining  its  identity,  according  to  many  reports 
received  from  both  sides  of  its  path,  and  there  was  unmis- 
takeable  evidence  of  rotary  winds  of  great  violence. 

Mr.  Frank  T.  Cole,  Meteorologist,  in  charge  of  the  Weather 
Bureau  Aerological  Station  at  Due  West,  S.C,  visited  the  city 
of  Anderson  during  the  afternoon  after  the  storm,  and  again  on 
May  2.     Following  is  a  portion  of  his  report: 

"The  disturbance  was  purely  tornadic  in  character,  and 
the  small  loss  of  life  can  only  be  explained  by  the  flimsy 
construction  of  the  cottages  in  the  mill  village  and  in  the 


negro  quarters.  Over  half  the  lives  lost  were  lost  in  the 
better  constructed  homes  in  the  residence  section  in  the  vi- 
cinity of  East  River  Street.  Due  to  the  width  of  the  tor- 
nado, it  is  also  possible  that  it  was  not  so  violent  as  x  x 
farther  east  in  the  State. 

"The  tornado  first  (became  destructive)  two  miles  south- 
west of  Anderson,  at  a  place  called  Masters  Store,  where  it 
destroyed  a  store  and  four  or  five  smaller  buildings  in  tlie 
vicinity.  It  then  jumped  the  two  miles  between  Masters 
Store  and  Anderson,  striking  the  town  just  east  of  McDuflie 
Street  at  8:00  a.  m.,  thence  moving  in  a  general  direction 
toward  the  northeast  and  slowly  widening  its  path  and  also 
increasing  its  intensity.  It  jumped  the  slight  depression 
between  the  city  proper  and  the  mill  village,  doing  little 
damage,  but  totally  wrecked  the  mill  village  as  it  moved 
toward  the  two  cotton  mills,  the  Toxaway  and  the  River- 
side. Beyond  the  mills  is  another  depression  running 
across  the  path  of  the  tornado,  and  little  damage  was  done 
there.  The  last  traces  of  destruction  are  visible  about  three- 
quarters  of  a  mile  beyond  the  Toxaway  mill,  where  a  grove 
of  trees  was  almost  totally  destroyed  and  the  house  in  the 
grove  badly  damaged,  though  not  thrown  down  or  un- 
roofed. To  the  south  of  the  mills  a  depression  runs  par- 
allel with  the  course  of  the  tornado,  but  with  no  buildings 
in  it.  Trees  in  this  place  were  thrown  and  twisted  in  all 
directions. 

"  All  the  deaths,  except  one,  occurr«d  near  what  was  the 
center  of  the  disturbance,  but  the  greatest  property  damage 
took  place  at  the  mills." 

Mr.  William  H.  Shearer,  City  Engineer  of  Anderson,  has 
very  kindly  made  the  following  statement  regarding  the  storm 
in  the  southeastern  part  of  the  city  and  its  environs: 

"The  real  center  of  destruction  in  the  city  of  Anderson 
begins  about  300  feet  east  of  South  McDuffie  Street,  and, 
in  width,  beginning  about  100  feet  north  of  East  Franklin 
Street  and  extending  south  about  400  or  500  feet.  x  x 
Almost  directly  south  of  the  beginning  point,  at  a  place 
called  South  Anderson,  in  distance  about  three  miles,  sev- 
eral houses  were  completely  destroyed.  Between  the  towns 
of  Iva  and  Starr,  about  12  miles  south,  was  another  storm 
which  blew  down  a  number  of  houses.  At  Pendleton, 
about  14  miles  northwest  of  Anderson,  was  another  storm, 
blowing  down  a  number  of  houses." 

In  its  movement  toward  the  northeast,  the  tornado  in- 
crea.aed  in  intensity  again  near  Moore  and  Walnut  Grove,  about 
13  miles  south  of  Spartanburg,  where  many  persons  were  injured 
and  much  property  destroyed.  Nine  persons  were  killed  in 
Anderson,  and  available  reports  indicate  that  about  100  were 
injured  and  about  600  rendered  homeless  during  the  progress  of 
the  storm .  The  general  losses  are  estimated  at  about  S2, 000, 000. 
of  which  about  $1,500,000  are  represented  in  Anderson  County. 

THE  HORRELL  HILL  TORNADO. 

What  is  now  called  the  Horrell  Hill  Tornado  first  made  its 
appearance  about  11:00  a.  m.  in  Aiken  County,  about  11  miles 
northeast  of  the  city  of  Aiken,  S.  C,  and  traveled  in  a  serpen- 
tine path  through  the  central  counties  of  Lexington,  Richland, 
Sumter,  Lee,  Darlington,  and  Florence  Counties,  and  was  last 
observed  about  3:00  p.m.  near  Pamlico,  in  eastern  Florence 
County,  having  traveled  a  distance  of  about  135  miles. 

RECORD    BREAKING    HAILSTORM    AT   COLUMBIA. 

As  the  storm  approached  Columbia  about  11 :30  a.  m.  from 
the  southwest,  the  clouds  had  a  most  ominous  aspect,  very  dark 
and  low-hanging,  with  high  thunderheads  of  great  magnitude, 
the  undersheeting  having  a  dull  green  cast.  Artificial  light  was 
necessary  about  high  noon.  When  the  windsquall  broke  over 
(Continued  on  page  2S.) 
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the  cit5',  it  was  attended  by  the  most  destructive  hailstorm  of 
record  for  the  station,  the  largest  hailstones  measuring  1  3-4x2.0 
inches  in  diameter  and  10  inch  thick,  eacii  with  an  ice  core 
only.  The  heaviest  hail  fell  between  11:35  and  11:38  a.m., 
and  hailstones  were  visible  in  the  grass  on  the  grounds  until 
1:30  p.m. 

As  subsequently  learned,  the  northern  end  of  the  storm 
cloud  was  charged  with  hail,  and  in  the  southern  end  was  the 
tornado,  which  crossed  the  Congaree  River  from  Lexington 
County  at  Adams  Pond,  about  9  miles  south  of  Colunibia.  The 
center  of  general  hail  damage  was  apparently  in  Columbia  and 
vicinity,  and  numerous  reports  from  points  on  both  sides  of  the 
tornado's  path  indicate  but  a  small  amount  of  light  hail. 
Thousands  of  glass  panes  in  residences,  cotton  mills,  green- 
houses, and  other  buildings  were  destroyed  by  the  pelting  hail 
and  the  high  winds,  and  15  panes  of  glass  in  the  Weather  Bu- 
reau observatory  were  ruined.  Many  roofs  became  leaky  inci- 
dent to  the  driving  winds,  rains  and  hail,  and  much  property 
was  damaged  by  water.  The  total  losses  are  e.stimated  at  about 
$60,000.  Tiiis  was  by  far  the  most  destructive  hailstorm  of 
record  in  this  vicinity. 

On  May  5,  the  writer,  accompanied  by  two  assistants,  made 
a  general  survey  of  the  region  in  Richland  County  traversed  bj' 
the  tornado,  be;ginning  at  Adams  Pond,  where  the  storm  first 
entered  the  county,  and  followed  the  path  in  cross  section,  as 
near  as  the  roads  would  permit,  to  a  point  near  the  Wateree 
River,  wdiere  the  storm  crossed  into  Sumter  County,  between 
Hagood  and  Horatio.  Later  the  writer  visited  the  storm  region 
in  Lexington  County  from  New  Brookland  to  beyond  Edmund. 

The  uprooted  trees,  lying  at  right  angles  to  the  path,  the 
tangled  debris  in  the  forests,  and  the  demolished  residences  and 
farm  buildings  gave  ample  evidence  of  violent  circular  winds. 
One  large  gum  tree,  in  particular,  in  the  Adams  Pond  swamp 
forest,  had  been  whirled  around,  just  as  one  would  roll  or  twist 
a  sheet  of  soft  paper  between  the  hands,  and  had  fallen  toward 
the  center  of  the  path,  the  tough  fibers  disclosing  a  twist 
against  the  hands  of  a  watch. 

A  singular  feature  of  this  storm  was  the  fact  that  it  re- 
mained in  contact  with  the  ground  during  practically  the  entire 
journey  from  northern  Aiken  County  to  southern  Lee  County, 
where  the  country  became  more  rolling,  and  it  apparently  begaii 
to  bound  as  did  the  Anderson  tornado.  Numbers  of  persons 
were  interviewed,  and  all  stated  that  a  well-defined  funnel 
cloud  of  great  proportions  was  discernible  in  the  rainstorm, 
and  it  was  of  a  blue-black  color  and  seemed  to  drag  out  behind 
the  main  storm  cloud  aloft,  The  path  ranged  from  100  to 
1,400  yards  in  width,  the  latter  width  being  in  the  Adams  Pond 
section.  At  Lykesland,  some  miles  to  the  northeast,  the  path 
was  reduced  to  about  1 ,000  yards  in  width,  and  there  was  every 
evidence  that  the  disturbance  switched  about  like  a  running 
serpent  and  swayed  hack  and  forth  like  the  swinging  of  an  ele- 
phant's trunk. 


The  strongest  wind  force  seemed  to  have  been  developed 
on  the  gentle  slope  a  few  miles  southwest  of  Horrell  Hill,  13 
miles  east  of  Columbia,  where  the  path  had  drawn  in  to  about 
500  yards  and  where  the  tornado  made  a  sharp  turn  toward  the 
southeast;  it  then  made  another  sharp  turn  toward  the  north, 
and  a  third  sharp  turn  toward  the  east  just  south  of  Horrell 
Hill,  where  a  school  house  filled  with  children  was  destroyed. 
It  was  in  this  region  that  the  greatest  loss  of  life  occurred,  and 
here,  while  many  large  trees  were  uprooted,  one  large  oak  al>out 
four  feet  in  diameter,  with  a  root  system  too  strong  to  be  torn 
from  the  ground,  was  torn  off  about  midway  of  the  trunk. 
After  passing  Horrell  Hill,  the  storm  drew  down  to  a  i)ath  about 
300  yards  wide  and  continued  eastward  south  of  the  Eastover 
Highway  about  two  miles,  then  crossed  the  road  and  moved  in 
a  northeasterly  direction  toward  the  Wateree  River. 

On  crossing  the  Wateree  River,  the  tornado  increased  in 
violence,  and  nearly  as  many  persons  were  killed  in  Sumter 
County  near  Gaillard's  Crossroads  and  in  Florence  County  south 
of  Tinimonsville  as  in  central  Richland  County.  The  storm 
apparently  began  bounding  along  in  the  rather  rough  country 
after  it  reached  southern  Lee  County  and  was  last  observed  in 
the  vicinity  of  Pamlico,  in  eastern  Florence  County,  where  the 
path  w'as  reduced  to  about  100  yards. 

It  seems  unnecessary  to  go  into  the  gruesome  details  of  dis- 
tress, suffering  and  misery  incident  to  tliese  two  storms  save  to 
remark  that  the  public  responded  generously  to  the  crying  needs 
of  the  victims,  in  personal  care,  monetary  assistance,  and  ma- 
terial help  in  constructing  places  of  shelter  and  habitation  and 
replanting  crops  destroyed.  Many  planters  suffered  complete 
loss  of  their  homes,  which  were  simply  blown  away  and  dis- 
tributed throughout  the  country  side.  During  the  progress  of 
this  tornado,  67  persons  lost  their  lives,  and  the  property  loss 
was  estimated  at  $1 ,000,000. 

According  to  the  latest  statements  of  the  Director  of  the 
Red  Cross,  operating  in  this  and  the  Anderson  fields,  together 
with  generous  responses  to  inquiries  sent  out  by  this  office,  fol- 
lowing is  a  statement  of  the  deaths,  injured,  and  homeless,  by 
counties,  incident  to  these  two  storms: 


County. 


Lexington  , 
Richland.  . 
Sumter. ... 

Lee 

Florence.  . 

Anderson  . 

Total 


Number 

of 
deaths. 


24 

20 

1 

14 


Number 
of  per- 
sons 
injured. 


84 

244 

19« 

« 

144 


778 


The  first  column  represents  published  reports  of  death. 
The  values  by  counties  in  the  next  column  are  proportional. 
There  were  465  homes  destroyed,  2,632  persons  rendered  tem- 
porarily homeless,  and  710  families  affected.  Later  data  will 
not  matCTially  change  the  general  totals.  R.  H.  S. 
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GENERAL  SUMUART. 

June  was  wanner  than  usual,  and  a  marked  heat  wave  pre- 
vailed from  the  18th  to  the  23d,  inclusive.  Precipitation  was 
somewhat  above  normal,  on  the  average,  but  was  very  irreg- 
ularly distributed  as  to  areas  and  amounts. 

Cotton,  com,  tobacco,  sweet  potatoes,  peanuts,  and  other 
crops  made  rapid  growth,  especially  during  the  hot  period  after 
tlie  16th,  but  the  continued  showers  prevented  proper  cultiva- 
tion in  large  areas,  and  grass  accumulated  rapidly.  The  first 
cotton  bloom  was  observed  near  Allendale  on  the  8th,  and  the 
general  crop  was  vigorous,  though  backward.  Weevil  infesta- 
tion increased  incident  to  the  moist  weather.  Much  early  corn 
was  laid  by  toward  the  close  of  the  month,  but  the  young  crop 
needed  cultivation.  The  cereal  harvests  were  completed  by  the 
last  week,  and  stubble  lands  were  turned  to  forage,  which  de- 
veloped generally  good  stands.  Tobacco  curing  began  about  the 
end  of  the  month.  Peaches,  plums,  blackberries,  and  canta- 
loupes, and  garden  vegetables  of  all  kinds,  were  plentiful. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.97  inches.  The  highest  pressure  was  30.17  inches 
at  Charlotte,  N.  C,  on  the  11th  and  at  Due  West  on  the  12th; 
the  lowest  pressure  was  29.74  inches  at  Augusta,  Ga.,  and  Char- 
lotte, N.  C,  on  the  1st,  and  in  the  Section  proper,  29.78  inches 
at  Columbia  and  Greenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  78.7°,  or  1.1°  above  the  normal. 
The  highest  temperature  was  104°  at  Winthrop  College  on  the 
20th,  at  Calhoun  Falls  on  the  20th  and  21st,  and  at  Blackville, 
Kershaw,  Orangeburg  No.  1,  Saluda,  and  Winnsboro  on  the 
21st.  The  warmest  periods  were  from  the  7th  to  9th  and  from 
the  IGth  to  the  close  of  the  month.  The  lowest  temperature 
was  52°  at  Walhalla  on  the  4th  and  5th  and  at  Liberty  on  the 
5th.  The  coolest  periods  were  from  the  3d  to  the  5th  and  from 
the  10th  to  the  15th.        

HUMIDITY. 

The  mean  relative  humidity,  detern)ined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  82%  :  noon.  60%  :  8  p.  m.,  75%. 
The  highest  percentages  occurred  along  the  coa.*t,  and  the  low- 
est, over  the  nortliwestern  counties. 


■f-  PRECIPITATION. 

'^  The  average  for  the  Section,  51  stations  reporting,  was 
5.12  inches,  or  0.28  inch  above  the  normal.  Precipitation  was 
very  unevenly  distributed  in  areas  and  amounts.  The  rainfall 
ranged  from  5  to  over  13  inches  in  extensive  areas  of  the  cen- 
tral and  eastern  counties  and  the  coastal  plain,  while  along  the 
lower  coast  and  in  the  Piedmont  the  amounts  were  lens  than  4 
inches.     The  greatest  local  monthly  amount  was  13.02  inches 


at  Georgetown,  and  the  least  local  monthly  amount  was  1.04 
inches  at  Calhoun  Falls.  The  greatest  amount  during  any  24 
hours  was  7.04  inches  at  Little  Mountain  on  the  24th.  The 
number  of  rainy  days  was  normal. 

A  small  tornado  near  Elliott,  in  Lee  County,  about  dark  on 
the  23d,  caused  the  death  of  Mrs.  Maggie  Ned  and  her  infant, 
negroes,  rendered  32  persons  homeless  and  destroyed  property 
estimated  at  about  $10,000.  About  the  same  time  a  hailstorm 
caused  about  S40,000  damage  to  crops  in  a  short  path  about 
one-half  mile  wide. 

A  severe  hailstorm  near  Lowryville  about  5:30  p.  m.  on 
the  23d,  caused  about  $3,000  damage  in  a  short  path  about  a 
half-mile  wide. 

Rather  severe  hailstorms  were  reported  as  follows:  Rock 
Hill,  30th;  Salem,  14th;  North,  24th;  8  miles  north  of  Due 
We.st,  30th. 

Light  hail  occurred  as  follows:  Catawba,  13th  and  14th; 
Chester,  13th,  22d,  24th,  26th,  and  30th;  Columbia,  24th; 
Laurens,  24th  and  26th;  Little  Mountain,  23d. 

Deaths  by  Lightning.— Mrs.  Robert  Martin,  colored,  in  West 
Wateree,  near  Camden,  23d;  James  Lowe,  colored,  near  Geiger's 
Mill,  in  Dixiana  section,  Lexington  County,  26th;  Dawson  Jones 
and  wife,  colored,  in  Cureton  Mill  section,  near  Camden,  26th. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.8  miles.  The  highest  average  velocity  was  10.1  miles  per  hour 
at  Charleston,  S.  C,  and  Savannah.  Ga. ;  the  lowest  average  was 
3.3  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section 
proper,  5.8  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  5-minute  period  was  50  miles  per  hour  at  Greenville 
from  the  northwest  on  the  24th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  292*9  hours,  or  68%  of  the  possible 
amount.  The  average  number  of  clear  days  was  13;  partly 
cloudy,  9.  and  cloudy,  8,  as  against  normals  of  13,  11,  and  6 
days,  respectfully. 

RIVER  CONDITIONS. 

Notwithstanding  the  relatively  numerous  showers,  all 
rivers  of  the  Section  remained  within  their  banks,  except  the 
Santee  River,  which  was  in  flood  at  Rimini  on  the  1st  and  27th. 
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29  96 

77.0 
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^«».99 

77.6 

99 

57 

2.87 

1.09 

7.1 

sw. 
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stations. 


Enntein  Vortion. 


Black  ville 

Charleston...  . 

(;iierii\v 

(Jouway 

Darlingtoiitt.. 

Kflinghaiii 

Fergiisontt 

Florence  1 


Florence  2 ....do 


Counties. 


Hamwell.... 
Cluirli^Kton  . 
Chesterlield 
Horry 


Garnett 

Georgetown 

Kingstree 

Mars  Bluff 


Orangeburg  1 
Orangeburg  2. 
Paris  Island.  . 
Pinopolis"  .. 
Hi  mini 


Hampton 

Georgetown 

Williamsburg  . . 
Florence  


Orangeburg . 

do 

lieaufort 

Berkeley 

Sumter 


St.  George 

Society  Hill  .. 
Summerville 
Wedgefield  . . 
Yenirtssee.... 


Division  means  and 


\Ve>iern  t'orlion. 


extremes  . 


Aiken 

Anderson  ....... 

Blairs  

Callioun  Falls... 
Camden  ......... 


Catawba 

Cliappells.. '.  . 

Chester 

Clemson  College  , 
Columbia 


Darlington  . 
Dorchester. . 

Sumter 

Hampton  .. 


Aiken  .... 
Anderson 
Fairtleld. . 
Abi)eville. 
Kershaw.. 


Due  West 

KdgeHi'ld 

Gaston  Slioals  Jt 

Greenville 

Greenwood 


Heath  Springs Lancaster. . . ; ., 


Newberry  . 
Chester .  . . , 
Oconee  — 
Kicliland  . 


Abbeville  .. 
Edgefield... 
Cherokee  .. . 
Greenville .. 
Greenwood. 
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Kershaw 

Landrum .... 

Laurens ..... 

Liberty  


Little  Mountain . 

Newberry 

Pelzer 

Saluda 

Santuck 


Spartanburg 

Trenton 

Walhalla.........i..., 

Winnsboro 

Wintlirop  College  tt. . 

Division  means  and 

Section  means  and 


Kershaw 
Spartanburg. 

Laurens 

Pickens 


Newberry  , 
Newberry  , 
Anderson. 

Saluda 

Union 


Spartanburg 

Edgefield 

Oconee ; 

Fairtleld  . ... 
York 


extrenies  . 
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508 
222 


402 
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+0.1 


-0.9 
+0.7 


+2.3 
+  1.5 

+2.2 
+  1.3 
+2.5 
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21 
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t20 
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61 
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Precipitation,  in  inches. 


33 


19 


21 
21 

n\ 

21 

t20 

21 

20 

t20 

t20 


t  1 
3 
14 

4 
5 

t3 


4 
t  4 


57 
53 

56 
59 
52 
>'56 
57 

52 

52 


t4 

5 
4 


4 

5 

4 
4 

5 
5 
5 

5 
t  1 


5.14 
2.39 
7.58 
12.  f  3 
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36 

31 
33 
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38 
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6.76 

8.62 
5.79 
4.67 
6.01 

4.78 

6.45 


3.94 
3.25 
3.87 
1.04 

9.67 

3.89 
2.15 
5.99 
3.54 
5.45 

2.87 
3.68 
4.82 
2. 26 
1.54 

7.45 
6.57 
4.18 
4.48 
1.69 

8.98 
6.31 
3.24 
1.93 
4.43 

2.04 
5.39 
1.82 
3.81 
5.45 

4.19 

5.13 


0.97 
0.80 
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2.00 

1.57 
0.94 
1.56 
0.95 

1.02 
1.15 
2. 25 
1.86 
1.50 

2.07 
0.75 
1.92 


+2  77 

+3.45 
+0.35 
-1.09 
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-1.21 
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-0.80 
-0.50 
-0.60 
-3.59 
+5.19 

-1.01 
-1.92 

'-i.'64 

+  1.27 

-1.19 
+0.08 
+2.51 
-2.83 
-3.02 

+2,25 


1.25 


4.05 
1.47 


-3.50 

+  4.72 
+2.09 
-1.01 
-3.05 
+0.37 

-2.64 
+0.78 
-3.47 
-0.68 
+0.31 

-0.42 

+0.28 


2.00 
1.11 


4.05 


1.43 
0.H7 
1.15 
0.55 
5.00 

0.95 
0.86 
1.22 
2.10 
2. 02 

1.09 
1.12 
1.28 
0.79 
0.43 

1.65 
2.65 
1.61 
1.54 
0.72 

7.04 
2.87 
1.04 
0.60 
1.78 

0.60 
1.65 
0.65 
0.91 
1.50 

7.04 

7.04 
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Observers. 
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0  9 
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0     13       6     21 

0     12     12     11        7 

0     12     10     10      10 
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sw. 


12     12 
21        0 
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Mrs.  D.B.Sanders. 
V.  S.  Weather  Bureau. 
Koland  D.  Powe. 
Paul  Qualtlebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 
H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 
Maner  B.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

I'.S.  Fisheries  Station. 
State  A.  and  M.  College. 
1 1 .  S .  Naval  Aerological  Sta. 
Miss  E.  P.  Kttvenel. 
Boykin  K.  Cantey. 


sw. 
w. 


sw. 
w. 


sw. 

sw. 


10       7 
9 


sw. 
sw. 
sw. 


R.  L.  Utsey. 

E.D.  Fields.  Jr. 

E.  P.  Lawton. 

W  Hampton  Ramsey. 

W.  C.  Hulson. 


Frank  B.  M<'Coy. 
II.  II.  Uussell. 
Esther  B.  ( )\ven9. 
L.  M.  Parker. 
Henry  A.  Brown. 

.lames  C.  Faris. 
George  V.  Clump. 
.1.  C.  (.'ornwell. 
Prof.  V.  II.  H.  Calhoun. 
V   S.  Weather  Bureaii. 

U.  S.  W.  n.  Aerological  Sta. 
J.  A.  Townsend. 
S.  C.  Lt.,  I'ower  .»  Ry.  Co. 
U.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

John  W.  Haniel. 

K.  Hartwell  Wilds.  D.D.S. 

L.G.  Roff. 

O.F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshua  Y.  .lonos. 
W.  S.  Crout. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.W.  Brandt. 

Rev.  Oliver  Johnson. 
W.T.  Claw  son. 


"  The  departures  from  the  normal  ten,pe^tnre  and  P-cipitation  are«>mpu^^ 

determining  section  or  division  means.     R«'f«rence  letters  (».b, JO.  appeann^^^^  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 

T   Precipitation  is  less  than  O.Ol  inch  of  rain  or  melted  snow. 


but  all  complete  reports  are  used  in 
■epresents  two  days  missing,  etc. 
igs  of  the  dry  bulb:  means  are  com- 
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Daily  Precipitation 

for 

June, 

1924. 
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Drainage- 
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Day  of  month. 
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22 

23 

24 
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26 
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30 
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Eaaern  Portion. 
Blackvillellll 

Edisto 

(;oast 

Pee  Dee 

Waccannvw  ... 

'.'so 

.97 

".\9 
.23 
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'.'54 
2.00 

.17 

.37 
.74 
.25 
.19 

'f.' 

.20 

.'98 
.05 
T. 

'.'ie 
'.'65 

1.78 

.02 

'.'58 
.20 
.01 

'.'52 
T. 

.30 
.06 

't'.' 
'.'65 

.'io 

'."12 

.20 
.02 
.43 
.96 
.30 

.09 
1.56 
.25 
.27 
.72 
1.78 

1.00 

■f.' 

'f.' 

i.'46 

.05 
'.'65 

'.'62 

.50 
.06 
.13 

T.' 

.57 
2.' 03 

.20 

't.' 

.66 
1.44 
.05 

.26 
.05 
.20 
.16 

i.'os 

1.86 
1.50 

'.'48 

'.'is 

.52 
1.94 
.92 

.78 
.16 
.50 
.36 
.80 
T. 

'.'i5 

2.07 

.17 

1.92 

.10 

'.'53 
.24 
.72 

.55 
1.06 
.45 
.47 

.87 

.40 
.11 
.20 

'."6i 

'.'67 

't.' 

'.'22 
'.'6i 

.85 
.09 
.44 
1,.23 
.05 

.11 

.55 
.05 
.09 
.50 
1.66 

.52 
.77 
1.95 
.30 
.18 

.70 

i.'os 

T. 
.21 

't.' 

.14 

".2\ 
".45 

.07 

.76 
.50 

.80 
.43 
1.13 
1.26 

.88 

.60 
1.06 

.95 
1.02 

.65 
1.32 

.50 
'.'39 

6.14 
2.39 

7.68 

Charleston  •" 

Conway  nil 

12.  53 

.26 

.50 
1.25 
.70 
.45 
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T 

1.30 
.45 
.24 
.15 

■f.' 

'.'65 
.02 

1.57 

.52 

.'26 
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1.'62 

.30 
.12 
.06 

4.91 

Enincrliani  1 II     

Lynches 

Santee 

Pee  Deo  

.... 

.94 

.82 

40 

.08 

1.08 

2.25 

.55 
.40 

.87 

■.■52 
1.05 

'.'75 
.60 

i.'is 

'f.' 

.15 

".U 
1.08 

.07 

'.■33 
.61 

.04 
.26 

't. 

.10 

'.'22 

'.'is 

T. 

'.'25 

.31 

5.21 
8.08 
4.01 
4.01 
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Florence  ill                . . . 

do 

Harnett 

Ueorgetown 

Klnfrstreellll 

Savannah  

.36 

7.68 
13.02 

Black 

Pee  Dee 

Edisto 

do 

Coast  

'.'64 

.25 

.85 
.36 
.60 

'.'75 
.12 

T.' 

'."io 

8.37 
4.36 
7.32 
4.14 
4.97 

MarsBlufT 

Drangobnrsr  1 

^rangebur^'i 

Paris  Island 

Rimini  |||| 

St.  George 

95 

'.'45 
1. 10 

.25 

.29 
.65 

i.'oo 

.60 
.16 

.41 

'.'39 
.43 

.83 

'.'38 
.56 
.49 

.fi*) 

.66 
.80 

'.'69 

■■46 

'.'5S 
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.15 
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.65 

'.'27 
.25 
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'.'56 

.23 
.08 

.50 

.98 
'.'i4 
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.06 
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T. 

.04 
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3.42 
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Edisto 

Pee  Dee 
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.43 

'.'26 

.20 

'.'ii 

■f.' 

.10 
'.'i7 
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'[64 
.20 

'.'io 

.16 

8.62 
5.79 
4.67 
6.01 

4.78 

Society  Hill  llll 

Wedgelield 

Wateree 

Asliepoo 
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Savannah  
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Catawba 

Saluda 
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Bnmd 

Saluda 

do 

.35 
.16 

'.'04 
.23 

.18 
.'6:3 

.40 

'.'i4 

.08 
T. 

.50 
.57 

'.'08 
.03 

.28 
1.01 

.69 

'.'is 
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1.43 
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1.22 

i.'si 

.03 

.'.5 
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.86 
.06 

T. 
1.12 

.16 

'.■33 

2.' 65 
.46 

Veniassuejlll 

Wesleni  PoiUon. 
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.16 
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3.94 
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2.15 
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.10 
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.06 
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T. 
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.02 
.28 
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T. 
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T. 
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.10 
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't.' 

.08 
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3.54 
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2.26 
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.08 
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1.54 
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1.74 
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.60 

.48 

.10 
.52 
.38 
.73 

6.57 

■f.' 
T. 

f.' 

.72 

'.'6i 

■f.' 

.  15 

.21 

.26 

4.18 

Laurens 

4.48 

Mttle  Mountain 

T. 

.48 

.30 
.08 

■.'28 

.10 
T. 

'.'i2 

T. 

T. 
T. 

1.69 

8.98 

'Ji'wherry 

H.'1/erllll 

Saluda 

.11 
.06 
.22 
.04 

T. 

.62 
.02 
.51 
.83 

'.'58 
.65 

i!66 

.45 

.'6i 

.02 

■f 
.21 

T. 

6.31 

.54 

.64 
.03 
.47 

.29 

.42 

.15 

.02 
T. 

3.24 

T. 

.18 

f.' 
.22 

T. 

T. 
.35 

.03 

T. 

.09 

.22 

.30 

't.' 

'.'06 

'.'i2 

T. 
T. 

'.'78 

T 
'.'53 

.19 
1.78 

.10 
.85 

.13 

't.' 

1.93 

Sanlnck 

Spartanburg  |||| 

.40 

.09 
'f.' 

4.43 

2.01 
5.39 

Eilisto 

Savannah  

Broad  

Catawba 

.48 
.05 

b\'allialla 

'.'15 
1.50 

"a5 

.07 

'.'26 

1.82 

iVinnsborollll 

.91 

'.'25 

T. 

.80 

T. 
.66 

.54 
.40 

.31 

■.■35 

.68 

3.81 
5.45 

iVintlirop(;ollege 

Except  us  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sun.set.  and  precipitation  recorded  ia  for  the  24  hours  ending  at  the  '"i"*  "' 
observiition.  ||||  Precipiliition  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ♦**  Kegnlar  Weather  Burean  station;  precipitation  is  or  ine 
24-lioiir  iieriod.  midnight  to  mi<hiiglit.    ♦  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    1.  Trace,  or  less  than  0.01  men. 

COMPARATIVE  DATA  FOR  JUNE. 


F 

Temperature. 

Precipitation. 

Average  iium 
days. 

bar  of 

IP 

0> 

Year. 

Temperature. 

Precipitation. 

Average  n  11  in 
days. 

je r  of 

Year. 

i 

.c 
ty 

X 

2 

aJ 

> 
< 

Average 
days  with 
0.01  inch 
or  more. 

5 

si 

•a 
a 
0 
5 

a 

'tS 

0 
>-9 

> 

< 

Average 
days  with 
O.Olinch 
or  more. 

5 

Si 

a, « 

0 
0 

p-i 

1887 

77.9 
78.1 
74.4 
80.9 
79.3 
76,1 
76.6 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
76.2 
76.7 
78.5 
74.2 
77.0 
78.9 
78.4 

107 
102 
99 
103 

44 

51 
39 
56 

3.53 
2.73 
5.10 
2.41 
3.20 
5.25 
7.64 
3.91 
3.04 
5.42 
5.44 
4.16 
3.89 
7.94 
6.56 
4.48 
8.09 
4.06 
L92 
8.88 

8 
7 

10 
8 

1907 

76.8 
76.6 
79.2 
75.5 
80.9 
75.5 
76.2 
81.1 
76.0 
76.4 
76.9 
77.0 
76.4 
77.4 
79.2 
78.2 
77.1 
78.7 

77.6 

99 
100 

106 
98 
106 
101 
106 
108 
103 
100 
10^2 
106 
101 
105 
103 
101 
101 
104 

108 

50 
48 
58 
46 
64 
48 
40 
60 
49 
48 
43 
60 
46 
52 
50 
52 
49 
62 

39 

5.92 
4.90 
6.87 
7.78 
3.42 
5.68 
5.63 
3.80 
4.26 
5.12 
4.49 
3.44 
5.97 
3.41 
2.81 
5.48 
2.31 
5.12 

4.84 

10 
9 

12 

13 
8 
9 

12 
8 
9 

11 
8 
7 

10 
6 
6 

11 
8 

10 

10 

12 
13 
10 
10 
14 
13 
16 
14 
14 
12 
16 
15 
11 
19 
15 
14 
16 
13 

13 

13 
13 
14 

n 
12 
7 
9 
12 
10 
11 
10 
9 
9 
7 

11 
11 
9 
9 

11 

5 
4 
6 
9 
4 

10 
6 
4 
6 
7 
4 
6 

10 
4 
4 
5 
5 
8 

6 

sw. 

sw. 

S«(. 

sw. 

1908 

ne. 

1889 

1909 

sw. 

1890 

1910 

sw. 

1891 

1911 

sw. 

)89' 

99 

96 
105 
105 
102 
103 
105 
105 

97 
102 
105 

96 
102 
101 
102 

63 
53 
41 
50 
52 
49 
55 
48 
52 
48 
52 
42 
48 
43 
52 

sw. 

se. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

e. 

sw. 

1912 

sw. 

1893 

12 
8 
8 

12 

12 
8 
8 

14 

12 
9 

14 
8 
6 

12 

10 
13 
13 
11 
10 
17 
14 
4 
9 
15 
11 
18 
6 
13 

11 
12 

13 
12 
13 
10 
10 
15 
12 
10 
10 

ll 

8 

9 

5 
4 
7 
7 
3 
6 

11 
9 
5 
9 
6 

10 
9 

1913 

sw. 

1894 

1914 

sw. 

189^ 

1915 

s. 

1896 

1916 

sw. 

1897 

1917 

sw. 

1898 

1918 

ne. 

1899 

1919 

e. 

1900 

1920 

s. 

1901 

1921 

BW. 

1902 

192'2 

W. 

1903 

1923 

1924 

W. 

1904 

1905 

Period .... 

1906 

26 
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Daily  Temperatures  for  June,  1924. 


Stations. 


Eastein  Portion. 

„,    ,    ,,,  (Maximum., 

Blackville j  Minimum . . . 

„^     ,    .  Maximum., 

Charleston i  Minimum.. 

xt  Maximum. 

CherawM j  Minimum.. 

i  Maximum  . 

(;o"»vay i  Minimum.. 

,,     ,.     .      .,.,  )  Maximum  . 

Darlini{tonS\S> j  Minimum.. 

. ,  (  Maximum  . 

Fersruson  M j  Minimum . . 

)  Maxinnmi . 
Horenee  1  j  Minimum.. 

)  Maxiiiiuiii  . 
Garnett (Minimum.. 

i  Maxinnmi  . 

Heoriretown ,  Minimum.. 

.,.       ,  Maximum  . 

Kingstree j  Minimum.. 

„           ,         ,  S  Maximum  . 

OrauBeburel i  Minimum.. 

„    ,   ,  ,      ..,,.  ( Maximum . 

Paris IslanW )  Minimum.. 

^^  „  S  Maximum  . 

St.  George j  Minimum.. 

,  ,,  i  Maximum  . 

Society  llill** i  Minimum.. 

)  Maximum  . 

Rninmerville j  Minimum.. 

„,   ,     H  , ,  I  Maximum  . 

W  eiieefield }  Minimum. . 

i  Maximum  . 
Yemassee j  Minimum., 


H'enlein  I'oilion. 


.  \  Maximum  .. 

""""' (  Minimum... 

.     .  Maximum  .. 

Anderson j  Minimum... 

.,  „          „  ,,   ,,  i  Maximum  .. 

Calhoun  l'alls'}\\ j  Minimum... 

„      A      ,5.1  >  Maximum  .. 

(;am(1enM i  Minimum... 

,,,     ^  Maximum  . . 

'-''f'ster (Minimum... 


„,  ,,  „  S  Maximum  ., 

Olemson  Collene  ....  j  Minimum... 
_  ,        .  ,  )  Maximum  . 

Columbia i  Minimum.. 

_^      ,„    .  )  Maximum  . 

P"e  West (Minimum.. 

_           .„  i  Maximum  . 

Greenville (Minimum.. 

,  )  Maximum  . 

Greenwood  i  Minimum.. 

,,.,,,.  )  Maximum  . 

Keath  Springs (Minimum.. 

,,      ,  )  MaximiMu  . 

'<"3lmw (Minimum.. 

,  t  Maximum  . 

La"'li"'n (Minimum.. 

,  t  Maximum  . 

Laurens (Minimum.. 

,  ,,      .  )  Maximinn  . 

!'"""■"' (Minimum.. 

,  ....    ,,        .  ,  (  Maximum  . 

Litll«  Mountain (Minimum.. 

„      .  )  JIaximum  . 

Newberry (Minimum.. 

„  ,    ,  \  Maximum  . 

**"'"''•' (  Minimum.. 

„     .     ,  )  Maximum . 

^aiituok (Minimum.. 

,,       .      ,  )  Maximum  . 

fcpnrtanl.urg (Minimum.. 

_       .  )  Maximum . 

Trenton (Minimum.. 

,,,  ,,    ,,  (  Maximum  . 

Wallialla (Minimum.. 

,,,.        ,         ,, .  (  Maximum . 

Wmnsboro  % j  Minimum . . 

,,,.   .,         „  ,,  S  Maximum  . 

Winthrop  College  . . .  (  Minimum. . 


86 


S4 
68 
76 
63 
86 
62 
85 
6,5 
84 
59 

82 
62 
84 
661 
81 
64 
78 
62 
76 
63 

80 
64 
84 
64 
81 
51 
82 
64 
SI 
58 

82 
62 
82 
64 
84 
6,5 
85 
65 
84 
62 

83 
65 
80 
58 


8^' 
62 
70 
60 
68 
62 
78 
64 
73 
58 

81 
61 
77 
61 
69 
59 
67 
59 
79 
65 

78 
64 
76 
60 
73 
56 
73 
60 
70 
57 

73 
58 
72 
60 
79 
61 
74 
60 
66 
61 

74 

61 

78 
59 
73 
56 
75 
59 


91 
64 
86 
74 
89 
62 
89 
70 
90 
69 

92 

90 
70 
85 
66 
90 
64 
9'2 
70 
89 
67 

83 
71 

89 
6' 
95 
66 
90 
68 
88 
68 
86 
65 


65  70 


93 


98 


81  86 
63  65 


94 
68 
87 
67 
94 
64 
96 
66 
92 
66 

91 
64 
94 

68 
90 
68 
90 
67 
88 
66 

95 
65 
94 
65 
91 
59 
92 
65 
92 
62 

91 
66 
93 
62 
95 
65 
93 
63 
93 
65 

95 
66 
92 
62 
94 
6' 
94 
6' 


98  86 


87  96 
66  70 

88  94 


95 
70 
90 
68 
93 
70 
93 
71 
94 
72 

93 

67 

97 

74 

93 

6 

89 

65 

91 

69 

97 
65 
98 
71 
9-2 
66 
94 
72 
94 
05 

95 
72 
95 
73 
96 
71 
97 
70 
94 
69 

97 
73 
93 
66 
98 
68 
96 


91 

67 
79 
66 
86 
64 
94 
68 
78 
6' 

92 
64 
78 
70 
78 
65 
75 
65 
76 
65 

94 
66 
82 
62 
79 
61 
7^ 
65 
79 
62 

78 
65 
80 
66 
83 
65 
78 
66 
74 
65 

85 
66 

84 

81 
66 
80 
65 


68 


82 

6 

75 

64 

81 

62 

83 

64 

79 

64 

75 
64 
80 
66 
78 
64 
74 
62 
76 
69 

9(1 
62 
80 
61 

75 
60 
78 
64 
75 
61 

81 
64 
83 
65 
84 
6' 
81 
65 
T(l 
62 

84 
66 
73 
64 
82 
65 


64 

88 
68 
86 
63 
82 
64 
82 
63 

86 
64 
87 
64 
84 
64 
87 
63 
85 
02 

85 
65 
88 
63 
89 
65 
86 
62 
81 
62 

89 
67 
85 
65 
89 
64 
86 
67 


93 


68 

93 

701  66 

91 


66 
90 
71 
87 
67 
90 
66  69 


86 

67 

83 

6 

8 

62 

87 

65 

85 

66 

85 
65 
84 
68 
S3 
62 
81 
67 
83 
65 

85 
64 
84 
64 
8li 
66 
86 
65 
83 
62 

84 
66 
87 
66 
87 
65 
86 
62 
85 
65 

89 
67 
84 
65 
87 
65 
84 
64 


96 


23 


93 
75 
93 
70 
100 
69 
96 
72 
96 
72 


90     94 


96 
70 
101 
70 
98 
74 
97 
69 

90 
66 
99 
72 
96 
71 
97 
69 
95 
73 

92 
68 

9: 

68 
98 
64 
98 
69 
98 
65 

96 
69 

101 
71 

101 
70 
99 
70 
98 
67 

97 
67 
98 
66 
98 
69 
99 
66 


95     96 


98 


93 


25 


26 


29 


30 


90     90     89 


100 


101 

76 

9 

76 
104 

72 
103 

73 
101 

75 

96 
73 
101 
78 
99 
74 
94 
76 


99 

78 
104 

76 

96 

81 
101 

73 
101 

73 

100 

75 
103 

74 
104 

72 
103 

73 
101 

75 

102 

74 
102 

73 
104 

78 
102 

75 


89 
68 
95 

■'■' 
93 
75 
89 
77 
92 
71 

96 
70 
9' 
70 
91 
70 
92 
711 
93 
66 

94 

9' 
71 
97 
71 
94 
69 
97 
71 

98 
74 
93 

68 


71 

96  94 

70  70 

98  97 


95 
72 
95 
72 
99 
68 
95 
73 
96 
70 

94 
68 
97 
73 
96 
71 
92 
70 
93 
70 

93 

69 

95 

71 

90 

66 

96 

71 

95     94 

62     6:i 


90 
67 
89 
70 
95     89 


69     69 


69 


90     89 
67      70 


89     91 

64      68 

93 

68 

97 

70 

92 

68 

95 

69 


96 
71 
88 
69 
92 
68 
94 
68 
85 
69 

90 
69 

85 
70 
87 
70 
87 
68 
85 
70 

89 
66 
82 
67 
88 
64 
88 
69 
94 
65 


99     98 
66      71 


93 


90 

72      68 


93 
72 

921     95 


92     89 
68     6' 


Mean. 


«93.7 
67.6 
88.2 
74.1 
89.0 
66.8 
89.7 
67.9 
89.3 
67.4 

90.6 


91.5 
68.8 
•■93. 0 
'69.9 
89.6 
68.6 
91.6 
68.5 
91.2 
69.4 

86.6 
73.4 
91.2 
69.2 
9-2.8 
'65.  7 
»89.2 
■"67.1 
90.6 
68. 2 
92.2 


90.6 
69.2 
87.2 
67.6 
89.3 
65.6 
91.4 
67.5 
•89.6 
'66.9 

88.9 
65.5 
89.9 
69.5 

88.7 
66.6 
86.5 
66.8 
87.3 
68.0 


66.3 
89.9 
66.3 
88.1 
63.1 
89.7 
66.8 
89.7 
63.2 

87.8 
66.0 
90.7 
67.1 
92.3 
67.2 
90.5 
66.0 
90.2 
66.3 

91.0 

68.0  • 
90.0 
64.3 
'91.5 
>'67.4 
90.0 
66.8 


Reference  letters  («,  ».  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  "  represents  two  days  missing,  etc. 
W  Instruments  are  read  in  the  morning :  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief, 


CLIMATOLOGICAL    DATA 
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RICilARD  H.  SULLIVAN.  Meteorologrlst. 


Vol..  XXVII.       Columbia.  S.  C,  July,  1924. 


No.  7, 


GENERAL  SUMMARY. 

Temperatures  ranged  somewliat  below  normal,  with  pleas- 
ant weather  during  the  first  and  last  parts  of  the  month.  Pre- 
cipitation was  much  above  the  average  and  was  very  badly  dis- 
tributed, with  decidedly  excessive  rainfall  in  the  northern  coastal 
region  and  deficient  amounts  in  sections  of  the  Piedmont. 

The  wet  weather  during  the  first  lialf  of  the  month  pre- 
vented much  needed  cultivation  against  accumulating  grass,  but 
tliere  was  general  improvement  in  crop  growth,  ("otton  was 
rather  rank  at  the  expense  of  fruit,  but  fruitage  improved  with 
better  weather  during  the  last  half  of  the  month.  'I'he  first 
open  boll  was  picked  in  Hichland  County  on  JUI3'  29;  weevil 
ravages  had  not  become  sericnis,  but  the  pest  showed  increased 
activity  in  the  wet  regions  of  the  central  and  eastern  counties. 
Early  corn  was  maturing  at  the  close  of  the  month,  and  the  in- 
termediate and  late  crops  were  in  generally  good  to  excellent 
condition.  Tobacco  suffered  from  too  much  rain  in  some  sec- 
tions, and  sun  scald  in  others;  the  general  condition  was  fair; 
curing  began  early  in  the  month.  Sweet  potatoes  and  peanuts 
made  good  growth,  and  some  early  sweet  potatoes  were  being 
harvested  at  the  end  of  the  month.  Peaches,  watermelons, 
cantaloupes,  apples,  and  vetablesof  all  kinds  were  plentiful,  and 
outstanding  crops  were  generally  clear  of  grass  at  tlie  close  of 
the  month. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.02  iiiclies.  The  highest  pressure  was  30.22  inches 
at  Wilmington,  N.  C,  on  the  7th,  and  in  the  Section  proper, 
30,19  inches  at  Charleston  and  Due  West  on  the  same  date; 
the  lowest  pressure  was  29.70  inches  at  Columbia  on  the  25th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations.  was~7S.6°,  or  1.1°  below  normal.  The 
highest  temperature  was  103°  at  Garnett  on  the  23d.  Tem- 
peratures were  near  or  above  normal  from  the  12th  to  the  2oth. 
'J'he  lowest  temperature  was  56°  at  Walhalla  on  the  26th.  The 
cool  periods  were  from  the  1st  to  the  8th  and  from  the  2Gth  to 
the  29th.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  85%:  noon.  61%  ;  8  p.  m.,  77%. 
The  higliest  percentages  occurred  along  the  coast,  and  the  low- 
est, over  the  northern  and  northwestern  counties. 


amounts,  with  6  to  over  17  inches  in  practically  the  entire 
coastal  plain  and  in  considerable  areas  of  the  Piedmont,  while 
in  relatively  small  areas  of  the  northwestern  counties  the 
amounts  ranged  downward  from  5  inches  to  less  than  3  inches 
(Fairfield  County).  The  greatest  local  monthly  amount  was 
17.03  inches  at  Georgetown;  least  local  monthly  amount,  2.76 
inches  at  Winnsboro.  The  greatest  amount  during  any  24 
hours  was  4.10  inches  at  Georgetown  on  the  3d.  The  average 
number  of  rainy  days  was  9%  above  normal. 

Death  hi/  Lightnmg. — Mr.  C.  P.  Shaver,  Summerton,  S.  C. 
afternoon  of  23d. 

Moderate  hail  damage  was  reported  frorn  Land  rum  on  the 
4th,  and  light  hail  occurred  at  Columbia  on  the  24th. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
6.93  inches,  or  0.97  inch  above  normal.  There  were  but  two 
days  without  rain  in  some  part  of  the  Section,  l)ut  the  showers 
were  lighter  and  more  scattered  during  the  last  half  of  the 
month.     Precipitation  was  very  badly  distributed  in  area  and 


WIND. 

Tlie  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.0  miles.  The  highest  average  velocity  was  8.7  miles  per  hour 
at  Charleston,  S.  C,  and  Savannah.  Ga. ;  the  lowest  average  was 
3.5  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section 
proper,  4.9  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  5-minute  period  was  39  miles  per  hour  from  the  north 
at  Greenville  on  the  17th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  278.2  hours,  or  63%  of  the  possible 
amount.  The  average  number  of  clear  days  was  14;  partly 
cloudy,  9,  and  cloudy,  8,  as  against  nornsals  of  12,  12,  aiid  7 
days,  respectfully.  » 

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  upper  streams  of  the 
Santee  River  District  between  the  7th  and  12th.  The  Saniee 
River  was  near  or  above  flood  stages  at  Rimini  or  Ferguson  from 
the  1st  to  the  28th.  The  flood  losses  approximated  $2,413,  and 
the  value  of  movable  property  saved  by  flood  warnings  was  esti- 
mated at  $24,500.  The  Pee  Dee  River  was  in  flood  at  Mars 
Bluff  from  tlie  lltli  to  the  15th,  inclusive.  The  Black  River 
was  near  or  above  flood  stage  at  Kingstree  from  the  2d  to  the 
15th.  The  Waccamaw  River  was  in  flood  at  Conway  from  the 
7th  to  the  27th,  inclusive.  The  flood  losses  approximated 
$37,500,  but  the  value  of  movable  property  saved  by  warnings 
could  not  be  estimated.  

MISCELLANEOUS   PHENOMENA  (dates). 

Hahs— Lunar:    Columbia,  11,  12,  14;  Greenville,  12. 
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5.5 

SB. 

92 

61 

75 

49 

AiiBiista,  Oa 

Charlpston.  S.  C... 
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stations. 


Counties. 


Eastern  Portion. 


Blackville  . 
Cliarleston. 

(.'Iieraw 

Conway  ... 


Harlingtoiitt . 
Kllingliaiii. ... 
Fergiisonl^t. .. 
Ji'loieiice  1 


Florence  2... 

Harnett 

(Jeorjretown  . 
Kingstroe..  . 
Mars  Bluff... 


Orangeburg  1  .... 
Orangeburgi.. .. . 

Paris  Island 

Pinopolis" 

Kiniini 


Barnwell 

Charleston  . 
ChestertieUl 
Horry 


Darlington  .. 

Floronoe  

Orangeburg  . 
Florence  .... 


St.  George 

Society  Hill 

Sumnierville 

Wedgetield 

Yeuiassee 


Division  means  and 


Weflnn  Vorlion. 


Aiken Aiken 

Anderson Anderson  

Blairs Fairfield 

Calhoun  Falls Abbeville 

Cuniden Kershaw 


....do 

Hamilton 

Georgetown  . . 
Williamsburg 
Florence  


Dorchester  . 
Darlington  , 
Dorchester.. 

.Sumter 

IIani[)ton  .. 


extremes  . 


Catawba 

(;hai)i)ell8 

(Miester  

Clemson  (;ollege  . 
Columbia 


Due  West 

Kdgelield 

Gaston  Shoals  Jt. 

Greenville 

Greenwood 


Heath  Springs 

Kershaw 

I/andrum 

Laurens 

Liberty 


Little  Mountain . 

Newberry 

Pelzer 

Saluda 

Santuek  


Spartanliurg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt. . 


York  

Newberry 
Chester.  .. 
Oconee  . . . 
Hichland  . 


Abbeville  .. 
Kdgefield... 
Cherokee  .. . 
Greenville .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg . 

Laurens  

Pickens 


Division  moans  and   extremes 


Section  means  and 


extremes . 


Climatological  Data  for  Jxily,  1924. 


'296 
48 

H4 
25 

175 
106 
63 
136 

136 
82 
18 
54 
92 


Orangeburg 264 

....do 264 

Beaufort 13 

Berkeley 54 

Sumter 97 


109 
192 

75 
•249 

24 


527 
764 
293 
508 
222 


Newberry 

Newberry 

Anderson 

Saluda 

Union 


Spartanburg 

Kdgefield 

Oconee 

Fairfield 

York 


562     18 
402      19 

487       2 


850 
351 


711 


680 
1039 
671 

568 
500 
1063 
589 


900  24 


711 

5(G 
850 
536 
512 

875 
620 
1061 
545 
690 


Temperature,  in  degrees  Fahr. 


80.0 
81.2 

78.4 
79.7 

•78.4 

isO.'Jl 

80.8 


81.2 
79.2 
80.0 


79.6 


80.3 
76.6 


o  — 
®  E 


-1.5 
-0.2 
-1.5 
-0.1 

—1.5 

+6.' 9 
-0.4 


-1.3 
-0.6 


100 
95 
98 
97 

*97 


100 


23 

31 

t2o 

31 

t23 

"23 
t23 


103  23 
98  31 
96         24 


80.2 

■79.' 7" 
79.0 
80.0 

79.6 


79.7 

77.8 


-1.1 
-1.4 


-0.5 

"o.'c 

-0.2 
-0.8 

-0.8 


-0.4 

-1.8 


79.0 

79.9     -0.1 


78.4 
77.1 
79.6 


76.5 
76.6 

77.6 
77.4 
7.5. 5 
77.9 
76.6 

76.4 
78.9 


79.1 

78.6 

77.2 
79.8 
77.1 
"78.6 
77.9 

77.9 

78.6 


98 


101 

^101 

97 

98 
99 

103 


95 


62 
68 
59 
60 

'59 

'«59 
62 


-0.6 
-1.3 


-0.4 
-3.0 


-1.8 


-2.4 


-3.9 

-1.8 


-0.9 
-1.0 

-1.9 
-0.4 
-1-0.1 
-1.0 
-1.2 

-1.4 

-11 


100 

97 


t23 
1-23 


100 
103 


31 
tl7 
25 

23 


22 
25 

31 
31 
22 


t29 
29 
29 


Precipitation,  in  inches. 


Number  of  days. 


0)  f- 
u  *- 

=  o 


29       35 


23 
31 

22 

t25 

t22 

31 

30 

24 

23 


29 
..... 

28 
29 

29 


22 


4 

28 

t28 
29 
28 
28 
26 

t3 

28 


28 

28 

4 

t3 

26 

t4 


8.20 
6.59 
5.60 
7.92 

6.38 
8.66 
8.46 
5.13 

5.14 

7.57 
17.03 
11.04 

7.63 

7.88 
6.48 
5.89 
10.73 
7.05 

7.98 
7.03 
10. 37 

7.81 
9.04 

8.07 


6.93 
4.  .53 
3.17 
8.40 
5.60 

3.87 
8.92 
7.29 
3.85 
6.00 

5.29 
6.14 
7.79 
5.95 
8.72 

7.80 
7.10 
10. 52 
7.  .50 
7.30 

4.22 
3.93 
3.62 

8.85 
7.18 

8.39 
3.66 
3.33 
2.76 
3.10 

6.06 

6.93 


-1-2.67 
-0.67 
-0.54 
+  1.11 

+0.82 
+2.90 
+  1.82 
-0.72 

-0.71 


+9.63 
+4.52 


-0.27 
+  4.11 
-1.33 

+  1.47 
+0  60 
+3.71 
+2.  79 
+2.18 

+1.75 


+2. 09 
-0.  51 
-2.17 
+2.  88 
+0.37 

-2.61 
+3.61 

■-i'42' 
-0.06 

+0.48 
+  0.74 
+  3.09 
+  0.38 
+3. 45 

+2.91 


+  1.54 

-0.66 
-1.22 
-2.37 
+3.  76 
+2. 07 

+  3.70 
-1.82 
-3.09 
-2.15 
-2.46 

+  0.71 

+0.97 


1.50 
1.38 
1.68 
1.72 

1.64 
2.75 
3.02 
2.50 

1.90 
1.49 
4.10 
2.45 
1.68 

1.80 
2.30 
2.18 
3.80 
1.85 

1.52 
2.30 
2.13 
2.35 
1.76 

4.10 


1.99 
1.37 
1.15 
1.76 
1.20 

1.75 
2.25 
1.50 
0.90 
1.93 

2. 20 
1.39 

1.80 
1.29 
4.00 

3.60 
3. 23 
2.  62 
1.25 
1.48 

1.40 
0.75 
0.64 
1.84 
1.95 

2.87 
1.20 
1.08 
0.94 
0.90 

4.00 

4.10 


5 


12   10 

10      14 


5 

2  I     7 
8     '22 


Observers. 


sw. 
w. 


15       0 


Mrs.  D.B.Sanders. 

n.  S.  Weather  Bureau. 
Koland  I).  Powe. 
Paul  Quatllebaum. 

D.  C.  McCall. 
Wm.  B.  tiillespie, 
Henry  (-'.  Savage. 
11.  K.  Gilbert. 

Pee  Dee  Kxperiment  Sta. 
Maner  B.  Itobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

(i.S.  Fisheries  Station. 
State  A.  and  .M.(;ollege. 
U.S.  Naval  Aerological  Sta. 
Miss  K.  P.  Kavenel. 
Boykin  U.  Cantey. 

R.  L.  Utsey. 

E.D.Fiehls.Jr. 

K.  P.  Lawton. 

W  Hampton  Ramsey. 

W.  C.  Ilulsou. 


Frank  B.  Mc(;oy. 
II.  II.  Kussell. 
Esther  B.  Owens. 
L.  M.  Parker. 
Ilenry  A.  Brown. 

■lames  (;.  Faris. 
George  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  F.  II.  H.Calboun. 
U   S.  Weather  Bureau. 

U.  S.  W .  B.  Aerological  Sta. 
J.  A.  Townsend. 
S.  C.  Lt..  Power.*  By.  Co. 
V.  S.  Weather  Bureau. 
M.  Jl.  Calhoun. 

.1.  Marvin  Bowers. 

John  W.Haniel. 

R.  Hartwell  Wilds.  D.D.S. 

L.G.  RofT. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
Joshua  Y.  lones. 
W.  S.  Crout. 
E.  W.Jeter. 


F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.W.Brandt. 
Rev.  Oliver  Johnson. 
W.  T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  co>nputed  oiily  for  s^iich^statmiis  as 
determining  section  or  division  means 

t  Also  on  other  dates,    ft  Kecei 
puted  from  observed  readings,    tt    - 

T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 


ERRATA. 

JUNE,  1924.-Due  West,  minimum  temperature,  15th,  page  26,  should  be  65.    Mean  temperature,  pages  23  and  24.  should  be  77.8. 
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Daily  Precipitation  for  July,   1984. 


Stations. 


Draiiiage- 
basius. 


Day  of  month. 


Eaxtern  Portion. 

Blaokvillellll 

Charleston  "• 

Cheraw  llll 

Conway  llll 

Darlington  |||| 


ElTinghani  III 
rpruiison  Nil. 
Florence  Hill. 
Florence  2 llll. 

(iarnftt 

(ieorgetown  . 


Kinsstreellll  ... 

Mars  Bluff 

Orangj'bnrg  1.. 
Orangobnrg2.. 

Pari.s  Island 

Hinoyolis   


Rimini  |||| 

St.  Cleorge 

Society  lllll  III 
Sminnerville  . 
Wfilgetield  .. 
Yenuisseellll... 


M'esleni  I'orlion. 

Aiken 

Aiiilorsoii 

BlairslJII 

Ciillionn  Falls  llll  ... 
Caiiiilen  |||| 


Kdisto 

Coast 

Pee  Pee 

Waccaniavv 
Pee  Uee 


Lynches 

Santee 

Pee  Dee 

do 

Savannah  ... 
Coast 


Black 

Pee  Dee.  . . . 

Kdisto 

.io 

(;oast 

Cooper  


Sanleo. . . 
Edisto  . . . 
Pee  Dee.  . 
Ashley. . . 
Wateree  . 
Ashepoo . 


Calawhallll 

(•happens  llll 

Chester 

('leiiison  College. .. 
Columbia"*  


Due  West***... 

Kdgelicld  nil  ... 
(iaston  Shoals  I 
(Jreenville  ♦• 
ti'reenviood  Ijlj  . 


Heath  Springs 
Kershaw  .III.... 

I'andrnin 

Laurens 

Liberty 


Little  Moinitain  . 

Newlierry 

Pel/erllll 

■iaiiiila 

^anliick 


I'partaiilMirg  | 
I  lenioii  . . . 
IVallialla  .... 
rtinnsboroll 


Kdisto 

Savainiah 

Uroail 

Savannah  

Wateree 


Catawba 

Sahida 

Broad  

Savannah  . . . 
Congaree 

Savannah  . .. 
Savannah  . . . 

Broad 

Saluda 

....do 


.34 

.16 

.17 

1.64 


1.50 
.02 
.27 

1.7-2 
.90 


2. 02  2. 75 

.55  3.02 

2.50 

1.90 

.35 

1.38 


.55 

.75 

1.31 

1.40 
1.03 
.30 
.90 
.75 
.60 


.40 
.60 

.88 
1.30 


.33 


2.20 
1 
.74 


1.60 
.97 


.24 
.55 

.60 

.52 
1.68 


Wateree 

Lynches 

Broad  

SaliKla 

Savannah . . 


Saluda 
Sahida. 
....do  . 
....do  . 
Ilroad  . 


A'lnthrop College Cataw  ba 


...do 

Kdisto 

.Savannah 
Broad 


1.35 
T 
.25 

.42 
.32 


.49 

.54 

.0-2 

1.06 

1.52 


1.55 


1.99 


.38 
.28 
.48 

.24 
.53 
1.30 


.65 


T. 


1.12 


1.35 
T. 


T. 

LOi 
1.0' 
1.73 


.20 


.05 


.23 
K40 


T. 


1.83 
.46 


1.33 
.13 


.30 

.32 

T 

.98 

.27 

.60 
.90 
.60 
.50 
.72 
.75 

2.  45 
.55 

1.12 
.02 
42 


.79 


.02 


.16 


.02 

.05 
.36 
1.23 


.20    .70 


1.30 


.90 
.36 

1.19 
.16 
.65 
.76 

1.04 

.10 

2.' if. 
1.25 

.68 

T. 
'.'34 

i.oo 


1.60   .40   .15 
.56 


1.15 
1.12 

.05 
.21 
T. 
.0' 


.0' 
L.W 
T 
.03 


.12 


2.  30 
.15 
.60 
.56 


1.10 
.60 
.38 
.69 
.68 

.35 

.86 

'.'is 


1.76 
1.00 
1.80 
.02 
.09 
.05 


. . .  1. 85 
.25  1.52 


1.00 
.70 
.42 

.70 


.25 

.76 
.45 
1.48 


1.14 
.75 


.40 
.01  l.9.i 


.74 


1.08 
.91 


1.29 

.52 

2.  35 

84 


1.7 
.20 
1.15 


1.05 

.13 

L68 

'.'52 

.40 
.68 
.53 
.30 
1.18 
1.65 

.07 

'.'45 


20 


22 


.30 
T. 
.81 
X  33 
.04 

T. 

.06 

.05 

T 

.24 

T 

T 

.82 
.08 


.291.76 
1.20   .82 


.25 


1.75 

2.25 

.35 

* 

1.03 

.54 
.73 
1.85 
.5' 
.35 

1.48 
.29 
.12 

1.07 

.50 

.10 
.43 
.48 
.31 
.17 

1  00 
.06 
.50 
.15 
.75 


.05 
1.99 
.25 
.60 
1.85 

1.74 
1.11 

.80 

.80 

4.00 

22 
3. 23 
2.  62 
1.16 

.82 

.18 
.16 
.64 
1.45 
.07 

2.87 
.16 


.15 


.16 
.04 
1.13 


.20 


.22 


.05.. 


.20 


.32 


.07 


2.30 


.02 


1.19 
.18 
.22 
.20 

.05 
.03 
.05 
.32 
.75 
1.05 

.10 

.25 

1.35 

.95 

2.16 

3.80 

.36 


.0-2 


.20 


.50 


.15 
1.37 
.26 
.22 
.46 

.32 
.16 
.41 

'.'32 


.30 


.20 
I'.m 


1.39 
.10 
.02 


3.60 
1.98 


.22 


.23 
.44 
1.00 
.64 

.85 
1.20 
T 


.40 


.10 


.50 


.22 


.62 


.05 


1.30 
.10 
.05 


.56 


1.38 


.05 
1.5 


.03 
.09 
.07   T. 
.18  ... 


.32 


.16 
.02 

i.'og 

!l5 


.27 


.05 


.35 
1.45 


.40 


1.76 


.52 


T. 


.02 


.56 


.03 


.03 


.03 


.15 


1.40 


.06 


.80 


1.00 
.11 
.77 
.07 
.50 


.10   .62 

T.     T. 

.30 

.71 

.02 

.25 


.75 


.32 


.40 


.62 
.51 

i.'22 


T 

2.10 


.25 


.  50  . . . 
.  33  . . . 


T. 


.23 
.53 
.42 
1.00 


.60 


T. 

.06  '[56 


2.13 
'.'32 


.05 


23 


25 


.03 


1.03 
.15 


.15 


.05 


T      .22 


,  40  . 


1.92 
.90 


.36 


.30 


.30 


1.03 
69 


1.20 


T. 


.01 
1.49 


.46 


.44 


.03 


.22 


T.      .29 

T. 

.15 


.45 


.25 


26 


28 


29     30 


1.18 
83 
10 


.26 


.20 
T. 
1.00 


.45 


.36 


.12 


1.06 


.85 
1.25 


.17 


.15 


.10 


.03 


.03 


8.20 
6.59 
5.60 
7.92 
6.38 

8.66 
8.46 
5.13 
5.14 
7.57 
17.03 

11.04 
7.63 
7.88 
6.48 
5.89 

10.73 

7.05 
7.98 
7.03 
10.37 
7.81 
9.04 


6.93 
4.53 
3.17 
8.40 
5.60 

3.87 
8.92 
7.29 
3.85 
6.00 

5.29 
6.14 
7.79 
5.95 
8.72 

7.80 

7.10 

10.  52 

7.50 
7.30 

4.22 
3.93 
3.62 

8.85 
7.18 

8.39 
3.66 
3.33 
2.76 
3.10 


Kxccpt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
oliserviitioii.  llll  Precipitation  nieasnied  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Uegular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  nii<)iiiglit.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.ol  inch. 

COMPARATIVE  DATA  FOB  JULY. 


Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

C  (1) 
CI. 

Year. 

Temperati 

re. 

Precipitation. 

Average  nuni 
days. 

ber  of 

Year. 

2 

9 

1 

tx 

!i 

> 
< 

S 
0 

E 

1« 

P 

0 
.J 

s 

> 

< 

2  ^-5  5 

0 

So 

(1,  « 

3 
0 

0 

1887 

82.0 
78.9 
79.5 
78.4 
77.9 
78.9 
82.0 
77.7 
79.5 
80.7 
80.2 
80.0 
80.0 
81.2 
81.4 
80.8 
80.4 
79.4 
80.4 
78.4 

110 
108 
102 
104 
93 
102 
104 
100 
102 
105 
107 
102 
105 
104 
102 
107 
103 
105 
101 
100 

60 
53 
51 
52 
56 
51 
60 
55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 
60 
56 

7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.16 
8.40 

14 
8 
13 
12 

1907 

81.4 
79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79.3 
78.9 
-9.6 
79.9 
79.0 
78.6 

79.7 

106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 
101 
104 
103 

110 

56 
60 
55 
58 
53 
58 
66 
53 
55 
60 
52 
50 
51 
53 
60 
58 
57 
56 

45 

5.06 
5.43 
4.92 
5.83 
3.79 
5.22 
4.78 
5.16 
3.26 
14.69 
6.56 
5.02 
8.86 
5.60 
7.44 
7.20 
4.50 
6.93 

5.96 

11 
12 
10 

13 
10 
11 
9 
9 
8 
17 
12 
U 
13 
11 
14 
13 
9 
12 

U 

13 
12 
13 

9 
12 
14 
15 
14 
18 

5 
14 
15 
13 
13 

9 
12 
15 
14 

12 

13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
9 
8 
10 
13 
13 
8 
9 

12 

6 
6 
6 
7 
6 
7 
7 
4 
3 

14 
8 
7 

10 
8 
9 
6 
8 
8 

7 

sw. 

1888 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

SVI. 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

1908 

s. 

1889 

1909 

sw. 

IH90 

1910 

sw. 

IS9I 

1911 

sw. 

1892 

1912 

sw. 

1893 

9 

16 

8 

13 

11 

14 

9 

9 

10 

9 

8 

12 

12 

16 

13 
8 
10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 
5 

14 
12 
15 
13 
12 
10 
11 
11 
12 
U 
9 
12 
10 
17 

4 
11 
6 

8 
6 
11 
8 
6 
7 
5 
4 
6 
8 
9 

1913  

sw. 

1894 

1914 

sw. 

1895 

1915 

sw. 

1896.... 

1916 

sw. 

1897 

1917 

sw. 

IS98 

1918 

sw. 

899 

1919 

s. 

900 

1920 

sw. 

901 

1921 

e. 

902 

iqo2 

sw. 

903 

1923 

1924 

sw. 

904 

w. 

905 

Period 

906 

sw 

_ 

I 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


July,  1924 


stations. 


Ennleru  Porlion. 

„,     ,    ...  i  Maximum  .. 

Blackville (  Minimum.., 

\  Ma.xiimiiii  . 

Cliarlestoii j  Minimum.. 

,,  i  Maximum  . 

Clieraw's^'J j  Minimum.. 

)  Maximum  . 

<'"""ay 1  Minimum.. 

^     ,.      .      .(.t  )  Maxinnnn  . 

Darlington M j  Minimum . . 

,,  (  Maximum  . 

Ferguson  W j  Minimum.. 

)  Maximum  . 
■Fl<»«"<'e  '   I  Minimum.. 

)  Maximum  . 
Gariiett j  Minimum.. 

t  Maxinumi  . 

Georeetowii (  Minimum.. 

Maximum  . 
Kintrstree j  Minimum.. 

)  Muxiiiuim  . 
Oraiisreburg  1 j  Minimum.. 

„     .    ^  ,      ,,,.  (  Maxinnim  . 

ParisIslamlW j  Minimum.. 

i  Maxinnnn  . 
St.  George j  xMinimmn.. 

-      .   .     ,,.,,,<,t  Maximum  . 

Society  WiUn j  Minimum.. 

\  Maximum  . 
Summervillo j  Minimum.. 

,,,,„,,  *  Maximum  . 

Wedgefieia |  Minimum.. 

\  .Maximum  . 
-iemassee j  Minimum.. 


HV.v7«)i  I'dilinii. 


Aiken 

4ni\erson 

Callioun  li'allss^'iV 

Camden  # 

Cliester 


\  Maximum  . 
t  iNlinimum. . 
I  .Maximum  . 
I  Minimum.. 
\  Maximum  . 
I  Minimum. . 
)  Maxiinuir  . 
I  ^linimum. . 
S  Maximum  . 
I  Minimum.. 


,,  ,,  )  Maximum  . 

(;lomsou  College  ....  j  Minimum.. 

_,   ,        ,  ,  s  Maximum  . 

Columbia j  Minimum.. 

,,       ,„     .  i  Maximum  . 

l>"e  West )  Minimum.. 

„  ...  \  Maximum  . 

«'eenvillB i  Minimum.. 

,  )  Maximum  . 

(,ieenwoo(i   (Minimum.. 


Heath  Springs 

Kei-iliaw 

Landrum 

Laurens ...'., 

LiiLexiK.,. ........_..., 


)  Maximum  . 

/  Minimum. . 

(  Maximum  . 

(  Minimum.. 

(  Maximum  . 
'  )  Minimum. 

^.Maximum 
'  I  Minimum. 

)  Maximum 

(Minimum. 


r  •...;  <t        .   •  i  Maximum  . 

MtlU  Mountain }. Minimum.. 

.,      ,  i  Maximum  . 

NfU'lieny )Minimum.. 

„   ,    ,  )  Maximum  . 

•'''*''"'''' )  Minimum.. 

„  ,  )  Maximum  . 

santnek ,  Minimum.. 

„       .      ,  )  .Maximum  . 

Spartanburg (Minimum.. 

S  Maximum  . 
Irenton i  Minimum.. 

,,,  ,,    ,,  (  Maximum  . 

Wallmlla j  Minimum.. 

_„.        ,        ,,,  )  Maximum  . 

WmnsboroM |  Minimum.. 

,„.    .,  .,   ,,  (  Maximum  . 

Wmtl.rop  College...  (Minimum.. 


i3aily  Temperatures  for  July,   1984. 


82  81 
67  65 
78 
66 


89 


82 
68 
78 
62 
82 
60 
80 
66 
82 
66 

79 
62 

77 
68 
78 
61 
75 
60 
78 
62 

76 
63 
76 
63 
71 
60 
79 
62 
79 
69 

79 

64 
80 
66 
8t 
66 
82 
66 
78 
61 

80 

6 

78 

61 

81 

58 

81 

64 


94 


91  85 


80  84 


84  81 


94  98 

73 

93  92 

741  76 

91!  91 

72  73 


91  94 


85  89 
70  69 


89  88 
67 


92 

73 
90 
69 
88 
71 
85  86 
70  71 


90  91 
72  72 
83 
71 
93 
75 


94 


93 
73 
90 
70 
96 
67 
94 
70 
92 
73 

91 

68 
94 
74 
92 
69 
90 
71 
86 
68 

89 
71 
92 
72 
91 
67 
91 
(■>9 
92 
66 

86 
70 
94 
71 
94 
69 
95 
73 
9-2 
69 

93 
70 
93 
66 
94 


89 
71 
91 

73| 

89  89 

75 

87l  84 

77;  78 

9-21  93 
73 

88  91 


91 
71 

81 
73 
93i  90 
72   73 


94 


93 


22 


861  90 


93  93 

70  70 

90|  92 
73 


94 
74 

95 

69 

9t 

68 

96  92 

68   66 


97 
68 
94 
73 
91 
70 

90 
70 
92 
74 
90 
71 
88 
71 
88 
69 

89 
70 
89 
70 
89 
67 
91 
72 
92 
69 

88 
69 
92 
70 
93 
70 
93 
71 
92 
70 

94 

70 
96 
68 
92 
71 
93 
65 


23 


24 


91  93 

80  73 

951  101 

72  74 

101  98 


92 

9- 

9' 
70 
92 
74 
94 
71 

94 
70 
94 
7.1 
94 
73 
90 
73 
90 
74 

90 
70 
9(1 
70 
91 
69 
9.3 
73 
92 
68 

90 

69 

94 

73 

93 

73 

9 

70 

9-2 

70 

94 

71 
97 
68 
95 
72 
91 
70 


94 

70 
9C 
76 
96 
72 
92 
73, 
92 
70  74 


98 


93  96 

72  68 


93  86  86 
67  60  59 

86 
71 

85 

6 

83 

68 

86 


66  62 


Mean. 


96 
68 
91 
70 
92  95 
62  66 


89  89 
60  60 


87 
61 
90 
61 
88 
60 
89 
58 
88 
62  63 


91 

70 
95 
65 
98 
6.' 
95 
63 
95 
69 

93 
63 
92 

71 
95 

6(; 

92 
67 
9^2 
68 

89 
6: 
94 
64 
911 
63 
96 
65 
95 
61 

93 
68 
96 
68 
95 
66 
98 
69 
94 
64 

95 

68 
97 
62 
95 
69 
98 


Reference  letters  (».  ^,  <=),  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  >>  represents  two  days  missing,  etc. 
SW  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Vol.  XXVII.     Columbia.  S.  C,  August,  1924. 


No.  8. 


GENERAL  SXJMMART. 

Sustained  high  temperatures,  with  deficient  precipitation 
in  most  sections  when  most  needed,  were  attended  by  general 
deterioration  of  all  crops  during  the  latter  part  of  the  month, 
especially  intermediate  and  late  corn,  late  truck,  forage,  and 
pastures.  Corn  fodder  pulling  became  general  during  the  second 
week,  and  tobacco  curing  was  about  finished.  Cotton  showed 
only  about  normal  deterioration  and  was  fruiting  fairly  well 
during  the  early  part  of  the  month,  but  drought  during  the  last 
half  caused  increased  shedding  and  premature  boll  opening;  the 
first  bale  was  ginned  at  Estill  on  the  5th;  picking  was  making 
good  progress  at  the  end  of  the  month;  weevil  activity  was  not 
as  pronounced  as  in  former  seasons.  Dry  weather  materially 
reduced  the  sweet  potato  and  peanut  yields.  Fruits,  water- 
melons, and  tomatoes  were  plentiful,  but  the  month  closed  with 
good  vegetables  scarce. 

PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.00  inches.  The  highest  pressure  was  30.23  inches 
at  Charlotte  and  Wilmington,  N.  C,  on  the  19th,  and  in  the 
Section  proper,  30.22  inches  at  Due  We.«t  on  the  4th;  the  lowest 
pressure  was  29.45  inches  at  Wilmington,  N.  C,  on  the  25th, 
nnd  in  the  Section  proper,  29.53  inches  at  Charleston  on  the 
same  date. 

TEMPERATURE. 

The  moi\thly  moan  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  80.4°,  or  1 .6°  above  the  normal.  The 
highest  temperature  was  105°  at  Calhoun  Falls  on  the  2Sth. 
The  lowest  temperature  was  53°  at  Saluda  and  Santnck  on  the 
16th.  The  temperature  was  near  or  al)ove  normal  throughout 
the  month,  except  a  short  cool  period  between  the  14th  and  19th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%  :  noon.  58%  :  8  p.  m.,  72%. 
The  highest  percentages  occurred  along  the  coa.-t,  and  the  low- 
est, over  the  north-central  border  counties. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
2.86  inches,  or  3.14  inches  below  the  normal.  While  showers 
were  fairly  general  in  three  periods,  the  amounts  were  markedly 
deficient,   with  an   excess  only   in  Charleston  County;    in  the 


major  portion  of  the  Section  the  rainfall  ranged  downward  from 
8  to  less  than  2  inches.  The  greatest  local  monthly  amount 
was  8.28  inches  at  Charleston;  least  local  monthly  amount,  1.18 
inches  at  Catawba.  The  greatest  24-hour  rainfall  was  2.76 
inches  at  Charleston  on  2-3d  The  number  of  rainy  days  was 
45%  below  normal. 

Light  hail  occurred  at  Cheraw  and  Summerville  on  the  1st, 
at  Charleston  on  the  2d,  and  at  Chester  on  the  2d  and  29th. 

Deaths  by  Lightning. — Mack  Stradford,  youngnegro,  4  miles 
south  of  Camden,  afternoon  of  12th.  Freeman  Jackson,  negro, 
at  Spencerville,  12th. 

Damage  by  Lightning .—Si9ei)]e  of  Ebenezer  Lutheran  Church, 
Columbia,  and  store  of  Mr.  Murray  Gibson,  New  Brookland, 
damaged  about  $500,  afternoon  of  12th. 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.2  miles.  The  highest  average  velocity  was  9.5  miles  per  hour 
at  Charleston;  the  lowest  average  was  3.6  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper,  5.0  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
48  miles  per  hour  from  the  north  at  Savannah,  Ga.,  on  the  9th, 
and  in  the  Section  proper,  37  miles  per  hour  from  the  southeast 
at  Due  ^Vest  on  the  29th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  312.4  hours,  or  74%  of  the  possible 
amount.  The  average  jinmber  of  clear  days  was  18;  partly 
cloudy,  9,  and  cloudy,  4,  as  against  normals  of  13,  11,  and  7 
dnys,  respectfully. 

RIVER  CONDITIONS. 

On  account  of  generally  deficient  rainfall  up-State,  the 
month  closed  with  all  rivers  of  the  Section  unusually  low. 


MISCELLANEOUS   PHENOMENA  (dates). 

Hahs—Lvnnr:  Columbia,  9.  Solar:  Charleston,  22;  Col- 
umbin,  10;  Due  West,  21. 

Fog,  dense. —'D&rhugiOT),  28;  Rimini,  1,  22,  26,  31;  Tren- 
ton, 13,  14,  28;  Yemassee,  22. 


ERRATA. 

July  1924.— Precipitation  text,  page  27,  end  of  last  paragraph,  omit  hail  at  Col- 
umbia on  the  24th. 


MISCELLANEOUS  DATA  FOR  AUGUST,  1G24. 

^ 

Temperature, 

Procipita- 

Wil  d. 

Mean 
rel.itive 

'ii 

OJ 

degrees  Falir. 

inehes. 

humidity. 

o-=. 

Stations. 

t£    • 

si 

ft -3 

1>  > 

o 

01 

i 

o 

"5 
o 

>  Cm  " 

II 

o 
o 

s 

e 

<• 

G 

-) 

C-N 

<s:  i. 

i:^ 

30 

'^ 

OD 

0, 

Asheville.  N.C.... 

30.02 

73.4 

89 

r,f, 

2.24 

0.95 

5.5 

se. 

91 

55 

72 

62 

Augusta.  Oa 

29.99 

82.4 

100 

fi2 

2.86 

0.86 

4.4 

s. 

82 

67 

69 

76 

Chaileston.S.C... 

30.00 

82.2 

97 

f.8 

8.28 

2.76 

9.5 

ne. 

86 

73 

8b 

7b 

Chiirlolte,  N.  C  ... 

30  00 

80.0 

98 

f<l 

0.94 

0.54 

3.6 

ne. 

77 

50 

62 

86 

Columliia.  S.  C 

30.00 

80.9 

98 

fil 

4.58 

1.70 

5.0 

s. 

86 

57 

70 

71 

Due  West.  S.C 

30.  03 

79.8 

100 

^^60 

1.34 

0.51 

5.9 

s. 

82 

53 

71 

Greenville,  S.  C.^., 
Savannah,  Ga.! .".' 

^m^ 

■78.  8 

9S* 

^f,l 

2.65 

1.17 

6.5 

no. 

79 

55 

65 

76 

29.99 

82,  3 

97 

09 

2.63 

1.08 

9.4 

sw. 

84 

59 

77 

83 

Wilmington,  N.C. 

30.00 

79.1 

94 

Oft 

2. 53 

1.64 

6.4 

sw. 

83 

63 

79 

70 

Means  and  ex- ) 

ne. 

tremes i  , 

if  ftp 

ffS.«J 

^^\ 

55 

3,12 

2.76 

6.2 

s. 

83 

58 

72 

73 

J 

i?P» 

f^   1» 

i£0 

UmVERSiu  ot  »u»NOIS 
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stations. 


Eoftein  Porlinn. 


Blackville  .. 
Charleston.. 

Olieraw 

Conway . . . . 


Counties. 


Darliiigtontt 

EllingriiHUK 

Fergiisoii++ 

I'lorence  1 


Florenre  2... 

Garnett 

Georgetown  . 
Kiiig-^trep..  . 
Mars  Bluff... 


Orangeburg  1 
Orangeburg'i. 
I'aris  Island.  . 
I'inopolis"  . . 
Kiuiini 


Barnwell 

Charleston  . 
CliestertielJ 
Horr.v 


Darlington  . 
Florence  ... 
Orangehurg 
Florence  ... 


....do 

Hampton 

Georgetown 

Willianisljurg  .. 
Florence 


St.  George 

Society  Hill 

Smnnierville ..... 

W'edgefleUl 

Yeniassee 


Division  means  and   •extremes 


Dorchester  . 
Darlington  , 
Dorchester.. 

Sumter 

Hamilton  .. 


IlV/t^nii  roilinn. 


Aiken 

Anderson 

Blairs  

Ciilhoun  Falls. 
Camdei) 


Catawha 

Chappells 

Chester 

Cleuison  College 
Columbia 


Due  West 

Kdgelield 

Gaston  Shoals  JJ. 

Greenville 

Grfeenwood 


Aiken  

Aiiilerson 
Fairfield.. 
Ahheville. 
Kershaw.. 


York  

Newberry  , 
Chester.  .. 
Oconee  . . . 
Uichland  . 


Clixnatologrical  Data  for  Augruet,  1924. 


-c 

c 

» 

^ 

.K 

.    2 

o 

•^ 

x: 

si 

tc 

OJ 

K 

_] 

Temperature,  in  degrees  Fahr. 


Orangeburg 

do 

Beaufort 

Berkeley 

Sumter 


•29fi 
48 

144 
25 

175 
106 
63 
136 

136 

82 
1» 
54 
9-2 

264 

264 

13 

54 

97 

109 
192 

75 
249 

24 


293  19 
508  25 
222 


562 
402 
487 
850 
351 


Hentli  Springs 

liershaw 

Lan<lrnm 

Laurens 

Liberty 


Little  Mountain 

New  hen  y 

I'elzer 

Saluda 

Sautuck 


Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Wiiithrop  College  tt. . 


Abbeville 711 

Kdgetield 

Cherokee 680 

Greenville 1039 

Greenwood 671 


Lancaster 

Kershaw 

Spartanbuig. 

Laurens  

I'ickens 


Newberry 

Newberry 

Anderson 

Saluda 

Union 


Spartanburg 

Kdgetield 

Oconee 

Fairfield  .  ... 
York 


Division  means  and   extremes 
Section  means  and   extremes 


568 
500 
1063 
589 
900 


850 
536 
512 

875 
620 
1061 
545 
690 


81.6 
82. 2 
79.6 
80.9 

•79.0 

•80.' 8 
82.6 


711      31 

5(f2      20 


»82.  8 
80.1 
81.6 


81.2 


+  1.1 
+  1.2 
+  1.0 
+  L7 

+0.1 

+2!4' 

+2.4 


-0.3 
+2.1 


82.2     +1.1 


80.8 
'79.6 
81.2 
80.6 
81.4 

81.1 


81.2 
80.3 


79.3 

82.0 


80.4 
79.0 
80.9 

79.8 


80.0 

79.0 

79.4 
78.6 
80.0 
78.4 

79.7 
81.6 

'80.' 2 
80.1 

80.4 
79.9 
78.8 
881.4 
78.5 

79.9 


100 
97 


100 
»99 


•97 
102 


''100 
101 
99 


99 


+0.8 
+  1.1 
+  1.8 
+2.8 
+  1.4 

+  1.6 


+2.4 
+  1.9 


+3.1 


+  1.0 
+  1.3 


+1.5 


+3.0 
+  1.6 


+0.1 


t20 

28 


t22 
21 
30 


28 


+0.4 

+  0.4 

+2.1 

+i.'6' 

+  1.6 

+2.9 
+0.4 
+2.4 
+3.3 
+0.1 

+1.5 

+  1.C 


98 
■"Ql 


97 
'■104 


104 


100 
100 


105 
99 


100 
99 
100 
100 

99 
102 

"99' 
101 

101 
101 

l(r2 

elOl 

98 

105 

105 


Precipitation,  in  inches. 


Number  of  days. 


16 

14 

16 

tl5 


59 

71 
•"65 


16 

t  1 

16 


If,       31 


tl4       23 
23 


t9 

28 
21 

28 


28 
28 

28 

tio 

10 

28 

28 

28 
28 

"2! 

28 

28 
28 
28 
28 
30 

28 

28 


61 

159 
60 
61 
62 

58 


61 
61 

63 
57 
54 
56 
65 

59 
56 

"53' 
53 

58 
59 
56 
i58 
60 

53 

53 


IG 
16 

tl4 
16 
16 
16 
16 

15 
16 

■'ie 

16 

16 
16 
16 
16 
27 


3.25 
8.28 
5.39 
3.66 

1.63 
2.16 
3.86 
3.37 

3.60 
1.57 
1.37 
2.40 
1.46 

2.28 
3.59 
3.15 
3.02 
3.20 

4.56 
1.88 
2.  63 
3.70 
1.45 

3.11 


1.83 
2.  33 
4.13 
2.  65 
1.25 

1.18 
2.14 
1.31 
3.44 
4.58 

1.34 
1.64 
3.44 
2.65 
1.85 

4.67 
1.56 
2.40 
2.88 
3.70 

5.04 
2.21 
3.00 
3.30 
3.16 

1.50 
3.78 
2  63 
1.59 
3.11 

2.68 

2.86 


-2.42 
+  1.31 
-1.21 
-3.56 

-3.70 
-3.94 
-2. 98 
-2. 18 

-L95 

-5.43 
-3.90 


-2.79 
-4.06 
-2.65 

-1.65 
-3.82 
-4.79 
-2.2\ 
-5.04 

-3.19 


-3.00 
-3.00 
-0.97 
-2.56 
-4.21 

-4.03 
-2.31 

-i.'si 

-2.20 

-3.33 
-2. 28 
-1.97 
-3. 23 
-3.24 

-0.83 


-2.81 

-0.14 
-3.15 

-1.83 
-2.04 

-2. 57 

-4.09 
-2.09 
-3.64 
-3.75 
—2.58 


1.20 
2.76 
2.48 
2.01 

0.75 
1.16 
1.59 
2.20 

3.10 
0.50 
0.65 
1.10 
0.97 

0.90 
l.KO 
1.  32 
2.00 
0.60 

1.80 
0.77 
1.45 

1.77 
0.27 

3.20 


0.91 
1.13 
2.08 
1.93 
0.70 

0.87 
0.66 
0.78 
1.69 
1.70 

0.51 
0.79 
l.h6 

1.17 
0.75 

2. 92 
0.77 
0.74 
1.32 
2.00 


-2.72 
-3.14 


2.54 

0 

0.82 

0 

1.  14 

0 

1.20 

0 

1.47 

0 

0.  65 

0 

1.50 

0 

1.26 

0 

0.67 

0 

0.75 

0 

2.92 

0 

3.10 

0 

Observers. 


ne. 
s\v. 


20  I  11 
19  12 
0     13 


sw. 
sw. 
w. 

w. 
w. 


sw. 
ne. 
sw. 
nw. 

w. 


Mr.s.  D.B.Sanders. 
V.  S.  Weather  Bureau, 
liolaud  1).  I'owe. 
Haul  Quatllebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  <!.  Savage. 
II.  K.Gilbert. 

Pee  Dec  Kxperiment  Sl«. 
Miiuer  B.  K<)\)ert. 
A.  1*.  Hazard. 
Mrs.  Kllen  Scott. 
J.  L.  Shaw. 

U.S.  Usheries  Stiillon. 
State  A.  and  M.  College. 
U.S. Naval  Aerological  Sta. 
Miss  K.  P.  Kavenel. 
Boykin  K.  Cantey. 

R.  L.  Utsey. 

K.  D.  Fields,  Jr. 

K.  P.  Lawton. 

W  Hampton  Itamsey. 

W.  C.  Ilutson. 


Frank  B.  Mc-<;oy. 
H.  tl.  Uussell. 
Ksther  B.  Owens. 
L.  U.  IMrker. 
Hemy  A.  Brown. 

.lames  C.  Faris. 
George  V.  Clan)p. 
,1.  C.  Cornwell. 
Prof.  F.  II.  II.  (;alb(iun. 
U   S.  Weather  Bureau. 

U.  S.  W.  B.  Aerological  Sta. 
.1.  A.  Town.<end. 
S.  C.  Lt.,  I'ower  .»  Ky.  Co. 
V.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

John  W.  llanvel. 

K.  llartwell  Wilds.  IVD  9. 

L.G.  Roff. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshua  Y.  .lonus. 
W.S.Crout. 

E.  W.Jeter. 

F.  P.  Bohinson. 
Mrs.S.  K.  Long. 
H.  W.Brandt. 

Kev.  Oliver  Johnson. 
W.  T.  Clawson. 


-  The  departures  from  the  norn.al  tempet^ture  an^precipi.ation  a^«>mt,nfed  on^ 
determining  section  or  division  means.     Refereii^ce  letters  (».b<2appeaimg  1  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 

r   Piei  ipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


August,  1924 


stations. 


F.n»ler»  Pari  ion. 

Black  vi  lie  II II 

Charleston  *" 

(Mierawllll 

(-oiivMiy  llll 

Uarliiigtoii  nil 


Effiiiffliam  III 
Ferguson  |{||. 
Florence  Hill 
Florence  2||||, 

(iarnctt 

(ieorKotown  . 


Kinsstrecllll  ... 

MarsBlutY 

Oranfffluir?  1 . , 
Oraiiift'biirg'i. 
Paris  (slaiid... 
Fiiiopulis  


Itiniiiii  nil 

St.  (fcorge 

Society  liill  nil... 

SinnmiTville 

Weilfrcliel<i 

Yeiimsseelill 


Wesleni  I'liitUin. 


C«trtwl.:i  llll 

(•Iiii|.|iclls!||| 

rii.'stcr 

ClHiiisoii  (lollcuc. 
Columbia"*  .. 


Rue  West***... 

K.lK-liel<l  nil  ... 
(insloiiShimls  I 
(Jreciiville  ** 
(ireemvood  l|||  . 


Healli  MprlnifS 

Kersliaw  .III 

I'Riiilniiii 

Lhiu'ciis 

Liberty 


LiUle  Mountain  . . 

Neivliprry 

Pcl/.ernil 

«!llur1a 

Saiitiu'k 


Spnrtanliure  IHI... 

Treuion 

Wallialla 

WiiiiLSliorollll 

\Vinthroi)(:olleife. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  August,   1924. 


Prainage- 
basins. 


Day  of  month. 


Aiken 

Anilerson 

Blairsnil 

ChIIiouh  Kalis  nn 

C'iiiuilen  illl 


Edisto 

Coast 

Fee  Dee 

VVaccaiuaw . 
Fee  Dee 


Lynches 

Santee 

Fee  Doe 

do 

Savannah  . . . 
Coast 

IllacU 

Pee  Dee 

Kdisto 

do 

(Joast  

(Jooper 


Santee 

Kdisto 

Pec  Dee 

Ashley 

Wateree 

Ashepoo 


Kdi.sto.... 
Savaniiali 

hroad 

SiivaiiMiih 
Wateree  .. 


Catawba  . 
Snlii.lii  .... 
Hroad  .... 
Siivaniuih 
Congaree  . 

Savannah 
Saviiniiali 

liroiid 

Salnda 

.lo 


Wateree  . . 
I.ynclies.. 
liroail  .... 
Sain. la.... 
SavaiMiah 


Saluda  .... 

Saluda 

do 

do 

Hroaii 


do.... 

lidi.sto  .... 
.'^avaniuih 
Hroad  .... 
('iitaubii  . 


.20 


.15 


.01 


.85 
i.'45 


•2.28 
.83 


.03 


1.00 
2.36 


2.45 
.18 
.12 


.5:J 


.05 


■i.  08  . . . 
1.  93  . . . 
.04    .1.5 


.1)6 


.09 


.70 
.27 
.40 
.45 
.25 

.12. 

.f.8  ... 
.  37  . . . 
.24      . 


.06 


.38 


.20 


.12 


.08 


.■22 


.02 


.03 


.38 


.10 


.28 
1.18 


.87 


..59 


.35 


.01 


T. 


T. 


.09 


.03 


1.20 
II 

2.48 


.12 


1.16 

22 

2. 20 

3.10 

.06 

.17 


1.31 


.49 


.18 
.04 
1.70 

.21 


.70 


.40 


.05 


.20 


1.10 

.97 

.05 
1.80 

.1511.17 

.60  . ... 


.2: 


.60    , 
.20  1.80 
.17 

.  Oft|  .09 
.35  1.77 
.25    .21 


.31 
.32 
.10 
1.69 
1.18 

.51 
.33 
1.74 
36 
42 


.30 


■1.91 


.33 
.451.32 
. . .  2.  00 


.05 
1.47 


1.50 


2.54 
.60 
.'i7 


T. 

1.  26 

.671  .48 


.10 


.02 


.35 


.38 


.20 


20 


40 


59 


22 


23 


24 


25 


.06 


.04 


.10 


.35 

2.00 


.03 


.02 


.03 


.06 
1.02 


.15 


.11 


26 


T. 


.05 


.20 


.17 


28 


T. 


.20 


29 


30 


.54 


2.01 
T. 

.82 

1.59 

47 


1.58 


.20 


.70 


.02 


.30 


1.20 


.06 


.28 


3.25 
8.28 
5.39 
3.66 
1.63 

2.16 
3.86 
3.37 
3.60 
1.57 
1.37 

2.40 
1.46 

2.28 
3.  59 
3.15 
3.02 

3.20 
4.56 
1.88 
2.C3 
3.70 
1.45 


ICxcept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endiiiir  at  the  liuie  of 
ob.servHiioM.  IHI  Precipitation  measured  in  the  morning:  amount  then  recorded  is  forthe  preceding  24  hours.  •♦»  Kegular  Weather  Bureau  stalion:  precipitation  is  or  iiie 
24-hour  period,  midnight  to  mi<lnight.    *  Precipitation  included  in  the  next  following  measurement.    t.Separate  dates  ol  falls  not  recorded.     1.  1  race,  or  less  than  o.oi  iiuii. 

COMPARATIVE  DATA  FOR  AUaTJST. 


Year. 


Te 

mpi^mtnre 

rrecipitatioii. 

^ 

ai-=-?    . 

'J. 

*■* 

u 

ti.-  i  y 

c 

o 

t: 

K  '—  o 

s* 

t£ 

a> 

O'  "•        c 

?. 

»*i 

9 

< 

Average  number  of 

days. 


1887 

188S 

1889 

1890 

1891 

189-2 

1S93 

1891 

1895 

1896 

1897 

189S 

1899 

19J0 

1901 

1902 

1903 

1904 

1905 

191)6 


77.8 

101 

77.8 

l(r2 

74.4 

97 

77.1 

96 

78.9 

98 

79.5 

% 

77.5 

97 

77.9 

102 

79.4 

101 

80.4 

105 

78.0 

10^2 

78.7 

99 

81.2 

103 

83.0 

100 

78.6 

97 

78.6 

104 

80.6 

105 

77.6 

102 

77.9 

107 

80.6 

100 

6.54 
4.  53 
6.37 
4.25 
8.79 
4.42 
12.45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 
5.69 
6.62 


"i? 


C  (P 


s. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

s  \v . 

sw. 

sw. 


Year. 


Temperature. 


1907 

1908 

1909 

1910 

1911 

1912 

1913 

1014 

1915 

1916 

1917 

1918 

1919 

19-20 

1921 

19-22 

19-23 

1924 

Period 


79.4 
78.6 
78.8 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.  6 
78.5 
80.2 
78.5 
77.7 
78.2 
76.4 
79.3 
80.4 


78.8 


101 
100 
104 
101 
104 
104 
109 
101 
102 
100 
102 
106 
103 
100 
102 
98 
101 
105 

109 


I'recipilatioil. 


5.41 
9.11 
4.83 
6.00 
6.05 
3.09 
3.76 
5.88 
7.62 
3.27 
3.23 
4.45 
5.08 
8.08 
4.14 
5.07 
7.44 
2.86 

6.00 


ca  j;  c  o 


Average  n  nni 

)er  of 

days. 

^-U 

te 

^■a 

-a 

a; 

3 

y 

So 

o 

0,  a 

y 

a.-.- 


13 

5 

11 

8 

12 

4 

12 

8 

15 

6 

8 

7 

9 

7 

15 

7 

11 

9 

10 

5 

10 

6 

7 

4 

11 

6 

12 

n 

10 

7 

8 

11 

11 

9 

9 

' 

11 

7 

ne. 
ne. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
ne. 

9W. 

w. 


oiKSSMitNia!^ 


34 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


August,  1924 


Caily  Temperatures  for  August,  1924. 


Stations. 


Eaatern  Portion. 


Blackville 

Charleston 

Clieraw^S^ 

Conway 

Darlington  S^S^ 

Fergnson'JS^ 

Florence  1  

Garnett 

Gooreetown 

Kinestree 

Oraniteburg  1 


\  Maximum  . 
I  Minimum.. 
(  Maximum  . 
I  Minimum.. 
\  Maximum  . 
)  Minimum.. 
\  Maximum  . 
I.  Minimum.. 
\  Maxinuim  . 
I  Minimum.. 

j  Maximum  . 
\  Miniminn.. 
j  Maximum  . 
I  Minimum.. 
S  Maximum  . 
)  Minimum.. 
S  >Iaximuni  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum.. 
I  Mnximinn  . 
I  Mininmni.. 


_     .    ,  ,      ,,(,,  S  Maxinnun . 

ParisIslan.W j  Minimum.. 

,,^   „  S  Maximum  . 

St.  George j  Minimum.. 

_     .  .     ,,.,, ,,,,  S  Maximum  . 

Society  \\\\\n iMininnim.. 

...  )  Maxinnmi  . 

Sn-mneivllle JMIninnim.. 

,,,,„,,  \  Maxinnnn  . 

Wedgefiel.! (Mininnnn.. 

.,,  I  Maxinnnn  . 

■VemasscG JMininnnn.. 


♦# 


Wefinn  I'oilion. 


Aiken 

inilerson 

Calhoun  ralls'sVV.. 

Camden  S\s\ 

Chester 

Clemson  College    . 

Columbia 

Due  West 

Greenville 

Greenwood  

Meatli  Ri)iines 

Kershaw 

LaixU'um 

I.aurens 

Liherty  

Litth  Mountain  ... 

Newberry 

Salnda 

Santnck 

Spartanburg 

Trenton 

Walhalla 

WinnsboroM 

Wiiitlirop  College  . 


{  Maximum  . 
)  Minimum.. 
i  Maxinnnn  . 
)  Mininnnn. . 
\  Maximum  . 
\  Mininnnn.. 
\  Maxinnni:  . 
\  Mininnun.. 
I  Maximum  . 
I  Mininnnn.. 

(  Maximimi  . 
I  Miiiimnm. . 
s  Maxinnnn  . 
)  Mininnnn. . 
S  Maximinn  . 
)  Mininnnn.. 
t  Maxinnnn  . 
i  Mininuim. . 
S  Maxinnnn  . 
(  Mininnnn.. 

)  Maximum  . 
)  Mininmni. . 
\  Maxinnnn  . 
j  Mininnnn. . 
j  Maxinnnn  . 
)  Minimum. . 
(  Maxinnnn  . 
)  Mininnnn. . 
)  Maximum  . 
)  Jtlinimum. . 

(  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 
»  Maxinnnn  . 
'  Mininnim. . 
j  Maximum  . 
'  Minimum. . 
S  Maxinnnn  . 
(  Minimum.. 

j  Maximnm  . 
I  Minimum.. 
(  Maximnm  . 
)  -Minimum.. 
j  Maximum  . 
)  Minimum. . 
(  Maximum  . 
I  Minimum. . 


19  20  21 


23 


26 


91 

71 
8.') 
72 
89 

f.y 

9'2 
75 

.  ]  89 

•i  ''■' 
I 
8R 
70 

(6 

85 

r)9 

8t) 
70 
81 
7C 

93 
74 
92 
li 
91 
67 
86 
71 
90 
6 


90 


89 
70 
86 
69 
90 
66 
96 
71 
89 
68 

86. 

69; 

88;  88 

86 
69 
86 
68 
83 
69 


91  91 

68  66 
95  91 


69 
89 
70 

88 
69 

88 
68 

89 
69 
8.i 
67 
89 
70 
821  81 
70  70 


94  96  96 
7-1  74 
931  O'i 

79 
97 

681  73|  74 

92!  96|  95 

72  73i 

91 

69 


72 

751  78! 
941  95 


93  93 
73 


95i  93 

72;  75 

94;  94 
72 


94   9:; 

73  74 

94 

73 

94 

70 


69|  69 

95  96 

74;  72! 

95;  97 

73|  70 


91  j  93;  91 

66!  68:  71: 

93:  93 

74  i  73 

95 


91 

73; 


^>\     94i 

681  72i 


72 


91 

92 

89 

67 

71 

72 

88 

91 

92 

69 

72 

71 

90 

94 

95 

67 

73 

73 

94 

96 

96 

67 

73 

73 

94 

94 

91 

6:^ 

67 

70 

93 

95 

95 

67 

70 

73 

96 

96 

93 

63 

63 

69 

90 

90 

92 

69 

70 

70 

93 

95 

95 

69 

72 

72 

92 

95 

95 

69 

71 

71 

94 

94 

95 

66 

70 

73 

95 

97 

96 

6r> 

69 

72 

94 

97 

96 

70 

72 

72 

94 

95 

90 

65 

66 

68 

95 

96 

95 

68 

73 

72 

79 

88 

85 

67 

70 

68 

94 
73 
100 
71 
94 
71 
88 
72 
9 
73 
94 
73 

89 
75 
82 
74 
102 


98'  94; 
67|  64; 


82; 


69 


95;  94 

65,  72:  64; 

1001  100  99; 

71]  70!  67 

95!  95;  97I 

69' ....  I  68' 

95'  97i  94: 

69'  68^  67 

95:  96i  94 

68!  68  67 


69 


96!  95  9i: 


68  65 

89  90 
76  76 
93I  94 
69]  70 
971  94 
66!  66 
95  96 
63 
9() 
71 
94 
06 


94 
71 

93! 
70[ 
99 

68; 

98'  94 

71;  76 


?; 


95|  9-2 
701  6 
92,  96 

n 


91 
70 
95I 
74| 
93, 
71 
92 


70 
8' 

72;  69 
92  90 


96  95 
70  70 
99  97 
691  66 

97  98 
73  71 
92  90 


64   66  62 


86 
67 

84 
68 
84 
70i  68 
86!  88 
70 
86 
69 


92  90 

70  6S 

891  86 

lii'  70 


90 
70 
91) 
71 
94 

™i 

9(l!  93 
69 


99;  95;  95|  901  8.T 
69;  C9i  68 


I 

88[  85 

69i  671 

92'  89 

7li  67 


82  85 
67  67 

83  82 
66  66 
89!  89 
63l  63 
89'  90 
681  65 
84i  84 
661  63 

! 

84!  8; 

62;  66 

851  83 

67 1  67 

831  82 


851     85 


90 

00     70 

84!    90 
70 


88 

94 

66 

71 

89 

96 

00 

68 

90 

87 

76 

76 

89 

94 

67 

69 

9-2 

87 

70 

69 

91 

95 

60;  70 

891  96 

62 

71 

96 

95 

65 

70 

87 

93 

60 
93 

65 
93 

90  91 

601  63 

89  9^2 

63  68 

9-2  91 

63!  66 

89  91 

63  66 
90 
63 
89 
59 


95;  9' 

70  6- 

88  95 
(59  6'. 
96l  96 
72  70     68 

89  92    101 


99 


65;    6' 

94     98 
67!     69 


79 
93 
70 
102 
66 
91 

70!     6S 

96|     93 

71 

90 

71 


99 
70 

98 
75 
9' 
70 
9 
69 
97 
68 
96 
70|  6 
93      98 


09 


931  90 
701  64 
93     95 


91 
64 

92;     90 

721  66 
93  93 
73      65 


721     71     78;     76     71 
93;    93     80     931  100:    95     90 


7  93  91  901  100  96  90  97 
72 
89 
7 
9 
68 
94 
64 
95 
69 


90|     92 
69      69 


85     91 


98     951 


721 

97 

01     69 


-a1 


72:     71;  74 

96    1021  99! 
69 
96 

701  fi^!  fiy 

98t  95     88 

73  72     69 


96!  91 

681  "0 
981 
72 

97  93 

72  73 

93!  92 

70;  74 

95I  921 

75  74 

94  91 

72  69 

99  91 

72  78 


93     91 
69     70 


88     89 


91      97 
71      69 


96 
75 
95 
70 
101 
61 
98 

95 
6' 

90 
67 
95 
74 
96 
70 
92 
70 


93     97 
72     74 


101 
70 

102 
64 

961  lOlj 

71  74 
89|  87 
60;     61 


90 
63 
95 
74 
9-2 
65 
94 
66  63 
97  94 
68     68 


Keference  letters  («,  !>.  <=).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  •>  represents  two  days  missing,  etc. 
%  Instruments  are  read  in  the  morning :  the  maxinnnn  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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No.  9. 


OBNERAL  SUMHART 

The  inontli  was  marked  by  much  the  greatept  Septemlier 


PRECIPIIATION. 

Tlie  average  for  the  .Section,  53  stations  reporting.  n'n« 
12.74  inches,  or  8. 09  inches  above  the  normai,  and  2.93  inclies 
above  tiie  previous  highest  September  average.  By  far  the 
greatest  rainfall  occurred  during  the  last  half  of  the  month. 
In  small  areas  of  tiie  Piedmont  and  northern  counties,  the  total 
aniounts  were  less  than  9  inches;  elsewhere,  the  monthly 
measurements  ranged  from  10  to  over  17  inches,  tiie  unusually 
excessive  rains  being  most  pronounced  over  practically  the  en- 
.    ,  „     ,  ,  -,     ,  .  J    J  I    t    tii"^  coastal  plain,  where  daily  rains  persisted  after  the  12th. 

ramfall  of  record,  and  the  average  amoimt  was  exceeded  but  -phe  greatest  local  monthly  amount  was  17.32  inches  at  Wedge- 
once  in  tlie  history  of  the  Section,  i.  e.,  the  great  wet  .July  ofjfj^,],].  \^^^^  \w^\  monthly  amount,  6.S7  inches  at  Edgefield. 
1910,  with  an  average  of  14.09  inches.  Temperatures  ranged  !  Tlie  greatest  24-hour  rainfall  was  9.0.o  inches  at  Walhalla  on 
decidedly  below  normal.  ;  19-20th.     The  average  number  of  rainy  days  was  114%  alwve 

Droughty  and  generally  unsatisfactory  growing  conditions  ! '"^""^'-  __ — _ 

persisted  until  toward  the  middle  of  the  month,  when  copious  i  wind. 

to  excessive  rains  began,  continuing  to  the  close.     Cotton  dete- :  'j'jip  prevailing  wind  was  from  the  northeast.     The  average 


rioration  increased;  bolls  I)egan  rotting,  with  some  .sprouting  in 
boHs,  and  shedding  continued  ;  the  quality  of  lint  was  materially 
reduced;  picking  and  ginning  were  suspended,  and  weevil  ac- 
tivity  increased    in    the  late  crop.     Late  corn  was  too  badly  | 


hourly  velocity,  determined  from  9  anemometer  records,  was 
7.9  miles.  The  highest  average  velocity  was  1 1.5  miles  ]>er  hour 
at  Charleston;  the  lowest  average  was  4.9  miles  per  hour  at 
i  Charlotte,  N.  C,  and  in  the  Section  proper,  0.0  miles  per  hour 
I  at  Columi)ia.  The  highest  velocity  for  any  5-minute  period  was 
damaged  l»y  the  August  drought  to  recover  during  the  rains,  j  44  n^i]p<,  pp,-  Jiour  from  the  northeast  at  Charleston  on  tl)e  lOth 
On  the  other  hand,  field  truck,  gardens,  sweet  and  fall  white  and  from  the  northwest  at  Savannah,  Ca.,  on  the  3()th. 
potatoes,  peanuts,  hay,  and  pa.'.tures  siiowed  improvement,  a1-  sitnshinV7^d"'^udine88. 

thougli  the  hay  crop  was  short  on  account  of  previous  drought.  ,,,|^^  average  monthly  sm. shine,  determined  from  9  auto- 

The  sweet  potato,  peanut,  and  hay  harvests  progressed  ^^'lif'i'f  i  matic  records,  wa'^  194.4  hours,  or  .51%  of  the  possible 
soil  conditions  permitted,  and  apples,  pears,  and  vegetables  j  amount.  'I'he  average  number  of  clear  days  was  J2;  partly 
were  plentiful  at  the  end  of  the  month.  i  cloudy.  5.  and  cloudy.  13.  as  against   normals  of    15,  8.  and  7 

idays,  respectively.     The  average  number  of  cloudy  days  equaled 

PRESSURE.  i^'""^  previous  highest  September  record  of  1912. 

The  mean  sea-level  pressure,  determined  from  ref)orts  of  9  RIVER  conditions. 

regular  Weatlir-r  IJureav.  stations  in  and  surrounding  the  Sec- ;  Notwithstanding  persistent  sliowers  during  the  last  l)ali  ot 

tion,  was  30.01  inches.     The  highest  pressure  was  .30.33  inches  I  the  month,   freshet   conditions  were  comparatively  infrequent . 

r,.      1  ..      v     /••  .1      i)/..i  1   •     ti      e     *•  The  Santee  River  was  in  flood  at    Himini  or  Ferguson  atter  ttie 

a    Charlo  te.  N.  C  on  the  2(ith,  and  m  tlie  Section  proper,  t  '•"  '-nn  .  luv      u.i.  „„„.^„^l,;,>o-  flnnl  stneesi 

1  Ifith.  and  a     streams  were  above  or  approaciung  lloo  1  siages 


30.31  inches  at  (ireenville  on  the  samedate;  the  lowest  pressure^        tlie  30tii 


was  29  52  inches  at   Wilmington,  N.  C,  on  the  30th,  and  in 
the  Section  proper,  29.53  inches  at  Charleston  on  the  same  date. 


decided, 


TEMPERATURE. 

The  monthly  mean   for  the  Section,  determined    from   re- 


ports of  41  stations,  was  70.5^.  or  3.7°  below  the  normal.     The;yj]]p^  1S_ 


miscellaneous   PHENOMENA  (datesl. 

/:rf'/V/K/»o/.T.— Summ'erville,     20tli,     -1:49    p.m.; 
sharp  l)unip  and  shake. 

FvnM.  liohl. — 'Spartanburg.  30. 

]{alof<- Lu oar:   Columbia .10.    ^nhir:  Due  ^^'est  ,10;  0  reen- 


higliest  temperature  was  K)0°  at  Winthrop  College,  Rock  Hill,  ; 
on  the  1st.  The  warm  periods  were  short,  i.  e.,  about  the  1st  i 
and  13th  and  from  the  20th  to  the  22d,  inclusive.  'I'he  lowest  i 
temperatiire  wai*  41°  at  Walhalla  on  the  10th.  Tlie  cool  pe- :  suiii.ins. 
riods  were  from  the  Bd  to  the  lllh.  15tli  to  ISth,  23d  to  20th,  i 
and  at  the  close  of  the  month.  j 


MISCELLANEOUS  DATA  FOR  SEPTEMBER,  1924. 


'IViiippnilino, 
(Irkp'Ps  Tiilir. 


I'lPi'iiiiiH- 
li.iu, 
iiicl'PS. 


Willi!. 


■4  1.  .^  a 


iMpsn        ,  o  y 
liiiiiiidily.    •  0  ~ 


HUMIDITY. 

IMie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  85%  :  noon.  (>S%  ;  8  p.  m.,  78%. 
Tlw  highest  percentages  occurred  along  the  coast,  and  the  low- 
est, in  the  interior. 


.\slievillp.  N.c... 

Aiijfnsta.ca ■ 

Cliarlpsinn.  S.  C... . 
(;liarlotTP,  N.C... 

C'lhiiiiliia.  S.  (' ] 

Due  West.  S.c 

Orppiiville,  S.  C.  .. 

SavHunah.  (isi 

Wilinin»roii.  N.<'. 
Mpans  and  ex- )  i 
rrPTTips > 


an.  di 
no  rs 


fi2.2 

TJ.n 

74.  t; 


:10.n4     71.0 
:in.r(i  .  &%.-2- 
,:5M.-.n^  i  fi7. 1 
Wl.OO  j  7J.4 

:W).  ni  I  70. '.1 


30 


j^^ifl^ 


H8  i  42     4.2:5  \  I.IIM 

W,  I  53  I  S.  22  :  2.  'u 

00  :  Cil     11.8.5  ;  4.54 

97  I  4fiJlO.S4  !  :i.2:i 

9:5  \    .'50*']M.48  {  .I.O:? 

91  i  4.T  1 10. 00  j  .1.  If. 
93  I  4.''.  I  H.5r>  i  2.7f. 

92  I  .57  :22.  .5S  (10.  nS 
110  I  w'MWKi.ft!  i  5.  10 


42  !u.fl:i  10.  OS 


8.0 
5.4 

11.5 
4.9 
6.fi 
8.5 
7.9 

10. ft 


so. 

lie. 
re. 
Tie. 

W". 

lie. 
lie. 
lie. 
e. 


.  !  o       •;;•■= 

ci    1  =        =■'>■" 

1  89  i  M  i  74  :  41 

85  !  6fi  1  79  ;  49 

I  8:5  I  74  I  S3  I  5S 

j  83  -64  j  73  I  52 

!  88  !  f,fi  I  77  1  50 

i  85  i  Rfi  ;....!  4r. 

!  82  i  117  i  72  '  55 

87  !  73  1  83  :  48 

85  f.8     81  •  5S 


85     W 


51 


.v\ 


kO^^ 


VJH\^^^^^ 


vl 


I 


36 
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Counties. 

1 

1 

c 

o 

a 

_£ 

<-  a), 
1 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches,    i 

Number  of  days. 

■5 
1 

a. 

Stations. 

S 

- 

£- 

C 

i 

a  ^ 

a 

i 

ll 

J. 

1 

c  — 

Si 

± 

Observers. 

Kanlein  Voilion. 

BiRpkville 

(:iiarle.«toii 

Clieriiw 

296 
48 

144 
25 

175 
106 
63 
136 

1.36 
82 
18 
54 
92 

264 

264 

13 

54 

97 

109 
192 

75 
249 

24 

40 
53 
42 
34 

29 
3.3 
38 
42 

9 

6 

31 

42 

1 

8 
4 
43 

77 
10 

41 
33 
26 
34 
S5 

72.0 
74.6 
69.4 
71.7 

70.6 

■■7i.'2' 
72.0 

-3.6 
-2.0 
-.3.7 
-2.5 

-3.4 

"-•i.'s 

-2.6 

95 
90 
92 

92 

96 

""92" 
98 

1 
1 

I 
1 

1 
...... 

t  1 

51 
61 

48 
47 

47 

"""40 
49 

t  7 
30 

t7 
11 

t7 
...... 

7 

40 
23 
37 
39 

37 

'39 
44 

11.73 
11.85 
12. 29 
16.87 

13.23 
15.44 
15.01 
15.61 

13.72 
13.54 
14.84 
16.  16 
1,5. 22 

12.  76 

12.  57 
15.74 
14.72 
16.28 

10.64 

13.  78 
16.13 
17.32 
15.06 

14.37 

9.44 
11.27 
13.00 
12.  46 

14.  .33 

11.35 
10.49 
13.74 
13.77 
11.48 

10.00 

6.87 
ll.f.8 

8.55 
10.64 

8.86 
9.81 
10.88 
13.24 
11.05 

12.50 
12.57 
10. 74 
9.01 
13.58 

11.83 
8.93 

15.  87 
12. 32 

13.38 

11.49 
12.  74 

+7,55 
+6.39 

+8.  62 
+  12.08 

+9.29 
+  11.43 
+  11.21 
+  11.52 

+9.63 

+  i6.'68' 
+  12.0f> 

+  16."  8.5' 
+  10.14 
+  12.47 

+6.  75 
+9.  80 
+  11.79 
+  13.85 
+  11.02 

+  10.26 

+6.06 

+  8.28 
+  10.20 

+  8.  .v. 
+  10.67 

+7.  82 
+7.35 

'+9."  si' 

+8.03 

+7.14 
+4.15 
+8.51 
+4.76 
+  6.  98 

+  5.87 

'+7.'64' 

+9.66 

+9.70 

+  7.30 

+  5.  93 

+  10.32 

+8.55 
+5. 75 

+  10.80 
+  8.98 

+  10.  .36 

+7.  61 

+8.69 

2.50 
4.54 
2.41 
4.14 

3.45 
4. 09 
3.70 
4.52 

2.27 
3.  83 
4.80 
3.30 
3.80 

2.44 

2.  60 
4.37 
4.00 
3.20 

2.50 

3.  45 
.5.61 
2.38 
4.15 

5.61 

2.33 
2.  l« 

2., 53 

2.  53 
4.00 

2.40 
1.95 
2.40 
3.10 
3.03 

3.16 
1.73 

3.  36 
2.76 
2.11 

1.55 
1.99 
2.27 
3.69 
3.  CO 

.3.65 
2.15 
1..54 
1.88 
3.14 

2.19 
3.15 
9.  65 
1.93 
2.10 

9.  65 

9.65 

0 
0 
0 
0 

0 
0 
0 
0 

0 
••0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

'' 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 

0 
0 

13 
14 
16 
12 

16 
15 
14 
16 

14 
16 
10 
15 
10 

15 
14 
19 
11 
15 

13 
17 
13 
16 
13 

14 

15 
15 
17 
13 
16 

16 
16 
14 
12 
20 

17 

15 
17 
16 

18 

16 
16 
17 
16 
10 

13 

17 
17 

18 
18 

17 
17 
17 
16 

18 

16 
15 

16 

']■>' 
15 

0 

11 

"5' 

1 

14 
12 

is' 

14 

ne. 
ne. 

Mrs.D.  B.Sanders. 

Charleston 

CliesterlieW . . 

Horrv 

V.  S.  Weather  Bureau. 
Koland  D.  Howe. 
I'aul  Quail  lebaiuii. 

Darliiigtoutt 

Darlington 

Klorence  

Orangeburg 

Kloreuiu 

do         

D.  C.  McCall. 

Wni.  B.ijillespie. 

KergiisoiiM 

Kloreiice  1 

i-i' 

7 
7 

17 
17 

"4 

8 
12 

1 
1 

i'i 

15 

11 

12 
12 

ne. 

ne. 
ne. 
ne. 
e. 

Henry  C.  Savage. 
U.K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

Hampton 

•7.3.  8 
73.2 
73.4 

"-2."  7' 
-0.9 

98 
95 
92 

2 

1 

t  I 

•49 
52 
49 

11 
7 
11 

•41 
34 
40 

Maner  H.  Uohert. 

(i»^orget<)\vii 

Kiiigstrpp 

(I'eorgetown 

\Villianisl)Urg 

A.  1'.  lla:<ar<1. 
Mrs.  Ellen  Scott. 
J.L.Shaw. 

Orangeburg  1     

<)rangebiirg2 

I'aris  Islaiiil 

Piiiopolis  *• 

Orangeburg 

flo 

Heaufort 

Herkeley 

72.2 

95 

2 

54 

tl7 

35 

13 
10 

8 

7 
6 

10 
13 
16 

e. 
ne. 
lie. 
ne. 

r.R.  Fisheries  station. 
State  A.  anil  .M.  College. 

74.6 
71.3 

+2.4 
-2.6 

88 
88 

12 
t  1 

5S 
55 

30 

t  7 

23 

(l.S. Naval  Aerological  Sta. 
Miss  K.  P.  Kavenel. 
ISoykin  K.  Cantey. 

St.  George 

.Society  Hill 

Siimiuerville 

Wedgelietd 

Yeiiiiissee 

Dorchester 

Darlington 

l)orchesler 

Sunner 

Hampton  

72.2 
•70. 4 
73.0 
71.5 
72.5 

72.2 

71.4 
68. 5 

"68.' 5 
173.7 

-1.7 
-2.4 

-2.8 

-2.2 

-2.8 
-5.2 

'-6."i" 

94 
•98 
96 
93 
93 

98 

92 
95 

'""97" 
J  97 

2 
1 
1 
t  1 
1 

tl 

48 
47 
48 
52 
48 

46 

52 
50 

'""46' 
50 

11 
t  6 

11 
t7 

11 

11 

11 
10 

'"'io' 
11 

37 
•44 
44 
36 
38 

44 

32 
33 

""38 

13 
15 
18 
15 

13 

9 
11 

ii 

16 

'ii' 
11 

9 

6 

12 
4 
5 
2 
0 

5 

"1 

"4 
0 

"2' 

5 

9 
.... 

11 
13 
10 

1^ 

12 

10 
18 

i.V 

14 

'17 
14 
14 

15 

s. 
ne. 
n«. 
ne 

nd. 

e. 

e. 

e. 
ne. 

ne 
ne. 
ne. 

ne. 

R.  L.  rtsey. 

E.D.  Fields., Jr. 

K.  P.  Lawtoii. 

W  Hampton  Pamsey. 

\V.  (;.  Unison. 

W'eittfrii  l\>rti/m. 

Aiken  

527 
764 
293 

508 
222 

562 
402 

487, 
850 
351 

711 

'680 
1039 
671 

.568 
600 
1063 
.589 
900 

711 

502 

■   850 

536 

512 

875 
620 
1061 
545 
690 

62 
31 
19 
25 
74 

18 
19 

2 
32 

38 

10 
10 
21 
40 

40 

22 
8 
9 
6 

24 

31 
21) 
2') 
22 
31 

47 
31 
24 
80 
24 

Frank  K   Mc(;(>y. 

Aixler.son 

I'.lairs 

Ciillionn  Kails..*. ...... 

C.miileii ■ 

Catawba  ...■.; 

Chappells 

ChestPj- ... 

('leinson  College 

Columbia  .'. :'. 

Duo  West 

K.lgelield 

'iastou  Shoals  1) 

Greenville 

lireenwood 

Heath Sprl nigs  ...:.... 

AnilerM)n ■. . . , 

Fairrteld 

Abbeville .. 

Kersliaw 

York  ., 

Newberry 

11.  II.  l!n.^sell. 
Esther  IJ.  Owens. 
1..  M.  Parker. 
Henry  .\.  Brown. 

.lames  C.  Faris. 

George  V.  Clamp. 

•70.2 
69.2 
71.0 

68.2 

"-■3  0 
-3.5 

-5.2 

''96 
93 
93 

94 

•47 
47 
50 

45 

10 
10 

30 
30 

•36 
35 
27 

29 

.1.  C.  Cornwell. 

Oconee 

Kichlaiul 

Abbeville 

Kdgelield 

Cherokee  

(Ireenvillrt 

Greenwood 

Lancaster 

I'rof.  F.  H.  H.  Callioiin. 
I!  S.  Weather  Bureau. 

V.  S.  W,  B.  Aerological  Sta 
J.  A.  Town.send. 

"67."  4' 

6S.8 

68.6 
70.3 
:  67.  ! 
68.6 
67.1 

68.8 

"'76."  2' 
€8;  6' 

67.4 
70.  8- 
67.8 
69.6 
68.8 

69.2 

70.5 

"—3."  2" 

-4.3 

-4.5 

"-"5.' 4' 
-.5.9 

::::x 
-3.9 
•-4.6 

-4.6 
-■4.2 

-.3.0 
-3.6 
-3.8 

-4.0 

—3.7 

■  ■  "9:V 
92 

92 
97 
97 
97 

98 

93 
98 

■■■95' 
97 

89 
■.  96 
96 
95 
100 

100 

100 

'■■45' 
55 

47 
48 
46 
46 
46 

49 

'36' 

t  7 

11 

t6 
10 

,7 

10 

32 

39 
41 
42 
40 
41 

36 

9 
9 

10 
14 
10 
6 
14 

10 
10 

"» 

10 

ii 
10 
12 
9 

10 

12 

"s 

0 

3 

0 

15 
2 

1 
4 

'2 

9 
10 

5 
10 

6 

5 

i3 
21 

17 
16 
12 
9 
14 

9 
16 

'in' 

13 

io' 
10 

13 
11 

14 

13 

ne. 
>v. 

e. 

e. 

ne. 

ne. 

e. 

n. 
w. 

n. 

w. 

ne. 
ne. 

s. 

ne. 
ne. 

S.  C.  l.t..  Power  .«  I!y.  ('0. 
1'.  S.  Weather  Bureau. 
M.  M.  Callionn. 

.1.  Marvin  Bowers, 
.lohn  W.  HauMfl. 

I.itnilruni . ...;... . . 

Spartanburg . 

-  Lanrens 

Pickens 

Newberry  ......  . 

Newberry 

Anderson.. ..,.:..'. 

Saluda 

Union 

Spartanburg 

Kdge  field 

Oconee 

K.  llartwell  Wilds.  |).I)..S. 

baurens  .;.;.. 

l.ilierly 

Little  Mountain 

Nt'u  lieny 

I'elzer r. .... 

SaUi.la 

Saiituck 

L.G.  Koff. 
0.  F.  Boggs. 

Miss  Alberta  Sease. 
John  II.  Baxter. 

"■"4.5" 
44 

50 
52 
41 
51 
49 

41 

41 

"■fi" 

t7 

^I 

7 
10 

tr 

7 

10 
10 

'44 
42 

35 
39 
40 
35 
40 

44 

44 

.loshna  Y.  .tones. 
W.  S.  Crout. 
K.  W..lel«r. 

Spartanburg 

'i  lentou 

Walballa 

F.  P.  I'obinson. 
Mrs.S.  E.  Long. 
H.W.  Brandt. 

Winnshoro 

Wiuthrop  College  tt... 

I'iviRiou  means  Bi\fl 

Fairdeld 

York 

liev.  Oliver .lohnson. 
W.  T.  Clawson. 

BXtremes... ,.... 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
detenuinin"  section  or  division  means.     Reference  letters  («.  b,  c).  appearin?  in  the  table  indicate  innnber  of  days  missing;  for  example,  ''  represents  two  days  nnssiug,  etc. 

t  Also  onljther  dates  tt  Received  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  observed  readings  of  the  dry  bnlb:  means  are  com- 
puted from  observed  readings.    IlPost-omce  addresses  of  the.se  stations  ureas  follows:  Of  Gaston  Slioals.  Blncksburg;  of  Wiuthrop  College.  Rock  Hill ;  of  Ferguson,  Eutawville. 

'I'    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


September,  1924 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


I 


Daily  Precipitation  for  September,   1984. 


Stations. 


Drainage- 
basins. 


Day  of  month. 


12      13 


■20 


•21      22 


23 


2fi 


F.nslern  I'miioii 

Black vi lie  II II 

Chiirleston  "* 

Choiawlill 

Ooinvay  III! 

UarliM^toii  l||| 

Etlinerliain  l!il 

Kcreiison  III! 

Florence  lllll 

Kloreiice  2|||| 

<<arnett 

Cieorgetown 

KinK.strppllll 

Mars  Bluff 

Orangeburg  1 

Orangeburg  2 

Paris  Island 

I'iiiopolis  

KIniini  111! 

St.  fieorge 

Society  Hill  |||| 

Snnunervilli* 

Wedgetield 

Veniasseellll 


Wfleni   I'liitiini. 

Aikpii 

Auilersoii 

BliiirslJII 

CallKmri  Kiills  III!  ... 
Ciinulen  |||! 

CHtftivballll 

niSM'pellsllll 

C'lie.-ter 

Clcrnson  ColleKe 
Columbia"*  ....'. 

Dne  West*** 

Kilgeliel.l  nil ; 

(iiislonSliDiilsllll.... 

(freenville     •" 

(ireenwood  ||||  ...... 

Headi  Sprlng.s 

K.TsllBW  ,11! 

LHiiilrum 

I<aurens \ 

Liberty 

Mlde  Mountain 

Neivlierry  . 

I'-i^eriiii ;;;;;; 

Salnila 

SantucI; 

Si'artnnbnrg  |!|| 

Tienlon  . . . 

Wallmlla  ....'. 

Wlnnsborojlll 

WiiithropColli.Ke. ... 


Kdisto 

( 'oast 

Pee  Dee 

Waccftniaw 
Pee  i)ee 


I-ynelies  . . 

Santee 

Pee  Dee 

do 

Savannah 
Coast 


niiiek... 
Pee  Dee. . 
Kdisto ... 

do  ... 

('oast  . . . 
(hooper  . . 

Santofi. .. 
Edi.sto  . . . 
I'ee  Dee.  . 
Ashley... 
Wateroe  . 
Ashepoo. 


Kdlslo 

Savannah  . 

Ilroarl 

Savannali  . 
Watei'ce  . . . 

Catawba  .. 
Salnrla  .... 

JJioad  

Savannah  . 
Congaree  .. 

Savannah  . 
Savannah  . 

Itroad 

Sahicla 

....do 

Waterco  ... 
I.ynclies  . .. 

Hroad 

Saluda 

Savaiuiali  . 

Saluda  .... 

Saluda 

do I. 

-lo I. 

Hroad 

do ]. 

Kdislo I 

Savannali 1. 

Broad j. 

Catawba i. 


.50 


.21 
1.35 
93    .03 


1.12 


1.60 
'.'62 
.50 

.  iu 

.60 

.OR 
.39 
.50 


.•IS 
1.00 
1.90 

.95 
.41 

K75 
.0' 


.30 


.30 


.19 


.21 

.48j  .08 
...1.10 
.  191  .  12 
.■25|   .75 

..      .fi8  , 

.18]  .'20. 

.08 

...    . 40  . 

.30'  .90'.. 


.08 


.02 


.  32 
.()5 
.04 
.75 
.  20 

.10 
1.09 

;2i 

.27 

.42 

.•2H 
.21 
.04 
.115 


.02 


.'20 
.31 
.31 
..52  .40 
'J'.    ... 

...   .SO 
...ri.-25 

...  .'20 
.17 
.32 

.'20 
.50 

'!53 
.30 


T. 


T. 


.04 


.05 


1. 01 

.80 

T 

.70 


1.05 
.50 


.•20 


.40 
.37 
.10 
.60 

I  ••'^ 
{■2. -20 

1.15 


.  78  3. 45 
.26,  .46 
.  13  2.  00 


.291. .35  1.59 
.03    .10 


2.50 
1.01 
2. 33 

2.90 
■2.80 

2.80 
3. -20 
4.52 
4.0(1 
•2.04 


1.50 
4.47 
.31 
1.90 
1.00 


87  1.67 

2.02  1.42 

992.65 


1.00 

'J 

.79 
4.  14 
1.30 


1.05 
3.83 
1.85  3. '25 


1.86 
4.00 
2.  10 
1.15 
•2.28 
'2.40 

3. '20 
1.75 
.70 
1.51 
2.  .38 
42 


. . .  I'2.  .53 
. . .  2.  53 


.90 
1.77 
2. 40 
2.01 
1.68 

3.15 
.35 
1.83 
1.'28 
.14^2.07 

.05  1.50 
....il.99 

.051  .93 
T.  13.  69 
....  11.80 


l.fiO 
1.52 
1.30 

•2.40 
1.95 


.95 

.18 
1.73 
.70 
.'27 
1.47 

.70 

1.05 

(19 

41 


1.20 
l.IO 
1.32 
1.80 
4.3' 
■2.20 

1.62 
2.  50 
1.15 
4.82 
•2.10 
4  15 


1.0: 

.'(18 
.0.-) 
.60 


1.85 
T, 
.75 


2. '20 
2.70 
1.76 


1.5'2 
.95 
.05 


■1.2; 


.  94  . . . 

.'3s!!; 


.02 


.04 


.16    .04  ... 
.10    .49  ... 


T. 


...1.3.65    .97 
.60  2.151.14 
:1.14 
il.35 
1.33 

.67 
1.28 

.01 
1.93 

.60 


l. .. 

1.1',^ 

T. 

.35 

.99 

2.81 
1.30 

.12 

.96 

■r. 

.10 

1.37 

1.82 
2.00 

.05 


.50 


1.00 
'.'23 


.92 


.96 

.'io 

.35 
.12 
.04 
28 
.01 

.05 

.03 

.  13|'2.  71 

.11  .. 

.        .08 
.40| 
■2.27 
.95 
1.60  3.00 


.11 

1.12 


.05 


.05 


.35 


1.50 
.'20 
.61 
.03 
.70 

1.78 
.82 
.64 
.95 
.37 
.25 


.15 
.86 
.031.0 
1.03 


1.15 


.10 


.■25 


29  ... . 
■2.20    .04 
.56 


T. 


3.10 
.44 

.43 


.20 


.  50:9. 
.05 


.10    .60 
.12  1., 55 


•2.35 

.'si 

.55 
.32 
1  31 
.•22 
.13 


1.0: 


.■20 
1..52 
1.22 

.07 

..38 

'.'('« 
.  11 


.03 
.15 

.5^2J1.(J7 
...  ..53 
T.  I  .70 


.46, 
,0^2  1 


.95 

,'6311 

,51 


1.20 
.88 
.04 
.22 

1.85 
.53 


.67 
.04 
.83 
.17 
4.  CO 


.95 
.'20 
.03 
.11 

.06 
.06 
.10 
.14 
.74 
T 

.05 
.2( 
.10 
.02 

1.65 
.70 

.22 

.25 
.18 


.30    .40 


06    .33 


.21    .32 

.22  .62 
...I  .40 
1.^2l' 
.10 


.37 

:35    1 

.08  .. 
18   .28 

T. 


,52 


.21 

.00 
,60 

98 

,58l 

A 
49 

io| 
7.5;  1 
.10; 


.05 


.48 
.'20 
1.15 
I. 01 
.3' 

1.20 


.19 

..50 
.'20 

.85 

.86 

1.10 


.06 
.73 
.57 
1.77 
.13 

.51 
.15 
.35 

;i 

.07 
.71 
.64 
..32 
1.02 

.25 

.89 
.  77 
.'25 
.30 


1.98 
•.■38 


29 


.  35l3. 95 
■.-^18    .42 


.19 
.76 
.19 

.1 

.38 

4.80 

.30 

.4 

.09 

.10 

.35 

.10 

.10 
.30 
.40 
1.51 
l.^20 
1.00 


1.30 
.4 
.98 
.60 
.24 

1.03 

3.30 
.  75 
.59 
.42 
.25 

•2.00 

1.10 
.30 
1.69 

.68 
.48 


1. 00^2. 00 
1.52    ..32 


1.22 

.16 

3.45 


•2.41 
•2.98 
1.73 


.  24  4. 09 
.  85  3. 70 
.  49i2.  49 


1.09 
2.  35 

.81 

2.  ^20 
1.00 
2. 05 
:.00 
.08 
4.00 

1.05 
.60 

2.20 
.75 

1.95 

1.43 


2. 2 
1.10 
1.40 

3.00 
3.  80 
■2.44 
•2.^25 
■2. 12 


3.20 
2.40 

h'.'f>\ 
1.43 

3.24 


■2.33 
•2.11 

.82 


.11 
.97 
.15 
.80  1.20 


.11  1.25 
.03  .83 
.  70J1.30 
.33 


....2.  .50  .15 
.60  .10 
.26|1.08 
.411  .12 


fi   .  98  2. 26 


1.06 

.28 

•2.10 

•2.  02 


.13  1.71 
.20  .45 
1.3011.17 
.30  1.49 
.53    .37 


.25|1..55 


1.54 
1  '25 
.89 


!  72  3. 22 

.15  1.70 


.19 

i.'54 
■2.17 
'2.25 

1.98 
1.16 
.10 

.'26 


.70    .3012.00 
.61    .3711.94 

.12'  .7rI    .86 
48    .I9II.6I 


1.15   .22'  .45    .98  ,''2. 69 


.20  1.12 

.11  .591  .'28 
.04  .63;  .56 
...    .14    .46 


1.10 


.35 


2.19    .40  1.681 


.80 
3. 36 


2.1! 


1.48 
.07 
.02 
T. 

.60 
.07 
1..54 
.11 

.05 


10  3. 15 
.62  .82 
1.0l!l.l4 
1.45 '2. 10 


.18!. 


1.481. 
.50!. 


11.73 

11.85 
12. -29 
16.87 
13. '23 

15.44 

15.01 
15.61 
13. 72 
13.54 
14.84 

16.16 
15.^22 
1-2.76 
12.57 
15.74 
14.  72 

16.28 
10.64 
13.78 
16.13 

17.32 
15.06 


9.44 
11. '27 
13.00 
1'2."46 
14.33 

11.35 
10.49 
13.74 
13.77 
11.48 

10.00 
6.  K7 

11.68 
8.55 

10.64 

8.  80 
9.81 
10.  RS 
1.3. 24 
11.05 

12.  50 
V2..57 
10.74 
9.01 
1.3.  58 

11.83 
8.93 
1.5.87 
12. 32 

13.38 


Except  lis  otherwise  indicated,  obst 


observ.imn      Mil  r.„';T;  ■,■•.■ bseivationsaretreiierally  made  late  in  the  afternoon,  iH^ar  suii.set,  and  precipitation  recorded  is  for  the  ^24  hrtuis  ending  at  the  lime  of 

24'lM  ur    et-Ll      ,      V^'i  ,;        •','"■"  I '1''**  *'.'.'  '    ■'  '.''"'•.'""?:  »"\"'V'-'  ']r"  '•'''•"■■."IV;'  '^'"'■t'»^'  Pi-Pce<1ing^24  hours.    ***  Iteenlar  Weather  llureau  -b.tion:  precipitation  is  for  (he' 
i*  noiir  peiiod.  midnight  to  mnliiight.    *■  I'recu.itation  included  in  the  next  lollowing  measurement.     t.Sepanite  dates  of  falls  not  recorded     'I'.  Trace,  or  ip>^s  thnii  0  ol    inch. 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


'reiiipeiaUiii 


Precipitation. 


Average  n  u  m  her  of 
day.s. 


u 


1887 

1888 

1^89.... 
18!<0.... 

1891 ."■ 

1«02.... 
189:1... 

1894 ;■" 

189).... 
IW..... 
1897.. 

189S..       

1899. 

19.11... .    

191W  

1903...';; 

l'M4 

1905..     

19nf, 


-Vlso  6.  and  s. 


72.2 

101 

34 

1.12 

4 

69.6 

93 

31 

9.86 

13 



72.1 
72.9 
74.3 
72.5 

98 
92 
93 

40 
49 
50 
40 

3.34 
7.  .84 
■2.66 
6.41 

6 
16 

74.7 

98 

46 

4.42 

7 

14 

7 

9 

7.5.0 

100 

52 

6.51 

r' 

12 

10 

8 

76.9 

100 

35 

1.'29 

4 

17 

8 

5 

7.5.0 

■105 

39 

2.94 

5 

17 

S 

5 

73.  3 

100 

42 

■2.  91 

4 

17 

7 

6 

76.0 

96 

48 

4. 06 

12 

10 

8 

72.8 

102 

34 

2.  .55 

6 

17 

8 

5 

77.1 

100 

45 

2.83 

5 

19 

8 

3 

7.3.1 

98 

46 

4.  66 

6 

15 

8 

72.  1 

98 

43 

3.74 

8 

13 

9 

8 

72.7 

100 

41 

3.62 

5 

17 

7 

6 

7,5.8 

101 

44 

2.46 

4 

19 

4 

76. 2 

98 

49 

1.91 

4 

10 

8 

6 

78.0 

98 

.55 

4.85 

9 

10 

12 

8 

ne. 
ne. 


ne. 
ne. 
ne. 
ne. 
sw. 
ne. 
lie. 
ne. 


Year. 


Temperature. 


Precipitation. 


.U'erage  n  n  m 

ber  of 

day.s. 

t^ 

>>>, 

>> 

a 

■c 

a;  ■ 

t  3 

-0 

■  5  0 

0 

C-  0 

- 

1907 

76.0 

99 

45 

5.91 

9 

1908 

72.4 

94 

40 

2. 86 

4 

1909 

72.0 

98 

39 

3.74 

7 

1910 

7,5.8 
78.9 
77.  7 

103 
100 
109 

46 
50 

47 

.3.10 
3. 33 
5.91 

7 
8 
11 

1911 

1912 

1913 

71.7 

99 

40 

4.66 

9 

1914 

71.3 

101 

43 

3.63 

7 

1915 

75.9 

102 

43 

2.38 

5 

1916 

7-2.2 
71.2 

99 

98 

35 
40 

2.56 
5.76 

10 

1917 

1918 

69.8 

96 

36 

3.87 

1919 

74.1 
75.  5 

99 
100 

45 

46 

0.97 
5.42 

2 

19-20 

1921 

80.0 

104 

57 

3.42 

6 

19^22 

7.5. 2 

100 

47 

1.15 

3 

19-23 . . 

-75.5 

99 

,50 

■'  -2.67 

6 

1924  .:...... 

70.5 

too  ■ 

.41 

i-1.  7  4 

15 

Period 

74.2 

109 

31 

4. 05 

7 

13 
15 
13 
15 
13 
10 
14 
14 
16 
17 
12 
18 
22 
Ifi 
19 
18 
16 
12 

15 


11 

.6 

9 

6 

9 

8 

12 

3 

13 

4 

7 

13 

7 

9 

9 

7 

8 

6 

8 

5 

8 

10 

ne. 

ne. 

ne. 

sw. 

e. 

ne. 

pe.. 

ne. 

lie. 

ne. 

ne. 

ne. 

lie. 

sw. 

ne. 

ne. 

ne. 


!i  ' 

1 

m 

I 

CIJMATOLOCUCAL  DATA:    SOU  I'll  CAROLINA  SECTION 


September.  Ui2l 


Daily  Temperatures  for  September,  1934 


Stations. 


F.nDtern  Pniijnn. 


Btar^villp 

Otmrlwston 

(:lit>rftwv5\\ 

CniiwHy •• 

DftrliiigtmiH 

Ffi'gnsoit  W 

Floreure  1   

flariif-tt 

(JeoiKPlowii 

KillBSllfP 

Oraiigt-burs  I 

Palis  Isl;n«1#.  ... 

^t.  Clenigfi 

.xoclrty  llill>>sV... 

SmiiniKiville 

Werlgpftolil 

WirtflssPR i 


)  Maximum  .. 
••  (  Minimiitii... 

\  Maximum  .. 
■•  i!  Minimum.. 

S  Maximum  . 
••  (  Minimum.. 

)  .Maximum  . 
••  '  Minimum.. 

V  Maximum  . 
••  I  Minimum.. 

S  Maximum  . 
■•  (  Minimum.. 

)  .Maximum  . 
•■  /  Mininuim.. 

)  ^Iaxil^um  . 
■•  (  Minimum.. 

\  Maximum  . 
••  (  Miniimmi.. 

\  Maximum  . 
••  '  .Miniimnn.. 

\  Maximum  . 
•■•  '.  Miuiiiumi.. 

i  .Mnxinmm  . 
■••  i  Miniiuiun.. 

i  Maximum  . 
•••  (  Mininnim.. 

)  .Maxinnnn  . 
■■■I  .\Iiiumum., 

\  Maximum 
••■  !  Mininnim. 

V  .Maximum 
•••  (  Miniimnn. 

j  Maximum 
■■■I  Mininnun. 


Wffteni  I'M f inn. 


Aikpn  

\ni1«r.«on 

rullioun  Knlls'.J^J 

('Hmflpn<^\\ 

Clipstpr 

Clpmson  Cnllpjfp  . . . , 

Columbia 

DUp  Wp.'t..; 

nfppnvllle 

nrHPn\\nn(l    

}|patli  J^iniiiRs 

KpikIibw 

lamlrum  ,,...,..... 

f,»uipn9. 

1/i.lipity 
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■  *  Mininnun.. 
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•  I  Minimum. 
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•  )  Minimum. 
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•  '  Minimum. 
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'I'lpnlriu 

Walhalla 

\Viniistioro# 

WimtiropColtpgp  , 


\  MBxlmum 
I  Minimum, 
S  Maximum 
)  Minimum. 
\  Maximum 
'  Minimum. 
\  Maximum 
i  .Minimum. 


1-pfPrpuop  iPttprs  (.  >•  "^   anpea.'insr  in  thp  taWp  in.licatp  nnmDer  of  .lays  mis.^iuB:  for  pxanu.lp.  "  rppi-PSPUts  t«o  .lays  missiufr.  erv. 
^  '"SuZrarP  ,Pa.lin  ii™;,' i,  .:  t„P  maximum  tPmt.p.aturo  thPU  n-a,!  i^^  obar.P.I  to  ti,P  prP,.P,,in.  -iay,  on  wh,-.,  .t  almost  always  oPotirs, 

W BO.  Raleigh,  10  27-2 1 ~Wfj  -  - 
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aSNERAL  SUHUABT. 

Temperatures  and  precipitation  ranged  considerably  below 
tlie  sea'^onal  average,  with  little  or  no  rain  until  about  the  25th. 

The  bright,  clear  weather  following  the  September  rains 
was  especially  favoral)le  for  housing  fall  crops,  for  plowing,  and 
for  developing  late  cotton,  whi(!h  exceeded  expectations  in  some 
sections,  the  weevil  having  taken  its  toll.  Cotton  shedding, 
sprouting  in  bolls,  and  boll  rotting  were  materially  checked, 
and  picking  and  ginning  had  made  good  progress,  with  the  crop 
open  in  the  entire  Section  by  the  end  of  the  month.  ]\Iuch 
wheat,  oats,  and  rye  were  planted,  but  prolonged  dry  weather 
retarded  germination.  Corn,  sweet  and  fall  white  potatoes, 
peanuts,  and  forage  »vere  harvested  in  good  condition,  and  the 
late  rains  improved  field  truck,  gardens,  and  pastures,  as  well 
as  winter  cereal  germination.  Molasses  making  was  in  progress 
at  the  clo.se  of  the  month,  and  apples  and  pears  were  plentiful. 

»  PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  .30.19  inches.  The  higliest  i>r<"ssure  was  30.61  inches 
at  Asheville,  N.  C,  on  the  2tth,  and  in  the  Section  proper, 
''M).')i  inches  at  Due  West  on  the  sanie date;  the  lowest  pressure 
was  29.78  inches  at  Charleston  on  the  21st. 


TEMPERATURE. 

'I'he  monthly  mean  for  tlie  Section,  determined  from  re- 
cords of  39  stations,  was  02.2^.  or  1.3°  below  the  normal. 
'Ihe  highest  temperature  was  89°  at  Kingstree  on  the  7th,  at 
(ieorgetown  on  the  8th,  and  at  Florence  No.  1  on  the  18th. 
The  warm  periods  were  from  the  6th  to  8th,  lotii  to  20th,  and 
29th  to  31st,  inclusive.  'J'lie  lowest  temperature  was  28°  at 
Santuck  on  the  24th.  The  cool  periods  werefrom  the  1st  to  3d, 
on  the  9th  and  10th.  and  from  the  2!st  to  the  27th,  inclusive. 
Light  frosts  occurred  in  sections  of  the  central  and  upper  coun- 
ties on  the  1st,  2d,  and  22d,  and  heavy  to  killing  frosts  were 
quite  general  in  the  interior  on  the  23d  and  24th. 


HUMIDITY. 

The  mean  relative  huniiditj',  determined  from  reports  of  9 
r<'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  81%:  noon.  63%:  8  p.m.,  68%. 
Tiie  highest  percentages  occurred  along  the  coa.-t,  and  the 
lowest,  in  the  northern  counties. 


PRECIPITATION. 

The  average  for  the  Section,  .51  stations  reporting,  was 
1.50  inches,  or  1.49  inches  below  the  normal.  There  was  but 
little  rain  until  the  period,  25th  to  28th,  and  the  monthly 
amounts  were  generally  below  normal,  ranging  from  somewhat 


over  3  inches  to  less  than  1  inch.  The  greatest  local  monthly 
amount  at  any  station  was  3.20  inches  at  Darlington  ;  least  local 
monthly  amount,  0.56  inches  at  Calhoun  Falls.  The  greatest 
24-hour  amount  at  any  station  was  3.15  inches  at  Darlington  on 
26-27th.  The  average  number  of  rainy  days  was  60%  below 
normal.  '■'  '        .    ■ 

WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.8  miles.  The  highest  average  velocity  was  12.1  miles  per  hour 
at  Charleston;  the  lowest  average  was  3.6  miles  per  hour  at 
Ciiarlotte.  N.  C,  and  in  the  Section  proper,  5.3  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
36  miles  per  hour  from  the  northeast  at  Charleston  on  the  26lh. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  277.5  hours,  or  79%  of  the  possible 
amount.  'J'he  average  nund)er  of  clear  days  was  23;  partly 
cloudy,  3,  and  cloudy,  5,  as  against  norn'.als  of  18,  6,  and  7 
days,  respect  ivel}'.  

RIVER  CONDITIONS. 

The  heavy  to  excessive  rains  at  the  close  of  Septend)er  were 
followed  l)y  general  floods  in  the  various  streams  of  the  Section 
during  early  October.  Floods  continued  in  the  Santee  River  at 
Rimini  until  the  13th,  and  at  Ferguson,  until  the  18th.  The 
Pet  Dee  River  was  in  flood  at  Mars  Bluff  until  the  10th.  The 
Waecamaw  River  was  in  flood  at  Conway  until  the  20th,  and 
the  crest  of  1  l.l  feet  on  the  9tli  was  the  highest  of  record.  In 
the  Sanfee  River  District,  the  unavoidable  losses  approximated 
$41,710,  and  the  value  of  movable  property  saved  l)y  warnings 
was  estimated  at  $52,700.  In  the  Pee  Dee  District,  the  un- 
avoidable losses  approximated  $85,300.  and  the  value  of  mov- 
able property  saved  by  warnings  was  estimated  at  $255,000. 


MISCELLANEOUS   PHENOMENA  (dates). 

Eniihquake. — Several  tremors  were  felt  in  the  northwestern 
counties  and  adjacent  regions  about  3:30  a.  m.  on  the  20th. 

Profit,  hiUhig  or  freezing  temperature.'.: — Liberty,  22;  Clemson 
College,  Landrum,.  Little  Mountain.  Saluda,  Santuck,  23; 
Walhalla,  24. 

Hdlns— Lvwir:  (Charleston,  7;  Columbia.  9,  10;  Paris  Island, 
7.     Solar:    Due  West,  10,  16,  25;  Greenville,  25;  Walhalla,  3. 
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Mrs.D.B.  Sander?. 
n.  S,  Weather  Bun'au. 
Itoland  I).  Powe. 
Paul  Qtiattlebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  <;.  .Savage. 
11.  K.Gilbert. 

Pee  Dee  Kxperinient  Sta. 
Muner  B.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 
li.S.  i'isht'ries  Stiitlon 
i; .  S.  Naval  .\erological  Sta. 
Miss  K.  P.  Kavenel. 
ISoykin  K.  Cantey. 

R.  I-.  XHsey. 

K.  1>.  Fields.  Jr. 

D.  P.  Dehon. 

W  Hampton  Itamsey. 

W.  C.  Ilulsiin. 


Frank  B.  Mc<;oy. 
II.  H.  Itussell. 
Ktther  15.  Owens. 
L.  M.  Piirker. 
Henry  A.  Brown. 

.lames  (!.  Faris. 
George  V.  Clamp. 
.1.  C.  ('ornwell. 
Prof.  F.  II.  H.i'alboun. 
t)   S.  Weather  Bureau. 

n.  S.  W  B.  Aerological  Sta. 
.1.  A.  Tow  nseiiit. 
S.  C.  Lt.,  Power  .»  Ky.  Co. 
II.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

John  W.  Han>el. 

U.  Hnrtwell  Wilds.  D.D.S. 

L.G.  Koff. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
Joshua  Y.  .lones. 
W.  S.  Crout. 
K.  W.Jeter. 

V.  P.  Uobinson. 
Mrs.S.  K.  Long. 
H.  W.  Brandt. 
Itev.  Oliver  Johnson. 
W.T.  Claw  sou. 


determining  section  or  divi.s  on  means.     ,R«'«;«''«^. '^""^  <V„  ;„pa,^,^Sr^^^n^  Cnperat.  re  data  are  from  observed  roa.lings  of  the  dry  bulb :  means  are  com- 

pu\e"d'r,r.  "o'^r^'e'^rrladtl.^r  nV^ltrmV^fali'^l^lsJl^V^^^^^^^^^^  ar^Xws'^- Of  GastTsTu'llls,  Blacksburg;  of  Winthrop  College,  Uock  Hill ;  of  Ferguson,  Eutawv.Ue. 

T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  October,   1024. 


Stations. 


nraiimge- 
basiiis. 


Day  of  month. 
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F.niiieliain  I 
KeruusoM  III 
Florence  I II 
Florence  2  111 
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LaiidriMii 

Ijiurens 

Lilierty 


I.illle  Mountain  .. 

Ni'wlietry 

PeUcrllll 

.Siiluda 

Sautnck 


Spartanliurg  ||||.. . 
Tri'uloii  . . . 

Walhalla 

Wlinislporollll 

WinlhropCollege. 


Saiitee... 
Kdisto  . . . 
Pee  Dee.  . 
Ashley... 
Wateree  . 
Ashepoo. 


.02 


I'Mlslo 

Savannah . 

Broad 

Savannah  . 
Waleree  . . . 

Calawlia  . . 
.«aln(hi  .... 

Broail  

Savannah  . 
Conifaree  ., 

Savannah  , 
Siivannah  , 

Broad 

.Sahida 

....do 


Wateree  . . 
Lynches  . . 

Broad  

Saluda 

Savaniuih 


Saluda 
Saluda. 
....do  . 
....do  . 
Broad  . 


....do 

Hdlsto 

Savaninih  . 

Broail 

Catavvlia  . . 


.13 


.  ... 


20 


22 


24 


25 


26 


.32 


.40 
1.34 


.14 

T. 

.24 

1.90 

.06 


.30 

T 

1.04 
1.1» 
3.15 

1.16 
1.08 
I. 31 
1.29 
.04 


.901,40 
1.001.35 


l.fiO 
.60 
1.37 
1.93 
1.80 
1.29 


.02 


28 


.10 


1.35 


2.08 
.45 

1.09 
.09 
.06 

.15 
.37 
.50 
.50 
.99 

.89 
.63 


1.50 

02 

1.48 

.65 


1.40 
1.00 
1, 


.45 
2.10 
.0' 
.18 
.05 
.76 


.29 
.22 
.06 
.4 
1.25 

.70 
1.47 
.42 
.24 
.09 

.07 
1.11 
1.39 

.10 
1.2 


.30 
1.15 
.Kb 

.60 

.61 

.92 
.52 


051.02 
1.53     ">' 


28 


.05 


.02 


.03 


.25 


.20 


29 


.08 


0.80 
1.66 
1.04 
1.34 
3.20 

1.40 
2.98 
1.41 
1.30 
2.01 

0.74 
1.55 
1.00 
1.97 
2.43 
2.35 

2.05 
2.70 
1.44 
2.13 

1.85 
2.05 


2.37 
0.C7 
1.43 
0.56 
1.35 

0.85 
1.84 
0.95 
0.74 
1.18 

0.97 
1.83 
1.55 
0.85 
1.79 

1.05 
1.24 
1  26 
1.30 
0.60 

1.59 
2.02 
0.98 
2.00 
2.00 

1.32 
1.94 
1.09 
1.05 
1.15 


Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
oliservalion.  ||||  Precipitation  nieasnreil  in  the  m<nning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Kegular  Weather  Bureau  "Station;  precipitation  is  for  the 
24-hour  period.  nii<inlght  to  luidniglit.    *  Precipitation  included  in  the  next  following  measurement.    {Separate  dates  of  falls  not  recorded.    'I'.  Trace,  or  less  than  O.ol   inch. 

COMPARATIVE  DATA  FOR  OCTOBER. 


'i'e 

mpemture. 

Precipitation. 

Average  num 
days. 

ber  of 

hi  .* 

0. 

Year. 

Temperatu 

re. 

Precipitation. 

Average  n  nm 
days. 

)er  of 

j3  ^ 

^^5  a 

Yetir. 

(1) 

1 
be 

X 

9 
o 

fa 
> 

< 

5 

si 

■a 
S 
5 

s 

2 

< 

5  is  cc 
-<!.goo 

■A 

o 
o. 

41-5 

1887 

61.4 
59.3 
60.8 
63.0 
60.2 
63.8 
64.4 
64.2 
61.3 
61.3 
65.8 
62.9 
64.2 
67.6 
62.4 
63.  2 
62.0 
62.4 
64.2 
61.9 

91 
88 
8S 
90 
92 
89 
90 
98 
95 
91 
96 
90 
91 
95 
92 
95 
93 
98 
93 
90 

30 
31 
27 
22 
28 
27 
25 
33 
28 
28 
35 
28 
34 
33 
29 
30 
25 
26 
29 
24 

5.96 
4.18 
1.65 
4.06 
1.63 
0.60 
4.92 
4.95 
1.15 
1.41 
3.23 
3.82 
5.  Of) 
3.65 
0.89 
4.40 
2.63 
1.10 
1.97 
3.69 

8 
7 
3 

n. 

sw. 

n. 

1907 

61.2 
62.0 
61.2 
66.5 
67.5 
65.0 
62.5 
64.7 
67.0 
64.0 
59.3 
67.3 
73.7 
64.1 
62.6 
64.5 
62.9 
62.2 

63.5 

91 
89 
96 

100 
99 
94 
95 
92 
93 
9> 
90 
93 

101 
92 
90 
9) 
90 
89 

101 

28 
35 
27 
22 
37 
32 
28 
26 
27 
31 
22 
33 
44 
25 
27 
31 
29 
28 

22 

0.73 
4.22 
2.43 
4.  .39 
5.89 
2.21 
3.56 
3.44 
4.95 
2.54 
1..J0 
3.75 
2.53 
0.76 
1.79 
5.57 
1.14 
1.50 

2.99 

3 
6 
5 
6 
8 
6 
6 
8 
8 
5 
4 
5 
5 
2 
4 
8 
4 
2 

6 

19 
19 
23 
20 
12 
18 
19 
13 
18 
16 
23 
15 
13 
24 
21 
18 
18 
23 

18 

7 
6 
5 
7 
9 
4 
6 

7 

5 
8 
10 
4 

t 
6 
3 

G 

5 
6 
3 
4 

10 
9 
6 

11 
6 
8 
3 
8 
8 
3 
6 
8 
7 
5 

7 

ne. 

1HH8'  . . . 

1908 

ne. 

1889 

1909 

ne. 

1890 

1910 

ne 

1801    .     . 

n\v. 

ne 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

n. 

ne. 

ne. 

ne. 

1911 

nd. 

189-> 

1912 

ne. 

1893 

5 
6 
3 
4 

5 
9 
6 
9 
3 
7 
5 
3 
6 
7 

18 
20 
20 
15 
14 
14 
14 
13 
22 
19 
18 
23 
15 
14 

6 
7 
8 
8 
8 
7 
7 
6 
5 
6 
5 
6 
6 

6 
5 
4 
8 
9 
9 
10 
11 
3 
7 
7 
3 
10 
11 

1913 

he. 

1894... 

1914 

ne. 

I89i 

1915 

ne. 

189fi 

1916 

ne. 

1897... 

1917 

sw. 

1898.... 

1918 

ne. 

1899 

1919 

sw. 

1900.... 

19-20 

ne 

1901 

19-21 

ne. 

1902 

1922 

e. 

1903... 

1923 

1924 

Period 

nt. 

1904 

ne. 

1905 

1906. 

ne. 

«?: 


i 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROIJNA  SECTION 


October,  1924 


I>aily  Temperatures  for  October,  1924. 


Slatioiis. 


8       9 


Enxterii  I'oiiiou. 


Blarkville 

(Miiirlestoii 

t;hera\vs^s\ 

(;oiiwHy 

l)arliiiifU)iiS\'i\ 


\  Maximum  . 

(  Minimum.. 

j  Maximum  . 

i  Minimum.. 

<i  Maxinuini  . 

(  Minimum. . 

\  Maximum  . 
'  '  Mininmm. . 

)  .Maximum  . 
'  )  Minimum.. 


,, ,  (  Maximiun  . 

KerKusonS^V^ j  Minimum.. 

)  Maxinunn  . 

•'I"r«i"'a  1  i  Minlnuun.. 

„          ^  y  Maxinunn  . 

Qariiett J  Minimum.. 

y  Maxiniuui  . 

(JeoivMown ,  Mininuuu.. 

„.       .  *  Maxinunn  . 

Kinitsdee j  Mininunn.. 

„            ,          ,  <i  Maxinuini  . 

OrauifelMirg  1 ,  Mininunn.. 

„     .    ,  ,      ,.,.,  )  .Maximum  . 

ParisIslamW j  Minim.nn., 

„  i  Maximum  . 

fet.  George j  Mininunn., 

„     .        ,,.,,  It  \  Maximinn  , 

Society  llillS^sS iMininnun., 

,,,  )  Maxinunn 

SumniHiville j  Minimum. 

,,.,«,,  S  Maxinuim 

Wedgeheld ,  Mininunn. 

<  Maxinunn 
-^emassee j  Mininunn. 


W'eslei II  I'liilinn. 


Aiken 

AniluisoM. 

Crtlliouii  Kallsv^sV, 
(;iiin<1«n\\'J-. ....,., 
Chester  ....;.... . 

(Memson  ('iilli'Ke 

ColiimbiH 

Due  West 

(Ireenville 

(treenwood   


Healli  Springs 

Kershaw 

Laiidrinn .,■.,/,;'.;,  '"•'»'• 
l/auren.*.-. . .;  .■;  A".':-^ .' 
I,it>ert>.  ^.. ......  ij. ._. ; 

l.iltl(  Moniitnin 

Ne\vl)erry 

Saluda 

Sanhu-k 

Spartanburg 


\  Maximum  .  .- 
i  Minimiun  — 
\  .Maximum  . . . 
I  Mininunn  — 
S  Maxinunn  . . . 

)  Mininuuu 

)  Maxiinuu'  . . . 

(  Mininuuu 

\  Maximum  .. . 
i  Mininunn. ... 

i  .Maximinn  . .. 
)  .Minininm. . , , 
\  Maximum  , . , 

i  Mininunn 

i  .Maxinuim  . .. 

i  Mininuuu 

j  Maxinuim  . . . 

)  .Minimum 

S  Maximum  . . , 
'  \  Minimiun..,. 

)  Maximum  . . . 

•  I  Minimum 

\  Maxinunn  . . 

'  i  .Minimum. . . 

t  MaximuiP.  . . 
''■I  Minimum. ,, 

S  Nlaximuin  , , 

•  ^^iinimuiu. . . 
S  Maximum  . . 

•  4  Miuinunn. . . 

(  Maxfinum  . . 

•  (  Minimiini. . . 
t  .Maxiinuu.  . . 

•  i  Miniiuuni. . . 
V  Maxinunn  . . 

■  JMinimuin. . . 
)  Maximum  .  ^ 

•  '  Minimum.. 

\  Maximum  . . 

•  I  Minimum. .. 


Trenton 

Wallialla 

Wliinsboro'J'J 

Wintlirop  ('ollege  . 


j  Maximum  . . 
)  Miniiiiiim. .. 
j  Maximum  . . 
(  Minimum. .. 
I  Maximum  . . 
)  Minimum. . . 
\  Maximum  . . 
/  Minimum... 


66 
46 
65 
39 
6» 
30 

'j? 
64 
39 

64 
36 
66 
4.5 
64 
41 
64 
40 
6) 
41 

66 
30 
65 
40 
Cfi 

^1: 

65 
3' 
6' 
33 

40 
66 
9& 
66 
39 
64 
36 
65 
37 

6« 
41 
66 
33 
66 
41 
60 
39 


5-2 
79 
59 
»0 
54 

81 
55 
8'2 
57 
79 
63 
81 
65 
78 
58 
80 
58 

77 

6' 

81 

56 

H5 

55 

HO 

61 

75 

6-2 1 

78 


48   50 


791  8-2 
5" 
80 
58 
83 
51 


55  5X 
80  80 
Of'  55 


83  83 
52   5H 


81 

5f 
80 
5' 
84 
51 

'55 
81 
54 

84 
54 

82 
59 
80 

81 
58 
78 
57 

80 

5!< 

83 
56 
82 
,54 
81 
52 
.81 
54 

80 
56 
83 
53 
81 
50 

"si 

83 
55 

82 
5f 
83 
54 
83 
5' 
84 
6' 


82  80! 


50 

791  71 

59!  03 

70  71 

49  49 
h2  75 

50  53 
83 
48  5-2 


49!  50 
73 
59 
74 

48 


79'  82 


82  82 
46  47 


47  50 
72  80 
54  50 

76 
56 


83 
49 
76 
60 

77 
49 

80 
49 
84 
47 

81 
49 

87 
49 
82 
48 
80 
48 
81 
47 
83 
49 

79 
63 

82 
49 
88 
48 
81 
.50 
84 
50 
82 
47 


78 

79 

54 

52 

/  / 

81 

50 

55 

79 

79 

54 

hi 

79 

78 

56 

67 

70 

78 

56 

54 

77 

78 

51 

53 

82 

82 

50 

51 

81 

81 

4« 

.SO 

HI 

32 

51 

47 

HI 

HI 

53 

51 

79 

TO 

80  81 

47  46 

87,  89 

50i  54 

841  83 


62 

8->  H2 

50!  61 


84 
54 

8OI  85 


65 

8' 
48 
85 
58 
80 
54 
82i  80|  84 


25 


Mean. 


801  68 
05;  65 


61|  48 
661  02 


52i  58 


53 


53  53 


55 


80  83 

471  40 


62   08 
36  35 


82  85  83  83  80 

56 

85 

55i  54 

84 

55 

82 

4 

83 

5' 


65  ,57 

841  H5 


83|  82 
501  48 


531  52 

831  85 

471  61 
83 


54 
84  85 
54  55 


58  61 
36  35 


72 
63 
64 
50 
69 
hi 
67 
52|  34 
63  55 
36 


65  68 

40  62 

6  68 

371  48 

63|  62 

511  62 

081  05 

6,5  48 

03  62 

43!  51 

73;  5H 

47i  51 

62  64 

57!  58 


43      52 
58     64 


60  62 

.39  37 

58  04 

39  34 


44!     61 
611     62 


64,     61 
64'     51 

63'     69 


C3      69 
56     52 


4H 
64 

,50 

37 

42 

40 

"45 

66 

61 

42 

52 

62      02 
40     40 


55 


60      45 


42      39 


Reference  letters  («.  ''.  •-•),  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  "  represents  two  days  missing,  etc. 
W  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 


WBO,  Raleigh,  11-25-24-900 
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CLIMATOLOGICAL    DATA. 


SOUTH  CflROIilNA  SECTION. 


RICHARD  H.  SULLIVAN.  Meteoroloerist. 


Vol..  XXVII.  Columbia.  S.  C,  November,  1924. 


No.  11 


GENERAL  SUHMART. 

Temperatures  averaged  poinewhat  above  the  normal;  nn- 
u.-3ually  mild  weatlier  during  the  first  half  of  the  month  was  fol- 
lowed by  a  sharp  freeze  on  the  19th  and  again  on  the  26th. 
Precipitation  was  considerably  below  the  average. 

Three  weeks  of  practically  continuous  dry  weather  enabled 
planters  to  house  crops  in  good  condition.  Plant  life  was  be- 
yond danger  of  damage  by  the  general  freeze  of  the  19th.  Gen- 
erous rains  on  the  21st  and  22d  relieved  the  drought,  softened 
the  soil  for  further  plowing,  and  aided  winter  cereal  germina- 
tion;  small  grain  sowing  continued,  and  considerable  oat  seed- 
ing was  done  during  the  month.  The  remaining  cotton  was  be- 
ing gleaned  from  the  fields  at  the  close  of  the  month,  and  gin 
operations  were  materially  reduced.  Winter  truck  was  in  good 
condition  generally;  early  winter  cabbage  was  being  cut,  and 
lettuce  was  being  set  at  the  close  of  the  month.  Good  apples 
were  plentiful.     The  woods  were  generally  bare  by  the  23d. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  frons  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.15  inclies.  The  higliest  pressure  was  30.51  inches 
at  Asheville,  N.  C,  and  at  Columbia  and  Due  West  on  the  26th; 
the  lowest  pressure  was  29.52  inches  at  Charlotte,  N.  C,  on  the 
22d,  and  in  the  Section  proper,  29.53  inches  at  Charleston  on 
the  same  date.  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  5^.4°,  or  0.6°  above  the  normal. 
The  highest  temperature  was  87°  at  Society  Hill  on  the  13th. 
The  warm  periods  were  during  the  first  15  days  and  from  the 
21st  to  the  24th,  inclusive.  The  lowest  temperature  was  21° 
at  Clem.'son  College  on  the  26th.  'J'he  cool  periods  were  from 
the  17th  to  the  20th,  inclusive,  and  from  the  25th  to  the  clo.se 
of  the  month.  Tiie  line  of  first  general  autumn  killing  frosts 
extended  nearly  to  the  extreme  lower  coast  on  the  19ih. 


HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  84%:  noon,  55%;  8  p.m.,  68%. 
The  highest  percentages  occurred  over  the  coastal  sections  and 
the  lower  Savannah  drainage  area,  and  the  lowest,  in  the  cen- 
tral and  northern  counties.  ^H*  ''"'^ 


PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
1.35  inches,  or  0.90  inch  below  the  normal.  Precipitation  wa.^ 
generally  below  normal,  with  amounts  below  2  inches  in  most 
sections,  and  the  rainfall  wa.^  confined  principally  to  one  short 
period.  The  greatest  local  monthly  amount  was  2  95  inches  at 
Edgefield;  least  local  monthly  amount,  0.15  inch  at  George- 
town. The  greatest  amount  during  any  24  hours  was  2.95 
inches  at  Edgefield  on  the  21st.  The  rainy  days  were  60%  be- 
low the  average.     There  was  no  snowfall. 

A  severe  wind  squall  in  the  vicinity  of  Ward,  Saluda 
County,  about  10:30  p.m.  on  the  21st  caused  approximately 
$5,000  datnage  to  residences,  tenant  houses,  out-buildings,  and 
timber.  

WIND. 

The  prevailing  wind  Was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.2  miles.  The  highest  average  velocity  was  1 1 .0  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  9.3  miles  per  hour 
at  Charleston;  the  lowest  average  was  4.5  miles  per  hour  at 
Augusta,  Ga.,  and  in  the  Section  proper,  5.9  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
39  miles  per  hour  from  the  southwest  Columbia  on  the  21st. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  245.9  hours,  or  79%  of  the  possible 
amount.  The  average  number  of  clear  days  was  23;  partly 
cloudy,  4.  and  cloudy,  3,  as  against  normals  of  17,  6,  and  7 
days,  respect ivel J'. 

RIVER  CONDITIONS. 

On  account  of  prolonged  dry  weather,  the  rivers  of  the  Sec- 
tion were  uniformly  low  throughout  the  month,  except  a  fair 
rise  in  the  Santee  River  after  tlie  rains  of  the  2Ist-22d,  with  a 
crest  stage  of  12.0  feet  at  Pvimini  on  the  24th.  The  Pee  Dee 
River  was  also  fairly  high  at  Mars  Bluff  on  the  26th  and  27th. 


MISCELLANEOUS    PHENOMENA  (dates). 

Frost,  tlUing  or  freezing  temperatures. — Additional  number  of 
stations  reporting:    19th,  30;  20th,  3. 

Hail. — Trenton,  22. 

HaJos— Lunar:  Due  West,  6;  Paris  Island,  4.  SnJar:  Col- 
umbia, 20;  Due  West,  20,  30;  Greenville,  20,  30;  Santuck,  20. 


MISCELLANEOUS  DATA  FOR  NOVEMBER,  1924. 


StHtions. 


Aslieville.  N.C.... 

Aiifjiista.  l>a 

Cliarlp.ston.  S.  0... 
Charlotte.  N.c;  ... 
Coliiiiil.ia.S.C... 

Due  West,  S.C 

Greenville.  S.  0.  .. 

Savamiftli.Ga 

Wiliii|ii^on,  N.O. 

ileans  and  ex-  j 

tremes ..  ( 


£  41 
«  > 


'IViiipiTatiire. 
(leKi-ecs  Kahr. 


30.16 
30.  It) 
30.15 
30  14 
30.  Ifi 
.30.  IH 
30.13 
30.1.5 
30.16 

30.15 


47.8 
56.0 
58.8 
52.  2 
55.  6 
52.5 
52.2 
59.6 
50.  4 

54.6 


73 

82 
80 
79 
82 
80 

81 
81 

82 


Piecii)ita- 
tion, 
iiielies. 


Wjii.i. 


21 

0.41 

0.41 

31 

1.16 

1.08 

34 

0.72 

0.50 

26 

1.37 

1.23 

;iO 

0.95 

0.95 

28 

1.67 

1.19 

28 

0.81 

0.74 

32 

0.48 

0.27 

30 

1.34 

0.9l 

21 

0.99 

1.23 

8.6 
4  5 
9.3 
4.9 
5.9 
8.0 
6.9 
11.0 
6.4 

6.2 


O.'C 


se. 

11  w. 

n. 

sw. 

ne. 

sw. 

sw. 

w. 

n. 


Mean 

relative 

hiiiniility. 


I 


VjH\><t«^"' 


3is&»(ii»i(iMiitt^ 
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CLLMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


November,  1924 


Climatologjeal  Data  for  November,   1924. 


Stations. 


Counties. 


Temperature,  in  degrees  Pahr. 


Sn 


Knuleri)  Pnrtloii. 


Blackville 

Cliailestoii.. . 

(,'ht)iaw 

Conway  


Dailiiigtoiitt . 
Klliiigliaiii  ... 
Ferguson  J?... 
Floreiife  1 


Florenre  2. . . 

(Jarnett 

(ieoigetown  . 
Kiugstiee..    . 

Mars  ISlulT... 
Oiaiigeljiirg 
i'<»ris  Islainl. 
t'iiiopolis  ft  . 
Kiiiiini 


St.  Georgp 

Society  Hill 

Sunniicrville 

Weilgptiehl 

Yi'inassee 

Division  means  and 


W'rxinii  I'dilioii. 


Aiken  

Anderson 

niairs  

Calhoun  [''alls 

Camden 

Cntawlia 

Clmi'pells 

CUe.ster 

(Menison  College  . 
Columbia 


])\ip  West 

Kdgelield 

(jaston  Shoiils  It 

Oreenville 

(ireonwood 

Heath  S|>rlngs 

Kershaw 

l.andnnn 

1. aureus 

I.iherly 

Little  Mountain 

New  hen  y 

I'el/.er 

Saluda ;.■;; 

Santuck  

Spartanhurg 

Trenton ' 

waihaiia '.;■.;; 

Wiuushoro 

Winthrop  College  it.! 

Jiivision  means  and 
Section  means  and 


Barn  well 

Charleston  . 
(;hestertield 
Uony 


Parllngtou  .. 

Florence  

Oraugehurg  . 
Florence 


....do 

Hampton 

(ieorgelow  u  . . 
Williamshnrg 


Florence  .  . . . 
Oraugehnrg  . 

Beaufort 

Berkeley 

Sumter 


extremes  . 


Dorchester  . 
Darlington  . 
Dorchester.. 

Sumter 

Hampton  .. 

'Xtremes  .    . . 


Aiken  

Anilerson  .. 

Fairlield 

Ahheville. . . 
Kershaw 

York  

Newherry  . . 

Chester 

Oconee 

liichlaiid  ... 

Ahheville  . . , 
Kdgelield..., 

(Cherokee 

(iroenville .. . 
(jreenw.ood.  . 

Lancaster.. . , 
Kershaw  . .. , 
Spartaiihurg 

Laurens 

I'ickens. 

Newberry  . . . 
Newherry  .. . 

Anderson 

Saluda 

Union  ... 

Spartanhurg 
Kdge  field.... 

Oconee 

Fairlield 

York 


•29f. 

48 

m 

25 
175 

136 


IH 
5< 

92 

204 

18 

54 

97 

109 
192 

lb 
249 

24 


527 
7G4 
293 
508 
222 

562 
402 

487 
850 
351 

711 

680 
1039 
C71 

568 
500 
1003 
589 
900 

711 

502 
850 
536 
512 

875 
620 
1061 
545 
690 


57.0 
58.8 
52. 5 
56.2 

54.2 


55.8 
56.6 


57. 2 
57.8 
55.6 


55.6 
60.0 
53.9 


■156.8 
'53.2 
57.0 
56. 1 
57.0 

.56.1 


55.9 
53.9 


51.1 
55.0 


51.8 
52. 5 
55.6 

52.5 


+  1.4 
+0.7 
+0.3 
+2.0 

+1.5 


+0. 

+2. 


+  1.7 
+0.9 


+  1.3 
-0.5 


+  1.2 
+  1.0 
+  1.4 
+2.2 
+  1.5 

+  1.4 


+  1.8 
+  1.1 


52.2 
63. 4 

53.9 
53.8 
52.0 
51.9 
52.3 

54.6 
53.9 

'62.' 8' 
60.8 

50.9 
56. 3 
50.7 
"■53.  6 
53.2 

53.1 

54.4 


+3.0 


+  1.8 
+  1.6 


+2.6 
+  1.4 


+2.0 


+1.4 

+0.7 
+  1.6 

+0.'{ 
-0.4 

+0.2 
+  1.3 
-0.1 

+0.7 
+  1.5 

+0.8 

+0.6 


14 

15 

15 

tl4 


8 
tl4 
t6 


14 

14 
t5 


t  e 

13 

n 


77 
80 

80 
83 
81 
83 
79 

79 

81 

'79' 
82 

79 
82 
81 
''79 
81 

S4 

87 


14 

t9 


''29 
•25 
30 
26 
27 

25 


26 
30 
20 
20 

tiO 


tl» 
tl9 
tiO 


14 

15 

14 
14 
14 
14 
15 

14 
14 

"14 

14 

14 
14 
14 

8 
14 

t9 


28 
27 

25 
25 
22 
23 

22 

25 
26 

"23' 
22 

24 

29 
22 

'27 
24 


tiO 

+19 

tl9 

19 

26 

tl9 


2fi 
tl9 


26 
tiO 


30 
t26 

19 
19 
19 

t26 
26 

19 
26 

'  '26' 
26 

26 
19 
26 
19 
19 

26 

26 


Precipitation,  in  inches. 


1.00 
0.72 
2.16 

0.80 

1.26 
1.30 
0.70 
1.31 

1.15 

0..>5 
0.15 
1.10 

1.  19 
1.00 
0.57 
1.20 
1.10 

0.68 
1.78 
1.10 
1..50 
0.65 

1.04 


1.37 
0.86 
1..56 
1.17 
1.90 

1.80 
1.35 
0.75 
0.57 
0.95 

1.67 
2.95 
1.09 
O.HI 
2.  15 

1.93 
1.93 
1.00 

1.88 
0.55 

2.44 
1.86 
0.76 
1.67 
2.63 

1.20 
2.63 
0.85 
2.41 
2.55 

1.57 

1.35 


-1.00 
-2.15 
+0.04 
-1.41 

-  0.  H3 
-0.  80 
-1.47 
-0.78 

-0.94 

-2.' 26 
-0.  95 


-1.74 
-1.24 
-0.50 

-1.20 
-0.  39 
-1.  18 
-0.72 
-1.41 

-1.09 


-1.20 
-1.H4 
-0.70 
-1.24 
-0.45 

-0.60 
-0.  86 

-2J7 
-1.28 

-0.19 
+0  83 
-1.59 
-2. 29 
-0.54 

-0.26 


-2.28 

+  0.08 
—0.  70 
-1.81 
-0.69 
-0.11 

-1.63 
+  0.25 
-2.03 
+  0.  32 
+0.36 

-0.94 

-0.90 


1.00 
0.  .50 
1.98 
0.51 

1.26 
1.30 
0.70 
1.12 

1.15 
0.37 
0.15 

0.80 

1.19 
0.97 
0.57 
0.75 
1.10 

0.60 
1.78 
0.70 
1..50 
0.65 

1.98 


1.16 
0.51 
1.38 
0.85 
1.90 

1.70 
1.25 
0.30 
0..=i7 
0.95 

1.19 
2.95 
1.04 
0.74 
1.75 

1.87 
1.91 
0.72 
1.32 
0.55 

2.31 
1.55 
0. 52 
1.52 

2. 32 

1.10 
2.40 
0.50 

2. 33 
1.90 

2.95 

2.95 


Number  of  days. 


>  o     ^ 


lie. 
sw. 
nu. 


ne. 

se. 


Observers. 


Mrs.  D.n.  Sanders. 
n.  S.  Weather  Bureau. 
Ifolainl  1).  I'owe. 
I'aul  (^lattlehainn. 

D.C.  McCall. 
Wm.  B.  (iillespie. 
Henry  ('.  Savage. 
11.  K.dilI.ert. 

IVe  Dee  ICxperimeut  Sta. 
Maner  H.  Bohert. 
A.  I*.  Ha/.ard. 
Mrs.  Kllen  Scott. 

J.  L.  Shaw. 

r.S.  Usheries  Station. 
I'. S. Naval  AerologicalSta. 
.Miss  IC.  I".  Kavenel. 
Boykiu  U.  Cant^^y. 

R.  L.  Utspv. 

K.n.  Fields,  .Ir. 

D.  I'.  Pehon. 

W   Hampton  Ramsey. 

W.  C.  Unison. 


Frank  B.  Mc<'oy. 
II.  II.  Russell. 
ICsther  1$.  Owens. 
I,.  M.  I'arker. 
Henry  A.  Brown. 

lames  (;.  Faris. 
(I'eorgc  V.  Clamp. 
I.e.  Cornwell. 
I'rof.  F.  H.  ll.Calhonn. 
|l    S.  Weather  Bureau. 

IT.  S.W   B.  Aerological  Sta. 
.1.  A.  Tow  nsend. 
S.  C.  I,t..  Rower.*  Ry.  Co. 
V.  S.  Weather  Bincau. 
M.  M.Calhoun. 

.1.  Marvin  Bowers. 

.lohn  W.  Hamel. 

R.  llartwell  Wilds.  D.D.H. 

L.  G.  Rotl. 

O.  F.  Boggs. 

Mi.ss  Alberta  Sease. 
John  II.  Baxter. 
loshna  Y.  .lones. 
W.  S.  Crout. 
K.  W.,leter. 

F.  P.  Robinson. 
Mrs.  S.  K.  Long. 
II.  W.  liranilt. 
Rev.  Oliver  .lohnson. 
W.T.  Clawson. 


/iJIIl  'I'^P'^''"™''.  f ••"'"  tj'.f"  ."pi-'nal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  t.Mi  or  more  years  of  record,  but  all  complete  reports  are  used  in 
deter  nmiug  section  or  division  means.     Reference  letters  («.  b,  e,.  appearius  in  the  table  indicate  number  of  days  missing;  for  exainple  b    e,,   ..p     rtwoZ^s  niK^i  i^^ 
t  A  so  on  ot^ierda  es.    ft  Received  too  late  to  be  included  in  means  and  summaries.    ••  Temperature  <1:Ma  are  from  observed  rea.lings  „    t   e'.Viy  1  nib     n4ns  ar^^^^^^^^^ 


November,  1924 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  November,   1924. 


Stations. 


Praiiiage- 
iiasiiis. 


Day  of  month. 


KiiKlerii  hniiim. 

BInckvill.-llll 

CliKrIestoii  ••• 

Ch.-iau  nil  

Coinvay  i||| 

UailiiiKlDn  nil 

Kdinprliani  |||| 

FiTifiisoii  ml 

Fliirence  I  l|l| 

Florence  2  nil 

Oanii'tt 

ri'i'oieri'iowii 

KiiiKstrecllll    . 

Mars  Klulf '.'.', 

OranRfliiirer 

I'liris  Island \ 

I'iiioixilis  

KiiiiiMi  III! 

i<"'i.-t.v  Hill  nil,];'..; 

'"Ill villu 

iVeiigelield 

iVnmssoullll 


Wexfeiii   I'liiiioii. 

Liken 

Uli|cl'S»ll 

iiiiirsiiii :;:: 

:alli<>iiii  Falls  III!  ... 
'aiiiiluM  llll 

atauliallll 

ih'i ii.-siiii ;; 

'hester 

lemsori  ('iilli-Ke. . 
Columbia  "• 


lie  Wo.st***. 

'iK-'ii.-i.iiiii ...;, 

ii«l.)n.'<li<ials|||l 
recnville     ♦♦• . 

reeinvood  l|||  ... 

ealli  .'^piiiiifs  .. 

■•rsliHw  ,111 

iiidiuiu 

imvMs ." 

tM'ri.v 

Ille  iMoiiiitaiii  . 
•H  lu-riv  . . 

■I'-'Tiiii :;: 

Imla 

iiliick ]'. 

iiilaiiliinit  llll 
eiiloii  ... 

lillialla '" 

inii.sliorollll  .." 
•illiloiK'oll.-sc 


K.listo 

(!()ast 

I'ee  Dee 

Waeoaniiiw 
Pee  Dee 

I-yiicliPS 

Saiitee 

I'ee  Dee 

do 

Savannah  . . 

('oa«t 

niack 

Pee  Dee 

Kdisto 

doast  

Cooper  

Saiilee 

Kilisto 

Pee  Dee 

Ashley 

Wateree  .... 
Ashepoo . .   . 


Kilisto 

SavaMiiali  .. . 

Hi'oad 

MiivaiMiali  ... 
Waleiee 

Calawlia  . . . 

Saluda  

Hroad  

.Savaiinali  ... 
(lonsaree 

Savannah  ... 
Savaiinali  ... 

Hroad 

Saluda  

do 

Wateree 

l.yiK'hes 

liroad 

Saluda 

Savaiinali 

Salu()a  

Saluda 

do 

do 

Hroad  

do 

F.lislo 

."^avannali  . 

Hroad  

Catawha  . . 


.01 


.|.... 


T. 


.|.... 


21      22      23      24 


I.  00 
T 


T. 





1.78 


.50 
1.98 

.51 
1.26 

1.30 
0 
I.  12 
1.15 
.37 

.15 
.80 
1. 19 
.97 


1.10 
.60 

'.'70 

1.50 

65 


.21 


25     26     27 


.30 

'.'so 

1.1 


1.16 
.51 

1.38 

1.90 

1.70 
1.25 
.15 

.57 
.6, 


.02 
2.  95 
1.04 


.'28 
.15  1.32 

r.    .  55 


.30 


1.91 
.72 


2.34 
I.. 55 
..52 
1..52 
2. 10 

i.m 

2.40 

.26 

2.  33 

1.90 


.10 
.10 
.30 

■f. 

.48 

'P5 
.07 
.15 

.06 


28      29     30     31 


.25 


.ft? 


45 


1.00 
0.72 
2.16 
0.80 
1.20 

1.30 
0.70 
1.31 

1.15 
0.55 

0.15 
1.10 
1.19 
1.00 
0.57 
1.20 

1.10 
0.68 
1.78 
1.10 
1.50 
0.65 


1.37 
0.86 
l.,5fi 
1.17 
l.FO 

1.80 
1.35 
0.75 

0.57 
0.95 

1.67 
2.95 
1.09 
0.81 
2. 15 

1.93 
1.93 
1.00 

1.88 
0.55 

2.44 

1.86 
0.76 
1.67 
2.  63 

1.20 
2.  63 

0.85 
2.41 

2.55 


^"" "■""••"" ^'---^'''-''t.  *  ••--•nation  f.;eiude;iil.'ih;\;^;;'\^n!,;vi[;:;:i;:„^;;:-;l^::r^^^^^^^ 


Year. 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Temperature. 


I'reoipitalion. 


Average  n  n  in  ber  of 
"lays. 


a.  ~ 


8 
9 
n 
1 
■> 

i. 

5, 
r., 

s. 

9. 
3. 
I. 
> 


52.3 
52.7 
54.8 
58.4 
51.9 
.53.9 
52.9 
52.3 
54.4 
59.  I 
55.3 
51.0 
5.5.0 
55.6 
48.2 
59.2 
50.9 
51.6 
54.5 
5.3.8 


15 
14 
15 
17 
21 
26 
23 
14 
22 
22 
17 
22 
10 
22 
21 
20 


0.82 

2.77 

3.84 

0.64 

2.48 

1.96 

2.11 

2.02 

2.35 

4.00 

1.99 

4.72 

2.41 

3.32 

1.01 

3.80 

1.40 

2.78 

1..31 

0.96 


4 
8 
0 

nw. 

w. 

ne. 

,s\v. 

5 

14 

8 

8 

ne. 

4 

18 

7 

5 

nw. 

0 

12 

8 

10 

Mb 

7 

12 

8 

10 

ne. 

5 

16 

t 

7 

sw. 

10 

14 

6 

10 

ne. 

5 

16 

6 

8 

lie. 

6 

13 

8 

9 

sw. 

5 

21 

4 

5 

n. 

6 

13 

/ 

10 

ne. 

5 

14 

8 

8 

11. 

6 

17 

6 

7 

w. 

3 

17 

6 

7 

sw. 

3 

18 

8 

4 

ne.   1 

Teinperntiire. 


Year. 


Precipitation. 


g  j;  H  C 
?"  £'-  S 

i:^"=;  ■- 

<,2o  c 


Average  ii  nni  her  of 
days. 


1907 

I90S 

52.2 
56  6 

1909 

1910 

1911 

1912 

1913 

58.3 
51.1 
51.2 
52.1 
53.5 
52.4 
56.3 
54.5 
50.4 
53.0 
56.6 
52. 3 
56.9 
54.8 
51.  I 
54.4 

1914 

1915 

1916 

1917 

1918 

1919 

19-20 

1921 

1922 

1923 

1924 

Period . . . 


53. 


87 

24 

4.13 

1 

10 

12 

11 

nv3. 

88 

24 

1.60 

3 

16 

10 

4 

sw 

88 

20 

0.97 

3 

18 

9 

3 

sw. 

85 

24 

1.04 

4 

20 

6 

4 

w. 

83 

19 

3.30 

8 

13 

10 

ne. 

84 

17 

2.71 

4 

22 

4 

4 

w. 

89 

18 

1.79 

2 

21 

5 

4 

w. 

86 

17 

3.33 

6 

19 

4 

w. 

88- 

24 

2. 36 

4 

22 

4 

4 

w. 

88 

17 

1.21 

.4 

18 

5 

7 

ne. 

83 

16 

0.82 

4 

21 

4 

5 

ne. 

86 

26 

3.13 

7 

18 

3 

9 

ne. 

92 

20 

0.86 

3 

18 

6 

6 

ne 

8/ 

18 

3. 62 

f, 

18 

4 

8 

ne. 

86 

24 

3.11 

7 

13 

6 

11 

w 

88 

17 

0.61 

3 

20 

5 

5 

ne. 

82 

21 

2.79 

6 

16 

5 

9 

ne. 

8( 

21 

1.35 

2 

23 

4 

3 

w. 

92  1 

10 

2.25 

5 

17 

6 

7 

ne. 

►*»»V— < 
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CLIMATOLOGICAI>  DATA:    SOUTH  CAROLINA  SECTION 


November,  1924 


Daily  Temperatures  for  November,  1024. 


Stntioiie. 


Eiislern  PorHmi. 


Blackvillo 

Charleston 

Clieraws^S^ 

Conway  

DarliiistoiiS^S^ 


KerKUSon  S^S^ 

Kloreiice  1  

Gariiett 

(JeorKetowii 

KiuKslree 

OraiiRi'ljurg  1 


Paris  IslaiuWsV  ... 

St.  GeorBe 

Soi-iety  IlilU^sV... 

Siiiiiiiierville 

Weilgefielil 

Yema.ssee 


S  Maximum  .. 

'  (  Minimvim... 

\  Maximum  ., 

•  (  Minimum.. 
(  Maximum  . 

•  (  Minimum. . 
\  Maximum  . 

'  '  Mininuun. . 

)  Maximum  . 

'  I  Miuinnim.. 

\  Maximum  . 

•  I  Minimum.. 
)  Maxinuim  . 

°  )  Minimum. . 

)  Maxinuuii  . 
'  I  .\liuimum.. 

\  Maxinnnn  . 
'  (  Mininuun.. 

I  Maxinnnn  . 
-  I  Minimum.. 

)  Maxinnnn  . 
'  t  Miniunnn.. 

I  Maxinnnn  . 
'  I  Mininuun. . 

t  Maxinnnn  . 
'  )  Mininuun.. 

I  Maxinnnn  . 
'  J  Mininuun. . 

\  Maxinnnn  . 
°  I  Mininuun. . 

I  Maxinnnn  . 
"  (  Mininuun. 

I  Maxinnnn 
"  i  Miuinnim. 


U>>/pi/i  I'ihUoii. 


AikKU 

/linlursion 

Oallioun  Kallss^s^  — 

(;am(lensS\S 

Clipster 


Clemson  (!<)lleKe  . . 

Columbia 

Due  West 

(Ireenvillo 

(ireenwooii   


Ileatli  Springs 

Kersliaw 

I.aiiilrnii) .:. .... 

Laurens 

Lilierty 


I.itllt  Mnnntain  ... 

Ntnvliprry 

Sulnda 

Santnck  

Spartantiurg 

Trenton 

Wallialla 

WinnsborosSsS 

Wintlirop  College  . 


S  Maxinnnn  . . 
j  Mininuun. . . 
i  Maxinnnn  . . 
)  Mininuun... 
\  Maxinnnn  . . 
I  Mininuun. . . 
)  Maxinnnr  . . 
(  Mininnini... 
t  Maxinnnn  . . 
I  ^liuinnlm. . . 

(  Maxinnnn  .. 

f  Minimum. .. 

\  Aiaxinnun  .. 
'  )  MIninnnn. . . 

<l  .Maxinnnn  . . 
'  (  .Mininuun. . . 

I  .Maxinnnn  . , 
'  I  Minimum. . , 

I  Majcinnun  .. 
'  I  Minimum.. 

)  Maxinnnn  . 
'  I  Minimum. . 

\  Maximum  . 
-  i  .Mininuun. . 

S  Maxinuim  . 

■  I  Mininuun. . 
\  Maximum  . 

'  (  Minimum. . 

)  Maximum  . 

'  I  Mininuun. . 

I  Maximum  . 

■  )  Minimum. . 
S  Maxinnnii  . 

•  (  Miuinnim.. 
\  Maximum  . 

•  '  Mininnnn. . 
I  Maximum  . 

•  '  Miuinnim. . 
j  Maxinnnn  . 

•  (  Minimum. . 

\  Maximum  . 

•  I  Mininuun. . 
j  Maximum  . 

•  I  Minimum. . 
I  Maximum  . 

•  '  Minimum.. 
\  Maximum  . 

•  I  Mininuim.. 


76  81 
45  48 
7ti 
56 
74 


73 
66 
74 
46 
76 
39 
82 
4S 
71 
43 

71 

39 

72 
51) 
71 
48 
68 
51 
68 
50 

74 
46 
71 
43 
70 
46 
73 
44 
74 
57 

69 
5' 
73 
41 
71 
40 
63 
36 
69 
43 

7.i 

5 

7 

39 

71 

48 


n! 


46  44 


82 
49 
76 
60 
76 
45 
81 
49 
81 
47 

80 
4 

84 
50 
82 
48 
81 
50 
84 
50 
81 
47 

80 
62 
82 
49 
83 
44 
83 
50 
80 
49 
81 
48 


83  84 

50  55 

76  76 

641  63 


49 

86 
50 
84 
56 
80 
52 
84 
58 
81 
49  48 


73  75 


75 
48 
70 
39!  37 
75  76 
49;  51 
75j  76 
54   49 


-'1 
50| 

'^ 
5b1 

77] 
40 

83j 
46 
75 
521 

75 
44 

78 

^ 
55 
72 
55i 

74 
52 

74 
52 
79 

4' 

76 

48' 

"7; 

50, 

751 

61 


58 
47 
61 
52 

5' 
48 
63 
50 
58 
4'J 

5' 

45 

58 

49 

«■ 

50 

73 

46 

5' 

49 

64 

47 

58 

78 

'76 

47 

59 
49 
64 
43 
65 
49 


75  76 

54 1  52 

79;  80 

53  49 


47  46 

76:  76 

45  50 

80  81 


73 

52 

62 

51 

64 

48 

8 

4 

66 

59 

76 
45 
66 
51 
60 
49 
62 
4S 
75 
51 

70 
47 
63 
49 
75 
40 
61 
50 
70 
47 

71 
48 
68 
49 
67 
49 
66 
48 
5' 
49 

67 
57 
68 
40 
62 
49 
70 
49 


50  46!  49 


66  65 
50 


56 
48 
56 
46 
60 
)7 
58 
46 

58 
48 
56 
48 
56 
48 
55 
47 
61 
49 

70 
43 
52 
44 
55 
44 
56 
49 
56 
44 

65 

45 

57 

4 

60 

4 

58 

48 

55 

46 

59 
47 
58 
44 

"46 
5 
47 


48   46 


80 
4 

82 
49 
82 
49 
79 
48 
73 
49 
77   79 


76 
56 
79 
48 
79 
45I 
781 
49; 
78! 
47| 
79 
49 


82  81 
49  52 

861  85 


50 
65 
49 
61 
44 
72 
48 
65 
44 

63 
50 
66 
50 
63 
48 
63 
47 
56 
4' 

62 
42 
69 
43 
63 
48 
64 
46 
64 
46 

63 
45 
6' 
47 
64 
49 
68 
44 
61 
48 

68 
49 
62 
47 
51 
47 
66 
42 


74 

48i  53 

75 

48 

76 

43 

74 

44 

73 

43 


80 
<9 

82 
55 
83 
48 
84 
48 
78 
47 

81 
48 
82 
54 
80 
52 
77 
50 
75 
52 

80 
52 
83 
53 
81 
54 
83 
47 
67 
49 

79 
54 
81 
51 
79 
48 
82 
45 
79 
51 


38  29 
46  57 
37  27 


73 
50 

68 
40 

75i  69 


78  79  82 

49  55  53 

72  75  81 

43  46  50 


52 


55  58  69 
30  30  43 
55  60 

43 

63 

25 

66 

28 

64 

26 


56  65 
29  29 


59  68 
29  30 


70  65 


32  44 


67!  63 

41  35 

66  65 
49 

64 
49 
62 
45 
63 
35 
66 
43 


74 
49 
64 
53 
66i  67  72 
49  40  48 


63|  66 
4Si  36 


62  ,59 


451  3' 
61 


661  59 

36  25 
46  55 
33  25 
58i  56 
22 


50  55  63 

38l  26  27 

64 


54 1  55 
35|  34 


.53  53 
33  25 


30 


62 
35 
63 
29 

60 

28j  2' 
56  62 


25  26 


55 
35 
56 
42 
55 
3^2 
60 
39 
58 
35 

61 
30 
63 
39 
55 
34 
62 
31 
58 
39 
55 
40 

54 
41 

"38 
67 

"ei 

36 
55 
36 
55 
36 


59  64 
42  36 


63  62 


63  60 
45   45 


63 
50 
62 
47 
62 
34 
62 
37 
61 
48 

61 
42 
60 
46 
59 
41 
61 
42 
62 
52 

60 
51 
60 

48 
61 
45 

62 
48 
60 
42 

60 
35 
62 
48 
60 
54 
61 
47 
60 
42 

69 
52 
60 
43 
60 
37 
61 
48 


.55  68 
30  34 


69 

60 

36 

29 

52 

56 

39 

34 

4H 

55 

32 

25 

52 

58 

33 

27 

50 

.58 

34 

27 

62 

58 

;i2 

30 

54 

58 

29 

29 

51 
32 
55 
39 
57 
38 
55 
35]  33 


29  38 

62j  50 

...  3' 

741  61 

371  39 

66  62 

33:  38 

69  64 

35  38 


59  53  61 


29  33 


55 
32 
61 
30 
47 
24 
54 
26 
51 
30     22     27 


59     54 

2-2     28 


29     23 
53      51 


,58  52 

34  30 

52  54 

32  26 


52 


23i     28 
531     55 


62i 
40 
57 
30 
.55 
31 
.53 
31 

56 
29 

.58 
35 
5' 
28 
66 
23 
58 
27 

58 
34 
60 
32 
6' 
33 
58 
26 
55 
27 

61 
35 
59 
25 
58 
34 
56 
32 


47 
34 

45 
30 
43 
31 
57 
32 

49 
38 
46 
32 
,50 
31 
46 
33 
49 
28 

56 

39 

4 

35 

61 

35 

48 

33 

43 

28 

4 

33 
51 
27 
46 
36 
4' 
33 


60 
32 

55 
29 
58 
26 
57 
28 
54 
29 

^. 
,57  . 
30. 
5.5. 
29. 

53;. 


Reference  letters  C.  •>.  «).  appearing  in  the  table  indicate  number  of  .lays  missing:  for  example.  "  represents  two  flays  inissiug  etc. 
W  instruments  are  read  in  the  Lrning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  ,t  almost  always  occurs. 
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OENERAL  SUMMARY. 

'J'he  month  averaged  somewliat  warmer  tlian  usual,  with 
nl)i)ormal  heat  of  !8°  to  24°  per  day  on  the  7th  and  8th  and  on 
the  17th,  18th.  and  19tli;  during  the  latter  period,  niaxinium 
temperature  records  were  equaled  or  hroken  at  several  stations. 
Precipitation  was  much  ahove  norinal. 

Notwithstanding  several  abnormally'  warm  periods,  thermal 
conditions  were  generally  favorable  for  germination  of  wlieat, 
oats,  and  rye,  which  had  come  to  good  stands  by  the  close  of 
the  montii.  There  was  ample  soil  moisture.  Practically  all 
cotton  was  gleaned  from  the  fields  during  the  first  week.  Con- 
siderable hog  killing  was  done  during  tlie  cold  period  of  the 
latter  part  of  the  month.  Winter  cabbage,  spinach,  and  lettuce 
in  the  trucking  regions  maintained  about  normal  growth.  Na- 
tive apples  were  generally  plentiful. 


well  distributed,  with  4  to  over  9  inches  in  most  of  the  Section, 
and  jess  tlian  3  inches  along  the  central  coast  and  in  Spartan- 
burg County.  The  greatest  local  monthly  amount  was  9.58 
inches  at  Aiken,  and  the  least  local  monthly  amount  was  2.93 
inches  at  Charleston.  The  greatest  amount  during  any  24 
hours  was  3.20  inches  at  Trenton  on  the  24th  and  26th.  The 
average  numl)er  of  rainy  days  was  about  normal.  Snow  flurries 
occurred  at  Columbia  on  the  26th  and  at  Landrum  on  the  23d. 


WIND. 

Tile  prevailing  wind  was  from  tlie  northeast.  'I'lie  average 
iiourly  velocity,  determined  from  9  anemometer  records,  was 
7.8  miles.  The  highest  average  velocity  was  1 1  .7  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  10.5  miles  per  hour 
at  Cliarleston;  the  lowest  average  was  6.2  miles  per  hour  at 
Augusta,  Cia.,  and  in  the  Section  proper,  6.3  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  6-minute  period  was 
38  miles  per  hour  from  the  west  at  Greenville  on  the  8th. 


PRESSURE. 

'I"he  mean  sea-level  pressure,  determined  from  reports  of  9 
ri'gular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  30.23  inches,  Tlie  highest  pressure  was  30.79  inches 
at  Asheville,  N.  C,  on  tlie  21st,  and  in  the  Section  proper, 
30.72  inches  at  Columbia  on  the  same  date;  the  lowest  pressure 
was  29  56  inches  at  Ciiarlotte,  N.  C,  on  the  13tii,  and  in  tlie 
Section  proper,  29.60  inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  47.6°,  or  1.0°  above  the  normal. 
The  liighest  temperature  was  86°  at  Blackville  on  the  7th.  'J'he 
warm  period  was  from  the  4th  to  the  20th.  Tlie  lowest  tem- 
perature was  12°  at  Landrum  on  the  22d.  The  cold  periods 
were  from  the  1st  to  3d  and  from  the  2lst  to  the  30th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa^  158.4  hours,  or  51%  of  the  possible 
amoimt.  The  averape  numlter  of  clear  days  was  13;  partly 
cloudy,  5,  and  cloudy.  13,  as  against  norn:als  of  14,  G,  and  11 
days,  respectively.  

RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  tlie  Conga ree  River 
and  upper  streams  after  the  rains  of  the  8-9th  and  23d-26tli. 
'j'he  Saluda  Uiver  was  in  flood  on  the  25th.  The  Santee  River 
was  in  moderate  flood  at  Rimini  or  Ferguson  from  the  11th  to 
the  22d,  inclusive,  and  again  on  and  after  the  26th. 


HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  80%:  noon.  63%;  8  p.m.,  72%. 
The  highest  percentages  occurred  on  the  coastal  plain,  and  the 
lowest,  over  the  extreme  northwestern  counties. 


MISCELLANEOUS    PHENOMENA  (dates). 

/M//.— Due  West,  31. 

S/ff^— Charleston,  21;  Cheraw,  22;  Darlington .  22;  Due 
West,  23;  Garnett,  21;  Greenville,  23;  Landrum,  23,  24;  Lib- 
ertv.  23;  Little  Mountain,  22;  Paris  Island,  21  ;  Sumnierville, 
22;  Walhalla.  23. 

HnJns—Liiihir:  Charleston,  19;  Columbia,  7;  Due  West, 
2.  3.  7,  9,  10.  11,  12,  13;  Greenville,  9,  10:  Santuck.  3,  10; 
Walhalla,  2.  9,  10.  SoJ,ir:  Due  West,  9,  12,  14;  Greenville, 
9,  13.  20,  26. 

MISCELLANEOUS  DATA  FOR  DECEMBER,  1924. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
5.51  inches,  or  2.07  inches  above  the  normal.  Precipitation 
was  general  in  three  periods,  and  the  hulk  of  the  month's  rain- 
fall occurred  between  the  5th  and  10th,  from  the  23d  to  the 
25th,  and  at  the  close  of  the  month.     The   rainfall  was  fairly 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


December,  1924 


stations. 


Counties. 


Knxieni  I'oiiion. 

Blackville 

(;iiarU'stoii 

Clieiaw 

Conway  

Darliiieloiitt 

Ktliiigliaiii  

FcigllSOlHt 

Klorence  1 

Florenoe  2 

Oarnett 

Georgetown 

Kiiigstree 

Mars  Bluff 

Orangeburg     

Paris  Island 

Pinopolis  

Kiniiiii 

St.  George 

Society  Mill 

Suiinnerville 

Wedgelield 

Yeuiassee 

Division  means  and 


W'eKtriii  I'orlion. 


Aiken 

Anderson  

Bhiirs .^. .. 

Ciesars  Head  +t 
Calhoun  I'alls.., 
Camden ■ 


Cntawim 

Cliai)l)ells 

Chester 

(;UMnson  College  . 
Columbia 


Due  West 

Kdgelield 

Gaston  ."^lioals  U. 

Greenville 

(Jreenwood 


Heath  Springs  . . 

Kershaw 

I.andnnn 

I.aurens 

l.ilierly 


Little  Mountain. . 

Newljeriy 

I'elzer 

Saluda 

Saulufk  


Spartanliurg 

Trenton 

Walhalla 

Wiuiisboro 

Wititlirop  College  tt... 

Division  means  and 

Section  means  and 


Harnvvell.... 
Charleston  . 
Chesterlield 
Horry 


Darlington  .. 

Klorence  

OrangelMirg  . 
Klorence  


....do 

Hampton 

(ieorgelowii  . . 
Williamsburg 


Florence  .  . . . 
Orangeburg  . 

lieaufoit 

Ucrkeley  .... 
Sumter 


Dorchester  . 

Darlington 

Dorchester., 

Sumter 

Hampton  .. 


xirenies  . 


Aiken 

Anderson  . 
Kairfleld. . . 
Greenville. 
Abbeville.. 
Kershaw.. . 


York  

Newberry  . . 

Chester 

Oconee 

liichland  ... 


Ablieville  .. 
Kdgetield... 
Cherokee  .. . 
(Greenville .. 
Greenwood. 


Lancaster 

Kersliaw 

Spartanburg. 

I.aurens 

I'ickons 


Newberry 
Newberry  , 
Anderson. 

Saluda 

Union 


Spartanliurg 

Edgelield 

Oconee 

Fairlield  .  ... 
York 


extremes  , 


Climatolog-ical  Data  for  December,  1924. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches. 


Number  of  days. 
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144 
■25 

175 
106 
03 
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»2 
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54 

92 
2ti4 
13 
54 
97 

109 
192 

75 
249 
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527 
704 

293 

311K 

5()« 

222 

502 
402 

487 
850 
351 


680 
I0:i9 
071 

568 
500 
1063 
589 
900 

711 

5(12 
850 
536 
512 

875 
020 
1061 
545 
690 


51.9 
52.8 
40.7 
51.4 

47.0 

so.'o' 

•49.  8 


•S3.  4 
51.0 
52.4 


50.6 
54.6 
52.1 


50.5 
"46.2 
52.4 
49.5 
52.3 

50.7 


49.2 
43.7 


+4.5 
+  1.1 
+2.9 
+3.9 

+2.4 

+2.'o 
+4.9 


+2.1 
+5.1 


+2.6 
+  4.9 


+2.7 
+  1.4 
+3.5 
+2.0 
+4.4 

+  1.5 


+  1.9 
-0.1 


86 


82 


tl7 
tl7 


t  7 
17 

8 


43.2 
'50.0      +1.9 


M4.0 
•44.0 
49.0 

44.8 


44.4 

44.8 

47.2 
47.1 

43.8 
44.8 
43.8 

46.3 
47.0 


46.8 
44.4 

42.2 
49.6 
44.4 
45.9 
45  2 

45.7 

47.6 


+  1.3 
+  1.8 


-1.2 


+2.2 
+  1.8 


+5.0 


+  1.0 


+0.7 
+2.7 


+  1.4 

+  1.3 

+0.3 
+2.5 
+  1.1 
+3.  2 
+2.2 

+1.5 

+  1.0 


tl8 
17 
18 
16 

tl7 


18 
tl7 


2 

2 

2 

t3 


?6 


17 

18 
tl7 

18 
18 


t2 

t  1 

2 

2 

2 

t  1 


t2 
2 


t2 
2 

2 
2 
2 
2 
2 

22 


6.40 
2. 93 
4.42 

3.89 

4.18 
4.34 
5.00 
4.05 

5.36 
6.18 
4.54 
3,63 

4.43 
5.17 
4.58 
4.39 
4.90 

6.08 
6.42 
4.21 

5.03 
5.00 

4.81 


9.58 
5.62 
4.45 
6.28 
6.02 
6.74 

4.29 
6.38 
3.70 
6.96 
6.37 

5.81 
5.94 
3.44 
5.84 
6.56 

4.95 
4.40 
6.75 

4.83 
5.90 

6.11 
0.70 
4.12 
6.00 
5.11 

2.95 
7.17 
7.34 
4.89 
6.48 

5.72 

5.54 


+3.17 
-0.22 

+  1.28 
+0.08 

+  1.37 
+  1.21 
+2. 09 
+  1.70 

+2.41 

+  1.09 
+0.58 


+  1.73 
+  1.41 

+  1.86 

+3.15 
+  3.32 
+0.80 
Tl.84 
+  1.88 

+  1.73 


+5.97 
+0.75 
+0.55 

+  i.'22 
+3.34 

+0.30 
+  1.93 

+  1.74 
+3.47 

+  1.08 
+2.  80 
-1.10 
+  1.00 
+2.  13 

+1.22 


-0.:i5 

+2.  82 
+2.  39 
-1.26 
+2.  16 
+0.  95 

-1.29 

+3.  37 
+2,  07 
+  1.48 
+2. 23 

+  1.44 

+2.07 


2.00 

0 

0.88 

0 

1.68 

0 

1.12 

0 

1.30 

0 

1.2.i 

0 

1.01 

0 

1.52 

0 

2.00 

0 

2. 03 

0 

1.10 

0 

0.90 

0 

1.80 

0 

1.65 

0 

2.38 

0 

1.00 

0 

1.20 

0 

1.85 

0 

1.48 

0 

1.00 

0 

1.83 

0 

1.93 

0 

2.  3S 

0 

2.41 
2.  27 
1.55 
1.32 
1.90 
3.20 

1.60 
2.  00 
1.80 
1.93 
2.70 

2.  03 
1.60 
0.93 
2.  04 
2.17 

1,69 
2.  02 
2,10 
1.79 
2.10 

2.40 
2.50 
1.10 
2.10 
2. 24 

1.12 

2.  90 
2.26 
1.40 
2.05 

3.20 

3.20 


T. 


Observers. 


w. 

e. 
sw. 
sw. 
e. 

w. 
w. 

sw. 
sw. 


e. 

.se. 
sw. 


Mrs.  D.B.Sanders. 
I'.  S.  Weather  Bureau. 
Holand  1),  I'owe. 
Paul  Qnaltlebauni. 

D.  (;.  McCali; 
Wm.  B.  (iillespie, 
Henry  (;.  .Savage. 
11.  K.Gilbert. 

Pee  Dee  Fxperiment  Sta. 
Maner  H.  Uobert, 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

i:.S,  Kisheries  Stiition. 
li.S. Naval  .Serological  Sta. 
Miss  K.  P.  Kavenel. 
Boykin  K.  Caiitey. 

R.  L.  ntsey. 

IC.D.  Fields,  .Ir. 

D.  P.  Dehon, 

W   Hampton  Ramsey. 

W.  C.  Unison. 


Frank  B,  Me(;<>y. 
11.  II.  Russell. 
Ksther  B.  Owens, 
Caesar's  Head— P.  Mtn.  Co. 
I,.  M.  Parker, 
Henry  A.  Brown. 

.lames  C.  Faris. 
George  V.  ('lamp. 
.1.  C.  Cornwell. 
Prof.  F.  11.  H.  Calhoun. 
|1   S.  Weather  Bureau. 

V.  S.W  B.  Aerological  Sta. 
.).  A.  Tow  nsend. 
S.  C.  l,t..  I'ower  .»  Ry.  <;o. 
V.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

.lolin  W.  Hamel. 

It.  Ilartwell  Wilds.  D.DS. 

L.G.  Roff. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
.loshua  Y.  tones. 
W.  S.  Crout. 

E.  W..leler. 

F.  P.  Robinson. 
Mrs.  S.  K.  l.oug. 
H.  W.  Brandt. 

Itev.  Oliver .loluison. 
W.  T.  Claw  son. 


of  Ca?sars  Head,  Greenville.         T   I'recipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  December,   1924. 

DrainaBe- 
basiiis. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

u 

12 

13 

14 

15      16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Kdxlrni  I'oiiioii. 

Blackvillellll 

C;iinrle«t(>ii  ***. 

Edisto 

Ooast 

Hi-e  ive 

\Va(!('aniavv  .. . 
I'ee  Dee 

I.ynclies 

Santi'o 

'.it 

r.' 

T 

T. 

.17 

.64 

2.00 
.24 

1.16 
.62 
.90 

.98 
.81 
.77 
.92 
2.03 

1.10 
.90 
.80 
1.65 
1.40 
.51 

1.20 
1.35 

i.'eo 

i.'93 

.31 
.04 
1.55 
1.32 
1.40 
1.05 

1.60 
1.70 
.08 

.01 
1.41 
.93 

.50 
.51 

'.'ii 

T. 

.27 

.15 

.25 
.12 

1.75 
•/o 

.75 
.17 
.16 
.43 
.18 

.54 
.53 

.80 
.80 
.50 

1.95 
.40 

1.00 
.58 

1^ 
1.30 

1.20 
.90 
.90 
.90 

1.70 

'.'(io 

1.S0 
.59 
.33 
.70 

1.15 
1.60 
.  77 
.60 
.55 
.75 

•2.11 
2. 27 
.67 
1.32 
.90 
.95 

.65 
.80 
1.80 
1.93 
.70 

1.86 
1.52 

.75 
1.67 

.74 

1.18 

98 

6.40 

.10 

T. 

T. 

T. 
T. 
.21 

'.•2i 

.08 
.06 
.01 

.45 
.10 

'.'i2 
.10 

.15 
.10 
1.35 

'.'65 
.41 

■f. 
1.85 
.02 

.17 

'.'63 
.15 

.17 

.08 

.12 

•2.93 

[^horavv  llll 

.16 

.  62  i  1.68 

4.42 

Joinvny  llll 

Uiirliiistuii  llll 

Kniiiffliain  llll 

•Vriruson  I  !| 

.06 

't.' 

.11 
T. 

T. 

.•20 
.09 
.06 
.27 

'f.' 

'.'is 
.35 
.20 

'.'63 
■.'46 

.03 

'f. 

.28 
1.10 

1.25 

.47 

1.52 

•2.00 

.07 

T 

.45 
1.08 
1.'22 
.30 
.39 

1.10 
.50 

1.48 
.•25 

1.09 

■2.M 
.69 
.67 
1.16 
1.20 
1.10 

.46 
1.50 
1.05 
1.38 
•2.69 

1.67 
1.09 
.80 
1.19 
1.15 

1   69 

1.12 
.34 

.37 
1.01 
.45 
.45 
1.15 

.50 
.80 
.76 
.17 

.74 

.56 
1.85 

'.'40 
1.83 
.90 

.31 

.65 

1.30 

i.'90 
3.  ^20 

.65 
2. 00 
.22 
.13 
.02 

.03 
1.60 
.30 
.03 
1.69 

.05 

T. 
T. 

.06 
'.66 

3.89 
4.18 

4.34 

'f.' 

'f.' 
f. 

t 

'.'oi 

'iv' 
1.10 
1.00 

'f. 

.96 

.17 
.40 

1.35 

'!69 

.55 

.'05 
.84 
.99 

1.44 

'.'03 
1.48 
.05 

1.17 

2.'i6 
1.29 
1.50 

1.10 
1.55 
.50 
.96 
1.30 

.09 
1.55 
1.98 

5.06 

T 

4.65 

Plorence2|l| ' 

Jiiniftt 

ieorgi'lowM 

Kiiiifstiwljll 

Vara  BlulT. 

do 

Savaiinali 

C'oaFt 

HIa.'k 

Pee  Dee 

'."37 

T. 

.38 

'.'05 
.25 
30 

'.'04 

f. 

T. 

'.'67 
T. 

'!^24 

T. 

'.'63 
T. 

.54 

5.36 
6.18 

4.54 
3.63 
4.43 

OraiigfliiirR 

Paris  Island 

Kdisto 

Coast 

T. 

.01 
.06 

.19 
.17 

1.04 
.26 
.46 

.40 
.50 
.78 
.45 
1.70 
.15 

•2.41 
.17 
.12 

1.32 
.13 
.35 

T. 
.10 
.'20 
.31 
1.83 

.•28 
.32 
.02 
.75 

.75 

5.17 
4.58 

4.39 

Ciiiihii  llll 

<t.  (ieorge 

3(iricly  Hill  l|l| 

■iuniiiifivillt! 

iVedsedeld 

■I'lJiassofllll 

)IV<'h»    I'diHiiii. 
liken 

\ll<llMS(lll 

Bl.iirsllll 

■^.tsar's  Head 

;alli(mn  l-'alls  l||| 

^'uiiiilun  llll 

'iitaivl.a  llll 

•Iiii|.|..-lls|||| 

■lii-st.'i- 

Mciiixiii  (Niiii'({e 

Jolumbia"*  

Saiitee 

K<listo  

Pee  Dee 

Asliley 

Wateree 

Asliepoo 

Kdisto 

Savannah  

liioiid 

Saluda  

Siivaiinitli 

Wateree 

Cat  aw  ha 

Saluda 

Hioad  

Savaiiiiali 

Congaiee 

Savainiali 

SavHiiiiali 

llroad 

Saluda 

do 

'.'is 

.51 

.l.i 

.•id 

'.'io 

..■il 
T. 

.21 

.'03 
.49 

I'ifi 
.25 

.22 

.18 

'.'6i 

.'35 

.27 
1.50 

.10 

.15 

'.'i.5 

.51 

.... 

f.' 

■.'35 

••• 

'.'57 

'.'io 
'.'64 

.'20 
't. 

.14 

'.'62 

'.'i4 

.ii 

.04 

.16 
.10 

T. 

'.'•29 

'.'61 

'.'63 

'.'06 
T. 

'f. 

.10 
'.'06 

.20 

'.'62 
'.'i2 

'.'io 

'.■33 
.09 
T. 

't. 

T. 

4.96 
6.08 
6.42 
4.21 
5.03 
5.00 

9.58 
5. 62 
4.45 
6.  '28 
6.02 
6.74 

4.29 
6.3S 
3.70 
6.96 
6.37 

>m»  West*** 

T. 

'.'55 

.03 
.45 

T. 
'.'63 

5.81 

-dK.'li.-ld  llll 

iHSlon  SIkihIsIIII 

ireenville     **• 

5.94 
3.44 

5.84 

irt'LMUVOIld  llll 

2.17 

.16 

0.56 

Ii'iith  SiniiiKS  

Wateree 

4.95 

liTsliaw  ,111 

l-yiK'lies 

ISroad 

Sahula 

Savainiali  . . . 

.04 
2.0.S 
T 
.90 

'.'Oti 
t 

.'ei 
f.' 

1.22 
.06 
.03 
'1'. 

.50 
.25 
1.10 
.47 
.21 

1.03 

'.'08 
T. 

.15 
.10 
.04 
.09 
.12 

T. 

f. 

'.'6i 

.14 

1.00 
1.06 
1.'25 
1.30 

■>.  40 
2.50 
.64 
2.10 
1.00 

.69 
2.90 
1    19 

1.02 
T 
.12 
T. 

.15 
.10 
.64 
.11 
.12 

.32 
.10 
.14 

1.25 
.40 

4.40 

jHiidruni 

JiiiriMis 

't'. 
'.'62 

T. 

.06 

T. 

"m 

02 
T. 
T. 

in 

.48 
.21 
.10 

.80 
.32 
.10 
.92 
.14 

.09 
1.57 
.32 
.13 
.45 

2.07 
1.79 
2  10 

1.01 
1.72 
.  76 
1.40 
2.10 

.63 
1.05 
2. '26 

2!  05 

6.75 
4.83 
5.90 

,iltle  MoiMilain 

Saluda  

6.11 

'cu  ImmTV  .  .  . 

•••i^-riiir. ::::::: 

HJuda 

Saluda 

do 

.  do 

.09 
.08 

r. 

09 

.02 
.22 

.'62 

'f. 

T. 

'f.' 

''i'.' 

6.70 
4.12 
6.06 

BuHick 

liroad 

03 

5.11 

liiirtniilpiire  |||| 

lenlDii 

do 

K.listo 

Savaiiiiiih 

.05 
T. 
1.16 

.'05 

'1'. 
f. 

.05 

T. 

T. 

'f. 

. . . . 

2.95 
7.17 

i'nllmlla 

.05 
'  '30 

7.34 

i'innsliorollll 

llroad 

1.40 
.53 

.  '25  . . . . 

...   ] 

T. 

1.09 

.85 

4.89 

'iMllin)i)(:()llc){e 

.35 

.45 

1.10 

6.48 

1 

Kxcejit  a.s  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  preeipitation  recorded  is  for  the  24  hours  endiupr  at  the  time  of 
oliservatioii.  ||||  I'l-ecipilalion  iiieiisuied  in  the  iiiiirniiifr:  amount  tlieii  recorded  is  for  the  pieced iiitr  24  hours.  ***  Kesriilar  Weather  Bureau  station;  inecipitnlion  is  for  tlie 
'24-hour  period.  iiiidiiiKlit  to  midnight.    *  Preciiiitation  included  in  the  next  followliiif  measurement.    tSeparato  dates  of  falls  not  recorded.    'I'.  Trace,  or  less  than  0.01   inch. 

COMPAKATIVE  DATA  FOK  DECE])ffB£B. 


'J'eiiipe  ratine. 

Precipitation. 

Average  iiiim 
•lays. 

her  of 

Year. 

Temperature. 

Preciiiitation. 

Average  n  u  in 
days. 

ler  of 

eg 
"•So 

Yeiir. 

1 

x; 

0 

i 
> 

S'-~  0 
••Coo 

11 

■c 
a 
0 
0 

OS 

9 
0 

s 

a> 
> 
< 

(1)  ■'.  _  E 
^I'lfe 

iV 

5 

"3 
0 

5 

'S.c-2 

«»7 

44.9 
42.7 
55.4 
4.5.9 
49,9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.6 
4.5.5 
44.0 
46.8 
41.0 
4.5.5 
45.2 
48.0 

76 
71 
79 

18 
13 
17 

4.65 
3.56 
0. 5:i 
2.  ^25 
1.91 
•2.45 
3.05 
2.  66 
3.04 
3.55 
2.40 
2.84 
2.  33 
5.64 
5.01 
4.26 
1.95 
2.79 
7.25 
3.25 

10 

7 
1 

ne.-e. 

1907 

46.2 
60.6 
42.8 
4-2.0 
49.8 
48.8 
47.8 
43.9 
44.2 
46.7 
37.7 
50.8 
46.5 
46.1 
60.3 
61.0 
52,5 
47.6 

46.6 

75 
83 

84 
76 
85 
79 

80 
79 
79 
82 
82 
87 
75 
80 
-  86 
79 
86 

89 

12 
23 
7 
12 
IS 
18 
16 
11 
17 
11 
-6 
17 
15 
IS 
20 
•22 
23 
12 

-6 

5.81 
2.84 
2.81 
2. 36 
4.94 
2.88 
4. '25 
4.  SO 
3.27 
2.43 
1.47 
5.35 
3.46 
4.01 
1.64 
4.90 
4.12 
5.54 

3.47 

10 

7 
5 
9 

8 
9 

13 
7 
9 
6 
9 
6 
8 
5 

13 
9 
8 

8 

14 
13 
17 
18 
11 
12 
10 
6 
18 
16 
15 
12 
16 
16 
16 
10 
11 
13 

14 

7 
9 

7 
7 
5 

6 
6 
6 
6 
6 
6 
5 

5 
8 
5 

6 

10 
9 

6 
13 
14 
14 
19 

8 

9 
10 
13 

9 
11 

8 
16 
12 
13 

U 

w. 

(tss 

1908 

w. 

8S9 

sw. 

1909 

nw. 

890 

1910 

w. 

891 

1911 

lie. 

892 

76 
79 

85 
80 
83 
82 
77 
79 
79 
80 
85 
72 
78 
77 
89 

6 

17 

-     1 

16 

8 
21 

9 
11 
18 

2 
10 
10 
16 
16 
11 

1912 

sw. 

893 

6 

7 
6 
7 
8 
8 
7 
8 

11 
7 
6 
9 

10 

17 
15 
16 
17 
11 
12 
15 
14 
13 
14 
20 
14 
12 
14 

7 
8 
7 
6 
8 
7 
8 

5 
6 
5 
5 
4 
8 

7 
8 
8 
8 
12 
12 
8 

10 
13 
11 
6 
12 
15 
9 

sw. 
nw. 

IIW. 

ne. 

ne. 

nw. 

inv. 

n. 

n. 

nw. 

w. 

w. 

no. 

sw. 

1913 

w. 

894 

1914 

ne. 

.S9.5 

1915 

w. 

896 

1916 

w 

897 

1917 

ne. 

89S 

1918 

w. 

899 

1919 

tie 

900 

19'20 

w. 

9ill 

1921 

w. 

9^2 

19>2 

lie. 

903 

1923 

19-24 

Period .... 

sw. 

904 

lie. 

905 

qofi 

w. 

i;-.:  ;.■■■:  -: 


Xl*f  "*'^»Hp>  'My 


•.V-::".- 


.v-r-r-Xv-: 


-y-Nvv 


k 
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Daily  Temperatures  for  December,  1924. 


Stalioiis. 


Eiixleni  l'i>rli')ii. 


BliickvilU- 

ClKllU'StOII 

CheiilHA^'} 

Conway 

DarliiiKluiiS^* 

KeiRiison  s\s\ 

I'lorenci!  1   

HaniHlt 

(ieolKelciwii 

Kiiiffslri'H 

OiaiiKfljiirg  1 


(  Maximum  . 

•  ■  (  Minimum. . 

)  Maximum  . 
•■  /  Minimum.. 

\  Maxiiinnn  . 
■■  (  Mijiimnm. . 

\  Maxinunn  . 

■  ■  '  Miniunnn. . 

t  Maximum  . 
•■  )  Miniiiunn.. 

)  Maximum  . 

•  ■  (  Mininunn. . 

)  MaxinuM)!  . 

•  ■  /  Mininunn. . 

)  Maxinunn  . 

••  *  Mininunn. . 

S  .Maximum  . 

•  ■  (  Mininunn. . 

]  Maxinunn  . 

■  •  I  Mininunn. . 

)  .Mnxinnnii  . 
••  I.  Minimum. . 


Paris  Tslamis\<> 

{<t.  (ieorge 

.Soiiely  lliii  W 

Snnnnf  rvillt) 

\Ve<1gf'fiel(l 

Yenuisst'e 


)  Maxinujm  . 
t  Mininunn. . 
)  Maxinnini  . 
I  Mininunn. 
)  Maxinunn 
)  Mininunn. 
)  Maxinunn 
I  Minimum. 
\  Maxinunn 
'  (  .Mininnnii. 
)  Maxinuini 
I  Mininunn. 


Wffleiii  riiiliiiii. 


AikHU 

inileisou 

Caesar's  Heart 

Callionn  ^'all^^^^V . . 
CanniinisW 

riipster 

Cli-mscni  CiillfKi'  .. 

Columbia 

Due  \Ve.st 

'I'vcenville 

fireiMinonrt    

llcalli  Spiiiig.s  ... 

Ki'isluiw 

I.HUili'uni 

1, aureus. 

l.il.erty 

I.illlt  IMouiitain  .. 

NiMvlicriy 

Saluda 

.Santnck 


t  .Maxinunn  . 
j  Mininunn. . 
)  Maxinunn  . 
i  .Minimum. . 
)  .Maximum  . 
'  .Mininunn. . 
i  Maxinunn  . 
I  .Mininnmi. . 
)  Maximnn  . 
I  Mininunn.. 

S  Maxinunn  . 

■  /  Mininunn. . 
\  .Maxinunn  . 
'  Mininunn. . 
\  Aiaxinunn  . 

'  i  Mininunn. . 

j  Maximum  . 
'  )  Minimum. . 

)  .Maxinunn  . 
'  (  .Mininunn. . 

\  Nlaxinnun. 
'  '  .NJinimnm. . 

)  .Maxinunn  . 
'  '  Mininunn. . 

)  .Maxinunn  . 

■  i  Mininunn. . 
)  Mil  xinuun  . 

■  '  Mininunn. . 
y  Maxinunn  . 

'  )  .Mininuuii. . 

j  Maxinumi  . 

■  '  Mininunn. . 
I  Alaxinunn  . 

■  )  .Mininunn. . 
t  .Maxinuui.  . 

•  '  Mininunn. . 
*  Maxinunn  . 

•  '  Minimum. . 
)  .Maxinunn  . 

■  '  MiHinuim. . 


Spartanliuifj 

'I'll'UtOll 

Wallialla 

\Vinusl)oro\^ft 

Wintlirop  College 


S  Maximum  . 
I  Minimum. . 
S  Maxinunn  . 
'  Mininunn. . 
I  .Maxinunn  . 
/  Minimum. , 
\  Maximum  . 
'  Mininunn. , 
(  Maxinunn  . 
)  .Mininunn. . 


1       2       3 


4        5        6 


3G1     20 


8       9       10      II 


i:    18 


8-1      86 
5B     55 


80     80 
57!     5fi 
8(1 

es 


30     49 


fifi 
nfi 
78 
64 

59 

fifi 

3 

f* 

5 

fifi 
54 
70 
57 
7(1 
fiO 
71 
59 
fi9 
53 

67 

f,i 
7i 
57 
fifi 
5fi| 
71 
57 
68 
57 


67  fi8  66 

39  31  3S 

5fil  fil  68 

45 


39      61 
62      (!9 


70 

73 

36 

45 

64 

60 

50 

46 

fil 

55 

39 

30 

65 

57 

45 

84 

66 

61 

37 

30 

61 

66 

3fi 

33 

fib 

64 

41 

34 

6-1 

68 

48 

3fi 

fifi 

61 

451  36 1 

65  57 

45!  36 

63i  67 

45  34 


54 
29 
59 
34 
fil 
34 
fi3  61 
30 
5* 
28 


50 


56 


52 


55     60 
32     28 


70      60 


55 


71  4' 

32  34 

60  40 

40  2 


28 


6fi 
41 

69 
37 
61 1     37 
36      30 


61  65  60 
29  35  39 
49      65     (i 


28 


25 


3' 
30 
42 
24 
W!     44 


Mean, 


35     33 
50      45 


31 
56 
31 
64  43 
42      31 


45     49 
36      3fi 


49 

38 

37 

27 

51 

41 

38 

28 

48 

38 

36 

26 

37 

35 

32 

23 

53 

54 

36 

32 

47 

41 

33 

22 

46 

36 

35 

27 

48 

3S 

30 

23 

32  40 
43  45 

33  38 

3fi  41 

29  35 

39  43 


Kefereiice  letters  (",  i'.  c),  appearing  in  the  table  indicate  number  of  rtays  missing:  for  example,  "•  represents  two  days  missing,  etc. 
<isS  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  i«  rharged  to  the  preee.ling  day.  on  uliich  it  ahno.^t  always  ocr-iirs. 
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CLIMATOLOGICAL    DATA. 


SOUTH   CAf^OLiUSlfl   SECTlOfJ. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXVII.       Coi.uMiUA.  S.  C,  Year  1924.  No.  13 


GENERAL  SUMMARY, 

In  general,  the  year  19'24  was  unseasonahle,  with  numerous 
wide  departures  from  the  normal.  Tlie  outstanding  features 
were  sustained  subnormal  tein[)eratures  from  January  to  May, 
inclusive;  two  of  the  most  destructive  tornadoes  in  the  history 
of  South  Carolina,  on  April  30;  a  remarkably  dry  August;  un- 
precedenledly  heavy  rains  in  September,  with  unseasonably  low 
temperatures,  and  record-i)reaking  heat  in  December.  Tlie 
mean  annual  temperature  was  somewhat  below  normal,  but  the 
average  annual  precipitation  was  near  the  highest  of  record. 
Afeasurable  snowfall  occurred  in  February  and  March.  Floods 
with  material  damage  occurred  in  the  Pec  Dee  and  Santee  River 
Districts  in  Fel)ruary,  July,  and  October.  Six  tornadoes  oc- 
curred in  April,  INIay,  and  June,  causing  the  death  of  78  persons, 
injuring  7.S3,  and  damaging  property  approximating  $3,055,000. 
Eight  persons  were  killed  by  lightning  in  April,  June,  July,  and 
August.  Hailstorms,  ligiitning,  and  nind  squalls  caused  ap- 
proximately S108,500  damage  in  April,  June,  August,  and 
November. 

The  first  five  months  were  unseasonably  cold,  on  the  whole. 
with  unusually  heavy  rains  in  April.  'J'he  hard  freezes  in  Jan- 
uary, with  the  lowest  temperatures  si  nee  the  winter  of  1917-1918, 
practically  ruined  the  winlcM-  oat  crop,  but  the  weather  \^■asgen- 
erally  favorable  for  tree  fruits;  wheat  and  rye  withstood  the 
cold  very  well.  The  growing  season  opened  2  to  3  weeks  late; 
cotton  and  corn  germinated  irregularly,  incident  to  persistently 
cold  niglits,  and  crops  were  generally  in  all  stages  of  advance- 
ment. Crop  development  was  stimulated  materially  by  the 
more  seasonable  weather  in  June,  but  wet  weather  in  .July  pre- 
vented much  needed  cultivation  in  many  sections,  and  accu- 
mulated grass  became  a  menace;  tobacco  suffered  from  too 
nmch  rain.  The  first  cotton  bloom  wasob.served  near  Allendale 
on  June  8,  and  the  first  open  boll  was  picked  in  Richland  County 
on  July  29.  August  was  unusually  hot,  with  the  lowest  average 
precipitation  in  21  years;  all  crops  deteriorated  because  rain 
was  lacking  when  most  needed;  the  first  cotton  bale  was  ginned 
at  Estill  on  August  5.  The  drought  was  followed  by  unpre- 
cedented rains  in  Septeml)er,  with  unusuallv  low  temperatures, 
on  tlie  whole,  and  light  frost  in  Spartanburg  County  on  the  30th; 
the  average  monthly  rainfall  was  exceeded  l)ut  oiice  in  the  his- 
tory of  the  Section;  cotton  bolls  rotted,  shed,  and  sprouted,  and 
weevil  activities  materially  increased,  though  the  pest  was  ap- 
parently not  as  destructive  as  iu  previous  seasons;  late  corn 
was  too  badly  damaged  by  drought  to  recover.  Octolier  and 
November  were  relatively  seasonable  for  housing  crops,  though 
both  months  were  rather  dry;  cotton  picking  and  ginning  made 
good  progress  and  were  practically  finished  during  the  first  week 
of  December;  cotton  exceeded  expectations  in  some  sections. 
The  closing  month  averaged  somewhat  warmer  than  usual,  with 


record-breaking  heat  at  several  stations  during  the  period, 
17-19th.  Wheat,  oats,  and  rye  were  in  good  condition  gener- 
ally, and  winter  truck  maintained  about  normal  growth. 

The  last  general  spring  killing  frosts  occurred  from  April  2 
to  4,  and  the  first  in  autumn  occurred  on  October  23  and 
November  19  and  20.  The  average  latest  spring  killing  frost 
date  for  1924  was  March  30,  or  7  days  later  than  normal,  and 
the  first  killing  frost  date  in  autumn  was  November  19,  or  9 
days  later  than  normal.  The  growing  season  was  234  days  in 
length,  or  2  days  longer  than  normal. 

The  mean  annual  temperature  was  61.7°,  or  1.2°  below 
normal.  The  warmest  month  was  August,  with  a  mean  of 
80.4°;  coldest  month,  January,  with  a  mean  of  43.3°.  The 
highest  annual  mean  at  any  station  was  65.7°  at  Paris  Island; 
lowest  annual  mean,  58.7°  at  Landrun;.  The  highest  tempera- 
ture was  105°  at  Calhoun  Falls  on  August  28;  lowest  tempera- 
ture, 1°  above  zero  at  Landrum  on  January  6. 

Seasonal  temperatures,  with  departures  from  the  38-year 
normal:  Winter.— 4C). 7°,  +0.3°;  spring,  60.2°,  -2.6°;  sum- 
n)er,  79.2°,  +0.5°;  autumn.  62.4°,  -1.4°. 

'I'lie  average  annual  precipitation  was  56.99  inches,  or  8.89 
inches  above  the  normal.  The  greatest  annual  amount  at  any 
station  was  68.63  inches  at  Georgetown;  least  annual  amount, 
45.76  inches  at  Catawba.  The  greatest  monthly  amount  at  any 
station  was  17.32  inches  at  Wedgefield  in  September;  least 
monthly  amount,  0.15  inch  at  Georgetown  in  November.  The 
average  number  of  rainy  days  was  97;  greatest  number  at  any 
station,  125  at  Gaston  Shoals;  least  number,  65  at  Liberty. 
Average  annual  snowfall,  0.5  inch. 

Seasonal  precipitation,  with  departures  from  the  3S-year 
normal:  Winter.— 12.00,  +0.73  inch;  spring,  1 3.07,  +2.39 
inches;  summer,  14.91,  —1.89  inches;  autumn,  15  59.  +6.30 
inches. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfall  was  40.72  inches,  or  9.19  inches  above  the 
nornial. 

Snowfall,  ranging  from  Traces  to  2.5  inches,  occurred  in 
the  western  and  northern  counties  on  February  10,  2^,  and  27, 
and  on  numerous  dates  in  IMarch. 

Freshets  in  the  Pee  Dee  and  Santee  River  Districts  during 
portions  of  10  months  were  atteruled  l)y  losses  approximating 
$170,4(i3,  and  the  value  of  movable  property  saved  by  timely 
warnings  has  been  estimated  at  $350,100. 

The  average  annual  atmospheric  pressure,  determined  from 
9  regular  .stations,  was  30.06  inches.  'J'he  highest  jnessure  was 
30.90  inches  at  Asheville,  N.  C,  on  January  6,  and  in  the  Sec- 
tion proper,  30.85  inches  at  Due  West  on  the  same  date;  the 
low(>st  pressure  was  29.20  inches  at  Augusta,  Ga.,  on  March  20, 
and  in  the  Section  proper,  29.26  inches  at  Columl)ia  on  the 
same  date. 

'I'he  average  annual  sunshine,  determined  from  9automatic 
records,  was  65%  of  the  possible  amount.  The  average  animal 
number  of  clear  days  was  196;  partly  cloudy,  71,  and  cloud}', 
99,  as  against  normals  of  173,  99,  and  94  days,  respectively. 

The  average  annual  relative  humidity  at  8  a.  m.  was  80%  ; 
noon,  59%,  and  8  p.  u).,  70%. 

The  prevailing  wind  was  from  the  west.  The  average  an- 
nual hourly  velocity,  determined  flTvm  9  anemometer  records, 
was  7.8  miles.  TlK^Wig'Hest  velocity  for  any  5-minute  period  was 
50  miles  per  hour  from  the  northwest  at  Greenville  on  June  24. 
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CLIMATOLOGICAL  DATA  :  SOUTH  CAROLINA  SECTION 


Year,  192  i 


stations. 


Counties. 


EASTERN   PORTION. 


Blackville. 
Charleston 

Cheraw 

Conway . . . 


Darlington . . 
Etringham... 
Ferguson  — 
Florence  1. .. 


Florence  2 . . . 

Garnett 

Ceorgetown  , 
Kingstree  . .. 
Mars  Bluff... 


Orangeburg  1 

Orangeburg  2 

Paris  Island 

Pinopolis" 

Kiniini 


Barnwell 

Cliarleston . . 
Chesterfield . 
Horry 


Darlington.. 

Florence  

Orangeburg. 
Florence  — 


St.  George Dorchester 

Society  Hill Darlington 


Florence 

Hampton 

Georgetown. . . 
Williamsburg . 
Florence 

Orangeburg . . . 

....do 

Beaufort 

Berkeley 

Clarendon  — 


Snmmorville  — 

VVedgetield 

Yemassee  


^      Division  means  and 


WESTERN  PORTION. 


Aiken  

Anderson 

Blairs 

Cfesar's  Head.  . 
Calhoun  Falls . 

Camden 

Catawba 


Chappells 

Chester 

Clemson  College. 
Columbia 


Dorchester . 

Sumter 

Hampton  . . 


extremes. 


Due  West 

Edgefield 

Gaston  ShoalstJ. 
Greenville 


Greenwood 

Heath  Springs. 

Kershaw 

Landrum 


Laurens 

Liberty  

Little  Mountain. 
Newberry 


Pelzer 

Saluda  

Santuck , 

Spartanburg  , 


Aiken  

Anderson  . 
Fairfield  .. 

Greenville. 
Abbeville  . 
Kershaw  . . 
York 


Newberry 

Chester 

Oconee 

Richland 


Abbeville  . 
Edgefield  . 
Cherokee.. 
Greenville 


Greenwood  . . 

Lancaster 

Kershaw 

Spartanburg . 


Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt. 


Laurens . . . 
Pickens  . . . 
Newberry . 
Newberry . 


Anderson  — 

Saluda 

Union 

Spartanburg . 


Edgefield 
Oconee  . . . 

....do 

York 


Division  means   and  extremes 
Section  means  and  ex  tremes. 


Climatological  Data  for  the  Year  1924. 


Temperature  (degrees  Fahrenheit). 


296 

48 
14-1 

25 

175 

106 

6;^ 

136 

13G 
82 
12 
54 
92 

264 

264 

13 

54 

97 

109 
Wl 

75 
249 

24 


.CO. 


Precipitation  (Inches). 


65.  4 
CO.  5 
63.6 

61.6 


63.9 


104 
101 
100 
103 

100 


7  6,5.2 
32  63.9 
43     64.3 


527 
764 


3118 
508 
222 
562 

402 
487 
850 
351 

711 


63.6 
65.7 


61.0 


64.1 
63. 2 
61.3 

63.5 


63.1 
60.3 


100 
103 


103 
102 
101 


June  21 
June  21 
June  20 
June  21 

June  21 


June  22t 
June  21 


June  21 1 
June  21 
June  21 


Jan. 
Jan. 
Jan. 
Jan. 

Jan. 


Jan. 
Jan. 


104    June  21 


98     Aug.  21 
91     July   15 


680 
989 

671 
568 
500 
1063 

589 
900 
711 
502 

850 
536 
512 

875 

620 
1061 
545 
690 


59.4 


103 
104 

100 
100 
101 

104 


101 

100 


13  !  Jan. 

11  .Tan. 

12  Jan. 


June  21 
Aug.  27 
June  30 
June  21 
June  2lt 

Aug.  27 


June  21 
Aug.  21 


Jan. 


Jan. 
Jan. 


105     Aug.  28 
103     June  21 


60.2 
59.9 
62.6 

59.3 


59.1 

59.6 
61.3 
61.0 
58.7 

59.9 

mi' 


101 

98 
102 

100 


23     61.2 
32    


58.8 

62.6 
58.9 
61.3 
60.3 

60.4 

61.7 


99 

98 
99 
104 
99 

101 
10-2 
lOO 
103 


June  21 
June  20 
June  20 

Aug.  28 


14     Jan. 
9     Jan. 


Jan. 
.Ian. 
Jan. 


Jan.     5t 


.Ian.     6 
Jan.     6 


Jan.     6 
Jan.     6t 


104 
103 
101 

102 
102 
104 
104 

105 

105 


June  20 

Juno  20t 
June  21 
June  21 
Aug.  10 

June  20t 
June  20 
June  20t 
June  20 


June  21 
June  i\ 
June  21t 

June  21 
June  20t 
June  21 
June  20 

Aug.  28 

Aug.  28 


Jan. 
Jan. 
Jan. 


Jan.     6 


Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

.Tan.  6 

Jan.  6 


Jan  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 

Jan.  6 


1     Jan.     6 
1     Jan.     6 


62.92 
51.07 
61.  JO 
C5. 39 

57. 93 
59.41 
6.5. 71 
57.86 

56.20 
51. 2K 
68.  63 
61 .9^2 
55.73 

53.63 

'54.' 28 


32 

20 

1 

26 
76 
19 

20 
3 
33 

38 

11 
12 
22 
41 

41 

23 
9 
10 

7 
25 
32 
21 

21 
23 
32 
46 

32 
25 
31 
25 


►. 

.c 

c 

0 

e 

♦i 

<a 

fi 

c 

t* 

0 

0 

11.73 

Sept. 

11.85 

Sept. 

12.  29 

Sept. 

16.87 

Sept. 

13.23 

Sept. 

1.5.44 

Sept. 

15.01 

Sept. 

15.61 

Sept. 

13.72 

Sept. 

13.54 

Sept. 

14.84 

Sept. 

16.16 

Sept. 

15.22 

Sept. 

12.76 

Sept. 

60.  73 

56.  59 
fi4.  Ifi 
61.97 
64.91 
52 .78 

58.67 


12. 5' 
15.74 
11.72 
16.28 

10.  64 
13.78 
16.13 
17.32 
15.06 

17.  32 


00 

(-. 

C3 

^ 

•0 

cd 

t>. 

& 

0 

0 

^ 

B 

J., 

to 

c^ 

XJ 

0 

a 

H 

^ 

5   — 


Sept. 
Sept. 
Sept. 
Sept. 

Sept. 
Sept. 
Sept. 
Sept. 
Sept. 

Sept 


54.31  9.58 
52.99  11.27 
50.11        13.00 


52.  77 
59. 67 
45.76 

53.  47 
54.89 
57.97 
54.86 

49.29 
54.15 
60.37 
48.74 

57.48 
54. 92 
51.49 
64.11 

56. 54 
52. 66 
61.75 
60.08 

49.86 
55.86 
61.19 
54.14 

59.36 
62. 37 
48.35 
59.18 

55.35 

56.99 


12.  46 
14.33 
11.35 


O.PO 
0.72 
1.04 
0.80 

1.26 
1.30 
0.70 
1.31 

1.15 
0.55 
0.15 
1.10 
1.00 

1.00 

6.57 
1.20 
1.10 

0.68 
1.44 
1.10 
L.^O 
0.C5 

0.15 


Dec.  1.37 
Sept.  0.67 
Sept.    1.43 


Sept. 
Sept. 
Sept. 


10.49  Sept. 

13.74  Sept. 

13.77  Sept. 

11.48  Sept. 


10.00 
6.87 

11.68 
8.55 


10.64  Sept. 

8. 86  Sept. 

9  81  Sept. 

10.88  Sept. 


Oct. 
Nov. 
Oct. 
Nov. 

Nov. 
Nov. 
Nov. 
Nov. 

Nov. 
Nov. 
Nov. 
Nov. 
Oct. 

Nov. 

Nov.' 
Nov. 
Nov. 

Nov. 
Oct. 
Nov. 
Nov. 
Nov. 

Nov. 


Nov. 
Oct. 
Oct. 


0..56 
1.35 
0.85 

1.35 
0.75 
0.57 
0.95 


T. 


0 

0 
0 

T. 


0 
0.2 
T. 


T. 


Oct. 

Oct.  0 

Oct.        2.7 


Sept.  0. 97 

Sept.  1.64 

Sept.  1.09 

Sept.  0.81 


13.24 
11.05 
12.50 
12.57 

10.74 
9.01 
13.58 
11.83 


Sept. 
Sept. 
Sept. 
Sept. 


1.54 
1.05 
1.24 
1.00 

1.30 
0.  55 
1.59 
1.86 


Sept.]  0.76 
Sept.  I  1.67 
Sept.  1  2. 00 
Sept.    1.20 


10.  .54  Apr. 

1.5.87  .«ept. 

12.32  Sept. 

13. 38  .Sept. 


15.87 
17.32 


Sept. 
Sept. 


1.94 
0.85 
1.05 
1.15 

0.55 

0.15 


Nov. 
Nov. 
Nov. 
Nov. 

Oct. 
Aug. 
Nov 
Nov 

June 
Oct. 
Oct. 
Nov. 

Oct. 
Nov. 
Oct. 
Nov. 

Nov. 
Nov. 
Oct. 
Nov. 

Oct. 
Nov. 
Oct. 
Oct. 

Nov 

Nov, 


0.1 
0.5 
T. 
T. 

0.4 
0.2 
3.0 
T. 


Sky. 


>-  >. 


89 
107 

89 
109 

93 

88 
100 
96 

88 
111 

66 
100 

69 

105 


181 
197 

239 
192 

•iii 


e-» 

0. 

^ 

•0 

».  X 

13 

*  C 

0 

"0. 

J3  C 

E 

9 

is 

^' 

100 


189 
'167 


83 

96 
101 

108 


95 


84 
101 

98 


96 
105 
86 

100 
100 
79 
117 

115 
80 
125 
119 


137 
242 


2.56 
219 


196 


204 
224 


135 


122 


119 
39 


134 

123 

"84 
111 


49    ne. 
w. 


55  I  w. 

"iei    lie. 


no 

85 


74 
125 


1 .0  104 

T.  86 

0  84 

2. 0  102 


188 
248 


165 
216 
167 

143 


69       101 


w. 
w. 
ne. 


1.8 
2.2 
T. 
0.2 

T. 
T. 
2.5 


T. 

1.6 
T. 
2.0 

0.8 

0.5 


103 
64 
81 

104 

108 
115 
117 
119 

86 
104 

98 


167 

211 
16H 
216 
192 

160 

182 


91 
65 
86 

113 


121 
126 


122 
115 


103 

0 

63 

4 

100 


110 
85 
113 

110 


96 

155 
135 
146 
74 


152         54     SW. 
113         71      «'. 


204 


179 
179 


211 

201 
209 
170 

194 

196 


67 


95 


119 
111 


65 
100 

68 
129 

72 

71 


90 
65 

84 
67 

100 

99 


w. 
s\v. 

sw. 
a. 

w. 

w. 


"  ?rm°peraturfdate  are  from  observed  readings  of  the  dry  bulb:  means  are  computed  ^'°^ ^"^^'if'^^''^-^^  jjill 
n  Postoffiee  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals.  Blacksbiirg:  of  Winthrop  College.  Rock  Hill. 
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Monthly  and  Annual  Precipitation  for  the  Year  1924,  with  Departures  from  the  Normal. 

January. 

February. 

March. 

April. 

May. 

June. 

Jiily. 

August. 

September. 

October. 

November. 

December. 

Annual. 

stations. 

a 

o 

1 
'S 

s 

c 

0 

'0. 

"S 

3 
u 
ci 

0. 

0 

a 
.2 

0. 

V 

p. 

Ph 

i 

9 

n. 

P 

d 
0 

■3. 
"3 
£ 

Oh 

£ 

9 

1 

1  <o 

P 

a 
0 

1 

■g. 
"S 

V 

u 

£ 
9 
u 

a 

R 

a 
0 

"3 

£ 

9 
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EASTERN  POItTION. 

^^ 

Rlackville  

Charleston 

Cheraw 

Conway 

4.fi9 

+1.77 

2,86 

-1.40 

2. 15 

-1.17 

4.12 

+  0.83 

2.58 

-0.92 

5.14 

-0.50 

8. 20 

+2.67    3.25' 

-2. 42 

11.73 

+7.55 

0,80 

-2.06 

l.CO 

-1.00 

6.40 

+3.17 

52.92  +  6.53 

3.24 

-0.21 

1.57 

-1.94 

3.68-O.04I 

5.78+2.79 

2.38 

-1.09 

2.  39 

-3.00 

6.59 

-0.67    8.28 

+  1.31 

11.85 

+  6.39 

1.66 

-2.27 

0.>2 

-2.15 

2.93 

-0. 22 

51.07 

-1.00 

4.:{.i 

+1.45 

5.02 

+0.93 

1.75 

-1.84 

4.09+1.75 

7.11 

+3.61 

7.58 

+2.  33 

5.60 

-0.54    5.39 

-1.21 

12.  29 

+  8.  62 

1.04 

-1.77 

2.16 

+  0.04 

4.42 

+  1.28 

61.40 

+  14.76 

3.91 

+0.44 

4.10 

-0.26 

1.42 

-2. 17 

3.  35i 

+0. 25 

5.60 

+2.04 

12.  f  3 

+  7.66 

7.92 

+  1.11 

3.60 

-3.56 

16.87 

+ 1208 

1.34 

-1.88 

0.80 

-1.41 

3.89 

+0.68 

65.39 

+  14.98 

Darlington 

Etlingrhani 

Ferpfuson  

Florence  1 

4.60 

+2. 05 

3.51 

-0.  36 

3.37 

+0.  36 

4.09 

+0.  90 

7.57 

+4. 23 

4.91 

-0.68 

6.38 

+0.  82 

1.63 

-3.70 

13.23 

+9.29 

3.20 

+  0.09 

1.26 

-  0.83 

4.18 

+  1.37 

57.93 

+  13.54 

4.  40 

+  1.04 

3.27 

-1.67 

2.  93 

-0.  86 

3.59 

+  0.27 

6.71 

-3.18 

5.21 

-0.65 

8.06 

+2. 90 

2.10 

-3.94 

15.44 

+  1143 

1.40 

-1.58 

1.30 

-0. 80 

4.34 

+  1.21 

59.41 

+  10.53 

5  07 

+  1.49 

3  35 

—  0.54 

2.55 

—  0.90 

0.88 

+  4.01 

3.72 

-0.45 

8.08 

+2.32 

8.46 

+  1.82 

3.86 

-2. 9S 

15.01 

+  1121 

2.98 

+  0.11 

o;7o 

-1.47 

5.06 

+2. 09 

65.  72 

+  16.81 

4.36 

+  l'.5C 

4.23 

fO.OS 

3.75 

+0.  58 

3.07 

+0.84 

6.36 

1-2.  66 

4.01 

-1.26 

5.13 

-0.72 

3.37 

-2.  18 

15.61 

+  1152 

1.41 

-1.05 

1.31 

-  0.78 

4.60 

+  1.70 

57.  86 

+  12.35 

Florence2 

flarnett 

Heorgetown 

Kinffstree 

Mars  Bluff 

3.82 
3.42 
4.  15 

+  1.02 

3.35 
1.41 
3.55 

-0.80 
-0.69 

3.52 
3.41 
1.63 

+0.35 
-i.'88 

3.  62 
4.40 
3.  86 

+0.79 
+6.' 53 

7.61 

2.  54 
3.7-T 

+3.91 
+6.'3i 

4.01 
7.68 
13.02 

-1.26 

+  7^45 

5.14 
7.57 
17.03 

-0.71 
+  9.' 63 

3.60 
1.57 
1.37 

-1.95 
-5.' 4.3 

1.3.72 
13.54 
14.84 

+  9.63 
+  i608 

1.30 
2.01 
0.74 

-1.76 
-2.'44 

1.15 
0.55 
0.15 

-0.94 
-2.' 20 

5.36 
6.18 
4.54 

+2.41 

+i.'69 

56. 20 
54.28 
68.03 

+  10.69 
+  i7."96 

3.72  +0.6(1 
3. 97 

2.  .50 
4.34 

-1.45 

2. 29 

2.75 

-I.U 

3.  65 
3.20 

+  0.84 

5.51 
6.18 

+2.  32 

8.37 
4.36 

+3.21 

11.04 

7.63 

+4.52 

2.40 
1.46 

-3.90 

16.10 
15.22 

+  1200 

1.55 

1.00 

-1.30 

1.10 
1.19 

-0.95 

3,63 
4.43 

+0.58 

01.92 
55.73 

+  16.48 

Orangrebure  1 

Orangeburg  2 

Paris  Island 

Pinopolis 

liiuiini 

3.  57 

.3.  88 

3.75  +1.02 

2.  32 
2. 27 
2.04 

-i.'is 

1.94 
2. 20 
4.37 
2.  47 

+  i.'02 
-1.15 

4.69 

6.08 
4.  83 

-2.' si 

2.73 
3.01 
1.96 
3.  17 

-i.i9 

—0.49 

7.32 
4.14 
4.97 

-6."  43 

7.88 
6.48 
5.89 
10.73 

-6.' 27 
+4.11 

2.28 
3.59 
3.15 
3.02 

-2.' 79 
-4.00 

12.76 
12. 57 
15.74 
14.72 

+  i685 
+  1014 

1.97 

'2.43 
2.  35 

-6!  82 

-0.  69 

1.00 

■6:57 

1.20 

-i.'74 
-1.24 

5.17 

'4.' 58 
4.39 

+  i.'73 
+  1.41 

53.63 
64.' 28 

+  '8.' 42 

4'.io+r.l2 

1 

2  96—0  13 

'2.'8'l 
2  25 

-o.'gi 

-1.56 

2.53 

2.18 

-1.24 
-1.23 

'4.93 
5.45 

+2.'06 
+2.  48 

4.93 

2.49 

+  0.70 
-0.79 

6.76 
8.62 

+2,' 77 
+3.  45 

7.05 
7.98 

-1.33 
+  1.47 

3.20 
4.56 

-2.  65 
-1.65 

16.28 
10.64 

+  1247 
+6.75 

2.05 
2.70 

-0.41 

+0.30 

1.10 
0.68 

-0.50 
-1.20 

4.90 

0.08 

+  1.86 
+  3.15 

60.73 
56.59 

+  i3.'94 

St.  Oeorge 

Society  Hill 

Sunimerville 

Wedgefield 

Yennis.see 

+  11.00 

i.Ti  +1.23 
4.41  +1.:;5 

5.01 
2.  46 

+  0.60 
—  1 .  69 

3.48 
■A.  37 

+  0.21 
-0.  95 

6.40 
0  95 

+  3.  14 

+  3.54 

6.  92 
4.51 

+;;.  62 
+1.21 

5.79 
4.67 

+0.35 
-1.09 

7.03 
10.31 

+0  60 
+  3.71 

1.88 
2.63 

-3.82 
-4.79 

13.78 
16.13 

+9.80 
+  1179 

1.44 

2.13 

-1.61 
-1.34 

1.78 
1.10 

-0.39 
-1.18 

6.  42 
4.21 

+  3.32 
+  0.80 

04.16 
61.97 

+  17.05 
+  11.43 

4.93  -*-'   ">' 

2.  70 

—  1.45    2.31 

-0. 25 

6.10 

+  3.04 

5.  65 

+2. 32 

6. 01 

+  1.12 

7.81 

+  2.79 

3.70 

-2.21 

17.32 

+  1385 

1.85 

-1.00 

1.50 

-0.72 

5.  03 

-rl.84 

64.91 

+  19.84 

2!  96 

+0.19 

2.11 

-1.73,  S.  11 

■  0.38 

4.16 

+  1.14 

2.41 

-1.09 

4.78 

-1.21 

9.04 

+2. 18 

1.45 

-5.04 

15.06 

+  1102 

2.06 

■  2.79 

0.05 

-1.41 

5.00 

+  1.88 

52  78 

+  4.76 

Pivision  means  and 

3.98 

+0.  92 

3.05 

-0.99 

2,70 

-0.80 

4.75 

1-1.71 

4.58 

+  1.09 

6.45 

+0.99 

8.07 

+1.75 

3.11 

-3.19 

14.37 

+  1026 

1.76 

-1.22 

1.04 

-1.09 

4.81 

+  1.73 

58.67 

+  11.15 

departures. 
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Aiken  

Aniierson 

Bliiirs 

3.  80 

+0.  31 

2.92 

-1.13 

3.15 

-0.81 

6.50 

+3.41 

2.39 

-1.07    3.94 

-0.80 

6.93 

+2. 09 

1.83 

-3.60 

9.44 

+6. 06 

2.37 

-0.26 

1.37 

-1.20 

9.58 

+5.97 

54.31 

+  8.97 

4.90 

+0.97 

3.82 

-1.31 

3.  18 

-1.42 

8.15 

+  6.97 

4.41 

+  1.37    3.25 

-0.50 

4.53 

-0.51 

2.33 

-3.00 

11.27 

+8. 28 

0.67 

-2.  II 

0.86 

-1.84 

6.02 

+0.75 

52.99 

+  5.65 

4^35 

+0.87 

3.52 

-0.29 

2.30 

-1.40 

4.54 

+  1.88 

3.79 

+0.  92 

3.87 

-0.60 

3.17 

-2.17 

4.13 

-0.97 

13.00 

+  1020 

1.43 

-1.13 

1.56 

-0.70 

4.45 
6.28 

6.02 

+0.55 

50.11 

_+ ;-;f6 

Ca-sars  Head 

Calhoun  Falls 

Camden 

Catawba 

Chappells 

5.00 

+  1.00 

3.04 

-2.  32 

2.61 

-2.  31 

5.49 

+  1.97 

4.33 

+0.37 

1.04 

-3.59 

8.40 

+2.  88 

2.65 

-2.56 

12.46 

+  8.56 

0.50 

-2.50 

1.17 

-1.24 

+  1.22 

52.77 

+  1.48 

3.82 

+0.  44 

1.71 

-  2. 26 

2.  88 

-0.82 

4.88 

+  1.80 

5.54 

+2.33,  9.67 

+5. 19 

5.00 

+  0.37 

1.25 

-4.21 

14.33 

+  1067 

1.35 

-1.27 

1.90 

—0.45 

6.74 

+3.34 

69.67 

+  16.13 

4   10 

+0  63 

1 .  1 1 
4.22 

-0.11 

1.69 

—2.  42 

5.63 

+  2.64 

2.89 

-0.91 

3.89 

-1.01 

3.87 

-2.  01 

1.18 

-4.03 

11.35 

+7.82 

0.85 

• -2.  76 

1.80 

-0.  00 

4.29 

+0.30 

45.76 

-  2.86 

3.17 

-0.15 

3.65 

-0.19 

3.12 

-0.75 

5.35 

+2.82 

4.91 

-2.23 

2.15 

-1.92 

8.92 

+  3.61 

2.14 

-2.31 

10.49 

+7.35 

1.84 

-0.74 

1.35 

-0.86 

6.38 

+  1.93 

53.47 

+  11.02 

Chester 

Columbia 

Due  West 

4.20 
5  14 

+6  22 

4.17 
5  54 

+6.  16 

1.90 
2.  63 

-2!  34 

6.05 
7.25 

+3."  54 

4.34 
4.54 

+6.' 93 

5.99 
3.54 

-i."64 

7.29 
3.85 

-i'42 

1.31 
3.44 

-i."82 

13.74 
13.77 

+9.' si 

0.95 
0.74 

-2.' 63 

0.75 
0.57 

-•y.\i 

3.70 
6.96 

+  i.'74 

64.39 

57.97 

+  '4!3S 

3.37 
5.03 

+  0.08 
+  1.40 

2.1H 
3.  54 

-2.53 
—0.26 

2.  9( 

2.97 

-0.80 
-1.78 

6.66 
5.61 

+3.80 
+4.60 

3.74 
4.19 

+0.  55 
+0.  16 

5.45 

2.87 

+  1.27 
-1.19 

6.00 
5.29 

-0.06 

+0.  4s 

4.58 
1.34 

1 

-2. 20 
-3. 33 

11.48 
10.00 

+8.03 
+7.14 

1.18 
0.97 

-1.67 
-0.77 

0.95 
1.67 

-1.28 
-0.19 

6.37 
5.81 

+  3.47 
+  1.08 

54.  86 
49.29 

+  8.78 
+  3.33 

Edgefield 

(Jaston  Shoals 

flreenville 

Greenwood  

4.75 

+0.  8f 

3.01 

-1.16 

3.52 

-0.  67 

9.04 

+  7.92 

4.78 

+  1.44 

3.68 

+0.08 

6.14 

+0.74'   1.64 

-2.28 

6.87 

+  4.15 

1.83 

-0.85 

2.95 

+0  83 

,5.94 

+2.  86 

54.15 

+  11.86 

4.94 

+0.98 

5.14 

+ 1 .  (W 

3.75 

—  I. 01 

6. 25 

+2.  9( 

6.48 

+3.  30 

4.82 

+2.  51 

7.79 

+  3.09    3.44 

-1.97 

11.68 

+8.51 

1.65 

-1.39 

1.09 

-1.59 

3.44 

—1.10 

60. 37 

+ 15. 32 

5'.  0( 

+0.58 

3.90 

-1.35 

2.  AC 

-2.  93 

7.  (i2 

+  3.37 

3.36 

-0.95 

2. 26 

-2.83 

5.95 

+  0.38,  2.65 

-3. 23 

8.55 

+4.76 

0.85 

-2.35 

0.81 

-2.29 

5.84 

+  1.00 

48.74 

+  5.78 

5.' 48 

+  1.70 

3.  82 

-0.90 

2. 88 

-1.14 

6.21 

1-5.32 

5.84 

+2. 29 

1.54 

-3.02 

8.72 

+  3.45J  1.85 

-3.24 

10.64 

+6.98 

1.79 

-1.05 

2.15 

-0.54 

6.56 

+  2. 13 

57.48 

+  9.88 

Heath  Springs 

Kershaw 

Laiidrum 

4.35 
3.42 
4.  59 

4.78 
5.01 

+0.76 

3.47 
3.22 

-0.33 

1.6( 
2.14 

-1.89 

4.91 

5.48 

+  1.87 

3.88 
4.62 

+  0.71 

7.45 
6.57 

+  2.25 

7.8( 
7.10 

+2.91 

4.67 
1.51 

-0.83 

8.86 
9.81 

+  5.87 

1.05 
1.24 

-1.40 

1.93 
1.93 

-0.26 

4.95 
4.40 

+  1.22 

54. 92 
51.49 

+  10.88 

5.16 

3.69 

9.68 

4.00 

4.18 

10.  52 

2.40 



10.88 

1.20 

1.00 

6.75 

64.11 

3  60 

2.74 

5.79 

3.  52 

4.48 

7.  5( 

2.88 

13. 24 

1.30 

1.88 

4.83 

56.54 

Laurens 

Liberty 

+6."ii 

3]  35 

-2.25 

1.9( 

-3.57 

7.68 

+  i.'8C 

3.93 

-6.' 40 

1.69 

-3.' 50 

7.30 

+  i.'54 

3.70 

-2.' si 

11.05 

+  7.'64 

0.6C 

-3.' 25 

0.55 

-2.'28 

6.90 

-6.' 35 

62.66 

-■7."  92 

Little  Mountain 

Newberry 

Pelzer 

Saluda 

Santuck 

4.55 
4.66 
5. 14 

+  1. 17 

2.  97 

—  1 .  .'lO 

2  57 

—  1.09 

6.86 

+3.78 

3.92 

+  1.00 

8.98 

+  4.  72 

4.22 

-0.66 

5.04 

-0.14 

12.50 

+9.66 

1.59 

-1.31 

2.44 

+0. 08 

6.11 

+2. 82 

61.76 

+  18.53 

-i-o!77 

3.  42 

—  0.  77 

2:77 

-Lfti 

6.98 

+  4.1( 

6.65 

+  3.39 

6.31 

+2. 09 

3.93 

-1.22!  2.21 

-3.  15 

12. 57 

+  9.  70 

2.02 

-0.54 

1.86 

—0,70 

6.70 

+2.39 

611.08 

+  15.10 

+  0.76 

4.  40 

-  0. 22 

3.12 

-1.66 

6.17 

+2.  4:1 

4.57 

+  0.  02 

3. 24 

-1.01 

3.02 

-2.37!  3.00 

-1.83 

10.  74 

+  7.30 

0.98 

-2.  62 

0.7C 

-1.81 

4.12 

-1.20 

49.86 

-  1.57 

5  01 

+  1  3f" 

3.25 

- 1 .  39 

3  56 

-0.45 

7.g( 

+  .5.  72 

3.42 

+0.  60 

1.93 

-3.05 

8.85 

+3.76'  3.30 

-2. 04 

9.01 

+  5.  93 

2.00 

-1.03 

1.07 

-0.69 

6.06 

+2.16 

55.86 

+  10.28 

4.87 

+  1.17 

5.51 

+0.72 

2.  63 

-1.80 

6.08 

+2.  86 

4.01 

+0.95 

4.43 

+0. 37 

7.18 

+  2.07    3.16 

-2.  57 

13.58 

+  1032 

2.00 

-1.24 

2.63 

-0.11 

5.11 

+0.95 

61.19 

+  13.09 

Spartanburg 

5.  58 

+1.77 

5.41 

+0.  83 

2.  72 

-2.16 

6.85 

+  3.77 

4.35 

+0.26 

2.04 

-2.64 

8.39 

+  3.70    1.50 

-4.09 

11.83 

+  8.55 

1.32 

-1.49 

1.20 

-1.63 

2.95 

-1.29 

.54.14 

+  5.58 

4  4f 

— 0.  f,S 

3.26 

-1.83 

3.51 

-0.78 

10.54 

+  7. 1< 

4.15 

+  1.04 

5.39 

+0.78 

3.6( 

-1.82'  3.78 

-2.0'. 

8.93 

+6.  75 

1.94 

-1.15 

2.  63 

+0. 25 

7.17 

+  3.37 

59.  36 

+  11.78 

Trenton 

Walhalla 

6.21 

+1.41 

6.32 

+  1.02 

3.13 

-3.  46 

9. 22 

+  1.57 

4.57 

+  0.81 

1.82 

-3.47 

3.33 

-3.09,  2  63 

-3.64 

15.  87 

+  1080 

1.09 

-1.39 

0.85 

-2.03 

7.34 

+2.  07 

02.  37 

+  2.60 

3  8H 

+0  4f 

2.85 

—  1  4"^ 

2.61 

-1.38 

5.  HI 

+3.13 

4.42 

+  0.33 

3.81 

-0.68 

2.7( 

-2.15    1.59 

-3.75 

12.  32 

+  8.98 

1.05 

-2. 05 

2.41 

+  0.32 

4.89 

+  1.48 

48.  35 

+  4.29 

Winnsboro 

Winthrop  College 

4'.  85 

+i;3i 

5!  40 

+  1.34 

2.30 

-1.57 

V.  73 

+  4.61 

3.68 

+  0.52 

5.45 

+0.81 

3.  U 

-2.46    3.11 

-2.  58 

13.38 

+  1036 

1.15 

--1.70 

2.55 

+  0.36 

6.48 

+2. 23 

59.18 

+11.72 

Division  means  and 

4.62 

+0.86 

3.89 

-0.72 

2.76 

-1.60 

6.74 

+3.47 

4.31 

+0.9^2 

4.19 

-0.42 

6.06 

+0.71    2.68 

—2.72 

11.49 

+7.61 

1.32 

-1.71 

1.57 

-0.94 

5.72 

+  1.44 

55.35 

+  6.90 

departures. 
Section  means  and 

4.34 

+0.88 

3.54 

-0.85 

2.74 

-1.20 

5.90 

+2.84 

4.43 

+0.75 

5. 12 

+0.28 

6.93 

+O.97J  2.86 

-3.14 

12. 74 

+8. 69 

1.50 

-1.49 

1.35 

-0.90 

5.54 

+2.07 

56.99 

+  8.89 

departures. 

The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION 


Year,  1924 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1924.  with  Departures  from  the  Normal. 


Stations. 


January. 


February. 


March. 


April. 


EASTERN  rOUTION. 

Blackville 

Charleston 

Cheraw  

Conway 


Darlington  . 
I'erguson . . . 
Florence  1. . 
Garnett 


Georgetown  . . 
King.stree  .  . . 
Orangeburg  1. 
Paris  Island . . 
Pinopolis 


St.  George 

.Sooiety  Hill  . 
Suiiiiiierville 
Wedgefielfi  . . 
Yenia^isee 


Division  means  and 
departures. 

WRSTEltN   PORTION. 

Aiken  

Anderson 

Cresar's  Head 

Calhoun  Falls 

Camden 

Chester 

Clem.son  College 

Columbia 

Due  West ' 

Greenville 

Greenwood 

Heath  .Springs 

Kershaw 

Landrum 

Laurens 

Liberty ^ 

Little  .Mountain  ....... '. 

Newberry ;... 

Pahuia 

Santuek 

Spartanburg 

Trenton 

Walhalla ]  ] ' . 

M'innsboro '.'.'... 

Winthrop  College  ...... 

Division  means  aiid 

departures. 
.Section  means  and 

iicpartiires. 


44.8 
48.9 
41.1 
48.0 

43.2 
44.2 

46.2 
■48.4 

47.2 

48.6 

4r>. 

49. 

46.9 

46.2 
41. .5 
48.6 
46.4 

48.  8 

46.3 


44.2 
40.5 


-2. 
-1.0 
-2.  6 
0.0 

-2.3 
-3.1 

+0.9 


-1.6 
+0.9 

-i.'i) 

-0.9 

-1. 

-•>.  6 
-0.8 
+0.5 
+0.5 

-1.5 


-1.9 

-3.8 


38. 5 
43.2 

41.4 
'40.0 
43.7 
39.4 
39.2 

38.  si 


47.51   -0.51  54.4 

49.5!   -2.9i  54.0 

42.6    -2.4  49.3 

46.6    -1.2  53.6 


43.9 

45.4 
45.8 
'49.7 


-1.4 
-2.4 
-0.3 


47.2    -1.9 
47.71   +0.2 

47  2I 

49.4    -1.7 


'47.6 
42.  6 
48. 2i  -1 


0.6 


46.3 
48.6 


46.8 


46.4 
43.0 


40.9 
-2.9|  43.5 

I  41.2 

-2.61  43  0 

-2.31  44.5 

-4.4  41.6 


-1.8 
-4.1 


44.0    +0.6 
43.31 


39. 7 1 


41.9 
41.9 
42.  0 
40.  2 


-3.6 
-2.9 
-3.4 
-2.9 


41.5 

40.7 
43.  4 

42.6 

40. 

41.8 

41.8 
42.4 
42.7 
43.  8 
41.4 


37.  6J   -4._0|  39.8 


44.1 

39.0 
40.9 
40.8 

10.9 

43.3 


-2.4;  44 

-3.2!  41.3 
-3.  3!''42.8 

-2.7|  41.8 

-3.3'  42.4 

I 

-2.3!  44.2 


-2.(! 
■0.4 


-2.6 

-1.7 


-0.2 
-3.7 

-2.8 
-1 

-2.8 
+  0.4 


51.4 

50.4 
52.4 
54.7 

52.7 
53.  9 
53.6 
54.2 
53.3 

53.0 
'50.9 
63.  6 
53. 
51.3 

52.9 


.53.1 
50.0 


4.8.  6 
49.  8 

49.2 
49.4 
52. 2 
48.6 
48 

48.3 
50.1 
50.2 
48.3 
49. 


-1.6   47.6 

-3.  4 '50.  8 


-.'.  6 
-2.8 
-1.8 

-3.0 
-1.4 
-1.8 
-2.  .Si 
-1.6 


50. (' 
"50.  6 
48.4 

47.4 

52.4 

47.4 

49. 

49.3 


-2.7;  49.1 
-2.8;  51. n 


-3.3 
-3.4 
-4.1 


-4.0 
-5.6 
-3.0 


-5  4 
-2.7 


-4.2 

-a 


-4 

-3.8 
-4.6 
-2.4 
-3.5 


-2. 1 
-4.0 


-4.5 


May. 


June. 


61.2  -0.2 

64. 0  -0.  5t  72  4 

60.2  -1.3    68.4 

63.  4|  +0.8    69.8 


61.61  -0.3 
'61. 3'  -0.8 
63.0!  +0.4 
65.5! 


68.8 
(i7.8 
70, 
'71.0 


62.9    -0.6    70.2 
64.6    +1.41  70.4 

64.0: I  70 

61.01   -1.0    72.4 
...    68, 


63.4 
60.  9 
63. 2 
l>3. 2 

63.8 

63.  1 


64.4 
60.3 


59.8 
61.4 


60.2 

.O^Ol. 

-3.  0|  62.2 

-7.4,  59.2 

-1.51  58.8 


-4.4 

-3.3 


-5.1 
-4.  6 
-4.6 
-5.3 

-4.8 


59.6 
6(1. 2 
61.2 
59.2 
•60.2 

08, 
60.  8 
60, 
61.8 
59.6 


-3.71  5.8.8 
-3.6'  62.4 
-3.9'  58.5 
-;!.  8 ,■'61.6 
-4.0    60.4 

-4.61  60.5 

I 
-3.9'  61.6 


—0.8 
-0.9 
-0.3 
+  0.8 
0.0 

+  0.1 


+  1.4 
-1.1 


+  1.3 
-1.  1 

-1.5 

+0.  2 

-1.5 
-0. 


-1.9 
-l.( 
-1.5 
-0.5 
--0.S 

-1.3 
-0.3 
+0.2 
+  0, 
-0.4 

-0.6 

-0 


71.2 
69.6 
70.2 
70.0 
t.9.  8 

70.1 


69.  5 
66. 2 


-0.3 
-2.3 
-1.1 

-2.4 
-3.4 

-1.3 


-2.0 
-1.4 


-1.1 
-2.2 

-1.6 

-1.2 

-1 

-1.2 

-2 


-1.9 
-4.2 


67. 0 
67.9 

66.  4 
65.5 
69.  (1 

66.  2| 
65.2 

66.0 
66.6 
67.4 

63.  0 
'66. « 

63.8 

67.  0 
67.4 
67.6 
05.4 

66.0 
69.  0 

64.  2 
68. 2 
67.6 

66.6 

68. 0 


-1.6 


■80, 
81 

77.9 
78.8 


78.4 

80, 
81.4 

79.1 
80.0 
80.3 
80.0 


+  1.3 
+2.3 
+0.7 
+2.0 

+  1.6 

+i.'s 


July. 


August. 


+0 
+■2.0 


+  1.0 


80.2 
79.2 
78.2 
79.  4 
80.(1 

79.8'  +'2.1 


+  1 
+2 
+  0.9 
+  ■2.2 
+  1.1 


79.9 

77.4 


+2 
+  1.8 


77.41... 

80.0    +2.3 


78,2 
-3.4    77.2 
-•2.31   79 
-3.8!  77.8 
-2.0i  76.6 


-4.91 

-3.61 


■7.6 
77, 
78, 
75.6 
78.1 


-6.3    76.4 

-4.9 

-4.8 

-3.5 

-4.9 


-3.4 
-3.1 
-3.1 
-■2.8 
-2.5 


76.  (1 
78,9 
79.8 
In.'l 

78.2 
79.5 
77.2 
'80.  n 
78.4 


-2.8    78.1 
-3.1    7.S.7 


80.0 
81.2 
78.4 
79.7 

'78.4 
'80.  3 

80.8 

81 

79.2 
8('.  0 
79.6 
80.  3 
76.6 

80.2 

'79.7' 
79,0 
80.0 

79.6 


-1.5  81.6  +1.  1 

-0.2  82. 2|  +1.2 

-1.5  79.6  +1.0 

-0.1  80.9  +1.7 


September 


72.0 
74.6 
(•9.  4 
71.7 


—  1.. 5 '79.01  +0.1  70.6 
+  0.9i»80.8l  +2. 41  71.2 
-0.4!  82.6]  +-2. 41  72.0 
'•82.8 i'>73.8 


-1.3 
-0.6 


+  1 
+  1.6 
+  1.3 
+•2.5 

+0.2 
+  1.1 


+0.1 
-0.9 
+0.7 
+2.3 
+  1.5 

+2.2 
+  1.3 
+2.5 
+3.  3 
+2.  3 

+  1.4 

+  1.1 


79.0 
79.9 

78.4 
77.  1 
79.6 
77.  7 
76.5 

76.4 
77.6 
77.4 
7.5.5 
77.9 


76.6 
76.4 
78.  9 
79.1 

78.6 

77.' 
79.8 
77.1 
'78.6 
77.9 

77.9 

78.  6 


80.1 
81.6 
81.2 
82.  2 


-0.3; 
+2.1] 


-3.6 
-■2.  0 
-3.7 
-2.  5 


October. 


November 


December. 


62.  6 
65.  8 
59.8 

63.  0 


—3.4    61.9 

— 2.8l  61.4 

■2.6    64.0 

■63.8 


+  1.1; 


73.  2 
73.4 

7^2.21 

74.61   +^2.4 
71.3     -■2.6 


+0.81  72.2 
J79.6l   +1.1  "70.4 
0.0    81. 2{   +1.8]  73.0 
-0.2    80.6    -(-2.8'  71.5 


-0.8 


-0.4 
-1.8 


-0.1 


-0.6 
-1.3 
-1.4 
-0.4 


-3.2 
-1.8 


-•2.4 
-3.9 

-1.8 
-0.9 
—  1.0 

-1.9 
-0.4 
+P.  1 
-1.0 
-1.2 

-1.4 

-1    1 


81. 4|    +1.4    72.5 

[  1 

81.  it   +1.61  72.2 


81.2 

80.31 


+■2.4 


n.4 


+  1.9    68.  5 


9. 3 68.  5 

82.0    +3.1  '73.7 


80.4 
79.0 
80.9 
79.8 
78.8 


70.  2 
+  1.6  69.2 
+  1.3;  71.0 
+  1..51  68.2 
+3.0I  67.4 


80.0    +1.6   68.8 
79.  0]   +0.  1    68.  6 


79.4] 
78.  6 
80.0 

78.4 
79.7 
81.6 
8(1.2 
80.1 


70.  3 

67.  I 

68.  6 


67.1 
68.8 


+0.4 

+0.4 

+2.1 

+  1.0i  70.2 

+  1.61  68.6 


80.4  +2.91  C'"-^ 

9.9  +0.4]  70.8 

78.  8j  +2.41  67.8 

■81.41  +3.3]  69.6 

78.  5i  +0.1]  68.8 

1 

79.9,  +1.5  69.2 

I  1 

,80.41  +1.6,  70.5 


■2.7   65.8 

0.9   63.2 

62.  4 

66. 8 

60.8 


—2.7 
-•2.7 
-1.7 

-2.4 
-2.  8 

-2.2 


63.5 


-2.8    6-_'.S 
62.  ( 


-0.1 


-3.0 
-3.5 
-5. 2 
-3.2 

-4.3 

-4.5 


-2.4 
-2.0 
-2.  3 
-1.9 

-1  8 

-2.8 
-0.1 


-0.5 
-1.3 

-i.o 

-3.6 

+  0.? 

-0.8 

-1 

-0.3 

-•2.2 

-1.3 


-1.0 
-1.4 


60. 2 
'61.2 
62.  6 
60.  8 
61. 5 


60. 2 
61.7 
61.8 

61.3  .... 
59.  6 


-0.4 
-1. 
-1.6 
+  1.3 


-5.4  60.2 
-5.9  60.5 
(•'\  8 
-3.9  59.2 
-4.6 

-4.6  .59.? 
-•4.2  63.2 
-3.0  6i'.2 
-3.6 '63.0 
-3.  8j  62.1 

-4.01  61.  1 

-3.7'  62.2 


-1.8 
—3.  9 
-■2.8 
-4.  ( 


-1.2 
+0.9 
-0. 1 

+  11.  ( 
-0.3 

-1. 


57.0 
58.8 
52.  5 
56. 2 

54.2 
55.8 
56.  6 
57.2 

.57.8 
55.6 

55.  6 
60.  0 
53.9 

''56.  8 
53. 2 
57.0 

56.  1 
57.0 

56.1 


55.  9 
53.9 


51.  1 
55.0 

51.8 
.52.  5 
-55.  6 

52.  5 
.5^2.2 

53.  4 
53.9 
53.  8 
52. 
51.9 

52.  3 
51.6 

53.  9 
52.8 
.50.8 


+  1.4! 
+0.7 
+0. :-, 
+2.0 

+  1.5 
+0.7 
+2.  7 


51.9 
5-2.8 
46.7 
51.4 

47.6 
5(1.  6 
'49.8 
•53.  4 


+  1.7  51.0 

+0.9|  5-2.4 

50.6 

+  1.3  54.6 

-0.5  52.1 


+  1.2 
+  1.0 
+  1.4 
+2.2 
+  1.5 

+  1.4 


+1.8 
+  1.1 


+3.1 


+  1.8 
+  1.6 
-1.1 
+•2.  I- 

+  1.4 
+•2.0 


+  1.4 
+  0. 
-t-1.6 
+0.1 
-0.4 


50.9  +0.2 

56.31  +1.3 

50.7  -0.1 

'53.6  +0.7 

.53.2  +1.5 


53.1 
54.  4 


+  0.8 
+  0.  f 


50.5 
46.2 
52.4 
49.  5 
52.3 

50. 


49.2 
43. 


4:'..  2 
'50.0 

"44.6 
"41.0 
49.  0 
44.8 
44.4 

44.8 
47.2 
47.1 
43.8 
44.8 

43.  8 
46.3 
47.0 

46.8 
44.4 

42.2 
49.6 
44.4 
45.9 
45  2 

45.7 

47.6 


+  4.5 
+  1.1 
+■2.9 
+  3.9 

+•2.4 
+•2.6 
+  4.9 


+2.1 
+5.1 


+•2.6 
+4.9 

+2, 
+  1.4 
+3.5 

+2. 0 
+  4.4 

+  1.5 


+  1.9 
-0.1 


+L9 


+  1.3 
+  1 
-1.2 

+2.  2 

+  1.8 
+5.0 


+  1.0 
+0. 
+2. 
+  1.4 
+  1.3 

+0.3 
+2.5 
+  1.1 
+3.  2 
+•2.2 

+  l.f 
+  1.0 


Annual. 


65.4 

60.5 
63.  6 

CI.  6 

63.9 
65.2 

C3.9 
64.3 
63.6 
65.7 


64.0 

64.' 1 
63.2 
64.3 

63.5 


63.1 
60.  b 


-0.6 
-1.3 
+0.1 

-0.9 

4(j.'7 


-0.9 
+0.5 


-0.4 
+  0.2 
—0.3 

-0.5 


-0.3 
—  1.5 


59.4 


60.2 
59. 9 
62.  6 
69.3 
59.1 

59.6 
61.3 
61.1 
58.7 
59.9 


60.5 
61. '2 

58.8 
62.  6 
58.9 
61.3 
60.3 

60.1 

61.7 


-0.5 

-1.0 

-2.7 

0.0 

-1.8 
+  0.1 


-2.  5 

-i.'o 


-1.5 

-0,  s 

-0.8 
-0.4 
-0.9 

-1.4 

-1.2 


The  departures  from  the  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  (•",'•,  °).  appoaringin  the  table  indicate  number  of  days  missing:  For  example.  ^  represents  two  days  missing,  etc. 


(CONTINUED  FROM  P.\GK  51.) 


WEATHEK  BY  MONTHS. 

January. — Temperatures  ranged  consideralily  l)e]o\v  tJie 
seasonal  average,  witli  ratln  r  rapid  thermal  changes  and  two 
marked  cold  waves,  that  of  the  5-7th  heing  the  most  severe  since 
tlie  winter  of  1917-1918.     Precipitation  was  above  normal. 

Fehnmrii. — There  were  two  prolonge.i  cold  periods,  and 
temperatures  averaged  decidedly  helow  normal.  Precipitation 
was  helow  the  average.  Measurable  snowfall  occurred  in  the 
western  and  northern  counties  on  the  27th.  Damaging  floods 
occurred  in  the  Santee  River  District  during  the  montii. 

March. — The  month  was  unusually  cold,  with  an  extended 
period  of  abnormally  low  temperatures,  especially  during  the 
day  time,  the  daily  means  ranging  from  5°  to  20°  l>elow  normal 
from  the  8th  to  the  25th.  Precipitation  was  considerably  Ijelow 
normal.  Measurable  snowfall  occurred  in  the  western  and 
northern  counties  on  several  dates. 


April. — The  month  was  marked  liy  two  of  the  most  de- 
structive tornadoes  and  the  greatest  loss  of  life  by  such  storms 
in  the  history  of  South  Carolina.  They  trnver.'ied  the  northern 
counties  during  the  early  morning  and  the  central  count i(^s 
about  noon;  76  persons  were  killed,  and  778  were  injured,  and 
the  property  loss  was  estimated  at  $8,(!()0,000;  one  person  was 
killed  by  lightning  at  Columl)ia  about  noon,  when  a  severe  hail- 
storm caused  approximately  $GO.O(X)  damage.  Temperatures 
averaged  somewhat  below  normal,  and  precipitation  was  the 
greatest  April  average  of  record.  Tlie  woods  were  green  gen- 
erally about  the  10th. 

May. — Tlip  weather  was  unseasonably  cold,  on  the  whole, 
and  precipitation  was  aliove  normal.  Three  tornadic  storms 
injured  five  persons  and  damaged  propertj^  to  the  extent  of 
al)out  $15,000. 

J»?ie. -^Temperatures  ranged  somewhat  above  normal,  with 
a  marked  heat  wave  from  tlie  18th  to  the  23d,  inclusive.     Pre- 
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cipitation  was  above  normal,  but  very  unevenly  distributed. 
Two  persons  were  killed  by  a  tornado  in  Lee  County  on  the  23d, 
and  32  were  rendered  homeles.s;  the  property  loss  approximated 
S  10,000.  There  were  4  deaths  by  lightning.  Hailstorms 
caused  approximately  $43,000  damage. 

July. — Thermal  conditions  ranged  somewhat  below  normal, 
with  pleasant  weather  during  the  first  and  last  parts  of  the 
month.  Precipitation  was  above  the  average,  with  excessive 
amounts  in  the  northern  coastal  region  and  a  deficiency  in  the 
Piedmont.  Tliere  was  1  deatii  by  lightning.  Damaging  floods 
occurred  in  the  Pee  Dee  and  Santee  River  Districts. 

August. — 'J'he  month  was  high  in  the  group  of  warm  Au- 
gusts, with  the  lowest  average  precipitation- in.24y-ear.s,  There 
were  2  deaths  by  lightning.  Damage  by  lightning  approximat- 
ing $500  occurred  in  New  Brookland  on  the  r2th. 

September. — The  m.onth  was  marked  by  much  the  greatest 
September  rainfall  of- record,  and  tlie  niontlily  amount  was  ex- 
ceeded but  once  in  the  history  of  the  Section,  i.  e.,  July,  1916, 
with  an  average  of  14.69  inches.  Temperatures  ranged  de- 
cidedly below  normal. 

October. — Temperature  and  precipitation  were  considerably 
below  normal,  with  no  precipitation  of  consequence  until  about 
the  25th.  Damaging'floods  occurred  in  the  Pee  Dee  and  Santee 
River  Districts. 

November. — Temperatures  averaged  somewhat  above  normal ; 
unusually  mild  weather  during  the  first  half  was  followed  by  a 
sharp  freeze  on  the  19th,  and  again  on  the  26th.  A  severe 
wind  squall  at  Ward  bn  tlie  21st  caused  approximately  $5,000 
damage.     The  woods  were  generally  bare  by  the  23d. 

December. r— The  month  was  warmer  than  usual,  with  ab- 
normal heat  of  \18°  to  21°  per  day  in  two  periods,  some  maxi- 
mum temperatuVe  records  being  broken  about  the  17th,  18th, 
and  19th.  Precipitation  was  much  above  normal.  Scattered 
snow  flurries  occurred  on  the  23d  and  25th. 

COMPAKATIVE  DATA  FOR  SOUTH  CABOLINA. 


Year. 


1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924  

Annual . 


Temperature. 


Precipitation 


«i 

OJ 

JH 

Ut 

jf 

o 

s 

^ 

62.3 

110 

5 

61.8 

108 

13 

62.0 

102 

10 

64.4 

104 

11 

63.0 

13 

62.4 

102 

6 

63.0 

104 

3 

63. 5 

105 

-  1 

61.9 

105 

-  6 

63.9 

104 

5 

63.  3 

107 

3 

63. 2 

106 

8 

62.8 

105 

-11 

63.2 

106 

1 

61.1 

102 

2 

62.6 

107 

10 

62.2 

105 

10 

61.7 

105 

8 

62.6 

107 

0 

63.3 

102 

11 

63.3 

106 

12 

63.7 

100 

12 

63.4 

105 

/ 

62.7 

103 

11 

64.9 

106 

16 

62.  5 

109 

6 

63.8 

109 

16 

62. 5 

108 

11 

62.9 

106 

17 

63.4 

103 

10 

61.4 

102 

-  5 

63.2 

106 

-  2 

64.1 

103 

8 

61.9 

105 

6 

64.8 

104 

17 

64.0 

101 

14 

63.1 

104 

11 

61.7 

105 

1 

62.9 

110 

-11 

43.43 
54.63 
46.76 
42. 29 
47. 52 
47.36 
53. 68 
50.49 
48.99 
44.95 
46.40 
49.  26 
46.76 
49.79 
54.  98 
46.43 
50.87 
40.98 
45.10 
54.81 
47.79 
53.33 
44.61 
45.31 
39.80 
54.  .32 
47.57 
43.  39 
48.89 
43.91 
43. 49 
46.48 
46.79 
52. 24 
42.83 
58.17 
46.  GO 
56.99 
48.10 


Average  number  of 
days. 

Clear. 

Partly 
Cloudy. 

•o 

3 
O 

5 

t>  13  g 
CUT  O 


101 

104 

86 


98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 
93 
97 
94 
88 
93 
90 

112 
98 
97 
97 


154 
154 
163 
158 
143 
158 
167 
167 
172 
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188 
169 
159 
157 
169 
178 
181 
161 
177 
181 
163 
190 
184 
19'2 
186 
189 
183 
178 
163 
176 
196 
173 


123 

116 

119 

102 

111 

104 

99 

102 

99 

95 

87 

85 

103 

123 

114 

113 

111 

120 

70 

81 

110 

92 

97 

85 

85 

88 

83 

97 

91 

85 

71 

99 


95 
84 
105 

ill 

108. 
99 
96 
94 

104 
91 

111 
93 
75 
83 
73 
73 
84 

119 

103 
92 
83 
85 
88 
94 
88 

100 
90 

111 

104 
99 
94 


sw. 

se. 
sw. 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

w. 

w. 

sw. 

sw. 

sw, 

ne. 

ne. 

w. 

ne. 

sw. 

w. 

sw. 


MONTHLT  AND  ANKTJAL  CLIMATOLOOICAL  DATA  FOR 
SOUTH  CAROLINA,  TEAR   1924. 


Months. 


Temperature. 


January 

February.. 

March 

April 

May 

June 

July 

August 

September 
October  . . . 
November . 
December  . 

Annual . . 


43.3 

44.2 

51.0 

61.6 

68.0 

78. 

78.6 

80.4 

70.5 

62.2 

54.4 

47.6 


—2.3 
-2.8 
-3.9 
-0.7 
-3.1 
+  1.1 
-1.1 
+  1.6 
-3.7 
-1.3 
+0.6 
+  1.0 


61.7*-1,? 


Precipitation. 


—  o 

4i  J?) 

^£ 

D  C 

fc.  o 


4,34 
3.54 
2.74 
5.90 
4.43 
5.12 
6.93 
2.86 
12.74 
1 .  50 
1.35 
5.54 

56.99 


+0. 

-0.85 

-1.20 

+2.  84 

+0.75 

+0.  28 

+0.9 

-3.14 

+  8.69 

-1.49 

-0.90 

+2.0 


6.20 

6. 32 
'4.  37 
10.541 
7.61 
13.02 
17.03 
8.28 
17.32 
3.20 
2.95 
9.58 


79'62 

7858 
75|5' 
7859 
74l5; 
82'60 
85  61 
83:58 
85  68 
8l|53 
84  55 
80  63 


Number 
of  days. 


»+8.S9- 17.32   8059  70     65   97  1*96   71    99   7.8   w. 


flv^o 


Wind. 


3 
O    . 


■1'3    ■  " 


.5° 

Ci- 


ne, 
w. 
AV- 
w- 

w.\ 
sw.  \ 
w.  /} 
w..- 

ne. 
w. 
ne. 


•  From  38-year  averages. 


KIIiLINO  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


Last  in 
spring. 


First  in 
autumn. 


Averages— all  records. 


Last 
spring 
date. 


First     pjiu,^ 

autumn    o  £  "  ^ 

date,     {•au'^ 


EaSIKKN   POKTIOiN. 

Blackville 

Charleston  

Clieraw 

Conway 

Darlington 

Ferguson 

Florence  No.  1 

Garnett ,.. 

Georgetown , 

Kingstrce 

Orangeburg  No.  1 .... 

Paris  Island 

Pinopolis 

St.  George 

Society  Hill 

Summerville 

Wedgetield 

Yemassee 


t  Also  other  directions. 


Normal 

Averages  for  1924 

Western  Portion. 

Aiken 

Anderson 

Calhoun  Falls 

Camden 

Chester 

Clero'son  College 

Columbia 

Due  West 

Greenville 

Greenwood 

Hsath  Springs 

Kef  sha  w 

Landrum 

Laurens 

Liberty 

Little  Mountain 

Newberry ■ 

Saluda 

Santuck  

Spartanburg 

Trenton 

Walhalla 

Winnsboro  

Winthrop  College 

Normal 

Averages  for  1924 

Section  Normal 

Section  averages  for  1924 . . . 


Apr. 
Mch. 
Apr. 
Apr. 
Apr. 
Apr. 
Mch. 
Mch. 
Apr. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Apr. 
Mch. 
Apr. 
Apr. 


Mch.  26 


Mch. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Mch. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 


Nov.  19 
Dec.  2 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  20 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Feb.  12' 
Nov.  20 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 


Apr. 


Mch. 


Nov.  26 

Nov.  20 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Oct.  23 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Nov.  19 
Oct.  23 
Nov.  19 
Oct.  22 
Oct.  23 
Nov.  19 
Oct.  23 
Oct.  23 
Nov.  19 
Nov.  19 
Oct.  24 
Nov.  19 
Nov.  19 


Nov.  12 
Nov.  iii 


Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Feb.  24 
Mch.  6 
Mch.  11 
Mch.  ■2*2 
Mch.  15 
Mch.  22 
Mch.  13 

Mch.  17 


Mch.  16 
Mch.  27 


Mch.  11 


Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 


Mch.  31 
Mch.  25 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 
Nov.  11 


Nov.  18 
Nov.  15 


Dec.  1 
Nov.  26 
Nov.  13 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 
Nov.  5 


Nov.  11 


Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov.  4 


Nov.  2 
Nov.  11 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.  5 

Nov.  7 


237 
293 
219 
230 
216 
224 
233 


253 
244 


280 
265 
247 
231 
244 
242 
244 

241 
245 

247 
223 


245 


215 
245 
234 
213 
228 
220 


Nov.  10 


216 
231 
219 
204 
211 
216 
238 
204 
230 
221 

225 
224 

232 
234 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow:  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  number  of  growing  days  is  the  difference  between 
the  average  spring  and  autumn  killing  frost  dates.    *1925. 


MAP  SHOWINQ  LOCATION  OF  OBSERVATION  STATIONS. 
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CLIMATOLOGICAL    DATA. 
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RICHARD  H.  SUIiLIVAN.  Meteorologist. 


V<tr..  XX VIII.  Coi.uAriuA.  S.  C,  Januauy,  1925. 


No.  1. 


GENERAL  SUMMARY. 

Procipitation  was  dccidodly  above  all  previous  liigli  averages 
for  January.  Temperatures  averaged  somewliat  below  normal, 
with  no  marked  extremes,  except  a  sharp  cold  wave  during  the 
night  of  the  27th. 

On  account  of  soggy  soil,  incident  to  heavy  to  excessive 
rains  at  rather  frequent  intervals,  but  little  plowing  could  be 
done,  and  only  the  ordinary  outdoor  work  was  accomplished. 
On  the  whole,  wheat,  oats,  rye,  and  winter  truck  maintained 
al)Out  normal  growth,  but  the  niglits  were  rather  too  cold  for 
liest  development  until  during  the  tliird  week,  when  the  tem- 
peratures improved.  'I'he  weather  was  generally  favorable  for 
hog  killing,  and  consi(leral)le  pork  was  cured  in  good  condition. 


general  glaze  and  sleet  storm  occurred  througliout  the  Section 
on  the  28th  and  29th  ;  the  sleet  ranged  from  Traces  to  2.5  inches 
in  depth.  'J"he  average  number  of  rainy  days  was  38%  above 
normal. 

A  severe  windstorm,  with  many  of  the  characteristics  of  a 
tornado,  occurred  at  Barnwell  at  1:30  p.  m.  on  the  Kith,  with  an 
approximate  damage  to  buildings  and  shade  trees  of  $3,000. 


PRESSURE. 

'I'lie  mean  sen-level  pressure,  determined  fi-om  reports  of  9 
ri'gnlar  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.20  inches.  'I"he  highest  |)ressure  was  30.64  inches 
at  Charlotte  and  Wilmington,  N.  C  and  at  Due  West,  S.  C, 
on  the  15th:  tlie  lowest  pressure  was  29.71  inciies  at  Augusta, 
(3n.,  on  thelUh,  and  in  the  Section  proper,  29.74  inches  at 
('harleston  and  Cohunbia  on  the  same  date. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.4  miles.  The  highest  average  velocity  was  lO.G  miles  per  hour 
at  Savamiah.  Ga.,  and  in  the  Section  proper,  9.8  miles  per  hour 
at  Charleston;  t)ie  lowest  average  velocity  was  4.7  miles  per 
hour  at  Augusta,  Ca.,  and  in  the  Section  proper,  5.8  miles  pvr 
hour  at  Greenville.  'J'lie  highest  velocity  for  any  5-minute 
period  was  39  miles  per  hour  from  the  west  at  Savannah,  Ga., 
on  the  Uth,  and  in  the  Section  proper,  36  miles  per  hour  from 
the  nnrtheast  at  Charleston  on  the  19th. 


TEMPERATURE. 

The  mnntbly  mrnn  for  the  Seel  ion,  determined  from  re- 
ports of  40  stations,  was  44.9^.  or  0.()°  below  the  normal. 
The  highest  temperature  was  76°  at  Garnett  on  the  I7th  and 
26tii.  TiH>  warm  periods  were  from  the  4th  to  the  9th,  16th  to 
22d,  and  25(h  to  27th,  inclusive,  'j'be  lowest  temperature  was 
18°  at  Caesar's  Head  on  the  Hth.  'I'hecnld  periods  were  from 
tlie  1st  to  3d,  lOlli  to  15th,  23d  to  24lh,  and  28th  to  30th,  in- 
clusive.   

HUMIDITT. 

Tlie  mean  relative  humidity,  determinecl  from  reports  of  9 
ri'gnlar  Weather  ]>ureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  86%:  noon.  70%:  8  p.m.,  75%. 
'14ie  highest  percentages  occurred  along  the  coast  and  in  the  Sa- 
vannah drainage  basin,  and  the  lowest,  in  the  north-central 
int<>rior. 

PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
8.51  inches,  or  4.95  inches  above  the  normal,  and  the  great(>st 
January  average  of  record  by  1.23  inches.  There  were  four 
periods  of  precipitation,  which  was  badly  distril)uted,  witli  over 
12.00  inches  in  the  central  counties,  less  than  7  inches  in  some 
Piedmont  counties,  and  less  than  5  inches  along  the  central 
coast.  The  greatest  local  monthly  amount  was  12.50  inches  at 
Aiken;  least  local  monthly  amount,  4.40  inches  at  Georgetown. 
The  greatest  amount  during  any  24  hours  was  3.35  inches  at 
Paris  Island  on  the  16th.  Snowfall,  ranging  from  Traces  to 
1.0  incii,  o:!Curred  at  a  few  stations  on  the  28th  and  29tii.      A 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determine(l  from  9  auto- 
matic records.  wa«  142.3  hours,  or  45%  of  the  possible 
amount.  Th(>  avera};e  )unnber  of  clear  days  was  12;  partly 
cloudy,  4.  and  cloudy.  15,  as  against  normals  of  13,  7,  and  11 
days,  respectively. 

RIVER  CONDITIONS. 

On   account    of   heavy   to   excessive  rains   throughout   the 

Section,  freshet  conditions  and  iloods  were  frequent  in  all  the 

rivers,  the  waters   reaching  unusually  high  stages   during  and 

after  the  rains  between   the   I6th  and   20th.     The  unavoidable 

i  losses  in  tile  Santee  River  District  approximated  $32,875,   and 

■  the  value  of  movable  property  saved  by  warnings  has  been  esti- 

'  mated  at  $85,925.     In  the  Pee  Dee  River  District  the  losses  ap- 

I  proximated  $10,600.   and  the  value  of  movable  property  saved 

approximated  $201 ,000.      Data  for  the  Savannah  River  district 

are  not  available. 

MISCELLANEOUS    PHENOMENA  (dates). 

ITdhn—Linxir:  Columbia,  7:  Due  ^Vest,  7,  15;  Walhalla, 
15.  Sohrr:  Charleston,  21 ,  23 ;  Columbia,  15,  21,  23,  25,  26, 
30;  Due  West,  15.  21,  23,  25,  26,  30;  Greenville,  23. 

Thv ader»torms.— Vn\\\o\m  Falls,  11;  Charleston,  11,  19; 
Cfilundiia,  !1;  Summerville,  11. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1985. 
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46 

Aiiffiistii,  *  Ja 

30.  '20 

411.4 

f.9 

29 

12.  60 

2.  94 

4.7 

11  w. 

91 

V2 

'/9 

4i 

f'harloslon.  S.  V.. . 

:'.(!,  IS 

50.  fi 

m 

32 

4.85 

2.  63 

9.8 

lie. 

88 

V2 

,9 

.SI 

OhiirloltP.  K.  (;  . .. 

3(1  '2(1 

m.  h 

64 

21 

6.91 

1.34 

5.5 

lie. 

81 

U, 

Al 

41 

roliniilpia.  S.  C 

:i0.'21 

Jl.il 

6il 

26 

10.03 

2.  82 

5.9 

lie. 

88 

iM 

<4 

4b 

Due  West,  S.C 

3(1.  22 

41.9 

64 

':^>.- 

1. 12 

,1.  65  ( 

^  5.  8 

lie. 

87 

66 

44 

fJreeuvillp.  S.  C.  . . 

m.  IS 

41.fi 

Wti 

1..^3 

e. 

82 

V2 

4/ 

Siivii juiali.  Oa 

30.17 

5:!.  fi 

7S 

34 

5.49 

2.31 

10.6 

ne. 

8b 

.0 

(8 

43 

Wiliiiiiu'ton.  N.  C 

30.20 

46.  3 

72 

26 

5.  30 

1.25 

6.5 

n. 

85 

76 

83 

43 

Means  ami  ex-  ( 
treiiiPS ! 

30.20 

4J.S 

^ 

m^ 

0^1 

9^6 

7.4 

no. 

86 

70 

75 

45 

UNIV£.«>'' 


.t.L»NOIS 


CLIMATOLOGICAL  DATA:    SOUTH  CAUOLINA  SECTION 


January, 1925 


Climatolog-ical 

Data  for 

January, 

1925. 

Counties. 

3 

s 

OS 

5 
5 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches.    Number  of  days. 

ti.' 

> 

i 

stations. 

c  - 

2:  V. 

5  1 

&.= 

Of  ♦" 

5 

9 

2; 

2 

~  1 

1  ^ 

II 

5 

>. 

u 

Observers. 

Blackvillc 

(Miiirlfstoii 

Barnuell 

Cliiirlcston 

CheslertleUl 

Horrv 

290 
48 

144 
25 

176 
106 
63 
136 

136 
82 
18 
54 

92 

264 
13 
54 
97 

109 
192 

75 
249 

24 

527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 

711 

"('■.80 
1039 
671 

568 
500 
1063 
589 
900 

711 

5b2 
850 
536 
512 

875 
620 
1061 
545 
690 

41 
54 
43 
35 

30 
34 

39 
43 

10 

7 

32 

43 

2 
9 
44 

78 
11 

42 
34 
27 
35 
36 

63 
32 
20 

1 
20 
75 

19 
20 
3 
33 
39 

11 
11 
22 
41 
41 

23 
9 
10 

25 

32 
21 
21 
23 
32 

48 
32 
25 
■i\ 
25 

48.0 
50.6 
42.9 

47.8 

42.8 

"47  >2' 
45.0 

+0.5 
+  0.7 
-0.8 
-  0.2 

—2.7 

'-o.'i' 
-0.3 

74 

68 
70 
73 

72 

''72' 

72 

25 
27 
26 
26 

27 

"  26 
26 

25 
32 
22 
25 

23 

"'24' 
26 

tl5 
28 

tl5 
15 

31 

"'i5 

t29 

43 
29 
42 
44 

44 

"40' 
41 

9.10 
4.85 
8.31 
7.69 

8.81 
9.62 
9.02 
10.33 

10.  42 
7.  05 
4.40 
9.19 

7.99 
10.94 
6.23 
5.  .58 
11.30 

8. 52 
7.82 
6.99 
9.75 
7.14 

8.23 

12.  ,50 
9.  32 
9.03 
8.20 
9.28 

11.84 

7.45 
8.95 
9.69 
7. 65 
10.03 

6. 90 
12. 00 
7.51 
7.12 
9.64 

6.08 

7.  90 
8.91 
7.56 
6.50 

8.67 
7.53 
10. 20 
9.38 
7.53 

7.72 

11.80 

8.00 

8.10 

8.  .57 

8.75 
8.54 

+6.18 
+  1.40 
+5.41 
+  4.22 

+  6.26 
+  6.16 
+  6.04 
+7.53 

+  7.62 

'+i.'6o' 

+6.  13 

+3.'60' 
+2.  48 
+8.  32 

+  5  43 
+4.  82 
+2.  93 
+  6.  33 
+-4.37 

+  5.16 

+  8.02 
+  5.39 
+5.55 

'+5.' 28' 
+  8.46 

+  3.98 
+  5.63 

'+2.' 63' 
+  6.74 

+.3.  33 
+  8.05 
+  3.55 
+2.  61 
+5.75 

+2.49 

'+3.' 08' 

'  +  i.'66' 

+  6  29 
+  3.64 
+  .5.8.' 
+  5.73 
+3.  83 

+3.91 

+  8.47 
+  3.21 
+  4.72 
+  5.06 

+  4.99 

+4.96 

2.65 
2.  (i3 
1.83 
1.76 

1.43 

1.80 
2.04 
2.  21 

1  57 
2. 27 
2.  20 

2.  25 

1.87 
2.41 

3.  35 
2.  80 
2.15 

2.  55 
1.42 
2.26 
2.00 
2.55 

3.36 

2.71 
1.99 
1.60 
1.40 
1.89 
2.  .50 

1.46 
1.00 
1.85 
2.  02 
-2.82 

1.65 
2.41 
1.99 
1.53 
1.80 

1.60 
l.,58 
1.98 
1.53 
1.50 

1.71 
1.65 
2. 02 
1.83 
1.50 

1.70 
2.49 
1.50 
1.46 
1.40 

2.82 

3.35 

0 

0 

0 

1.0 

0 
0 
0 
0 

0 

0 

0 

T. 

0.2 
T. 

0 
T 

0 

0 
0 
0 
0 
0 

T. 

T. 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

T. 

0 
0 
0 
0 

0 
0 
0 
0 
0 

T. 

T. 

10 
10 

11 

14 
13 

11 

13 
14 

13 
11 
6 
11 

8 
13 
8 
9 
11 

13 
12 
13 
10 
9 

12 

10 
12 
12 
8 
12 
14 

9 
11 
10 

8 
10 

12 
11 
12 
13 
12 

7 
11 
12 
10 

7 

11 
13 
12 
14 
9 

13 
9 
13 
12 
12 

11 

11 

11 

7 

4 

16 
17 

ne. 

Mrs.  1>.  Ti.  .Sanders, 
r.  S.  Weather  Kiireau. 
Uoland  D.  I'owe. 

Cheiuw 

11 
17 

2 
1 

18 
13 

ne. 

ruul  Qnatllebanm. 

Darlington 

Purlingtoii 

Florence  

OraiiKchiirg 

I'lorence  

do              

D.  C.  McCall. 
\Vni.  Ii.(;illespie. 

FeignsonJJ 

13 

10 
13 
15 
15 

'is' 

4 

3 

5 

1 
2 

6 

14 

18 
13 
15 
14 

'ii' 

IS 

ne. 

ne. 
w. 
n. 
ue. 

ne. 

H.K.llilberl. 

I'cK  Dee  ICxperiinenl  Sta. 

Hamilton 

"52.  0 

47.8 
47.8 

'-i'.o' 
+0.1 

''76 
75 
70 

tl7 
11 

t8 

«27 
25 
26 

15 

15 
31 

"41 
46 
40 

Man.-r  IS.  IJobert. 

Georgetown 

Kingstree 

(ieorgelown 

Williamsljnrg 

A.  1'.  Hazard. 
Mrs.  EUeu  Scott. 

J.  L.  Shaw. 

Orangeburg      

Orangi'bnrg 

47.2 
53.4 

48.4 

■+i.'8' 
+0.6 

73 
75 

72 

26 
17 

20 

25 
37 
29 

15 

t28 
15 

42 
34 

C.S.   Fisheries  Station 
U.S. Naval  AerologicalSta. 

Pinopolis  

.Miss  K.  1'.  iCavenid. 

lioykin  U.  Cantey. 

St.  George 

Society  Hill 

Siinuuerviile 

Dorchester 

Darlington 

I)orcliester 

Suinler 

"46.9 
42.8 
49.6 
46.1 
50.6 

47.6 

46.2 
43.0 

-0.0 
-1.3 

+0.2 
+0.2 

f2.3 
-0.2 

+0.1 
-1.3 

»73 

^^ 
70 
75 

70 

69 
62 

26 
25 
26 

26 
20 

tl7 

27 
t22 

■24 
19 
25 
24 
27 

19 

27 
24 

29 
14 

15 
28 
31 

14 

14 
14 

"40 
47 
39 
44 
41 

47 

40 
30 

10 
13 
10 
15 
11 

12 

13 
13 

'i7 

10 
14 

2 
10 

6 
3 

4 

6 

2 

.... 

6 
17 

14 
10 
11 
11 

15 

12 
16 

"vi 

15 

0 

n. 
ne. 
ne. 
ne. 

ne. 

ne. 
e. 


s. 
ne. 

I{.  I,.  Utsey. 

K.  1).  Fiflds.Jr. 

D.  1'.  Dehon. 

\V   Hampton  Ramsey. 

Yeiiiiissee 

Division  ineaii.s  hikI 

Ailicii 

Aiiiieison  

Rliiirs 

CTsars  Heart  Xt 

Hampton  

I'xlri-mes 

Aik.Mi  

Anilcrson  

l'airtiel<l 

Creenville 

Abl.eville 

Kershaw 

\V.  t;.  Unison. 

I'lank  1!.  Mct'oy. 
II.  H.  Itnssell. 
Ksther  15.  Owens 

18 
23 
25 

14 

t24 
31 

■39 

40 

Cicsar's  Head— P.  Mtn.  Co. 

40.6 

45.8 

"-0.3 

65 
69 

26 
26 

L.  M.  I'ark.-r. 

Caiii(let) 

Henry  A.  Hrowii. 

natawba  

CImpiH'lls 

Chester 

(Jlt'insoii  College 

York  

Newberry 

Chester 

Oconee 

liichlaiiil 

.lames  (■.  Faris. 

sw. 
ne. 
ne. 

ne. 

e. 
w. 

n. 

e. 
ne. 
e. 
e. 

n. 
w. 

n. 
w. 

e. 

SB. 

ne. 
n. 

ne. 

ne 

(leorge  V.  Clamp. 

'42.'6' 
44.9 

41.9 

'"0.0 
-1.1 

-1.9 

65 
68 

69 

64 

26 
27 
26 

20 

13 
13 

8 

10 

'i2 

14 

13 
12 
14 
11 
16 

16 
14 

"9' 
13 

13 
13 
12 
12 

12 

12 

16 
3 

8 

4 

'3 
0 

3 
0 
3 

7 

1 

3 
3 

'io' 
5 

'o 

8 
3 
5 

4 

4 

3 

15 
15 

17 

'if;' 

17 

15 
19 
14 
13 
14 

12 
14 

"V2 
13 

'i2' 
10 
16 
14 

15 

15 

.1.  C.  Cornuell. 

19 
29 

23 

14 

25 

14 

39 
29 

28 

I'rol'.  F.  11.  ll.Callu.nn. 
li   S.  Weather  Ihirean. 

Due  West 

Abbeville 

Kdgelielil 

(Mierokcc 

(irecMvillc 

(ireeinvooil 

Lancaster 

Kershaw 

Spartanbiiig 

Laurens 

U.S.Wl!.  AerologicalSta 
.1.  A.  'I'ow  nsend. 

K.igelielil 

Oasloii  ShoalsJI 

Oreeiivilli' 

(!ieeii\vo()il 

S.  C.  I.t..  I'owfr  .1  Hy.  <'o. 

41.6 
43.2 

42.9 
43.4 
41.6 
41.2 
41.0 

•42.8 

+  1.3 
+0.3 

-0.5 

'-6.' 6 

'--i.'i)' 
-2.7 

62 
67 

62 
69 
62 
68 
62 

'69 
70 

26 
27 

t25 
26 
22 
26 
26 

27 
26 

26 

28 

23 
24 
20 
20 
19 

23 

29 
tl4 

29 
28 
15 
14 
14 

t28 

26 
35 

36 
39 
32 
37 
36 

'46 

V.  S.  Weather  Hnrcau. 
M.  M.  Calhoini. 

rieath  Springs  

Kerslinxv 

Lanilrnni 

.f.  Marvin  liowers. 
.lohn  W.  llamel. 
R.  llartwell  Wilds.  D.D.H. 
L.  G.  Roll. 

l-aurens 

Liherty 

IMcUtMis 

O.  F.  Boggs. 

Little  Mountain 

Newheny 

Newberry 

New  berry 

Miss  Alberta  Sease. 
John  H.  Baxter. 

.loshua  Y.  .tones. 

Sttlnilu 

Sunlack 

Saluda 

(Inion 

43.4 
41.7 

40.2 
45.5 
42. 2 
'"42.  0 
42.8 

42.7 

44.9 

-2.0 
-1.4 

-1.4 
-1.1 
0.0 
-2.2 
-0.7 

-1.5 

-0.6 

67 

67 

62 
68 
65 
""69 
66 

70 

70 

26 
26 

23 
26 
22 
26 
25 

26 

tl7 

22 
19 

23 
25 
20 
"24 
23 

18 

18 

15 
14 

14 

29 
14 

29 

128 

14 
14 

.39 

39 

37 
41 
38 
''37 
41 

40 

40 

W.  S.  Crout. 
K.  W..leler. 

Spartanhnrg 

Trenton 

Spartanburg 

KdgeHeld 

f  )conee 

Fairliehl 

F.  P.  Robinson. 
Mrs.  S.  v..  Long. 
H.  W.  Bianilt. 
ICev.  Oliver .lohnson. 

Walhalla 

Winthroi)  College  U... 

York  

\\  .  T.  Claw  son. 

extremes 

extremes 

pnteil 
of  Ctesar's  Head,  Greenville. 


T    I'reciiiitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


ft! 


Ianuary,  1925 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  January,   1926. 


.Stations. 


Prainage- 
basins. 


Kdnleni  P<>rti<iii. 

markvillellil 

Charleston  *** 

.■h.'rawllll 

!oiivviiy  llll 

hirliiiKtoii  nil 


Ellinsrhain  111 
<'t'r?ii.M)ii  nil . 
'lorenco  lllll. 
""loreiice  2||||. 
inrni'tt 

iHOrffOlOWM  . 

(iliirstri't'lill  . 
Kars  Illiiff.  . . 
)raiigel>iirg  , 
I'aris  I.slaiiil. 
I'iiiopiilis  ... 


Khin'ni  {|||. . . 
<t.  (ioorgo . . 
Six'ii'ly  Hill  I 
^mniiicrvilli- 
AViipulielil  . 
ri'mus.>iL't'||ll. 


Wfslfn,   I'oiiiiiii. 


Ml<fn 

VlllllTXlII 

<liiirs||!| 

'iv.sar's  Head  . 

'lllllOIMI    l''illls  I 

,'iiiiiilt'n  illl 


'iilawlm  nil  .    

ha|.|"'llsllll 

'Iie.>;ter 

lenison  ('(illi'ite. . 
iolumbla*"  ... 


)iie  West***.... 

Clgclicldllll  

iaslon  Shoals  nil 
irecMiville  "*  . 
I'li'i'invood  nil  . . , 

leadi  S|>riii(?.s  . 

CiTshaw  ,11! 

-aii.lnim 

.nuriMis 

.iherly , 

.ilde  Miiiintaiii  , 
Ci'aherrv 

VI'.Tllll 

aliiiUi 

aiiHick 


partanliiirg  ||!l. . 

'reiiion 

I'allialla 

k'innsliorolllj 

rinlhropCiillei;.' 


I.ynplu's  . . , 

Santco 

IVe  Dee..., 

do 

.Savannah 


Coa.'^t . . . 
lilack,.. 
Pee  Dee. 
Kdi.sto  .. 
Coast.  .. 
Cooper  . 


K.lislo 

Savannah 

llroad 

Saluda  

SavaiMiaii  , 
Wateree  . . . 

Calaulia  .. 

Salnila 

Hroa<l  

Savainiali  . 
('ongaree  .. 


.Savanna 

Savanna 
Mnmd  .. 
Sahida  . 
....do  .. 


Wateree 

Lynches 
liroaii  .. 

.Salnda. . 
Savanna 

.Salnda  . 
Salnda.. 
....do  .. 
....do  .. 
liroa<<  .. 


...do  .... 
K.lislo.... 
Savannah 
Hroa<l  .... 
I'alaulia  , 


Day  of  month. 


Kdisto 

Coast 

I'ce  Dee 

Waccaniaw 
I'ee  Dee. . . . 


Sanle.' 

Kilisto 

i'ce  Dee 

.Ashley 

Wateree 

Ashepoo 


T 

.92 
.41. 
.40 

.90 
.72 
1 .2: 

i'. 

T. 

.80 
1.03 
.35 


I.  10 

.7.5 


1.12 
.20 

T 

.01 
.9s 
1.99! 

r. 

1.80 


15      16 


.24 

.05 
.04 

T. 

.07 
1.00 


.02 


T. 


.02 


.9!! 
.08 
T. 
T 

.04 
.03 
1.40 
.01 


1.70    .03    .0^2 
T 
03    .03 


.02 


,  95' .... i ... . 

10;... .!.... 


.10 


.10 


.10 


.0(> 


.01 


1.85 
f 
T. 

f. 


.50 


.02 

1.02 


.18 
1.63 

.90 
1.30 


.60 


1.25  .57 
.SI  1.01 
1.221  .02 
1.001   .90 

.  80  . . . 

.33!  T. 


1.70 
1.00 
2.  1 
.02 


1.10 

1.05 

.88 

.03 

2.00 


5811.84 
1.24  1..50  1.99 

.051  .64 
1.40:1.32 

.06    .48 

.10    .37 


I..50 
1.  15 
.23 

.72 
1.03 

.05 
1.03 

.18 


1.25 

.47 

1.30 

2.  02 


.93 

.09 
1.20 


.8(; 

1.40 
1.32 


.51 


.36 


2.05,1.30 


.85 
1.60 
.82 
.30 
1.46 

.96 
2.41 
.75 
1.27  1.12 
.52 


.58 
.13    .4 

.84  1.98 

.72I  .87 

1.1011.15 


32  1.20 
55!  .8K 
32.1.62 
is;  1.42 
I.I4I  .65 


.07,1.07 

.1,5|  .74 
.05,1.38  1.. 50 
...  .05  .51 
..      .95    .85 


1.34 


1.08 
.91 

1.53 
.60 

1.35 
.63 
2.02 
1.57 
1.24 


.70:1.05 
2.49   T 


.82 
1.26 
1.40 


.04 


.25 

2. 63  ... . 

...11.32 

.131.76 

.26ll.l5 


.16;i.80 
.  33,2.  04 
.36  1.21 

.301.00    .23 

. . .  2, 


2.20 


1.77 
3.  35 


2.  50,2. 55 

.511. 


.82 
1.18 
1.43 


.85  1.50 
.87  1.13 
.9612.21 
1.00  1.53 
.40  1.50 


T. 

1.80 
1.47 
.44 


2.80   .50 

.65  1.45 

.  20'2.  55 
1.25|  .75 


2.25 
1.95 


.05 

..50 

2.55 


2.71 

1..30    .20 
.20  1.28 

1.321... 
.761.. 56 
.25:1  55 

T.  !l.13 
,55  1.25 
.30 
.20 
.6! 

.81 
1.80 
.20 
..59 


T 

.50 

.60 

2.00 

1.05 


.50 

1.90 
.05 
1.00 


.57 
1.75 
1.87 
2.41 
.12 
.50 


2.15 
1.40 
1.42 
20|1.20 
1.25:2.00 
1.12 


93  2.43  2.16 
1.39  1.1 
.88  I.. 31 


1.10 
1.19 
2.  06 

1.41 

.57 

.15 
1.08 

.551.35 


1.00 


1.38 
1.22 
1.00 


.18 
1.42 
.22 

.25 
.25 


1.65  ..SO 
1..55  .32 
.22,1.04 
1.82  .76 
1.28    .22 


1.40 
1.89 
1.33 

.61 
1.15 
1.  12 

i.'ei 

1.28 
1.68 
.98 
1.09 
1.40 

1.00 
.72 
1.88 
1.34 
1.50 


1.32 
1.00 
1.25 

.51 
1.12 

.80 
2.  62 
2.71 

.73 
1.69 
.35 

.8: 
.93 

l.fO 
.90 
1  02 
1.47 
.90 


1.351.71 
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Kxci'pt  as  otherwi.se  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  iirecipitation  recoi-ded  is  for  the  24  hours  endinir  at  the  time  of 
observalum.  ||||  Precipitation  measnred  in  the  morninsr;  amount  then  recorded  is  for  the  vrecedlnj,'  24  honrs.  ***  l!ei;idar  Weather  Hnrean  •station:  )irecii)itation  is  for  the 
24-liour  perioil,  midnight  to  midnight.    *  Precipitation  Included  in  the  next  following  measurement.     tSeparate  ilates  of  falls  not  rci'Orde<l.    T.  Trace,  or  less  than  O.ol    inih. 
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CLlMATOLOCaCAL  DATA:    SOUTH  CAROLINA  SECTION 


January,  1925 
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SW  Instruments  are  read  in  tlie  morning;  tlie  maximum  temperature  then  read  is  rhnrged  to  tlie  preceding  day,  on  whieli  it  almost  always 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 

CPIARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA 


SOUTH   CflFJOLtlJ^lfl  SEGTIOH- 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vor..  XXVITI.  Coi.uMniA.  S.  C,  February,  1925. 


No.  2. 


GENERAL  SUMMARY. 

The  month  wa^  unusunll.v  mild,  with  24  dntes  on  which 
the  temperaturos  ranged  near  or  above  Tlormal.  Precipitation 
wa.^  decidedly  below  the  average. 

Planters  made  good  progre'^s  with  spring  plowing  and  other 
outdoor  work,  incident  to  the  mild,  relatively  dry  weather. 
Wheat,  oats,  rye.  and  truck  showed  about  normal  development ; 
tiie  winter  cabbage,  spinach,  and  radish  harvests  in  the  truck- 
ing regions  were  practically  finished  by  the  closing  week,  and 
white  potato  planting  was  m  progress.  While  hardy  shrubbery 
leafed  rather  rapidly,  fruit  buds  remained  fairly  dormant 
throughout  the  montli,  peach  and  pear  blooms  not  appearing 
until  the  close. 

PRESSURE. 

The  moan  sea-level  pressure,  determined  from  reports  of  9 
r<'gMlar  Weather  P>nreau  stations  in  and  surrounding  the  Sec- 
tion, was  P>0.07  inches.  The  highest  pressure  was  30.41  inches 
at  Asheville,  N.  C.  on  the  IStli,  and  in  the  Section  proper, 
30. .jT  inches  at  Due  West  on  t!ie  same  date;  tlie  lowest  pressure 
was  29.52  inches  at  Charlotte,  N.  C.  on  the  lUh,  and  in  the 
Section  proper,  29.55  inchi\c  at  dreenville  on  the  same  date. 


total  amounts  above  3  inches,  the  measurements  ranging  down- 
ward to  less  than  1  inch  at  Blackville  and  Liberty.  The  greatest 
monthly  amount  was  3.05  inches  at  Georgetown,  and  the  least 
was  0.70  inch  at  Blackville.  The  greatest  amount  during  any 
24  hours  was  1.42  inches  at  Paris  Island  on  the  17th.  Snow 
flurries  occurred  at  Spartanburg  on  the  11th  and  at  Santuck  on 
the  26th.  The  average  number  of  rainy  days  was  12%  below 
normal. 

WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  d<'termined  from  9  anemometer  records,  was 
7.6  miles.  'J'he  highest  average  velocity  was  11 .4  miles  per  hour 
at  Savainiah.  Ga.,  and  in  the  Section  proper,  9.2  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  5.1  miles  per 
hour  at  Augusta,  Ga.,  and  in  the  Section  proper,  6.4  miles  per 
hour  at  Greenville.  'J'lie  highest  velocity  for  any  5-minute 
period  was  42  miles  per  hour  from  the  northwest  at  Savannah, 
Ga.,  on  the  26th,  and  in  tlie  Section  proper,  34  miles  per  hour 
from  the  west  at  Greenville  on  the  same  date. 


TEMPERATURE . 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  52.4^,  or  5.3°  above  the  normal. 
The  highest  temperature  was  80°  at  Yemassee  on  the  23d. 
There  were  three  distinct  warm  periods,  when  the  mean  tem- 
peratures ranged  10°  to  18°  per  day  above  normal.  The  lowest 
temperature  was  19°  at  Walhalla  on  the  13lh.  There  were  but 
two  sliort  periods  with  su!)normal  temperatures. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  smishine,  determined  from  9  auto- 
matic records,  wa^^  193.6  hours,  or  63%  of  the  possible 
amount.  The  average  nmnber  of  clear  days  was  15;  partly 
cloudy,  4.  and  cloudy,  9,  as  against  norn-als  of  12,  6,  and  10 
days,  respectively.  

RIVER  CONDITIONS. 

The  Santee  River  was  near  or  above  flood  at  Rimini  and 
Ferguson  throughout  the  month,  reaching  the  lowest  stages 
toward  tlie  close.  The  Pee  Dee  River  at  l\lars  Bluff  was  rela- 
tively high,  with  a  flood  stage  on  the  15th  and  the  lowest  read- 
ing on  the  28th.  The  Waccamaw  River  was  in  flood  at  Conway 
from  January  20th  tn  February  8th,  inclusive;  late  reports  in- 
dicate unavoidal)le  losses  approximating  $150,000.  The  re- 
maining rivers  have  had  moderate  stages  only. 


HUMIDITY. 

The  mean  relative  humidity,  (letermine(l  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  83%:  noon,  61%;  8  p.m.,  70%. 
The  highest  percentages  occurred  over  the  coastal  counties  and 
in  the  Savannah  drainage  basin,  and  the  lowest,  along  the 
northern  border. 

PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
1  69  inches,  or  2.63  inches  below  the  normal.  Precipitation 
occurred  in  four  periods  and  was  fairly  well  distributed,  but  the 
amounts  were  uniformly  below  normal  throughout  the  Section. 
The  heaviest  rainfall  occurred  along  the  northern  coast,  with 


MISCELLANEOUS    PHENOMENA  (dates). 

ITdJoi^—LiiiKir:  Columbia,  6,  7;  Due  West.  6,  9;  Walhalla, 
6.  Solar:  Columbia,  6,  15,  23,  25,  27,  28;  Due  West,  6,  7, 
1(),  18,  19,  21,  25,  27;  Greenville,  6,  21,  22,25,27;  San- 
tuck, 25. 

Sleet. — Spartanburg,  1 1 . 

Thvnderstorms. — Cheraw,  23;  T>aurens,  11;  Little  Moun- 
tain, 18;  Santuck,  16;  Walhalla,  23. 


MISCELLANEOUS   DATA  FOR  FEBkUARY,   1925. 
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Of> 

50.  0 

70 

08 

5S.  (1 

70 

00 

54. 2 

74 

07 

5?.  4 

75 

I'lpfipila- 
tion, 
iiidie.s. 


WiiHl. 


15 

1.P5 

0.55 

28 

1.14 

0.40 

:« 

1.84 

0.89 

•J  7 

1.91 

0.92 

2i) 

1.C8 

0.  :W 

24 

i.O;i 

0.39 

24 

1.20 

0.  .=3 

i^ 

"o.m 

15 

1.71 

1.54 

=  c 
—  .2 
'S  Z 


II  w. 


ii£ 


Mean 

relative 

luiiniility. 


J4IN  m  1925 


UNIVEKhi.  >  ,>t  ,ci.|N(.i|S 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SKCTJON 


Febhuary, 1925 


Climatological  Data  for  February,  1925. 


Stations. 


Counties. 


Kosteni  rinlloii. 

Blackville 

(Miailt'stoii 

C'heiMW 

Conway 


Darlitigion  .. 
KIVnigliiiMi  .. 
rcrgusontt. . 
I'loienoe  1... 


Florence  2 

Oaniptt 

(iei)iKi'tou  n  . . 
Kingslieftt-. 


Mars  liluff. .. 
Orangeburg 
Paris  Island, 
i'inoviolis  ... 
liiniini 


])up  West 

K.lg.'lii-hl 

(iaslon  Sluialslt. 

Grfcnvilli' 

Uroenwood 


Fteatli  Springs  . . 

Kersliaw 

Laiiilnnii 

I.anrens 

Ml)erty 


Little  Mountain. 

New  lii'riy 

IVlzor 

Saluda 

Santuck  


Barnwell.... 
Charleston  . 
Clieslerlielii 
llorry 


Temperature,  in  degrees  Fahr, 


Darlington 
Klorcnce   ... 
Orangeburg 
I'lorence  . . , 


....do 

iianiiiton 

(ii'orgiHown  ... 
Williamsburg  , 


Florence  .  ... 
Oiarigrburg  . 

IScaiifort 

Herlii'loy 

Sumter 


St.  George 

Society  Hill  

Suuuiierville 

Wedgclicia 

Yeiiiiissce 

[)ivisioM  means  and 


Wi'slr 


Ail<eu 

Anderson  

Hliiirs 

Ciesars  Head 

Cnlhoun   Kails 

Camden 

Calau  ba  

Chappells 

Chester... 

Clemsnu  College  , 
Columbia 


Porclie.ster  . 
Darlington 
Don'hester. . 

Sumter 

iiamptoii  . 


xtrem 


Ailieii 

Anderson  . 
Kairlield... 
Greenville. 
Abbeville.. 
Kershaw.. . 


Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winllirop  College  tt... 

Division  means  and 

Section  means  and 


York  

Newberry  . . 

Chester 

Oconee 

llichlaud  ... 

Abbeville  .. 
Kdgelield... 
(;iu'rokee  .. . 
Greenville.. 
Greenwood. 

Lancaster... 
Kershaw  . . . 
Spartanburj 

I.aurens 

I'ickens 


29fi 
48 
144 


175 
lOfi 
K! 
136 

1S6 
82 
IS 
54 

92 
2ti4 
13 
54 
97 

109 
192 

249 
24 


Newberry  . . 
Newberry  . . 
Anderson... 

Saluda 

lluion 


Spartanburg 

Kdgelield 

Oconee 

Fairtield  .  ... 
York 


527 
71)4 
293 
311S 

222 

502 
402 
487 
8.50 
351 


680 
1039 
671 

568 
500 
1063 
589 
900 

711 
5I'2 
850 
536 
512 

875 
620 
1061 
545 
690 


jxtrenies  . 
extremes . 


54.8 
5c.  6 
51.8 
55.0 


53.0      +7 


4-6.8 
+3.2 
+  6.8 
+  7.2 


54.0 
55.4 


^55.  8 
''54.8 
56.4 


+6.2 
+9.3 


54.  S 
57.0 
55.4 


+5.7 
+8.9 


+  6.5 
+  7.0 


55.2 
'51.9 
55.4 
5.=..  2 
55.8 

54.8 


54.2 
51.5 


49.2 
•52.  1 


''51.2 
50  3 
53.8 

50.3 


50.0 
51.2 

51  .0 
52.0 
48.9 
49.8 
48.8 

S.50. 0 
51.6 

'si.T 

49.2 

48.9 
62.8 
48.8 
'51.6 
50.5 

50.8 

52.4 


+7.0 
+7.1 
+.5.9 
+  6.9 
+  0.8 

+  6.8 


+  .5.2 
+6.8 


22 
15 

8 

S 

ts 


t8 
8 


t  8 
15 

8 


+4.3 


+7.1 
+5.6 

+5.9 

'+6."7' 

+  7.7 

+  8.0 

'+•4.' 6' 

+5;4' 

+  4.2 
+0.3 

+  4.' .5 
+6.0 

+  6.1 
+6.6 
+5.7 
+6.5 
+  7.1 

+  5.9 

+5.3 


80 


■'74 
75 
75 


13 

12 

1 

t  5 


1 
tI3 


13 

tl3 

1 


Precipitation,  in  inches.    IXumber  of  days. 


T  1 

12 
13 


70 

8 

75 

9 

73 

8 

76 

8 

72 

8 

75 

8 

73 

8 

?72 

22 

76 

8 

"72' 

'"'r' 

73 

8 

73 

8 

75 

8 

77 

25 

"75 

9 

75 

8 

79 

9 

80 

23 

d.,4 
21 
29 


t  1 
12 
13 
13 
13 

t  1 


tl2 
t   1 


12 
112 

13 
13 
13 

13 
12 

12 
13 

"i;V 

13 

13 
12 
13 
13 
13 

13 

13 


0.70 
1.84 
1.49 
2.75 

0.70 
1.59 
2.47 
1.61 

1.26 
1  85 
3.05 
2.45 

2.05 
2.  35 
2.32 
1.97 
2.22 

2.17 
1.78 
2.  42 
1.05 
1.54 

1.92 


1..50 
1.02 
1.84 

"i.ivi 

1.24 

2.26 
1.49 
1.83 
1.45 
1.08 

1.03 
1.24 
1.46 
1.20 
2.  12 

1.82 
1 .  90 
1.38 
1.52 
0.  92 

1.80 
2.44 
1.34 
1.27 

1.55 

1.51 
1.03 
1.86 
1.97 
1.93 


-3.  56 
-1.57 
-2.  60 
-1.61 

-3.11 
-0.35 
-1.42 
-2.54 

-2.  89 


0.25 
0.89 
0.  33 
0.90 

0.  22 
1.20 
0.89 
0.  92 

0.74 


-1.09 
-1.50 


-1.20 
-1.56 
-1.53 

-1.64 
-2.  63 
-1.73 

-2.  .50 
-2.30 

-2.  12 


-2.55 

4.11 

-1.97 

-4'63 
-2.73 

-2.07 
-2. 35 

-3.' 93 
-3.51 

-4.77 
-2. 93 
-2.  65 
-4.05 
-2.  60 

-1.98 

-4.'63 

-4!6s 


1.52 
1.69 


-2.  07 
-1.75 
-3.28 
-3.  37 
-3.24 

-3.07 
-4.00 
-3.  44 
-2.37 
-2.13 

-3.09 

-2.03 


1.00 
1.40 

1.40 
0.01 
1.42 
0.50 
0.70 

0.75 
0.  ,50 
0.70 
0.  55 
0.  63 

1.42 


0.43 
0.  45 
0.75 

o.'io 

0.33 

1.26 
0.  SO 
0.  05 
0.  60 
0.38 

0.39 
0.42 
0.93 
0.  53 
0.49 

0.70 
0.78 
0.40 
0.47 
0.  70 

0.90 
0.  60 
11.  04 
0..50 
0.60 

O.OS 
0.41 
0.  8') 
1.00 
0.80 

1.25 


0 
0 
0 

"(V 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
T. 


0 
0 
0 
0 

T. 


Observers. 


5      11 
22 


Mrs.  D.B.  Panders, 
r.  S.  Wi'atlier  Knreau. 
Itolani!  1).  I'oue. 
I'aul  QnaltlebauMi. 

D.  C.  McCall. 
\Vm.  B.  Gillespie. 
Henry  C.  Savage. 
U.K..  Gilbert. 

Tee  Dee  l'"xi>eriment  Sta. 
.Maner  H.  Kobert. 
A.  1'.  lla/.iird. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 
I'.S,   Fisheries  Station 
li.S. Naval  Aerological  Sta. 
Miss  l'"..  1'.  Itaveiiel. 
Boykin  R.  Cantey. 

It.  L.  T'tsey. 

K.  D.Fi.lds.Jr. 

D.  P.  Pehon. 

\V   Hampton  Uamsey, 

\V.  C.  Unison. 


l''rank  B.  McC'oy. 

II.  II.  Kussell. 

Esther  B.  Owens 

Ciesar's  Head— P.  Mtn.  Co. 

I,.  M.  I'arUer. 

Henry  A.  Brown. 

.lames  (!.  Faris. 
(ieorge  V.  Clamp. 
,1.  C.  Cornwell. 
Prof.  F.  II.  II.  Calhoun. 
U    S.  Weather  Bureau. 

F.S.WB.  Aerological  Sta. 
.).  A.  Tow  nsend. 
S.  C.  l.t.,  Power  ,t  By.  Co. 
V .  S.  Weather  Binean. 
iM.  M.  Calhoun. 

.1.  Marvin  Bowi'rs. 

.lohn  \V.  llamel. 

It.  Hartwell  Wil.ls.  D.D.S. 

L.G.Uott'. 

O.  F.  Boggs. 

Jliss  Alberla  Sea.se. 
.lolin  H.  Baxter. 
.bishua  Y.  .lones. 
W.S.  ('rout. 
K.  \V..luler. 

F.  P.  liobinson. 
Mr.s.S.  v..  I.ih;k. 
H.  W.  Brandt. 
Bev.  Oliver .lohnson. 
W.  T.  Ciawson. 


have  ten  or  mine  years  of  record,  but  all  coinplete  reports  are  used  in 


determining  section  or  division  means.     Beference  letters  0  K  ,"^].;  »?P'''"f ';.';?  ^'''l';!!?;;^^^^  are  from  <.b=erved  readings  of  the  <iry  bulb:  means  are  .'om. 

p,l.,^J7;ro^:;:i^^::i';^.ittrtV.^'t^"».^i-^ 


of  Ca?sar's  Head,  Greenville. 


I'recipitati<ui  is  less  than  0.01  inch  of  rain  or  melted  snow 


February,  1925 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  February,    1925. 


Stations. 


DraiiiaBe- 

basins. 


Day  of  month. 


8       9 


IL'      13 


18      19 


20 


■21      ■-'■-'      '23 


Kiflcni  I'lirlioii 
tlaokvillellll.., 
;iiai-lesi<iii  "*. 

;hi'niw  i;ii  

;<>n\vay  l!ll 

)arliiigtoii  nil., 

CITiniTliani  llll. 
^■rgnson  l|l|.. 
^loiviK'e  nil!.. 
I'loriMice  2 nil.. 
laiiit'tt 

icoiwlown  . . 

tiii'/strtM'HIl  .. 
rfai-s  lilllll.  ..  . 

)iaiifff iMug  .. 
'avis  Islaml. . . 
'JiiO|>iilis  .... 

{iiin'iii  nil 

'I.  (Ii'orgo 

I.K-i.-ly  Hill  III! 
^irnnju'rviUe  . 

Vt'dKefielil 

ri'iiiHS.swilll... 


Wfsliri,   I'.nliim. 

liken 

klllll'IXIII 

flairs  nil 

-iosar's  Ifead 

ralliDini  I'iiilsllll  . 
-'aiiHii'ii  iill 

'iilnwlia  nil 

•iiMi.|"'lls|||| 

■licstfi- 

;ilMII>(HI   Clllli",'!'.. 

3oinmbia**'  ... 

)iie  West*** 

■Mk.'IIcM  nil 

ilislnll  Sliilills  l|l|.  . 
.'rwMvilU'  •♦•.. 
irci'iiuDod  nil 

Ii'illll  SpiiliKS   .. . 

Ccrshaw  ,|il 

.Hti.li'inii 

.rtiMciis 

.iliiTly 

,iltlt»  M<iiiii(aiii  . . 
Cl'W  lilTIV 

'.■i/i'i- nil 

ahi.hi 

iaiiuicl; 

ipartiniliiirK  ||||. . . 

"ri'iildti 

Valluilla 

Viimsliorollll 

ViiiUir(.|i(;()l!f".>. 


Ivlisto.... 

Coast 

IVe  Dee... 
WiK'canuuv 
I'ee  Dee. .. 

I.yndies  . . 
Siiiilee  .... 
I'oe  Dee... 

do.... 

Bavaiiiiali 

Coast 

Hl:i<-I< 

I'ee  Dee.  . . 
K.listo  .... 

Coast 

Cooper  . . . 

Saiitec.... 
Kdislo  .... 
IVe  Dee.  . . 
..\sldcy.... 
Waleree  . . 
.Ashi'iHio  . . 


i'Mislo  .... 
S;i.vaunali 
UnjiMl  .... 
Saluda  . . . 
Siivaiiiiah 
Waleree  .. 

Cata'.vlia  . 
Saluda.  ... 
Hroad  .... 
."Sin'aMna  h 
Consaree  . 

Savanuah 
Savaiiuali 
Itroad  .... 
Saluda  ... 
do  .... 

Waleree  .. 

I.V'Uclll'S  . . 

I'.niad  .... 

Saluiiii 

Sa  vauuiiii 

Siilnda 
Siiluda,. 

ilo  . 

do  . 

Hroad  . 

....do  . 
Kdi-to  . 
Siivaimah 
liroad  ... 
Catawba 


]i6 

.'■20 

.11 

T. 
f.' 

.'n 

.15 

.'6:! 
■2-1 

.07 
T. 

tv 

.10 

T. 

T. 

.OH 

T. 

.10 

.08 
.  12 
.10 
.06 

T. 

.8i) 
.OR 
T, 
.07 

■.'70 
.... 

'.'oti 

.■20 
.2-2 

'.'so 

.IS 
.13 

.■23 
.2.0 
.  In 

.'■io 

.33 

.58 
.80 
.45 
.27 
.21 

.21 
.•17 
.40 

■r. 

.49 

.70 
.78 
.41) 
.47 

.15 

..55 

.■2i; 

ii; 

.41 
.44 
.13 
1.00 

'iiti 

.06 
.02 

T. 
T 

.08 
.13 

'.'■20 
. . . . 

.12 
.05 



::;■ 

— 

.39 


.53 


1.20   T 


T. 


.50 
.92 
.74 
.■20 

.20 
1.40 
1.40 

.12 


.05;    .41 

...j  .11 

.44... 
.  33 
.70 


.08 


.15 

.()0 

.r.4 

ISj  .0(1 

111  .30    .02 


.12 


1.25 


...\  .68 

.  no  . . . . 

85 

. ..!  .05 
...|  .80 


T 
f 
.03    T. 


.  05i , 

.25! 
.10 


.05 


.02 


.05 


.03 


T. 


.05 


10 

18 

■2f>i   .01 

....     .43 

.10  .... 


.45 
.15 

'.'■25 

1.42 

.10 

.30 
.75 
.05 
.50 
.30 
.42 


.05 


.10 


.10 


.04 


T. 


.05    .. 

.  05  . . . 

...     T. 

.  oo! . . . 
.oii... 

..It 

.  05  . . . 


.02 


T. 


.07 


T. 

.03 
T. 

.02.... 
.02; 


.151... 


.13 


T. 


0.70 
1.84 
1.49 
2.75 
0.76 

1.59 
2.47 
1.61 
1.2G 
1.85 

3.05 
2.45 
2.05 
2.  35 
2.  32 
1.97 

2.22 
■2.17 
1.78 
2.  42 
1.65 
1.54 


1.50 
1.02 
1.84 

'i.'.^s 

1.24 

2. '26 
1.49 
1.S3 
1.45 
1.08 

1.03 
1.^24 

1.46 
1 .  20 
2.12 

1.82 
1.60 
1.3K 
1.52 
0.92 

1.80 
2.44 
1.34 
1.27 
1.55 

1.51 
1.03 
1.86 
1.97 
1.93 


Kxcei 
obsejvii 
24-li.>ur 


It  as  oil 

(iou. 

period. 


lerwise  iudlcaled 
111  rreeiijilntiou  n 
niidiiii;lit  to  nud 


,  observ 
leasurei 
nitrbt. 


atious  are 
1  iu  tbe  nil 
*  I'recipiti 


sreuerally  made  late  iu  tlie  afternoon,  near  sunset,  and  preeipitatioii  rerorded  is  for  tbe  24  bours  endiucr  a 

iruinsf ;  amount  tlien  recorded  is  for  tbe  preceding24  liours.    ♦**  Hesular  Vi'eatber  Bureau  ■station:  pre<-ipitali 

\tion  included  in  tbe  next  foUouiiiff  measurenieut.     tScMiarate  dates  of  falls  not  recoided.    'I'.  Trace,  or  less  tl 

COMPARATIVE   DATA   FOP^  FESRTTAKY. 


t  tbe  til 
u  is  fo 
lanO.ol 


e  of 
r  Ibe 
iucli. 


Year. 


Tempe rat  lire. 


1887 

18S8 

18S0 

IftiO 

189! 

1892 

1893 

1891 

I«9i 

1896 

1807 

l.SOS 

1899 

190:i 

1901 

)9f2 

1903 

1904 

1905 

1906 

1907 


52.6 
49.9 
41.9 
56.  1 
54.7 
49.2 
51.0 
48.9 
37.4 
48.2 
50.0 
44.5 
43.0 
44.0 
43.2 
40.6 
49.0 
45.2 
38.9 
46.0 
45. 1 


24 
15 
1(1 
21 
13 
18 
25 
16 

-  6 
5 

15 
10 

-11 
1 

11 
11 
15 
0 
12 
16 


'recipitatioi 


Average  n  n  m  be  r  of 
days. 


tc  .'- 


3.41 
4.83 
5.60 
2.  38 
4.^23 
3.64 
5.05 
4.35 
3.07 
6.13 
7.80 
0.86 
6.98 
5.77 
3.08 
5.89 
7.03 
3.59 
5.21 
•2.58 
3.64 


n.i. 
*w. 
sw. 
sw. 
*s\v. 

sw. 

n\v. 

sw. 

sw. 

w. 

w. 

w. 

n  w . 

n\v. 


ne. 
ne. 
ne. 


Year. 


Temperature. 


1908 

43.6 

1909 

52. 2 

1910 

44.7 

1911 

5-2.1 

1912 

4-2.3 

1913 

48.9 

1914 

44.6 

1915 

48.6 

1916 

48.  5 

1917 

47.3 

1918 

52.4 

1919 

47.5 

1920 

4-2.8 

1921 

49.4 

19'22 

52.  6 

19-23 

44.8 

1924 

44.2 

19'25 

52.  4 

Period 

47.1 

I'l-oci  Imitation. 


fct-'s  c  t- 
:6  >  C  C 


1-2 

5.28 

12 

4.49 

15 

4.71 

20 

1.60 

8 

5.99 

22 

4.50 

14 

4.-11 

20 

3.15 

11 

3.90 

9 

4.11 

11 

1.89 

17 

4.73 

8 

4.05 

19 

4.73 

14 

6.  62 

11 

3.83 

13 

3.  54 

19 

1.69 

11 

4.32 

Average  u  n  m  be  r  of 
.lays. 


t:'§ 


6 

9 

7 

6 

6 

10 

8 

7 

5 

9 

4 

12 

6 

10 

6 

7 

6 

6 

■J 

4 

10 

5 

12 

/ 

9 

8 

12 

4 

10 

5 

9 

4 

9 

to  .' 

a  5 


w. 

sw. 
w. 
w 
n. 

n. 

sw. 

sw. 


nw. 
w. 

sw. 
w. 


10     sw. 


i 


k;- 


*AIso  uw. 


I 


CLIMATOLOGICAL  DATA:    SOQTH  CAROLINA  SECTION 


Febp.uary,  1925 


Daily  Temperatures  for  February,   1925. 


Stations. 


13      14 


■il     ■!&     '29 


KaKltrn  I'oiiiim. 


KliickvilU- 

Clliaileston 

(;iieni\v'sS^ 

(;onu!>.v 

DarliiiKloii'fsS 

Kergiisoii  H 

Klorenci'  1   

Ganielt 

(leorm^town 

KiiiRstn'u 

OiaiiKcliiirg  1 

Paris  Jslaii(iS^\\ 

.St.  (I'eorge 

Kocifly  llills\\\ 

Siiiiinii'ivine 

\V('(ige(it' 1(1 

Yi'iiiasBHe 


S  Maximum  . 
I  Miniiiuiiji. . 
j  Maxiiiiuiii  . 
(  Miiiiiniini. . 
)  Maxiiiniin  . 
I  Miiiinuini. . 
S  iMaxiiimm  . 
'  .MiniinuiJi. . 
j  Maxiimnii  . 

i  iMaxiiniiin  . 
I  Minijiunii. . 
\  Miixiiiuiin  . 
/  MiiiiiiHiiii. . 
)  MaxiimiMi  . 
I  MiiiiiMiiiii. . 
)  .Maxiinuiii  . 
(  .Mininiuni. . 
J  Jiaxiiiuuii  . 
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GENEKAL  SUMMARY. 

The  month  was  generally  mild  and  remarkably  dry.  Un- 
seasonable cold  during  the  opening  days  was  succeeded  by  tem- 
peratures near  or  above  normal  until  the  27th,  the  month  clos- 
ing with  recurring  cold. 

Although  the  weather  continued  relatively  dry,  as  in  Feb- 
ruary, winter  cereals,  early  truck,  and  gardens  maintained 
about  normal  development,  but  germination  of  early  cotton  and 
corn  was  retarded  by  drought  and  rather  cool  nights.  White 
potatoes  began  sprouting  during  the  first  decade,  asparagus 
transplanting  was  ai)out  completed,  and  peaches,  pears  and 
plums  were  blooming  freely.  As  the  month  progressed,  beets, 
peas,  lettuce,  carrots,  and  cabbage  made  good  growth  in  the 
trucking  regions,  and  asparagus  shipments  began  during  the 
last  decade.  Tree  fruits  set  well,  and  apples  came  into  bloom, 
with  no  material  frost  damage.  Woods  were  greening  rapidly 
as  the  month  closed,  and  strawberries  were  blooming. 


PRESSURE. 

The  mean  sea-level  pressure.  <leternn'i\('d  from  rejiorts  of  fl 
regular  Weatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30. 11  inches,  'i'iie  higiiest  pressure  was  30.51  inchesat 
Charlotte  and  Wilmington,  N.  C,  on  the  I6th,  and  in  the  Sec- 
tion proper,  30.50  inches  at  Columbia  on  tlie  15th  and  at  Due 
West  and  Greenville  on  the  16th;  the  lowest  pressure  was  29.57 
inches  at  Charlotte,  N.  C.  on  the  27th,  and  in  the  Section 
proper,  29.62  inches  at  Columbia  on  the  same  date. 


erally  below  normal  and  ranged  downward  from  somewhat 
above  3  inches  to  less  than  0.10  inch.  The  greatest  local 
monthly  amount  was  3.52  at  Pelzer,  and  the  least  local  monthly 
amount  was  0.08  inch  at  Paris  Island.  The  greatest  amount 
during  any  24  hours  was  2.03  inches  at  Santuck  on  the  17th. 
The  average  number  of  rainy  days  was  38%  below  normal. 

Snowfall,  ranging  from  Traces  to  0.8  inch,  occurred  in  the 
northwestern  counties  on  the  2d,  4th,  and  5th,  and  sleet  at  a 
few  st^itions  on  the  2d  and  4th. 

Rather  severe  windstorms  and  thunder  squalls  occurred  at 
Watts  Mill,  near  Laurens,  on  the  19th,  and  at  Montmorenci  on 
the  31st.  •  

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.7  miles.  The  highest  average  velocity  was  12.4  miles  per  hour 
at  Savannah.  Ga.,  and  in  the  Section  proper,  12.2  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  5.6  miles  per 
hour  at  Charlotte,  N.  C,  and  in  tlie  Section  proper,  7.1  miles 
per  hour  at  Columbia.  'I'he  highest  velocity  for  any  5-minute 
period  was  43  miles  per  hour  from  the  west  at  Greenville  on 
the  19th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  275.0  hours,  or  74%  of  the  possible 
amount,  'i'he  average  number  of  clear  days  was  20;  partly 
cloudy,  6,  and  cloudy,  5,  as  against  normals  of  14,  8,  and  9 
days,  respectively.  

RIVER  CONDITIONS. 

The  Santee  River  Mas  at  or  above  flood  stages  at  Rimini 
from  tlie  20th  to  the  23d,  inclusive,  and  at  Ferguson,  on  the 
1st  and  from  the  21st  to  the  25th,  inclusive.  The  Pee  Dee  River 
was  near  flood  stages  at  Mars  Bluff  from  the  21st  to  the  23d, 
inclusive.     Moderate  stages  prevailed  in  the  remaining  streams. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  56.6°.  or  1.6°  above  the  normal. 
The  highest  temperature  was  90°  at  Blackville  on  the  9th  and 
at  Garnett  on  the  12th.  1'he  warm  periods  were  from  the  7th 
to  the  14th  and  from  the  17tb  to  the  27th,  inclusive,  when  the 
daily  mean  temperntures  ranged  generally  from  5°  to  24°  above 
normal.  The  lowest  temperature  was  9°  at  Caesar's  Head  on 
the  3d.  There  were  two  short  periods  of  low  temperatures  at 
the  beginning  and  close  of  tlie  month,  when  the  daily  means 
ranged  5°  to  19°  below  normal. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%  :  noon.  51  %  ;  8  p.  m.,  59%. 
Tlie  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  over  the  northwestern  counties. 


^  PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,    was 

1.67  inches,   or  2.21  inches  below  the   normal.     There   were 

three  periods  of  rain.  The  total  monthly  amounts  were  gen- 


MISCELLANEOUS    PHENOMENA  (dates 

). 

IJcnl. — Laurens  (near),  19;    Liberty,     18;    Winthrop  Col- 

lege, 19;  Summerville,  27;  Walhalla,  17. 

HdJof^—Lvmir:    Columbia,  11  ;  Due  West,  11,  12,  13.   Solnr: 

Charleston,  18;    Columbia,  13,  19,  20,  23,  24;    Due  W^est,  10, 

12,  13.  16,  17,  19,  23,  24,  25,  26,  27,  29;    Greenville,  13,  19, 

21;  Saluda,  24;  Santuck,  24. 

MISCELLANEOUS  DATA   FOR  MARCH,   1925. 
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9 

t8 

t  9 


19 
20 

19 
18 
15 
''20 
15 

18 
21 

"22 
16 

17 
23 
M4 
20 
17 


4 

t2 

3 

4 

4 

t2 


3 
4 

'"3 
t3 
t3 


3 
3 

3 
3 
t3 
3 
3 

3 
3 


0.10 
1.28 
1.38 
2.04 

1.00 
1.11 
0.92 
1.08 

1.21 
0.46 
1.76 
1.25 

0.53 
1.16 
0.08 
1.38 
1.24 

0.79 
1.03 
1.27 
1.10 
0.81 

1.04 


0.44 
3.  37 
2.05 

'2.22 
0.50 

2.  .53 
0.34 
3.05 
2.07 

0.87 


—3. 22 
-2.44 
-2  21 
-1.55 

-2.01 
-2.  68 
-2.  53 
-2.  09 

-1.96 


-3.27 
-2.24 
-2.  53 

-2.  62 
-2.  24 
-2.05 
-2.  46 
-2.68 

-2.46 


0.10 
0.88 
0.34 
0.57 

0.25 
0.37 
0.30 
0.34 

0.38 
0.32 
0.82 
0.40 

0.23 
0.44 
0.08 
0.50 
0.34 

0.25 
0.  32 
0. 25 
0.45 
0.52 

0.88 


33 
41 

40 
42 
43 
■"48 
47 

41 
45 

'48 
50 

44 
39 
«53 
"38 
45 

53 

53 


.2.68 

'3.' 36 
3.12 
2.  IB 

1.39 
1.23 
,3.11 
2.26 
2.  .50 

1.44 
2.05 
3.52 
1  38 
2.75 

3.35 
1.35 

2.79 
1.15 
2.15 

2.16 

1.67 


-3.  .52 
-1.23 
-1.65 

-2.'76' 
-3.20 

-1.58 
-  3. 53 

-2.' 30 

-2.  S3 

-2.07 

-1.40 
—2.  27 
— 1.  86 

—2. 10 

-■2.'ni 

-2.  97 

—2.22 
-1.74 
-1.26 
-2.  63 
-L68 

-l.,53 
-2.  94 
—3.  80 
-2.84 
-1.72 

-2.  20 

-2.21 


0.27 
1.90 
1.57 

i.'39 
0.30 

1.98 
0.13 
1..50 
1.45 
0.26 

1.60 

\Ah 
1.55 
1.71 

0.98 
0.  83 
1.26 
1..53 
1.50 

0.84 
1.09 
1.90 
0.80 
2.03 

1.92 
0.59 
1..54 

0.85 
2.00 

2.03 

2.03 


0 
0 
0 
0,8 
0 
0 

0 
0 
0 
T. 
0 

0 

'"6 

T. 


T. 

0 
0 
0 
0 
0 

T. 


Observers. 


ne. 
se. 
nw. 


Mrs.  D.B.Sanders. 
V.  S.  Weather  Bureau. 
Bolaiid  D.  Powe, 
Panl  Quattlebauiii. 

D.  C.  McCall. 
Win.  B.  Gillespie, 
Henry  (;.  Savage. 
H.  K.Gilbert. 

Pee  Dee  Kxperiitient  Sift. 
Maner  li.  Uobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

J.L.Shaw. 

11. S.  I'isberies  Station. 
U.S. Naval  .Verological  Sta. 
Miss  K.  P.  liiiveiiel. 
Boykin  U.  Cantey. 

R.  I,,  rtsey. 

E.D.  Fields.  Jr. 

D.  P.  Dehon. 

W  Haiiipt,(Hi  Ramsey. 

W.  (;.  Ilulsoii. 


Frank  B.  MctJoy. 
II.  H.  Kiissell. 
Esther  B.  Owens. 
Ca'sar's  Head— P.  Mtn.  Co. 
1,.  M.  Park(>r. 
Henry  A.  Brown. 

James  (;.  Faris. 
(>eorge  V.  (Manip. 
J.  C.  Cornwell. 
Prof.  F.  li.  H.Calboiiii. 
I)    S.  Weather  Biuean. 

U.S.W  B.  Aerological  Sta. 

C.H.Mitchell. 

S.  C.  Lt.,  Power  .s  Ky.  Co. 

D.  S.  Weather  Bureau. 
M.  Jil.  Calhoun. 

J.  Marvin  Bowers. 

John  W.  Haiiiel. 

K.  Hartwell  Wilds.  D.DS. 

L.  G.  Roll'. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshua  V.  .lones. 
\V.  S.  Crout. 

E.  W.  Jeter. 

F.  P.  Bobinsoii. 
Mrs.  S.  10.  Long. 
H.  W.  Brandt. 

Rev.  Oliver  Johnson. 
W.  T.  Clawbon. 
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Daily  Precipitation  for  March,    1925. 


Stations. 


Drainage- 
basins. 


Day  of  mouth. 


K<i!^lcr>i  hniiiiii. 

larkvillellll 

larleston  '** 

leraw  l||| 

in  way  ||l| 

iirliuKton  II II 

Ilinshani  llll 

^r^rii.-ioii   nil 

loreiice  1 1  II 

lorence  2  llll 

iirnett 

r>oiK('t()wti 

in«s(iw'llll 

ar.s  Bluff 

ranRelnirK 

nris  Island 

inopolis  

imini  ||l| 

t.  (U'oige 

ici.ay  Hill  nil 

iinnncrvllle 

'edgelielil 

einasscellll 

Western   I'drHim. 

ikeii 

ndorsdn 

lairs  nil 

iesar'.s  Head  

allidiiM  falls  nil  ... 
anidHii  nil 

iilawliallll 

liaiMiolls  nil 

Iic'strr 

Iciiisdii  Colli'Ue. . . . 
lolumbla"*  

||ie  West*** 

:dKelield  nil 

aston. Shoals  nil.... 
ri'oiiville  **'.... 
reenwood  l||| 

leatli  SprinR-s 

jTshaw  ,111 

andriini 

aoreiis 

ilituty 

itile  Monntain 

:in\  lu"n-y  

'ei/Hr  nn 

iiloda 

antiick 

paitanlmrd  |||| 

IIMllOll 

I'allialla 

k'iiinsborollll 

rintliropColletre. . 


Edisto 

Coast 

I'ee  Dee 

Waccaniaw  . 
Fee  Dee 

Lyiirlies 

Santee 

Pee  Jlee 

do 

Savannah  . . 

Coast 

lilaek 

Pee  Dee 

Kdisto 

Coast  

Cooper 

Saiilee 

Edisto 

Pee  Dee.  . . . 

.\sliloy 

Wateree  . . . 
Ashepoo. . . 


Kdisto 

Savannah  . 

Broad 

Saluda  . . . . 
Savannah  . 
Wateree  . . . 

Catawha  . . 

Sahiila 

Bioad  

Savannah  . 
Congaree  .. 

Savannah  . 
Savannah . 

Broad 

Sahain 

do 

Wateree  . . . 

J^ynelies  . . . 

Broad  

Saliiila 

Savannah  . 

Salnda  .... 

Sahida 

do 

do 

Broad 

do 

Edisto 

Savannah . 

Broad  

Catawha  . . 


.09 


.05 


.161.. 

!io  . . 

.Ofil.. 
.  2(i  . . 


.10  ... 

.OS'... 


.06 


.  03, . . . . 
T.     T 

T.  ! . . . . 
.  03  . . . . 

".'oii'.'.'. 

.19,.... 


.36 


.24 


.21 


.3.') 

1.10 

.10 

41 


.10 


.03 


.SS  T. 
.  201 . . . 
.10... 


.05 


.10 


19      20 


.05 


,85 


.32 


.30 


.06 


.09 


.06 


.32 


.59 


.06 


.  82  . . . 

.10  , 

.15 

.16 

.05 

.10 

.25 
.20 

'so 

.45 
..52 


10  1.  80 
1.57 


1.39 
30 


.10 

f. 

1.18 

.'90 
.9S 
.'62 

.'46 


.02 


.05 


.18 


1.15 
1.45 
.23 

.42 

l.'i'i 
.65 
.71 


.83 
1.26 
1.53 
1.50 

.84 
1.09 
1.90 

.80 
2.03 

1.92 
.53 

1.54 
.85 

2.00 


22 


.40 


40 


.02 


.46 


26 


.08 


.19 


.29 


.20 


.33 


.12 

.'86 
.21 
T 

.28 
.04 
.10 
.06 
.18 

.08 
.03 

.18 


•" 


30 


.08 


.21 


.13 


.02 


.07 


.09 


T. 


.03 


0.10 
1.28 
1.33 
2.04 
1.00 

1.11 

0.92 
1.08 
1.21 
0.46 

1.76 
1.25 
0.54 
1.16 
0.08 
1.38 

1.24 
0.79 
1.03 
1.27 
1.10 
0.81 


0.44 
3.37 
2.05 

'2.'22 
0.50 

2.53 
0.34 
3.05 
2.67 
0.87 

2.68 

'3.36 
3  12 
2.1G 

1.39 
1.23 

B.n 

2.26 
2.50 

1.44 

2.05 
3.52 
1.38 
2.75 

3.35 
1.35 
2.79 
1.15 
2.15 


Except  as  otherwise  indieated,  ohserv 
ohservalion.  ||||  rreoipilation  nieasnrei 
24  lann-  period,  niidnightto  niidnitrht.    *  Precipitation  1 


nehided  in  the  next  followini?  nieasnrement.    tseparafe  dates  of  lalls  not  recoided. 


'l''.  'Ira'ce.  or  less  than  0.(tl   inch. 


COMPARATIVE  DATA  FOR  MARCH. 


Year. 


A  verag 

e  number  of  1 

Temperature 

Precipitation. 

days. 

S 

J, 

a; 

t:  >< 

tA 

s 

.c 

O' 

a 

£  5-^  S 

^. 

'k 

3 

< 

"Co  0 

'V 

5 

C.S. 

0 

0 

18S7, 
1X88, 
I.SH'.I 
IS9(I 
1891 

\m> 

1S93 
1891 
189,=) 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 


51.4 
52.1 
51.6 
52.5 
50.0 
52.8 
53.9 
59.3 
53.5 
53.1 
5C.  4 
59.1 
.55.2 
51.6 
53.4 
54.0 
CO.  4 
56.2 
57.8 
51.6 
62.0 


1.S5 
6.71 
3.41 
2.96 
7.88 
3.78 
2. 22 
2.08 
5.71 
2.12 
4.54 
2.99 
3.89 
4.22 
4.36 
4.0s 
5.92 
3.42 
2.15 
5.34 
1.57 


sw. 

w. 

sw. 

ne. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

ne. 

ne. 

ne. 

w. 

sw. 


Year. 


Temperature. 


1908. 

1909 

61.4 
.54.1 
59.4 
54.9 
5.3.2 
56.9 
50.2 
46.3 
53.7 
55.0 
59.7 
.56.5 
52.3 
62.5 
55.5 
56.2 
51.0 
56.6 

55.0 

1910 

1911     

1912  

1913 

1914 

1915  

1916  

1917 

1918       

1919     

1920  

1921 

19^22 

1923. 

1924 

1925 

Period .... 

Precipitation. 


«  5  c  o 
<Sa  C 


Average  num  her  of 

days. 


0) 

>> 

3 

0 

So 

Oh  U 

u 

4.56 
4.80 
1.3s 
2.30 
6.79 
7.40 
2.  .59 
2.66 
2.14 
5.39 
1.83 
2.86 
6.73 
2.28 
7.04 
5.14 
2.74 
1.67 

3.88 


15 

8 

8 

SW. 

14 

8 

9 

sw. 

21 

6 

4 

sw. 

17 

S 

6 

w. 

14 

5 

12 

ne 

13 

5 

13 

w. 

14 

9 

8 

w. 

15 

8 

8 

n\v. 

19 

8 

4 

sw. 

14 

6 

11 

sw. 

16 

8 

7 

sw. 

17 

7 

7 

ne. 

17 

6 

8 

sw. 

16 

7 

8 

sw. 

15 

7 

9 

w. 

15 

6 

10 

sw. 

17 

6 

8 

w. 

20 

6 

5 

w. 

14 

8 

9 

sw. 

i^isgsfsssmmmk 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


March,  192c 


Daily  Temperatures  for  March,   1925. 


w. 


Stations. 


12      13 


20 


Menu. 


Knxlern  Pmiimi. 


Blarkville 

(Uiarlfistoii 

(;heriv\vS^'s^ 

Conway 

Darliiicton\S<i.., 


S  JIaxiimim  . 
(  M illinium.. 

)  Maxiiiniiii  . 
I  Miiiinuun.. 

'l  Ma.xiiiuiiii  . 
)  iSlfninuim.. 

\  iMaxiiiium  . 
'  iNlininnini. . 

I  Maxiiiuini  . 
••■•  (  Miniinuni. 


FeiBiison  W 

Florence  1   

Garnett 

(looretaown 

KinesliHR 

OiaiiRebiirg  1 

I'ari.s  Islamists'* 

f^t.  George 

SocieLv  IlillsH^ 

SuiiinifrviilH 

Wedgpfiflil 

Yemassee 


j  Maxiiniiin  . 
(  Miniinnin. . 
)  Maxiiiuini  . 
/  Miiiiniiini.. 
S  Maxin'uMii  . 
I  iMiiiiiinini. . 
\  Maxiimnii  . 
i  Miiiiinuin. . 
i  Maxiimini  . 
)  .Vliniinuni. . 
S  .Maxiiimiii  . 
/  Mininunii. . 

\  Maximiiin  . 
(  Miiiinitini.. 
)  .Maxiniiiiii  . 
\  Miiiiniiiiii. . 
)  iMaxiiiiuiii  . 
t  iMiiiiiiiiiin. . 
j  Maxiiiuiiii  . 
I  .Miiiiiiiiiiii. . 
)  iMaxiiniiiii  . 
'  I  Mininunii. . 
<)  MaxiniiMii  . 
I  Miniiinini. . 


H>.v7fl;/  I'diUoii. 


AiltHii 

(Vniler.son 

Caesar's  Head 

Calhonn  Fall.ssVV  . . . 
('aniiliMiS^S^ 

Chester 

(Jleinson  Colleirp  . . . 

Columbia 

])ne  West 

Greenville 

Gippiiwood    

lleaMi  Smings 

ICersliaw 

I.andrnin 

Lanrens 

I.iiiorty 

I.iltlf  Monnlain 

Newherry 

Ralihia 

Santiick 

Rpnrtanlinig 

Trenton 

Wallialla 

WiiinslioroS^S^ 

Winllirop  College  . . 


j  Maximnni  . 
)  Miniinnni. . 
I  .Maximnni  . 
)  Minimnni. . 
j  Maxiniuin  . 
)  Minimum. . 
(  Maxinuim  . 
'  .Minimnni. . 
\  iMuximnir  . 
t  iMinimum. . 

j  Maximnni  . 
'  Mininnnii. . 
)  Maximnni  . 
'  Miiiimnm. . 
)  aiaxinmm  . 
(  Minimnni. . 
S  Maximum  . 
(  Minimnni. . 
\  Maximum  . 
/  Mininiuin. . 

j  Maximum  . 

'  I  Miiiiiiium. . 

)  .Maxinnini  . 

•  /  Mininnini. . 
\  Maximum  . 

■  (  Miniimnn.. 
j  Maxinuim  . 

•  (  Minimnin.. 
t  Maximum  . 

•  )  Minimnni. . 

i  Maximum  . 

•  )  Minimnni. . 
]  Maxiniuiii  . 

■  )  Minimum. . 
S  Maximuii.  . 

■  '  Minimum. . 
j  .Maximum  . 

•  '  Minimum. . 
)  Maximum  . 

•  '  Minimnni. . 

j  Maximum  . 

•  '  Minimnni. . 
)  Maximum  . 

•  I  Miniinum. . 
S  Maximum  . 

•  I  Minininiii. . 
j  Maximnni  . 

•  '  Miniinum. . 
I  Maxinuim  . 

•  /  Minimum. . 


55     61 
25     26 


64 
3i 

47 
40 
68'     59 


57 1     58 
36i     20 


56|     44 
33     24 


60 

361     4U 

63 

42 

65 

35 

64 

39 

66 

36 


43 


49 
41 
54 
37 
51 
37 

58 
31 
50 
38 
47 
39 
52 
33 
54 
37 

55 
32 
51 
29 
52 
39 
58 
39 
51 
30 

53 

30 

56 

29 

57 

29 

491 

3:{i 

49      61 

37      30 


48 

47 

81 

72 

57 

58 

83 

68 

53 

52 

86 

72 

56 

53 

88 

69 

54 

52 

55     5: 

8: 


86 
59 
82 
53 
80 
5:1 

SO 
51 
84 
57 
85 
56 
82 
61 
82 
44 

81 
42 
82 
54 
84 
.52 
82 
46 
83 
42 

81 
50 
86'  84 
.52j  51 
81  82 
42,  43 
821  85 
55!  54 
8lV  83 
53      53 


62  63 

41  50 

66  62 

53  51 


53      57 


52      53 


73      68 
38      43 


85 
48 
67 
52 
75 
53|     46 


46 


53     50 


42  46 

73  73 

39]  48 
70 

40  48 


63      68 
43      52 


73     70 
611     60 


68      64 
55      4 


43 


42      45 


70 

42      43 


34 

70 
42 
73 
43      43 


41 


52 


80 

55 
78 
50 
76 
48      53 


59 


58     63 
38      38 


65      59     66 
38     40     41 

60 

40 

64 

37 

60 

37 


RefereiKR  letters  (».  ^.  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  >'  represents  two  days  missing,  etc. 
n  Tiistrunients  are  read  in  tlie  morning;  tlie  maximnni  temperature  then  read  is  cb.nrged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

WBO,  Raleigh,  4-24-25-900 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU.' 

CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   Cflf^OIilflfl   SECTIOIS. 


RICHAKD  H.  SUIililVAN.  Meteoroloerist. 


Vor..  XXVIII.     CoLUMiUA.  S.  C,  April,  1925.  No.  4. 

GENEKAL,  SUMMARY. 

The  month  was  unusuallj'  warm,  on  the  whole,  antl  the 
April  maximum  temperature  record  for  the  Section  was  broken 
on  the  24th  and  2oth.    Rainfall  was  considerably  below.normal. 

The  growing  season  opened  with  vegetation  about  two  weeks 
in  advance  of  normal  and  farm  work  progressing  well.  Cotton 
and  corn  planting  proceeded  satisfactorily,  I)Ut  the  relatively 
dry  weatlier  retarded  germination,  and  stands  were  irregular  at 
the  end  of  the  month;  in  fact,  general  development  was  rather 
I'ehind  the  season.  Winter  cereals  reflected  the  droughty  con- 
ditions, and  wheat  and  oats  headed  short.  Field  crops,  truck, 
and  gardens  maintained  generally  good  condition,  however,  but 
strawberries  were  generally  small.  'J'obacco  transplanting  began 
about  the  middle  of  the  month,  and  sweet  potato  Iteds  were  in 
gixid  condition.  'J'ree  fruits  were  in  good  condition.  The 
woods  were  generally  green  by  the  9th. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
2.12  inches,  or  0.92  inch  below  the  normal.  There  were  two 
well-defined  rainy  periods  during  the  first  half  of  the  month, 
the  showers  becoming  scattered  during  the  last  half,  especially 
in  the  eastern  division.  The  greatest  local  monthly  amount 
was  5.41  inches  at  Paris  Island;  least  local  monthly  amount, 
0.85  inch  at  Little  Mountain.  The  greatest  amount  during  any 
24  hours  was  8. SI  inches  at  Paris  Island  on  the  5th.  The  num- 
ber of  rainv  davs  was  14%  below  normal.  There  was  no  snow- 
fall. 

Killed  by  Lightning. — Charles  Blyther,  colored,  at  Camden, 
shortly  after  3  p.m.  on  the  21st. 


PRESSURE. 
The  mean  sea-level  pressure,  determined  from  reports  of  9 
rrgular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.01  inches.  'I'he  highest  pressure  was  30.51  inchesat 
Charlotte,  N.  C.  on  the  21st,  and  in  the  Section  proper,  30.46 
incties  at  Columbia  on  the  same  date;  the  lowest  pressure  was 
29.64  inches  at  Asheville,  N.  C,  on  the  10th  and  at  Columbia 
on  the  28th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  05. 9"^.  f)r  3.7°  al)0ve  the  normal. 
'Jhe  highest  temperature  was  99°  at  Blackville  on  the  24t]i  and 
at  Society  Hill  on  the  25th,  the  highest  maximum  temperature 
for  .'Npril.  The  warm  periods  were  from  the  8th  to  the  20th 
and  from  the  23d  to  the  2Sth,  inclusive,  when  the  daily  mean 
temperatures  ranged  5  to  20°  above  normal.  The  lowest  tem- 
perature was  25°  at  Walhalla  on  the  1st.  The  cold  periods 
were  during  the  first  week,  about  the  2 1st,  and  at  the  close  of 
the  month.  4'he  last  general  spring  killing  frosts  occurred  dur- 
ing the  first  3  days. 

HUMIDITY. 

Tiie  mean  relative  humiditj\  deteririined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  76%:  noon.  51%;  8  p.m.,  63%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  over  the  northwestern  border. 


WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.1  miles.  The  highest  average  was  12.4  miles  per  liour  at 
Savannah.  Ga.,  and  in  the  Section  proper,  11.5  miles  per  liour 
at  Charleston;  the  lowest  average  velocity  was  4.6  miles  per 
hour  at  Charlotte,  N.  C,  and  in  the  Section  proper,  6.9  miles 
per  hour  at  Greenville.  'J'he  highest  velocity  for  any  5-minute 
period  was  48  miles  per  hour  from  the  northeast  at  Charleston 
on  the  20th.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  frojii  9  auto- 
malic  records,  wa^^  276.3  hours,  or  71%  of  the  possible 
amount.  'J'he  average  numlter  of  clear  days  was  IS;  partly 
cloudy,  6,  and  cloudy,  6,  as  against  normals  of  15,  8,  and  7 
days,  respectively. 

RIVER  CONDITIONS. 

The  rivers  of  the  Section  m^iintained  fair  stages  only  dur- 
ing the  month, 'incident  to  the  relatively  dry  weather. 


MISCEMiNNBeil^^raENOMENA  (dates). 

Killing  Frof<t^  or  Freezing  Tempemtvres,  Number- of  Statio7\s. — 

1st,  16;  2d,  3.:^-5«JtiJl"     ■    ■■■   -    '^^'^ 

//mV.— Camden,  28;  Chester,  30;  Columbia,  3;  Garnett, 
21 ;  Laurens,  21  ;  Saluda,  21;  Summerville,  27;  Travelers  Rest, 
20';  Walhalla,  25.  26. 

Hdlos—Lvnar:  Columbia,  6,  10.  Solar:  Columbia,  25; 
Due  West.  4,  6,  8,  9,  25;  Greenville,  6,  8,  9,  20. 


MISCELLANEOUS 

DATA  FOR  APRIL,  19S5. 

Tenipenitiire, 

I'leciiiita- 

Wind. 

.Mean 
relative 

Is 

Stiitioiis. 

ftegiccs  Falir. 

inolios. 

liiiiiiiility. 

}<>,,■ 

gr 

«  = 

s 

c 

g3 

0- 

"3 

".2 

c4 

c 
o 
o 

a 

6, 

C   <D 

S3 

0)  ^' 

a; 

~ 

" 

►J 

H 

O?, 

<s:> 

t't 

CO 

'^ 

CO 

0. 

Ashevillo,  N.C.... 

30.01 

58.4 

R9 

30 

2.45 

0.82 

7.8 

nw. 

76 

44 

54 

67 

AiiiTiista.  Oil 

30.00 

07.7 

94 

37 

3.  23 

1.00 

6.0 

nw. 

79 

b4 

64 

74 

niiai-loston.S.  C... 

30.01 

fi6.  H 

92 

40 

1.89 

1.49 

11.5 

SW. 

'/6 

69 

/  / 

/7 

(Uiarlotte.  N.  C  ... 

30  01 

63.9 

96 

34 

2.34 

1.07 

4.6 

ne. 

73 

bb 

bi 

64 

Colnmbia.  S.O.... 

30.01 

fiti.  8 

94 

34 

1.24 

0.56 

7.1 

s. 

80 

48 

53 

(2 

Due  West,  S.C 

30.04 

64.4 

92 

33 

1.84 

0.93 

9.0 

SW. 

74 

46 

.2 

Greenville,  S.C.  .. 

30.  00 

64.1 

92 

37 

2.74 

1.49 

6.9 

n. 

70 

48 

63 

.2 

Savaiinali,  (iii 

30.01 

68.2 

94 

38 

2.37 

1.10 

12.4 

s. 

80 

.')4 

68 

69 

WilmiiiBton,  N.C. 

30.02 

64.0 

93 

40 

1.16 

0.30 

7.C 

SW. 

80 

63 

75 

68 

Means  and  ex-  j 

tremes i 

.30.  01 

64  9 

9(! 

30 

2.14 

1.49 

8.1     1  SW.    1  75 

Ol 

63     7  1 

■>';->:-'^"<'' 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


April,  1925 


Climatolog'ical  Data  for  April,  1925. 


Observers. 


Mrs.  1).  B.  Siiiiilers. 
U.  S.  Weather  Kuremi. 
UoliiiKi  IJ.  I'owe. 
rnul  Qiuvtlleliaum. 

P.  C.  McCall. 
Will.  H.  Gillesiiie, 
Henry  (;.  Savage. 
11.  K.CIilbeit. 

Pee  Dee  Kxperiinent  Sta. 
iMiiiier  li.  Kobert. 
A.  P.  iluzard. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 
li.S.  I'islieries  Stiitiiin 
li.S.Naval  AerologicalSta. 
Miss  K.  P.  Uaveiiel. 
Udykiu  K.  Cantey. 

R.  I,.  ITtsey. 

E.D.FieUls.Jr. 

D.  P.  Dehon. 

W   Hampton  Ramsey. 

W.  (;.  Iliilsou. 


Kiank  H.  McCoy. 
II.  II.  Kiissell. 
Esther  H.  Owens. 
Cic.sar's  Head— P.  Mtu.  Co. 
I-.  M.  Parker. 
Henry  A.  IJrown. 

.lames  ('.  Farls. 
Oeorge  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  K.  II.  H.CallMiiin. 
I)   S.  Weallier  Bureau. 

U.  S.  W.  B.  Aerologieal  Sta. 

S.  (!.  I.t.,  Power  A  Ky.  ('o. 
V.  8.  Weather  Bureau. 
M.  Jl.  Cnllionn. 

.1.  Marvin  Bowers. 
John  W.  llftinel. 
U.Hartwell  Wiltls.  I). I). 8. 
L.G.Koff. 
O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.losliua  Y.  .lones.  ' 

W.  S.  Crout. 

E.  W.,leter. 

F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.  W.  BramU. 
Kev.  Oliver  Johnson. 
W.  T.  Clawson. 


puterl  ! 
of  Cuesar's  Head,  Greenville. 


T  "precii>itation  is  less  than  0.01  inch  of  rain  or  melted  snow 


Apkil,  1925 
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Daily  Precipitation  for  April, 

1926. 

Drainage- 

basins. 

Day  of  month. 

stations. 

1 

2 

3 

4       5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Enxleni  I'ntiion. 

Black  rille  nil 

Charleston  ••* 

(MipriLW  1111 

2  05 

10 

.60 
.13 
T. 
.09 

2.75 

Ooasc 

Pee  Dee 

Waocainaw  .. . 

f  ■ 

.0-1 

T. 

L44 

T. 

.26 

.30 

.14 
.47 

.31 

.82 
1.40 
.80 

.94 
.34 
.76 

.88 
.05 

.97 
.20 

.60 
.16 
.30 
.62 

'.'38 

.01 

T 

T. 

1.00 
.07 
.25 

'.'08 
.06 

'.'69 
1   12 

.28 

.86 
.08 
.33 
.32 

T 

1.89 

T. 
'.'03 

T 

1.91 

Jomyay  illl 

.20 

.11 
.30 

.25 

'lis 

.18 
.12 

3.67 

.10 
T, 

■.■i2 

.10 

2.06 

Lynches 

.Santee 

I'ee  Pee 

do 

.1" 
.21 

.OS 

T. 

.06 

.14 
.14 
.11 
.12 
.55 

2.50 

.87 

2.17 

.05 
.02 

1.71 

Florence  2|||| 

T. 
1.41 

.76 

.70 

'.'55 
3.81 

.70 

.21 
1.55 

1.68 

T. 

.... 

.25 

.42 

2.80 

(;oa?t 

Black 

Pee  Dee 

ICdisto 

(.'oast  

.40 
.2U 

T.' 

.86 
1.30 
.24 
.08 

2.99 

Kincslree  Illl 

Mars  Bliiir 

. . . . 

.10 
f.' 

30 

2.80 

f.' 

1   ?8 

'.'54 



'f. 

■f.' 
.02 

.20 
.39 

.22 

.13 

1.39 

3rangol>nre 

Paris  Islanil 

i'inopolis  

Kiiiiini  Illl 

1.72 

T. 

5.41 

.10 

.30 
.08 

63 

2.05 

Sanleo 

Kdi.sto 

.23 

.... 

.65 

.'io 

1.20 

i'.i'b 

65 

.35 

2.94 

St.  Oeorge 

Society  Hill  Illl 

.18 

.03 

3.19 

.24 
OS 

11 

.10 

2.15 

Sunniiervillo 

Wedgrelield 

Ashley 

1.25 

35 

.55 

.05 

.05 
.05 
.62 

.25 
.20 
.05 

.20 

.25 

2.38 

.52 

.50 

1.87 

Veniiisseellll 

I(V.-.-^fi;i   I'liiliiiit. 

.87 

.03 

... 

.08 
1  03 

1.65 

KdMo 

.17 

1.20 

Aiulersdii 

Blairsllll 

Savannah  

Broad 

2.W 
38 

'.'i7 

.72 
.08 

'."65 

.35 
03 

'.'21 

'."06 

3.37 
0.98 

;allioiiM  Kails  nil 

Savannah 

T. 

.5« 
.15 

.13 

.  85 
.58 
1.58 
.56 

.42 

i.'32 
.62 

.76 
.2!) 
.71 
1.00 
1.50 

.45 

.65 

1.82 

.37 

65 

'.'60 

.52 
.08 
.30 
.06 
.01 

.01 

'.'i5 

■.'i7 

.62 
.05 

T. 

.05 

.20 

.71 

.35 

■?-\ 

1.44 

Wateree 

Calawha 

Saluda 

Broad  

Savannah 

.07 

i'V 

.22 

I.OI 
.  10 
.06 
.45 

T. 

.03 
.26 

'.'io 
.10 

.05 
T. 

1.10 
.24 

2. 27 

*ataivlia  1111 

.02 
.i2 

2.18 

'liii|i|iells  nil 

.05 

1.13 

Chester 

1.36 

JU^nson  <'{ille(^e 

.20 
T. 

.04 
'f' 

.01 
.32 

.12 
".13 

3.11 

Columbia  *•• 

('on(jaree 

T. 
.52 

T. 

.02 

f.' 

T. 

T. 
.01 

1.24 

r»ue  West*** 

K.lKeliel.1  Illl : 

ia.slon  Whoalsllll 

ireeiiville      ••* 

ireeinvootl  l||| 

.'^avannah 

Savannah 

Broad 

Saluda 

do 

.66 

'.'4i 

.75 
.25 

.20 

'.'62 
.58 
.30 

.40 
.10 
.5(1 
.35 
.21 

.58 
39 

'.'63 
.04 
.32 

'.'is 
't.' 

'.'6i 

.04 

'.'36 

.13 
.02 

'f 

'.'62 

T. 

't.' 

T. 

'.'ii 

'.'64 

'.'20 

•••■ 

1.84 

"i.'4i 

2.74 
1.47 

.... 

'.'64 
.46 
.19 
.65 

f.' 
T. 

't. 

'.'69 

.03 
.04 
.22 
.07 

.  77 
.04 
.47 
.14 
.15 

T. 
T. 

.02 

!l3 
.30 

f. 

2.02 

vershaw  ,||| 

Jiii.lnini 

.aureus 

liberty 

Lynches 

Broad  

SahKla 

Savannah 

.06 

T.' 

.51 

.06 

't. 
".\h 

.28 
.17 
.10 

.35 

1.15 
2.63 
2.  62 
2.60 

Saluda  

Saluda 

...  ilo 

T. 

0.85 

^ewliorrv 

.07 
.84 

T. 

.04 

1.01 

VIzerllll 

.28 

.02 

.10 

3.86 

laluiia 

. . . .  do 

T, 

.28 

.02 
.01 

1.19 

^anluck 

T. 

.25 

T 

.13 
.30 

T. 

.05 

.01 
T. 

1.16 

ipartanhiirg  |||| 

do 

K(listo 

.... 



.42 

55 

.02 

0=; 

.05 

1.97 

leiiton  . . . 

0.99 

Valhalla 

Savannah 

2.08 

.03 
69 

.61 

.05 
.20 
.15 

.02 

.38 
.02 
.35 

.02 

.37 

T. 

.10 

.10 

3.  66 

Vjnnsliorolin 

Broad  

.45 

1.46 

Vinlhrop  College 

.25 

.26 

.25 

.14 

1.40 

Kxcept  as  otherwise  indicated,  observations  are  (reiiernlly  made  late  in  tlie  afternoon,  near  snnset.  and  precipitation  recorded  is  for  tlie  24  hours  endin(»  at  the  time  of 
ol)servatioii.  ||||  Precipitation  measured  in  the  niorniiiR:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Retrnlar  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnigrht  to  midiURht.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    'I'.  Trace,  or  less  ttian  0.01   inih. 


COMPARATIVE  DATA  FOK  APRIL. 


Temperature. 

Precipitation. 

Averatje  num 
days. 

jer  of 

£'S 

0. 

Year. 

Temperature. 

Precipitation. 

Average  n  n  m 
days. 

)e  r  of 

0  » 

^^5  c 

Year. 

c 

0) 

1 

0 

i 

3 
0 

•e 
S 

c 

E 

1 

i 
g 

-1^ 

c4  j;  C  c 
>  to  t. 

5 

1 

0 

5 

t-  c 

887 

62.3 
64.6 
62.4 
62.8 
63. 2 
62.8 
66.7 
62.6 
6L4 
66.9 
62.2 
58.0 
60.0 
62.4 
56.0 
60.4 
60.4 
.59.2 
62.8 
65.1 
56.4 

94 

95 
93 

9'1 
92 
88 
94 
95 
94 
98 
95 
92 
91 
90 
89 
91 
88 
89 
92 
93 
89 

28 
31 
.30 
31 
26 
29 
34 
30 
28 
30 
31 
26 
27 
24 
30 
24 
26 
21 
25 
28 
20 

2.09 
1.  33 
2.01 
2. 02 
1.66 
1.13 
1.30 
2.01 
5.55 
1.31 
3.24 
5.05 

3. 02 
5.41 

6. 03 
2.18 
2.95 
1.34 
3.83 
1.39 
4.40 

5 
4 
6 
6 

1908... 

66.6 
63.9 
63.4 
61.6 
64.3 
61.2 
6.3.7 
63.1 
61.6 
64.9 
61.0 
62.4 
61.4 
63.3 
64.5 
61.5 
61.6 
65.9 

62.4 

95 

96 
95 
91 
91 
90 
98 
96 
93 
96 
92 
92 
94 
91 
95 
94 
91 
99 

99 

31 
30 
32 
30 
32 
30 
30 
25 
24 
28 
32 
24 
26 
27 
33 
18 
24 
25 

18 

4.75 
2. 95 

1.71 
2.95 
4.24 
2.00 
2.86 
1.47 
1.79 
3.34 
5.82 
2.10 
5.13 
2.43 
5.11 
3.48 
5.90 
2.12 

3.04 

9 

7 
6 
8 
9 
6 
7 
4 
5 
7 

11 
5 

10 
6 
8 
9 

10 
6 

7 

11 

14 
15 
12 
14 
20 
14 
20 
18 
20 
11 
20 
13 
16 
14 
15 
15 
18 

15 

10 
9 

10 
9 
5 
4 

10 
6 
8 
6 
9 
5 
6 
8 

7 
5 
6 

8 

9 
7 
5 
9 

11 
6 
6 
4 
4 
4 

10 
5 

11 
6 
9 
8 

10 
6 

7 

sw. 

18K8 

sw. 

ne. 

sw. 

sw. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

n. 

ne. 

nw. 

w. 

w. 

sw. 

sw. 

sw. 

sw. 

1909 

sw. 

8H9 

1910 

sw. 

890 

1911 

ne 

891 

1912 

sw. 

892 

1913 

sw. 

893 

5 
6 
10 
4 
9 
8 
7 
9 
7 

\ 
9 
4 
10 

15 
15 
12 
14 
16 
16 
12 
12 
15 

l4^ 
14 

15 
20 
10 

10 
»10 

9 
u 

6 

7 
9 
9 
6 
9 
9 
8 
8 
6 
13 

5 
5 
9 
5 

8 

9 
9 
9 
6 

7 
8 
7 
4 
7 

1914 

\v. 

894 

1915 

w. 

895 

1916 

w. 

896 

1917 

sw. 

897 

898 

899 

1918 

1919 

1920 

sw. 

s. 

sw. 

900 

1921 

s. 

901 

1922 

sw. 

902 

1923 

1924 

w. 

903 

i¥. 

904 

1925 

s. 

905 

9f)6 

Period .... 

sw. 

907 

I'll 
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CLIMATOLOGICAL  DATA:    SOUTH   CAROLINA  SECTION 


April,  1925 


Daily  Temperatures  for  April,   1925. 


Siatioi 

IS. 

1 

2 

3 

4 

5 

6 

7 

g 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

2S 

29 

30 

31 

Mean. 

ICnKlerii  Portion.                    \ 

S  >raximum  . .. 
'  t  Minimuni .... 

6S 

74 

75 

74 

64 

63 

75 

84 

83 

70 

83 

85 

88 

88 

88 

88 

84 

89 

89 

98 

62 

79 

9-2 

99 

75 

97 

94 

88 

78 

76 

81.7 

Blackville 

34 

38 

44 

43 

49 

45 

47 

44 

48 

50 

55 

50 

55 

55 

59 

59 

59 

58 

62 

69 

54 

54 

59 

64 

64 

66 

61 

63 

52 

46; 

53.5 

(  Maximum  . .. 
'  /  Minimum. . . . 

6i 

70 

e,:t 

67 

61 

56 

69 

72 

76 

68 

74 

78 

84 

78 

80 

83 

73 

77 

81 

9-2 

65 

73 

82 

82 

82 

83 

9-2 

87 

70 

721 

75.0 

Charleston 

40 

49 

49 

52 

56 

49 

52 

52 

54 

60 

58 

56 

59 

61 

63 

64 

64 

64 

66 

65 

55 

63 

65 

67 

67 

68 

70 

61 

54 

55 

68.6 

S  Alaximum  . . . 

fi» 

69 

74 

75 

56 

61 

74 

84 

81 

72 

75 

88 

89 

86 

91 

79 

77 

89 

90 

92 

66 

66 

92 

94 

94 

95 

86 

78 

67 

68 

79.2 

c;licrawS^'J 

'  t  Mfnimum .... 

33 

37 

35 

38 

52 

45 

45 

39 

45 

58 

53 

45 

51 

54 

56 

55 

64 

62 

62 

63 

46 

55 

57 

61 

66 

65 

63 

64 

49 

43 

51.6 

\  Maximum  . . . 

(i4 

6S 

70 

72 

65 

59 

74 

81 

75 

68 

76 

85 

87 

83 

86 

78 

79 

84 

86 

94 

69 

71 

89 

93 

92 

94 

89 

87 

68 

70 

78.6 

Conway 

•  '  Minimum 

40 

38 

36 

39 

54 

43 

46 

43 

46 

59 

56 

49 

55 

68 

54 

58 

54 

62 

59 

63 

43 

55 

61 

60 

61 

60 

63 

65 

65 

49 

52.9 

DarliiiKlonS^S^ 

)  ^laxinunn  ... 

1  Minimum ... . 

(  Maximum  ... 
*  i  Mininnnn .... 

63 

70 

68 

74 

70 

60 

73 

79 

81 

70 

80 

83 

87 

86 

85 

84 

83 

84 

87 

93 

66 

86 

89 

94 

93 

92 

92 

86 

69 

70 

79.9 

Fersrnson  W 

3.i 

35 

42 

37 

44 

45 

47 

40 

44 

60 

55 

46 

49 

55 

62 

58 

65 

57 

56 

67 

62 

53 

69 

61 

61 

64 

61 

51 

52 

45 

61.9 

J  Maxinnnn  . . . 

6H 

72 

60 

58 

75 

83 

83 

70 

79 

88 

92 

88 

89 

84 

85 

88 

91 

98 

70 

72 

94 

98 

95 

97 

91 

82 

65 

70 

■-Sl.S 

Florence  1   

■  1  Mininnnn .... 

36 

39 

"41 

"48 

45 

47 

42 

47 

60 

56 

48 

57 

57 

57 

58 

5b 

63 

62 

63 

47 

50 

61 

61 

64 

65 

63 

65 

49 

44 

•63.  6 

\  Maxinnnn  . . . 

74 

74 

"74 

66 

69 

74 

82 

84 

73 

75 

86 

90 

87 

88 

92 

85 

88 

89 

96 

84 

78 

90 

94 

93 

95 

94 

74 



"83.3 

Garnett 

*  f  Mininnnn .... 

38 

45 

44 

57 

46 

50 

44 

49 

48 

66 

49 

51 

52 

54 

57 

62 

58 

61 

63 

5t 

57 

60 

62 

62 

. . . . 

•51.3 

, 

\  Maxinnnn  . .. 
*  I  Mininnnn. . . . 

64 

72 

72 

72 

65 

62 

74 

80 

75 

72 

77 

80 

85 

90 

80 

83 

80 

85 

84 

94 

62 

83 

90 

90 

92 

91 

"92 

"90 

"75 

"7i 

79.4 

'.'t'oriretown 

3.S 

38 

40 

40 

50 

44 

36 

44 

47 

55 

56 

60 

55 

55 

57 

68 

58 

60 

61 

50 

45 

52 

53 

6.' 

61 

64 

66 

66 

50 

50 

52. 1 

t  ^Iaxinnnn  . . . 

65 

70 

71 

73 

67 

65 

73 

81 

80 

73 

75 

87 

89 

85 

86 

84 

81 

88 

88 

93 

91 

74 

90 

94 

91 

93 

89 

83 

66 

70 

80.6 

KinKslree 

'  f  Mininnnn .... 

36 

36 

40 

39 

55 

45 

57 

43 

46 

59 

55 

48 

52 

60 

54 

57 

56 

60 

60 

63 

50 

56 

62 

63 

61 

61 

62 

62 

60 

47 

53. 2 

S  JIaxi nnim 

64 

72 

71 

73 

68 

61 

73 

81 

82 

70 

72 

83 

88 

85 

87 

85 

83 

87 

90 

96 

89 

79 

91 

95 

93 

93 

90 

87 

84 

71 

81.4 

OiaiiBehiirg  t 

■  *  iMininuim 

35 

38 

42 

41 

54 

47 

49 

43 

46 

60 

55 

48 

50 

55 

61 

57 

58 

69 

61 

62 

53 

57 

59 

61 

60 

62 

61 

66 

53 

47 

53.3 

^  Maxinnnn  . . . 

66 

75 

67 

71 

64 

60 

70 

74 

75 

68 

74 

78 

80 

73 

76 

80 

78 

81 

77 

84 

67 

73 

80 

77 

80 

80 

87 

81 

74 

70 

. . . . 

74.7 

Paris  Island^ 

"  (  iSlininnnn. . . . 

4.1 

50 

53 

61 

58 

52 

53 

55 

57 

58 

58 

57 

59 

61 

73 

66 

66 

67 

69 

69 

58 

63 

66 

68 

68 

69 

71 

67 

56 

67 

61.3 

J  Maxi  mum  . . . 

65 

72 

70 

75 

64 

57 

68 

82 

82 

70 

74 

85 

87 

87 

88 

90 

82 

87 

88 

94 

85 

87 

89 

90 

94 

93 

90 

89 

86 

72 

81.4 

St.  CJeorgre 

36 
70 

38 
71 

45 
76 

40 
58 

55 
61 

47 

73 

45 

84 

42 
86 

48 
73 

53 
(6 

55 
89 

49 
91 

52 

90 

54 

59 

80 

59 

58 

58 

59 

63 

56 

65 

59 

63 

63 

64 

64      66 

57 

47 

53.6 

•  )  Minimum. . . . 
)  Maxinnim  . . . 

92 

83 

92 

95 

95 

68 

72 

94 

98 

98 

99 

93 

85      86 

70 

73 

82.  4 

.Society  Hill  S^S^ 

■  /  Mininnim .... 

33 

37 

41 

41 

45 

46 

39 

39 

43 

52 

45 

52 

52 

53 

54 

63 

64 

61 

64 

46 

46 

55 

60 

63 

63 

62 

62 

49 

41 

42 

49.8 

\  iMaxinnnn  . . . 

65 

72 

73 

75 

64 

60 

74 

81 

82 

70 

75 

86 

89 

86 

86 

88 

83 

87 

88 

95 

79 

76 

90 

93 

93 

94 

92 

88 

73 

73 

81.0 

Sunniii'ivilli' 

•  t  .Mininnnn. . . . 

33 

39 

40 

45 

55 

45 

49 

43 

45 

55 

55 

49 

51 

54 

54 

57 

57 

67 

56 

63 

64 

67 

59 

62 

59 

61 

61 

65 

53 

46 

52.6 

)  Maxinnim  . . . 

65 

73 

70 

74 

63 

60 

72 

72 

83 

82 

74 

75 

83 

88 

84 

87 

83 

81 

83 

89 

94 

86 

77 

90 

96 

94 

93 

88 

81 

69 

. . . . 

80.3 

WertgeHeld 

'  \  Minimum. . . . 

33 

42 

39 

44 

54 

45 

50 

43 

48 

50 

60 

54 

52 

58 

58 

48 

61 

68 

62 

64 

45 

51 

55 

62 

64 

63 

65 

63 

61 

^^ 

53.5 

\  Maxinnim  . . . 

66 

73 

72 

74 

66 

61 

75 

80 

81 

72 

74 

84 

88 

83 

84 

90 

81 

85 

87 

93 

87 

77 

88 

91 

90 

9'2 

91 

87 

76 

70 

80.6 

Veniassee 

'  /  Mininnnn .... 

30 

37 

44 

40 

55 

50 

49 

44 

42 

54 

55 

48 

62 

50 

51 

54 

57 

54 

57 

62 

55 

56 

56 

59 

66 

60 

61 

63 

53 

47 

51.7 

HV.</f>)/i  / 

•oiiinii. 

i  Maxinnnn  . . . 

65 

68 

69 

73 

69 

64 

71 

80 

79 

79 

73 

83 

88 

83 

85 

87 

83 

82 

87 

93 

90 

77 

88 

91 

90 

89 

90 

87 

80 

74 

80.6 

Ailten 

-  1  Miniinnni 

37 

41 

46 

56 

50 

52 

49 

45 

50 

47 

51 

65 

56 

54 

56 

57 

59 

61 

60 

66 

49 

66 

59 

62 

65 

63 

64 

68 

53 

47 

54.8 

\  Maxinnnn  . . . 

66 

73 

69 

69 

63 

62 

70 

80 

80 

69 

76 

83 

85 

83 

86 

73 

83 

85 

90 

82 

70 

90 

87 

86 

78 

70 

64 

'76.  7 

(VnilHison 

'  !  Mininnnn 

\  \f  H  vi  nnnTi 

32 

39 

42 

49 

51 

47 

45 

47 

50 

54 

51 

52 

55 

68 

59 

"58 

57 

61 

00 

73 

51 
.... 

64 

"60 

"65 

67 

67 

61 

54 

51 

43 

53.8 

Caesar's  Head 

1  L>in'.\iiniiii>  ... 

•  '  Minimum. . . . 

. . . . 

)  Maxinnnn  . . . 
•  /  Mininnim. . . , 

'76 

77 

74 

70 

"67 

"63 

"73 

"83 

"i\ 

"69 

"76 

"84 

"89 

"84 

"89 

"87 

"83 

"87 

"96 

""97 

"fii 

'  '73 

93 

"96 

94 

"93 

"66 

"83 

"76 

"68 

""86^7 

Oallionii  Kalls^^sV.-. 

26 

27 

34 

40 

47 

46 

44 

42 

45 

48 

45 

45 

49 

49 

52 

54 

54 

55 

69 

60 

51 

49 

61 

57 

61 

66 

60 

60 

48 

40 

48.8 

>  Maxiiinnr  . . , 
•  (  Mininnnn 

68 
34 

73 
34 

"36 

72 
35 

74 
40 

83 
42 

84 
44 

70 
45 

78 
54 

8() 
46 

91 
51 

90 
52 

"52 

87 
65 

79 

56 

89 
56 

93 
69 

95 
62 

"i)\ 

77 
49 

92 
49 

95 
61 

95 
62 

93 
63 

92 
62 

83 
63 

"■46 

68 
45 

'8B.C, 

Caniden  W 

"39 

"39 

49.4 

(  Niaxinnim  . . . 

64 

70 

67 

69 

63 

59 

65 

70 

81 

80 

79 

84 

85 

87 

87 

79 

75 

86 

86 

92 

81 

72 

91 

96 

94 

92 

89 

80 

70 

65 

. . . 

78.6 

Chpster 

•  t  Minimum. . . . 

30 

35 

38 

42 

53 

45 

46 

47 

47 

46 

46 

45 

46 

50 

56 

59 

58 

61 

62 

62 

47 

54 

55 

60 

67 

65 

61 

54 

50 

38 

50.8 

)  iMa xi nnim  . . . 

6!! 

69 

69 

65 

65 

65 

69 

77 

7/ 

75 

73 

79 

82 

82 

88 

88 

79 

84 

86 

91 

90 

72 

88 

93 

90 

85 

85 

81 

71 

70 

78.5 

Clcinson  College  , . 

•  t  Mininnnn. . . . 

29 

34 

37 

46 

50 

48 

45 

41 

45 

54 

51 

45 

49 

50 

51 

50 

58 

58 

56 

60 

63 

54 

51 

59 

63 

69 

56 

60 

61 

42 

50.3 

s  Aia ximum 

63 

70 

68 

7C 

61 

61 

71 

81 

.80 

69 

73 

84 

87 

84 

87 

81 

78 

85 

88 

93 

65 

73 

9(1 

94 

92 

9^2 

90 

80 

70 

67 

78.2 

Columbia 

•  '  Minimum . . . . 

34 

42 

44 

48 

53 

5( 

51 

48 

53 

56 

55 

51 

59 

62 

62 

60 

59 

64 

63 

65 

50 

56 

62 

67 

68 

66 

65 

62 

51 

48 

55.4 

S  .\[axiimim  . . . 
"/.Mi niiniim . . . . 

63 

70 

66 

67 

55 

60 

69 

7x 

79 

67 

73 

81 

84 

81 

85 

81 

76 

83 

86 

91 

68 

69 

89 

92 

91 

89 

86 

79 

70 

64 

76.  4 

Due  West 

33 

35 

41 

4>> 

52 

46 

46 

48 

50 

53 

51 

48 

52 

59 

56 

60 

55 

61 

61 

63 

50 

52 

57 

64 

66 

62 

60 

51 

49 

42 

52.4 

\  .Max!  Inn  in 

fi:- 

70 

65 

64 

54 

64 

7( 

78 

76 

66 

74 

79 

83 

80 

84 

76 

72 

82 

83 

89 

69 

70 

89 

92 

89 

84 

83 

76 

67 

60 

■    •  • 

75.0 

fJieeiiville 

■  (  Mininnnn 

37 

43 

44 

46 

50 

4b 

45 

48 

52 

53 

53 

53 

55 

57 

57 

60 

57 

60 

61 

64 

50 

53 

55 

65 

68 

61 

60 

52 

49 

43 

53.2 

\  Ataxi mum 

6S 

63 

69 

6S 

68 

63 

68 

71 

79 

81 

67 

73 

81 

85 

82 

85 

83 

78 

83 

85 

90 

84 

69 

85 

91 

90 

85 

86 

81 

69 

77.7 

Ci  pen  wood    

37 

61 

34 

61 

39 
61 

38 
69 

5r 

64 

52 
61 

47 
69 

46 
79 

51 
79 

53 
73 

55 
73 

5( 
81 

52 

84 

55 

59 

57 

56 

55 

63 

61 

65 

50 

5.! 

60 

64 

67 

65 

60 

65 

48 

53.6 

•  '  Mi ninnnn . . . . 
)  -Ma  .\i  mum  . , . 

82 

87 

82 

73 

83 

86 

92 

88 

82 

89 

94 

92 

90 

86 

84 

80 

76 

78.7 

Ilealh  .Springs 

•  '  M ininnim. 

33 

39 

37 

42 

51 

45 

41 

47 

47 

57 

51 

53 

55 

56 

61 

58 

54 

60 

61 

62 

46 

53 

60 

63 

65 

65 

61 

63 

47 

4( 

52.4 

J  Ma.\iiintni 

60 

70 

69 

74 

58 

60 

72 

81 

83 

70 

73 

85 

88 

84 

88 

82 

82 

87 

90 

91 

73 

70 

92 

9h 

93 

93 

93 

SO 

63 

61 

78.7 

KhisIihw 

•  }  Minimnm. . . . 

34 

31 

3( 

41 

52 

45 

47 

44 

44 

57 

52 

51 

52 

56 

60 

69 

55 

61 

61 

63 

47 

55 

59 

63 

65 

65 

62 

64 

48 

41 



62.  5 

S  .Ma  ximum  . . . 

63 

67 

■66 

61 

56 

63 

71 

80 

75 

68 

75 

81 

83 

82 

8f 

76 

68 

82 

84 

89 

78 

73 

91 

95 

91 

8S 

83 

78 

62 

59 

75.8 

I.nndnnn 

•  '  Mi  ninnnn ... . 

34 

48 

35 

37 

49 

45 

44 

44 

43 

53 

53 

5< 

52 

50 

52 

59 

55 

57 

59 

61 

49 

53 

52 

59 

64 

59 

57 

53 

49 

38 

50.  7 

\  Ma .xitnnin 

6 

5! 

65 

68 

63 

59 

68 

76 

81 

69 

73 

8; 

8f 

85 

8f 

80 

76 

85 

87 

9( 

79 

7( 

88 

91 

88 

91 

7< 

78 

66 

62 

76.  e 

Laurens 

•  /  Minimum 

27 

37 

3.' 

42 

51 

4t 

47 

41 

43 

54 

51 

45 

48 

52 

55 

55 

57 

57 

60 

62 

50 

54 

65 

59 

64 

CI 

59 

54 

48 

42 

50.4 

S  Maxinnim 

66 

7( 

69 

65 

60 

63 

71 

79 

79 

70 

76 

81 

81 

81 

89 

79 

75 

82 

85 

90 

74 

71 

91 

94 

90 

88 

8f 

76 

78 

63 

77.  f 

r.ilierty 

•  '  Mininnnn . . . . 

2« 

3f 

37 

43 

47 

43 

41 

43 

41 

52 

4i 

45 

50 

53 

58 

52 

54 

56 

52 

59 

48 

.50 

54 

58 

52 

60 

57 

62 

42 

44 

48.  " 

)  Maxinnnn 

61 

7: 

65 

77 

7! 

59 

69 

78 

80 

70 

6( 

8( 

85 

82 

85 

82 

74 

SI 

85 

91 

SO 

82 

SC 

93 

91 

88 

81 

84 

77 

67 

78. 1: 

I.itllf  Monnliiin  . .. 

■'Mi iiimum . . . . 

31 

37 

45 

4f 

45 

44 

45 

47 

55 

54 

54 

55 

64 

58 

57 

53 

4h 

59 

60 

64 

48 

53 

69 

63 

66 

64 

60 

53 

47 

45 

52.  f 

\  M:i  ximum 

64 

72 

70 

71 

60 

60 

71 

81 

81 

71 

74 

84 

87 

84 

87 

84 

78 

86 

f& 

94 

80 

71 

91 

96 

93 

92 

89 

84 

71 

67 

79.3 

Newlieny 

.  J  Mi iiinium . . . . 

30 

35 

38 

4( 

54 

48 

48 

42 

49 

5r 

53 

47 

51 

5b 

59 

54 

58 

63 

61 

65 

52 

54 

58 

60 

(w 

65 

61 

53 

49 

39 

52.4 

\  Ma ximiim 

64 

71 

6i 

70 

67 

67 

71 

81 

81 

73 

74 

8; 

87 

84 

88 

86 

82 

87 

89 

9." 

89 

71 

89 

96 

93 

93 

91 

8f 

72 

68 

80.  f 

Siiliida 

■  '  Minimum. 

28 

31 

35 

42 

53 

48 

48 

39 

45 

57 

52 

44 

50 

54 

61 

50 

57 

61 

62 

65 

5! 

53 

56 

58 

64 

62 

■  59 

62 

50 

43 

51. S 

)  .Maximum 

64 

71 

68 

6(1 

61 

61 

7(1 

81 

80 

72 

74 

84 

87 

84 

88 

80 

73 

8f 

87 

9.3 

79 

72 

9' 

95 

93 

91 

89 

83 

70 

6f 

78.' 

SiinliK'k 

•  '  .Minimum 

21 

31 

31 

37 

51 

4f 

47 

37 

4( 

55 

4f 

42 

45 

50 

50 

50 

51 

60 

59 

57 

49 

54 

50 

55 

60 

60 

58 

51 

49 

3( 

47.  { 

i  Maximum 

65 

69 

6( 

65 

55 

61 

70 

74 

69 

7( 

74 

82 

84 

84 

89 

77 

73 

83 

86 

9f 

61 

75 

9( 

94 

93 

91 

88 

82 

66 

67 

76.4 

Spaitanlmrg 

•  '  Mi nimnm . . . . 

3( 

41 

37 

41 

49 

44 

45 

41 

47 

52 

55 

48 

48 

54 

56 

52 

54 

57 

.59 

61 

48 

50 

53 

61 

63 

59 

6t 

61 

4f 

46 



50.4 

S  Ma xinniin 

61 

7f 

72 

6r 

61 

74 

84 

85 

72 

71 

Sf 

89 

83 

82 

87 

84 

89 

91 

97 

84 

74 

91 

97 

95 

95 

911 

S.'i 

7" 

72 

81.' 

Trenton 

•  /  Minimum . . . , 

32 

3f 

44 

49 

54 

48 

47 

49 

52 

52 

51 

52 

56 

54 

60 

56 

58 

6; 

61 

62 

52 

54 

61 

6.= 

6e 

65 

82 

6(1 

5f 

44 



54.  f 

i  Ma ximnni 

6K 

74 

68 

62 

61 

65 

71 

79 

78 

68 

75 

84 

84 

81 

88 

79 

73 

84 

Sf 

92 

82 

74 

91 

94 

Of 

HH 

8:- 

7f 

7r 

6? 

77.  ( 

Wallialla 

■  •  '  ^[illimunl . . . . 

25 

3f 

36 

43 

48 

45 

4( 

41 

44 

55 

49 

45 

5{ 

49 

48 

49 

47 

'41 

55 

58 

52 

51 

52 

5f 

or 

6f 

5^ 

5t 

5C 

3fc 

48.  C 

S  ^laximum 

64 

71 

71 

80 

83 

71 

73 

84 

81 

87 

83 

ir 

8" 

89 

9-i 

64 

7JJ 

91 

9t 

94 

9? 

8c 

■■SI .' 

\Vinnsl)oroS^\\ 

•  '  Minimum . . . . 

31 

37 

'37 

46 

51 

5s 

52 

51 

5( 

'.54 

60 

58 

61 

61 

6i 

4? 

5'. 

54 

6: 

6( 

6f 

61 

"6f 

P54.I 

\  Maximum 

65 

69 

69 

67 

"62 

".57 

"72 

82 

81 

74 

73 

S3 

87 

84 

"88 

84 

8f 

8-. 

8f 

9C 

8£ 

7( 

91 

9f 

9: 

91 

9( 

)     8f 

6" 

"k 

79.; 

Wiiithrop  (College  . 

•  '  Minimum 

30 

34 

36 

42 

48 

44 

44 

45 

45 

55 

50 

5C 

53 

60 

57 

56 

5f 

5t 

6C 

5i 

4f 

5J 

5- 

6; 

6f 

6 

5S 

)     5C 

4S 

>     4C 

... 

50.' 

Keferenee  letters  (».  ''.  "-■).  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ''  represents  two  days  missing,  etc. 
\W  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

W BO,  Raleigh,  5-26-25— 900 


MfVsG, 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  V/EATIIER  BUREAU. 

CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   Cflf^Olil^lfl   SECTI0^1. 


BICHAKD  H.  SULLIVAN.  Meteorologrist. 


Vol.  XXVIIL      Columbia.  S.  C,  July,  1925. 


No. 


GENERAL  SUMMARY. 

The  mean  teinperature  was  elope  to  the  highest  July  av- 
erages of  1887  and  1898,  and  the  average  rainfall  was  the  lowest 
of  record  for  Jul.y  by  0.07  inch. 

Generous  rains  during  the  first  week  materially  improved  I  number  of  rainy  days  was  45%  below  normal. 


tion  and  from  the  23d  to  the  26th  in  the  eastern  portion.  Pre- 
cipitation was  very  badly  distributed  in  area  and  amounts,  with 
5  to  nearly  14  inches  in  the  east-central  counties  and  the  lower 
coastal  plain,  while  on  the  upper  coastal  plain  and  practically 
the  entire  western  portion,  the  measurements  ranged  downward 
from  5  inches  to  less  than  1  inch  in  Pickens  County  and  to  less 
than  one-half  inch  in  southeastern  Newberry  County  and  north- 
ern Lexington  County.  The  greatest  local  monthly  amount 
was  13.95  inches  at  Pinopolis;  least  local  monthly  amount,, 
0.30  inch  at  Little  Mountain.  The  greatest  amount  during  any 
24  hours  was  6.03  inches  at  Pinopolis  on  the  24th.  The  average 


all  crops.     The  succeeding  period,  however,  was  generall\'  un 
favorable  in  the  Piedmont,  where  drought  became  intensified, 
atid  cotton,  corn,  and  other  crops  showed  conditions  corres- 
ponding to  rainfall.     Cotton  in  the  eastern,  central,  and  south- 
ern   counties    maintained   generally    good    condition   and    was 
fruiting  and  l)looming  freely,   with  comparatively  light  weevil 
damage,  incident  to  active  poisoning  and  .scattered  rains;   the 
first  open   boll   was  observed   in   Newberry  on  the  21st  and  in 
Richland  County  on  the  23d;    the  first  bale  was  ginned  at 
lendale  on  the  30th,  one  week  earlier  than   the  ten  ye^r  r^f?or 
and  16  days  earlier  than  the  10-year   normal.      Early  corn  was 

practically  a  failure  in  the  Piedmont,  l)ut  elsewhere  niaintaijjet^  vilw"''4th,  small  area  of  crops  damaged  by  hail  10  miles  east 
generally  good  condition,  as  did  later  plantings;  fodder  ftwmig 


was  in  progress  at  the  end  of  the  month.  Wheat  and  oat 
threshing  showed  fair  to  good  results.  A  good  to  excellwatit*-'' 
bacco  crop  was  being  cured  at  ihe  close  of  the  month'^'^TOrage 
crops  showed  good  stands,  except  in  the  Piedmont,  where 
drought  prevailed.  Fine  peaches  were  being  shipped  at  the 
end  of  the  month,  but  apples  were  dropping  and  in  fair  condi- 
tion only.  

PRESSURE. 

The  mean  sea-level  pressure,  defeiniined  from  I'eports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.98  inches.  The  liigiiest  pressure  was  30.20  inchesat 
Due  West  on  the  1st;  the  lowest  pressure  was  29.69  inches  at 
Charlotte,  N.  C,  on  the  16th.  and  in  the  Section  proper,  29.72 
inches  at  Columbia  on  the  17th  and  at  Greenville  on  the  16th. 


Deaths  by  Lightning. — Earle  Sanders,  Anderson,  4:30  p.  m., 
1st.  Elliott  Brooks,  negro,  near  Newberry,  in  Bletheden  sec- 
tion, afternoon,  1st.  Davis  Montgomery,  negro  boy,  Ridgewood 
Club,  Columbia,  5;3()p.m.,  4th.  Arthur.).  Phillips,  Green- 
ville, afternoon,  5th.  Dick  Wilson  and  Wellon  Thompson, 
urchins,  Al^beville,  afternoon,  6th.  Louis  Hinson,  white  boy. 
and  Ben  Ballard,  his  wife,  and  two  daughters,  negroes,  at  Tin- 
dalvH^uth  of  SuiTiter,  killed  during  a  severe  thunder  and  hail- 
storm, afternoon,  27th. 

Damage  by  Lightning  and  Hail. — Darlington,  6th,  sash  and 
bliadfeiactory  fired  and  destroyed;   damage  unknown.     Green- 


/  TEMPERATURE. 

Tlie  .monthly  mean  for  tlie  Section,  determined  from  re- 
ports of  41  stations,  was  81.5^.  or  1.7°  above  the  normal. 
The  highest  temperature  was  106°  at  Calhoun  Falls  on  the  3d. 
Temperatures  were  near  or  above  normal  from  the  1st  to  the 
17th  and  from  the  25th  to  the  30th,  and  temperatures  ranged 
5°  to  I  1°  above  normal  on  IS  dates.  The  lowest  temperature 
■was  56°  at  Caesar's  Head  on  the  18th  and  at  Santuek  on  the 
19th.     The  cool  period  was  from  the  l7th  to  the  24th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  I'nreau  stations  in  and  surrounding  the  Sec- 
tion, was  asfollows:  8  a.m..  79%  :  noon.  55%  :  8  p.  m.,  68%, 
Tlie  highest  percentages  occiu'red  along  the  coast,  and  the 
lowest,  in  the  north-central  counties. 


PRECIPITATION. 

The  average  for  the  Section,  59  stations  reporting,  was 
3.19  inches,  or  2.70  inches  below  the  normal,  and  the  lowest 
July  average  rainfall  of  record  for  39  years.  \Miile  there  were 
but  two  days  without  rain  in  some  part  of  the  Section,  the  bulk 
of  the  month's  rainfall  occurred  on  the  4th  in  the  western  por- 


Suniter,,^th,  wind  and  hail  damage  during  severe  thunder- 
stpn^V^proximated  S7,000.  At  Tindal,  7  miles  south  of  Sum- 
ter, a  mule  was  killed  by  lightning,  27th.  Walhalla,  25th, 
horse  valued  at  $50  was  killed  by  liglitning.  Two  tobacco  barns 
near  Mullins  were  fired  by  lightning  and  destroyed,  with  con- 
tents, on  23<1  and  27th;  loss  estimated  at  $2,000. 

WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.0  miles.  The  highest  average  velocity  was  10.3  miles  per  hour 
at  Savannah.  Ga..  and  in  the  Section  proper,  10.0  miles  per  hour 
at  Cbaileston;  the  lowest  average  velocity  was  3.9  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  6.0  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
50  miles  per  hour  from  the  northeast  at  Savannah,  Ga..  on  the 
13th.  and  in  the  Section  proper.  46  miles  per  hour  from  the 
southwest  at  Due  West  0!i  the  6th. 

SUNSHINE    AND    CLOUDINESS. 
Tlie  average   monthly   sunshine,   determined  from   9  auto- 
matic   records 
am<nmt.      Tlu- 

cloudy.  11,  and  cloudy,  5,  as  agaiiist  normals  of  12,  12,  and  7 
days,  respectively 


wa-'    300.4    hours,     or    68%    of    the    possi)>le 
average  munber  of  clear  days   was  15;    partly 


MISCELLANEOUS 

DATA  FOR  JULY, 

1925. 

I'reeipita- 

Mean 

o  r 

at 

'I'eiiiperaliirp, 

tion, 

Wind. 

relative 

ir'.-; 
a'  > 

degrees  !• 

iiir. 

indies. 

linniidit.v. 

It 

Stnticiiis. 

J, 

u,« 

Siu,- 

—  c 

In.  = 

g  5 

:z  0^ 

-• 

~ 

^■ 

-: 

i  s 

t.     r.    ^   C 

a  o 

g 

c 

s   ?t5 

t 

oi 

tt 

C 

c 

£-^ 

>o-Z^ 

rh  U 

eS 

at'" 

:c 

^ 

= 

r- 

£'C 

OD 

y. 

«  :.i- 

,\slievillp,  N.C 

29.97 

74.5 

99 

.52 

0.77 

0,  26 

6.6 

nw. 

83 

49 

59 

.58 

.\\iffiistii,  (ia 

•29. 98 

83.  fi 

101 

fi8 

2.93 

1 ,  20 

5.2 

s. 

76 

68 

68 

73 

Charleston.  S.  C... 

29.  99 

82.  8 

98 

72 

2,38 

0.73 

in.o 

s\v. 

80 

VO 

82 

70 

Chiirlottt".  .\.(;  ... 

'&  97 

81.4 

99 

(« 

0.  f.2 

0.  32 

3.9 

sw. 

VI 

46 

56 

1,5 

f;oliniil>ia.  S.  0 

■29.  98 

82.8 

99 

«,S 

3.50 

1.48 

6.0 

s. 

80 

.52 

66 

:o 

Due  West,  S.C 

•m.  no 

81.8 

99 

64 

1.79 

1.21 

7.0 

sw. 

77 

47 

()/ 

Oreenville.  S.  C.  .. 

29.  9R 

8(1.  6 

98 

Cfi 

2.38 

0.77 

6.4 

e. 

',4 

.52 

.57 

',5 

Savaiiiiati,  fia 

29.  99 

83.0 

98 

69 

3.96 

1.22 

10.3 

sw. 

83 

60 

vy 

64 

Wilminsrton.  N.C. 

29.  99 

80.7 

97 

67 

4.25 

1.19 

7.2 

sw. 

83 

60 

78 

73 

Means  and  ex-  ) 

tremes < 

29.98 

81.2 

101 

.52 

2.  51 

1.48 

7.0 

sw 

'i9 

55 

_6_8_ 

68 

I! 
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Climatologrical  Data  for  July,  1925. 


Precipitation,  in  inches. 


Stations. 


_ 

Number  of  days. 

■5 

-^ 

?;r-' 

"fc-  c 

»~ 

-  .— 

Ci.  — 

" 

bi  " 

c,  " 

— 

—  c 

q;   - 

^ 

t»> 

— 

^O 

Oj 

5 

c 

Si 

>  o 

^ 

^ 

o 

Cw 

Observers. 


ICastern  roiiioii 


Blackville 
(Charleston... 

(Jlieraw 

Conwaj' 


Darlington  .. 

Ellingliaiir  . . 
)''ergii.sont+. . 
Florence  1.. . 

Florence  2... 

rtarnett 

(ieorKetown  . 
Kingstrec 


Mars  P.luff 
Orangeburg 
Paris  Island. 
Pinopolis  ... 
Rimini 

St.  C-ieorgn... 
Society  Hill  . 
Snnnnerville 
Wedgefield 
Yenuissee. . 


Mrs.P.B.  Sanilers. 
U.  .S.  Weather  Hureau. 
Koland  i).  I'owe. 
Panl  Qnalllebanni. 

D.  C.  McCall. 
Win.  B.  Gillespie, 
Henry  <;.  Savage. 
U.  K.  Oilbert. 

Pee  Dee  ICxperinient  Sta. 
Rlaner  H.  Kobert. 
A.  P.  lla/ard. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

U.S.  Fisheries  Station. 

Miss  K.  P.  Itavenel. 
Boykin  K.  Cautey. 

R.  L.  ITtsey. 

E.D.Fii'lds.Jr. 

D.  P.  Delion, 

\V  Hampton  Ramsey. 

\V.  (;.  Unison. 


Aiken  

Anderson 

Blairs  

Ciesars  Headtt 
Ciilhonn  Falls. .. 
Camden 

Hatawbn  

(;happells 

Chester 

Clemsoi\  College 
Columbia 


Due  West 

Kdgelicld 

(lasbni  Shoals  ]) 

(Jreenville 

iJreenu'Ood 


Heath  Springs 

Kershaw 

Landrnm 

I.aurens 

Liberty  


Little  Mountain . 

Newberry 

Pelzer 

Salnda 

SaiUuck 

Spartanburg 

Trenton 

Walhalla 
Winnsboro 
Winthrop  (College  tt 


Frank  H.  McCoy. 
II.  II.  Knssell. 
Esther  B.  Owens. 
Cicsar's  Head— P.  JItki.  Co. 
1,.  M.  Parker. 
Henry  A.  Brown. 

.Tames  C.  F'aris. 

Ceorge  V.  ('lamp. 

,1.  C.  Coriiwell. 

Prof.  F.  11.  ll.Calbonn. 

I)    S.  Weather  Bureau. 

V.  S.  \V  B.  Aerological  Sta. 
D.  W.  Sharpe. 
S.  C.  I,t.,  Power  .«  Ky.  Co. 
P.  S.  Weather  Bureau. 
M.  M.  t;a.lho\Mi. 

,1.  Marvin  Bowers. 

John  W.  Ilamel. 

R.  llartwell  Wilds,  1)1)  S. 

L.G.Rotf. 

O.F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
•loshna  Y.  .lones. 
W.  S.  Crout. 
K.  W..leler. 

F.  P.  Robinson. 
Mrs.  S.  K.  Long. 
H.W.Brandt. 
Rev.  Oliver  Johnson. 
W.  T.  Clawson. 


ERRATA. 

June,  t922.-Catawba,  total  precipitation,  pages  22  and  23,  should  be  3.25. 


July,  1925 
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Daily  Precipitation  for  July,   1925. 


Prainage- 
basin^. 

Day  of  month 

.Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27      28 

29 

30 

31 

0 

EnKlerti  I'oiiiiiii. 
Blackvillellll 

.91 
1.'67 

.25 

.28 

.05 
.11 
1.48 
.42 
.40 

.67 

■.■54 

.•2K 
.'28 

.17 
1.55 
.45 

.25 
.52 

1.'25 

Coast 

fee  llee 

Waccaniaw  .. . 
Pee  Dee 

Lynelie.s 

Santee 

i'ee  Dee 

do 

iH 

'.'64 

T. 

.06 
.06 
.30 
.12 

OS 

.01 

.05 

'f. 

'.'oe 

.37 

'.'66 
.11 

't.' 

T 

.15 

.18 
.02 

.02 

'.'21 
T. 

.04 

T. 

.47 
.11 

2.  38 

Cheraw  llil  

Ooiiway  nil 

Darlington  llll       

.06 
.11 

3.13 

1 

25' 1  '-"l 

'."45 
.11 
'.'62 

.06 
T. 

T. 

.12:1.98 
.16    .03 

2.71 

4.26 

Eflinghain  ||l| 

FerKnson   III 

Florence  Hill 

Florence  2|]l| 

'.'i'i 

.07 

'.'0.5 
T. 

i!75 
'.'63 

2.20 

i.'gi 

1.02 

'.'63 

'.'36 
.20 
.07 
.02 

'.'63 
'.62 

'.'65 
.13 
1.12 

.95 

.81 
.60 

'."43 

.06 

4.29 

.06 

'.'12 
.11 

T. 

.27 

3.59 

.70 
.15 

T. 

'.'so 

3.71 

.'i7 

'.'ii 

■f.' 

•2.18 

Harnett 

Savannali 

.72 

1  94 

.02 

.90 

.29 
T 

'.'•20 

.02 

1.00 

1.10 

30 

'.'io 
.■45 

.01 

.02 

.01 

5.02 

Coa't 

2.61 

I\in<'^treM  l||l 

HIack 

•  ■»■ 

.30 

,60 

.45 

.90 

.10 

.70 

6.00 

Mars  Bluff 

1.55 

Orangeliurg 

Kdisto 

.12 

.02 

T. 

34 

.04 

2.30 

3.^27 

.60 

.30 

■'  15 

.20 

2.  50 

.42 
15 

.12 

1.50 

1.22 

.16 

6.03 

.90 

.62 
.15 

is.  95 

Kiniini  |||| 

.10 
.30 

.46 

1.-80 

.54 

3.48 

05 

0-' 

.07 

1.80 
.10 
.11 
.20 

05 

1  25 

.40 

.30 

.15 

6.34 

Society  Hill  l|l| 

Pee  Dee 

.... 

05 

■2.00 

2.64 

Sinmnerville 

Ashley     . 

1    10 

2.' 25 

.10 

■f. 

'.'13 

.55 
.42 

.'22 

.81 

.40 

.12 

i.'66 

.60 

.66 
.10 
.00 

.15 
.15 
.06 

.50 

4.72 

..56 
2.22 

T. 

.01 

4.  6« 

.18 

2.40 

1.90 
39 

.25 

.31 

.19 

8.31 

Aiken 

ICdIslo 

.47 

■.'90 
.10 

.68 
2.05 

1.'42 

1.54 

Kavannali 

Hi  oad 

i.ia 

1.79 

';7i 

.... 

.08 

.•24 

5. -29 

Bhnrsllll 

.01 

'.'38 

.42 

.84 

T. 

1.98 

Oesar's  Head  

.51 

3.21 

Calhoun  Kall.s  |||| 

Camden  |||| 

Savannali 

Wateree 

.20 
.22 

'.'48 

1.33 
1   3'> 

.40 
.55 

2.03 

.40 

.40 

37 

.05 

.16 

05 

.15 

.22 

1.63 

.25 

.55 

5.07 

Ciilawlia  III! 

I   13 

.30 

2.81 

<'hiil>|n-lls|||| 

Sain  da. 

1.  60 
.10 
.25 

.39 

'13 

.02 

.17 

.04 
.60 

1.8S 

Chester 

Broad  

Sa.va.iiiiah  .... 
Congaree 

Savannah  

Savannah 

Broad 

'!6i 

.08 

.fi5 

i.'48 

.25 
.95 

T. 

1.35 

.15 
T. 

.83 
.30 

.80 
.01 

.03 

i'57 

't.' 

.90 

.31 
T. 

.01 

2.41 

Columbia***  

T. 

'."io 

.01 

.34 

.02 

.70 
36 

.02 

.01 

.04 

T. 

.37 

.88 

.31 

.01 

.08 

.11 

1   90 

T. 
'.■95 

T. 

3.50 

Due  West*** 

Kclticlield  llli 

1.79 
4.90 

(iaslouShoiilsllll 

.05 

.09 
.02 

'.'64 

'.'■22 

■f. 

't  ' 

.61 

.03 
.06 

.10 



'f.' 

2.94 

(Jreenville     *** 

.55 
.44 

T. 

.  30 

1.'22 
.13 

't.' 

T. 

.07 

'.'06 
.02 
.20 

.71 
.51 

.01 

T. 

.77 

T. 

2.38 

(iieemvood  |||| 

do 

.14 
32 

.28 

.18 
.23 

1.23 

Ilc;ilh  SpriiijfS  

Kershaw  ,||l 

I-an.lrniii 

Wateree 

Lynches 

.60 
.03 

.■20 
'.14 

59 

2.08 

.11 

OT 

.06 
.24 

.11 

.06 

2.51 

Broad 

'.'42 
.40 

<?0 

1  '^3 

1.66 

I.aiirens 

laherly 

r,ittlH  Moniitiiiii 

New  lieifv 

84 

1.28 

Savannali  .... 

T. 

.37 

T. 

T. 

T. 

0.97 

Saluda  

0.30 

Sahiila 

" 

.05 

.01 
'•"4 

1 

.02 

.05 
.02 
T. 
T. 

.22 

.01 

.61 

.84 

10 

.07 

.70 

1.51 

PhIz.t  nil 

do 

T 

.'i4'"" 

.04 

1.28 

Pallida 

....do 

i  68 

.01 
.23 

T. 

.09 

.07 

T. 



■f.' 

T. 

.04 

.03 

1.86 

Saiiliick 

Broad  

do 

.78 

.16 
T. 

13 

T. 

T. 

.07 
.03 

1.27 

«|ia,rtanlMir(?  |||| 

.15 

T. 

.35 

.18 

.38 

.... 

1.64 

Tn'nton  

VVallialla 

Winnshorollll 

Kilisto 

Savannah  

j 

.68 

.05 
41 

.69 
15 

.31 

.61 

.14 

1.04 

.12 
1.12 
.25 

.07 

3.7i 

Broad 

Catawlia 

55  2  7-' 

.12 
28 

.35 

5.42 

U'inthropC.'ollede 

.45 

.10 

.53 

1.61 

1 

lOxcept  as  otherwise  indicated,  observations  are  frenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
olisei  valioii.  nil  Precipitation  nieasnrecl  in  the  nun-nius;  amount  then  recorded  is  for  the  piecedinff  24  hours.  ***  liesnlar  Weather  Bureau  stiilioii:  precipitation  is  for  the 
24-h(iiu-  iieriod,  midnight  to  mi<lniKlit.    *  Preciiiitation  included  in  the  next  foUowinp;  measurement.    tSepnrate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.IU   inch. 


COMPARATIVE  DATA  FOE,  JTJLy. 


Year. 

Temperature. 

Precipitation. 

Average  nuin 
days. 

be  r  of 

P r e  V a i  Ii  11  fr 
wind  direc- 
tion. 

Year. 

Temperature. 

Precii)itation. 

Average  u  u  m 
days. 

ler  of 

.2  2 

p. 

0 

_ 

3 

u 

11:1 

"•■6  c  0 

i 

5 

a; 

"S 

9 
0 

s 

a, 

Average 
day?  with 
0.01  inch 
or  more. 

^■c 

Si 

3 
0 

5 

1887 

»2.0 
78.9 
79.5 
78.4 
77.9 
78.9' 
8-2.0 
77.7 
79.5 
80.7 
80.2 
80.0 
80.0 
81.2 
81.4 
80.8 
80.4 
79.4 
80.4 
78.4 
81.4 

110 

108 
102 
104 
93 
102 
104 
100 
102 
105 
107 
102 
105 
104 
102 
107 
103 
105 
101 
100 
106 

60 
53 
51 
52 
56 
51 
60 
55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 
60 
56 
56 

7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8. '24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.16 
8.40 
5.06 

14 
8 
13 
12 

1908 

79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79.3 
78.9 
79.6 
79.9 
79.0 
78.6 
81.5 

79.8 

100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 
101 
104 
103 
106 

110 

60 
65 
58 
63 
58 
56 
53 
55 
60 
52 
50 
51 
53 
60 
58 
57 
56 
56 

45 

5.43 
4.92 
5.83 
3.79 
5.  '22 
4.78 
5.16 
3.26 
14.  69 
6.56 
5.  02 
8.86 
5.60 
7.44 
7. '20 
4.50 
0.93 
3.19 

5.89 

12 

10 

13 

10 

11 

9 

9 

8 

17 

12 

11 

13 

11 

14 

13 

9 

12 

6 

11 

12 
13 

9 
12 
14 
16 
14 
18 

5 
14 
15 
13 
13 

9 
12 
15 
14 
15 

12 

13 
12 
15 
13 
10 
9 
13 
10 
12 
9 
9 
8 
10 
13 
13 
8 
9 
11 

12 

6 
6 

6 
7 
7 
4 
3 
14 
8 

10 

8 
9 
6 

8 
8 
5 

7 

s. 

18SS       

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

sw. 

sw. 

sw. 

1909 

1910 

sw. 

1889 

1840 

sw. 

1911 

sw. 

1891      

1912 

sw. 

189' 

9  " 

16 
8 

13 

11 

14 
9 
9 

10 
9 
8 

12 

12 

16 

U 

""i3" 

8 
10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 

5 
13 

""i-i" 
12 

15 
13 
12 
10 
11 
11 
12 
11 
9 
12 
10 
17 
13 

4  " 

11 

6 
8 
0 
11 
8 
6 

5 
4 
6 
8 
9 
5 

1918 

sw. 

1893 

1914 

sw. 

1894 

1915 

sw. 

1895 

1916 

sw. 

1896 

1917 

sw. 

i897 

1918 

sw. 

1898 

1899 

1919 

s. 

19^20 

sw. 

1900 

1921 

8. 

1901 

1922 

sw. 

19112 

1923 

1924 

19'25 

sw. 

1903 

w. 

1904 

1905 

s. 

Period.... 

1906 

1907 

sw. 

^^sm<iiammiSlis 
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CLIMATOL'OGICAL  DATA:    SOUTH  CAROLINA  SECTION 


July,  1925 


Daily  Temperatures  for  July,   1925. 


Stalioiis. 


8    I    9 


KiiKlrrii  rorfiiiii. 


Blafkville.... 
Charlfjston  ... 

(;herawv5'J 

Coinvay 

DarliiifrtoiiM 


)  Maximum  . 
i"  .Miiiimuni,. 

)  iMaxiimim  . 
(  Miiiiinuin.. 

S  llaxiimim  . 
(  Miuimuii). . 

i  ilaxiniuni  . 
'  Miiiimuni.. 

;  iMaxiiiiuni  , 
/  Miuiiivuiii. 


,,,,  S  Maxiimim  . 

FerKUsoiiW (  Miiiimiiin. . 

)  MaximiiiTi  . 

•'lore'"''-'  1   iMiiiiinum.. 

_          ..  S  Maxiiiuuii  . 

"'iri"'" :  (  Miiiimuni.. 

\  .Maximum  , 
Georcclowii ,  Minimum. 

i  Maxinuim  , 

KiMsrsM-ee j  Miiijinum., 

,,            ,          ,  )  Maximum 

()niiifrel)iirg  1 ,  Minimum. 


Paris  IslamlW.  .. 

Ht.  fieorge 

Socifly  IIill\'l^^... 
Summeiville  . .  . . 

Wedgetii'ld 

Vi*nu\ss(H5 


)  Maximum  . 
I  Minimum.. 
)  Maximum  . 
i  Minimum. . 
\  Maximum  . 
I  Minimum. . 
)  Miiximum  , 
(  .Minimum. 
)  Maximum  . 
'  (  Minimum. 
\  .Maximum 
/  .Minimutii . 


II'm/^"/;)  I'liilioii 


Allien 

Amleison 

Cae.sar's  Head 

Callionn  Kalls'S'sV  . . . 
Camiltui  \\\^ 

Chester 

Clenison  Cnlh^i^e  . . . 

Columbia 

Hue  West 

Greenville 

rjreenwood    

Heath  .'ftnings 

Kershaw  

Lnnilnim 

Laurens 

I.iherty 

I.iItU  Monnltiln 

Newherr.v 

Siiliiila 

.'^nntucl; 

.'ipartaiiliiirsr 

'I'nuiton 

Walhalla 

Wiiinshoro  ^W 

WiMthrop  ('ollfge  . . 


i  Maximum  . . 
I  iMinimum. . . 
)  .Maxinuim  . . 
I  Minimum. , 
)  Maximum  . . 
1  Minimum. . 
)  iMaxinuim  . 
I  Miiumuni. . 
<i  Maxiinuir  . 
I  Miiiimtim. . 

\  Maximum  . 

■  /  Minimum. . 
S  .Maximum  . 

'  '  Minimum. . 
\  Maximum  . 

■  I  Minimimi. . 
(  .Maximum  . 

•  '  Minimiim. . 
)  Maximum  . 

'  I  Mini  mum. . 

(  Maxinuim  . 

•  '  Minimum. . 
)  Maximum  . 

•  I  .Minimum. . 
j  .Maximum  . 

■  )  Miniimim. , 
)  .Miiximum  . 

•  '  Miniimim. . 
)  Maximum  . 

•  '  .Minimum. . 

(  Maximum  . 

•  '  Mininnim. . 
\  .Miiximum  . 

•  I  .Minimum. . 
S  Maximuii,  . 

•  '  Minimum. . 
*  Maximum  . 

■  '  .^liiiimum. . 
)  Maximum  . 

•  '  Minimuin. . 

t  Maximum  . 

•  '  Minimum. . 
)  .Maxinuim  . 

■  )  Minimum. . 
S  Maximum  . 

■  '  .Minimum. . 
S  Maximum  . 

•  '  Minimum. . 
\  Maximum  . 

•  /  .Miiiimnm. . 


9«  99 
71 


9:3  «9 

78 

9:i 

69 

9' 


93 
68 
91 

67 

9'2j  9S 

71 


98 
70 
96 
70 

89 
70 
91 

9 
72 
97 
68 
100 
68 

100 

66 

97 

7(1 
101 

74 
100 

7.1 
lO'il  101 

67   70 


100 


97 

72 

9 

70 

84 

66 

99 

71 

96 

70 

98 

98 
7:* 
96 
72 
96 
72 
9.T 
C9 

99 
74 

9h 
71 

100 
72 
96 
74 

101 
70 

9.0 
6.=i 
97 
69 
101 
74 

inn 

6' 
101 
70 


91 


90  91 
64  64 
921  9.5 


18   19 


25 


99  100 
75 
88 
76 
97 


94 

70  73 


89 

91 

74 

72 

86 

90 

70 

68 

8.5 

88 

69 

70 

84 

S-l 

70 

69 

88 

90 

71 

69 

90 

94 

72 

70 

91 

93 

70 

70 

92 

95 

70 

67 

87 

90 

68 

67 

88 

92 

69 

68 

91 

96 

73 

69 

88 

93 

71 

67 

91 

95 

71 

67 

92 

94 

70 

69 

'87 

"S7 

68 

69 

90 

93 

70 

69 

9? 

94 

70 

69 

90 
73 
90 
72 
83 
65 
93 
68 
94 
70 

94 

69 
91 
7-_^ 
93 
73 
90 
72 
90 
73 

9' 
71 
91 
72 
94 
73 
9.5 
7'_> 
96 
70 

91 
70 
93 
70 
95 
71 
94 
69 
96 


73  69 

102  90 

72  68 

lOOl  9 


101 


101 


95  98 


89 
69 
105 
70 
96 
71 

93 

70 
96 
70 
96 
74 
98 
71 
93 
73 

95 
71 
94 
70 

100 
69 
98 
72 

101 
69 

97 
69 
99 
70 

103 
70 

101 
70 

101 
69 


97   9 
73  70 


95 
68 

92  •.■■^ 

73  72 

99  99 

71  69 


89 


91 

70 
88 
65 
77 
56 
98 
70 
95 
70 

94 

6f 
89 
60 
90 
69 
87 
66 
86 
66 

95 
65 
94 
65 
89 
66 
89 
60 
91 
71 

89 
58 
95 
70 
9-2 
68 
921 
69 


89 
71 
86 
67 
91 
62  65 


90 
65 
90 
65 
78 
58 
97 
69 
92 
64 

94 

68 
90 
75 
90 
6; 
89 
64 
8' 
66 

86 
62 
92 
63 
93 
61 
91 
60 
94 
59 

89 
61 
90 
68 
94 
62 
92 
57 

9"! 

56 

92 
62 


S9I     85 
79 


88     91 
69      65 


93 
72 
95 
71 
84 
64 
99 
68 
94 
73 

94 

6' 

92 

61 

89 

73 

95 

72 

90 

71 

88 
72 
88 
69 
90 
70 
92 
65 
94 
70 

96 
68 
89 
70 
93 
74 
95 
73 
92 
69 

92 
68 


93 


93 
74 
88 
73 

80  ... . 

59i     61 


96  94 
72 
93 
71 
93 


99 
66l 
96! 
70 

98 
70 
90 
62 
91 
70 
95 
70 
90 
71 

89 
69 
91 
70 
94 
66 
89 
68 
95 
68 

92 

68 
94 
69 
97 
70 
98 

94 
67 

92 

68 


96. 1 
72.0 
88.9 
76.6 
98.6 
70.1 
92.0 
71.5 
•92.  4 
»69.8 

92.2 
70.3 
94.9 
71.3 
92.1 
■72.4 
91.5 
70.8 
91.3 
71.1 
94.0 
71.1 


Reference  letters  («  "  <=)   appearing  in  the  table  indioate  number  of  days  missiii?:  for  Pxamplfi.  "  represents  two  .lays  missing,  etc. 
«A  In.strnmentsare  rea.l  in  the  morning;  the  maximum  temperature  then  read  is  rharged  to  the  pree*>-mTig  clay,  o.i  which  it  almost  always  , 

WBO.  Raleigh,  8-26  25-900 


/^/vsc 


I 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 


CLIMATOLOGICAL    DATA 


¥ 


SOUTH   Cflf^OLilfJfl  SECTION. 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXVIII.    Columbia.  S.  C,  August,  1925.  No.  8. 

GEKERAL  SUMMARY. 

Unprecedented  drought  characterized  the  month.  Up-State 
streams  were  the  lowest  of  record  in  most  sections,  materially 
curtailing  hj'dro-electric  power;  stock  water  became  scarce,  and 
many  deep  wells  have  failed.  While  the  Section  mean  tem- 
perature was  only  fairly  high,  manj'  previous  maximum  tem- 
perature records  were  broken. 

Progressive  deterioration  marked  the  crop  situation,  inci- 
dent to  the  highest  day  temperatures  generally  in  25  yeans  and 
decided  lack  of  rainfall  when  most  needed.  'J'he  cotton  crop 
was  practically  made  by  the  close  of  the  month,  with  consid- 
erable shedding  and  much  premature  opening;  in  fact,  opening 
and  ginning  were  about  two  weeks  earlier  than  normal.  Early 
corn  was  practically  a  failure  in  the  northwestern  counties,  and 
late  corn  a  general  failure,  except  in  some  bottom  lands  and 
along  the  coast.  Curing  a  good  tobacco  crop  was  finished  about 
the  25th.  Sweet  potatoes  and  other  ground  crops  held  their 
own  very  well,  but  the  drought  cut  short  all  forage,  gardens  and 
truck,  and  vegetables  were  being  imported  at  the  close  of  the 
month.  Peaches  and  melons  were  plentiful  in  season,  and 
pears  and  apples  were  on  market  as  the  month  closed. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
1.48  inches,  or  4.40  inches  below  the  39-year  normal,  and  the 
lowest  August  average  rainfall  of  record  by  0.65  inch.  Con- 
centrated showers  were  confined  mainly  to  the  first  half  of  the 
month,  centering  principally  from  the  3d  to  the  6th  in  the 
western  portion.  The  amounts  in  small  areas  of  the  coastal 
plain  and  north-central  counties  ranged  from  2  to  over  3  inches, 
while  in  extensive  areas  of  the  central  and  northwestern  coun- 
ties the  total  monthly  measurements  were  less  than  1  inch. 
The  greatest  local  monthly  amount  was  3.31  inches  at  Santuck; 
least  local  monthly  amount,  0.28  inch  at  Society  HiJl.  The 
greatest  24-hour  rainfall  was  1.98  inches  at  Landrum  on  the 
4th.  The  average  number  of  rainy  days  was  64%  below 
normal,  and  the  lowest  August  average  of  record. 

Near  Walhalla,  at  Stump  House  Mountain,  two  barns  were 
blown  down  by  wind  squalls  on  the  26th.  and  a  mule  and  cow 
were  killed ;  loss,  probably  $700. 


PRESSURE. 

'I'lie  menn  sea-level  pressure,  determined  from  reports  of  9 
regular  \>'oatlier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  06  inciies.  Thehigiiest  pressure  was  30.41  inchesat 
Charlotte,  N.  C,  on  the  24th,  and  in  the  Section  proper,  30.38 
inches  at  Due  West  and  Greenville  on  the  same  date;  tlie  lowest 
pressure  was  29.73  inches  at  Charleston  on  the  2lst. 


WIND. 

The  prevailing  direction  was  from  the  northeast.  The 
average  hourly  velocity,  determined  from  9  anemometer  re- 
cords, was  7.2  miles.  The  highest  average  was  11.6  miles  per 
hour  at  Cliarleston;  the  lowest  average  was  4.0  miles  per  hour- 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.7  miles  per  hour 
at  Greenville.  The  highest  velocity  for  any  5-minute  period  was 
78  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on  the 
21st.  and  in  the  Section  proper.  44  miles  per  hour  from  the 
west  at  Greenville  on  the  20th. 


TEMPERATURE. 

'J'he  inontlily  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  80.2^,  or  1.3°  above  the  39-year 
normal.  The  higiiest  temperature  was  109°  at  'i'renton  on  the 
13th  and  20th.  at  Society  Hill  on  the  19ih,  and  at  Blackville 
and  Calhoun  Falls  on  tlie  20th.  This  equaled  or  exceeded  pre- 
vious heat  records  at  numerous  stations,  both  for  August  and 
for  other  months,  and  was  within  one  degree  of  the  Section  re- 
cord in  1887.  The  lowest  temperature  was  53°  at  Heath  Springs 
on  the  23d.  The  heat  wave  extended  practically  from  the  8th 
to  the  2lst,  and  the  relatively  cool  periods  were  from  the  1st  to 
the  4th  and  from  the  22d  to  the  29th,  inclusive. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa«  305.4  hours,  or  73%  of  the  possible 
amount.  The  average  inimber  of  clear  days  was  21;  partly 
cloudy,  7,  and  cloudy.  3,  as  against  norivials  of  13,  11,  and  7 
days,  respectively. 

RIVER  CONDITIONS. 

On  accountW  ti\?^'rfPcW^ii^(^if  drought,  most  of  the  rivers 
of  the  Section  renched  the  lowest  stages  of  record  toward  the 
close  of  the  montl>.p4'h8  C«^«w-ee  River  at  Columbia  averaged 
l)elow  zero  of  the  gaVe  fot  the'niird  successive  month. 


^ftWrlMfl^^<^^'-?liWSfOMENA  (dates). 

Rahi^-  Lvmir:    Charleston .  29,  30 ;  Due  West ,  23 ;  Laurens. 
1.     Solar:    Due  West,  3,  11,  23;  Santuck,  14. 

mFsCELLANEOUS  data  for  august,  1025. 


HUMIDITY. 
The  mean  relative  humidity,  deterntined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  78%  :  noon.  60%  :  8  p.  in.,  73%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  considerably  lower  than  usual,  occurred  over  the  north- 
western counties. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


August,  1925 


Climatolo^ical  Data  for  Aug'ust,   1925. 


Stations. 


Counties. 


Temperature,  in  degrees  Fahr. 


Kdslent  Port  ion . 


Blaekville  . 
Charleston. 

Clieraw 

Conway  . .. 


Darlington  . 
l<:f1'Migliani. . 
Fergusontt. 
Klorence  1 .. 


Florence  2 

Garnett 

(ieorgetowif 

Kingstree 


Mars  Bluff... 
Orangeburg 
Paris  Islatul. 
Pinopolis  ... 
Itiiiiini 


St.  George 

Society  Hill  . 
Sunniierville 
Weilgelield  . . 
Yeniassee 


nivision  means  and 


U'eslerii  Porllnii. 


Aiken 

Anderson 

lilairs 

Cfesars  Ileadtt. 
Calhoun  Kails. . 
Camden 


Catawba 

Chappells 

Chestertt 

Clenison  College  . 
Columbia 


Due  West 

Edgeiield 

Gaston  Shoals  tt. 

Greenyille 

Greenwood 


Heath  Springs 

Kershaw 

Land  mm 

I.aurens 

Liberty  


Little  Mountain . 

Newberry 

Pelzer 

Saluda 

Santuck  


Barnwell 

Charleston 

Chesterfield 

Horry 

Darlington 

Florence  

Orangeburg 

Florence  

do 

Hampton 

Georgetown 

Williamsburg  ... 


Florence 

Orangeburg  ... 

Beaufort 

Berkeley 

Sumter 


296 
•18 

144 
25 

175 
106 
63 
136 

136 

82 
18 
54 

92 

264 

13 

54 
97 


Dorchester 109 

Darlington 192 

Dorchester 75 

Sumter 249 

Hampton  24 


'Xtreme,s  . 


Aiken  

Anderson  

Fairlield 

Greenville 

Abbeville 

Kershaw 


York  

Newberry 
Chester.  .. 
Oconee  . . . 
Uichland  . 


Spartanl)urg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  it... 

Division  means  and 

Section  means  and 


527 
764 

293 

311K 

508 

222 

562 
402 
487 
850 
351 

711 

"680 ' 
1039 
671 

568 
500 
10()3 
589 
900 

711 
502 
850 
536 
Union 512 


Abbeville 

Edgefield 

Cheroltee 

Greenville 

Greenwood. . . 


Lancaster 

Kershaw 

Spartanburg. 

Laurens 

Pickens 


Newberry 

Newberry 

Anderson 

Saluda, 


Spartanburg 

Edgefield 

Oconee 

Fairfield  .  ... 
York 


extremes  . 
extremes . 


875 
620 
1061 
545 
690 


82.0 
81.2 
79.8 
79.8 

80.8 

'so.' 6 
81.6 


'80.0 
79.6 

80.2 


80.9 
^79. 2 


+  1.5 
+0.2 
+  1.2 
+0.6 

+1.9 

+2.' 2' 
+1.4 


-0.8 
+0.7 


+  1.4 


80.4 
"80.8 
"78.8 
81.2 
79.8 

80.5 


82.8 
80.2 


79.6 
82.5 


■■80.0 
"79.8 
80.8 

75.9 


78.7 
78.4 


79.2 
78.0 
79.8 
77.8 

80.0 
81.0 


+0.4 
+  2.3 
-0  6 
+  3.4 
-0.2 

+  1.0 


+4.0 
+  1.8 


109 
102 
105 
103 

»104 

'ios 

104 


nOo 
101 
104 


106 

''gs 


+  3.6 


+2.4 
+  1.2 


+  1.2 


+2.9 
0.0 


-0.1 


+  1.7 
-6.' 2 


79.0 

81.8 

78.2 

''78.2 

79.0 

80.1 

80.2 


+0.7 
+  1.5 


+  1.4 
+0.1 

+1.5 
+2.3 
+  1.8 
+0.1 
+0.6 

+  1.8 

+  1.3 


103 

''109 

n03 

105 

103 

109 


105 
105 


14 
tl4 


109 
105 


''104 

•104 

104 


101 
102 

102 
104 
105 
167 
103 

105 
106 


108 
106 

106 
109 
105 
•105 
106 

109 

109 


14 

19 

13 

tl4 

20 

tl9 


Precipitation,  in  Inches. 


Number  of  days. 


23 
23 
23 
31 

m 
"36 

23 


t23 
't'2 


20 
21 

20 
20 
20 
20 
tl3 

20 
20 


20 
20 

20 

tl3 

tl3 

20 

20 

tl3 

tl3 


".56 

"58 

60 

58 


27 
t27 


23 

23 

23 
23 
t27 
22 
30 

23 
23 


0.75 
1.62 
0.97 
2. 24 

0.92 
2.47 
0.99 
1.56 

1.90 
3.07 
1.47 
2.60 

1.15 
0.68 

'6.' 70' 

0.55 

1.32 
0.28 
2.81 
0.79 
1.30 

1.44 


0.95 
0.99 
2.68 

6.98 
2.  68 

2.96 
1.27 
2.05 
0.30 
0.94 

0.97 
0.75 
1.99 
0.78 
1.06 

3.22 
2.43 
3.09 
0.73 
0.40 

0.94 
2.01 
0.78 
1.00 
3.31 

1.50 
0.42 
0.60 
2.60 
1.72 

1.53 

1.48 


-4.92 
-5.35 
-5.63 
-4.98 

-4.41 
-3.63 

-5.85 
-3.99 

-3.65 


-5.33 
-3.70 


-4.23 
-2.60 

-2. 25 
-3.18 

-4.'%' 

-5.84 

-3.70 
-3.17 
-3.42 
-5.10 
-4.13 

-2.28 


,-0 
>  o 


0.75 

0,75 

0.36 

1.47 

0.60 

1.76 

0.38 

0.49 

0.68 

1.16 

1.00 

1.20 

0.45 

0.40 

0.35 

0.40 

0.60 

0.2s 

1..55 

0..52 

0,50 

1,76 

-6  38 
-5,30 

-5.09 
•5,  42 
-4,61 
-5,12 
-5.19 

-4.86 


-4.48  0.36 
-4.34  0. 6S 
-2.32      1.32 


-1.72 

-e.'ii' 

-4.24 
-3.  35 
-4.05 
-4,34 
-2,42 

-4.09 
-,5.  45 
-5.67 
-2.  74 
-3.97 

-3.87 

-4.40 


0.38 
1.43 

1.20 
0.66 
1.60 
0.30 
0.47 

0.66 
0,30 
1,57 
0.72 
0.45 

1.12 
0.98 
1.98 
0.40 
0.40 

0.79 
1.28 
0.40 
0.66 
1.23 

0.77 
0.18 
0.24 
0.87 
0.55 

1.98 

1.98 


5  27 
4  26 
5 


4     20 
4      21 


3       2 

8     11     ne. 


Observers. 


3     s. 
5     ne. 


ne. 

ne. 
ne. 

ne. 

ne. 


Mrs.  D.B.Sanders. 
II.  S.  Weather  Bureau. 
Koland  D.  Powe. 
Paul  Qnattlebaum. 

D.  C.  McCall. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 
H.  K.  Gilbert. 

Pee  Dee  Kxperiment  Sta. 
Maner  B.  Kobert. 
A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

U.S.  Fisheries  Station, 

Miss  iC.  P.  Havenel. 
Boykin  K.  Cantey. 

R.  L.  Utsey. 

E.D.  Fields,  Jr. 

D.  P.  Dehon. 

W  Hampton  liamsey, 

W.  C,  llutson. 


l''rank  B.  McCoy. 
II,  ll.Hu.ssell. 
K.sther  B.  Owens. 
Cffisar's  Head— P.  Mtn.  Co. 
L.  iM.  I'arker, 
Henry  A.  Brown, 

,)ames  C,  Faris, 
George  V,  Clamp, 
,1.  C,  Cornwell, 
Prof.  F.  11.  II.  Calhoun. 
U  S.  Weather  Bureau. 

II,  S,\V.  B,  Aerological  Sta. 

D,  W,  Sharpe. 

S,  C.  Lt.,  Power  A  By.  Co. 
U.  S.  Weatlier  Binea\i. 
M.  M.  Callioun. 

.].  Marvin  Bowers. 

John  W.  Hamel. 

K.  Hartwell  Wilds.  D.D.S. 

L.G.Koft'. 

O.  F.  Boggs, 

Miss  Alberta  Sease. 
JohnH.  Baxter, 
.loshua  Y,  lones. 
W.  S.  Crout. 

E.  W.Jeter. 


F.  P.  Hobinson. 
Mrs.  S.  K.  Long. 
H.W.  Brandt. 
Rev.  Oliver  Johnson. 
W.  T.  Clawson, 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  recod  ^' '  ^'' ^°  1^'«  ,^J,?P°f ^„^^^^^^ 
determining  section  or  division  means.     Reference  letters  («,  b.  c),  appearing  in  the  table  indicate  number  of  days  '"•'^''■'f  f°   e'\«"'l  ,'^' '' f  »^  f  ,Vrv^^^^^^^^ 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  an,l  summaries     "  Temperature  data  are  f'"V'  "^'f,^  7''''  "-/  '    "«f,^ 
puted  from  observed  readings.   «Post-otrice  addresses  of  these  stations  are  as  follows :  Of  Gaston  Slioals,  Blacksburg;  of  Wiutluop  (ollege,  Kock  Hill .  of  I'erguson,  l^iua^N  ^  ine, 
of  Cwsar's  Head,  Greenville,         T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA. 

August,  Comparative  Data,-Highest  maximum  temperature,  1913, 109°,  should  be  104°,  and  absolute  maximum  for  all  Augusts  prior  to  1925  should  be  107°. 
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Daily  Precipitation  for  August,   1926. 


Drainage- 
basins. 

Day  of  month 

. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

i2 

Enstfnn  Portion. 

Blaekvillellll 

Charleston  **• 

IWisto 

Coast 

Pee  ])ee 

VVaccamaw  .. . 

.75 

T. 

T. 

'!66 

T. 
.29 

'.'6i 

'.''28 

't. 

'.'3.3 
.13 
.05 

T. 

'f.' 
.36 

.28 
.60 

1.76 

'.'17 

't.' 

T. 

.07 
.15 

T. 

'63 

't. 

'.'75 

't.' 

0.75 
1.62 

Cherawllll  

0.97 

Conway  llll 

T. 
.12 

* 

L47 

2.24 

Dai'liiigtoii  nil 

Pee  Dee 

0.92 

Efrmghain  Ml 

Lynches 

'I". 

.38 
.08 
T. 
.02 

.11 
.30 
.27 
.48 
1.16 

1.00 

■.'31 

'.'6i 

.60 

2.47 

Fergnsoii  II 

Sautee 

T. 

0.99 

Florence  111 

Pee  Dee 

.49 
.29 

.46 
.68 
.07 

T. 

.09 

.09 
.45 
.14 

.08 
T. 

1.56 

Florence  2||| 

do 

T. 

1.90 

Garnett 

Savannah  

.04 

.42 

.02 

.80 

.38 

.47 

.01 
T. 

3.07 

GeorBetown 

Coast 

1.47 

Kingstreellll 

Black 

.10 

.40 

.90 

1.20 
.45 

2.60 

MarsHluff 

Pee  Dee 

.20 

.50 
.01 

1.15 

Orangeburg  

Kdisto 

Coast  

.17 

... 

.... 

.40 

.04 

.03 

.03 

0.68 

Paris  islaiul 

PinopoHs  

Cooper  

.35 

.20 

.05 

.15 
.05 

.10 

0.70 

Rimini  III! 

Sautee 

.40 
T. 

0.55 

St.  George 

Kdi.sto 

.30 

.60 

.28 

.37 

1.32 

Society  tlill  |||| 

Pee  Dee 



0.28 

Suninierville 

Ashley 

.05 

1.55 
.27 

.22 

83 

.16 

2.81 

We<igefiel(l 

Wateree 

5'> 

0.79 

Yeniasseellll 

Ashepoo 

Kdisto 

.07 

.15 

03 

.50 
.31 

.36 
.17 

.06 

.01 

.01 

.04 

.02 

1.30 

Western  I'orlion. 
Aiken 

.36 
.25 
.43 

.05 

.06 

0.95 

Anderson 

Savannah  

.03 

.03 
.32 

.68 
1.32 

0.99 

Blalrsllli 

Broad 

Saluda  

.56 

05 

2.68 

C:esar'.s  Head  

Oallionn  Kails  |||| 

Savannah  

38 

.60 
1.43 

.12 

.48 
.05 

0.98 

Camden  |||| 

Wateree 

.08 

1.20 
.05 
.40 

.05 

.44 

.66 
T. 

.03 

.38 

.04 

.02 

.20 
1.05 

.10 
.15 

.35 

2.68 

Oatawlmljll 

Catawba 

2.96 

ChapDellsllll 

Saluda 

.08 

1.27 

Chester 

Broad 

1.60 

2.05 

Clemson  (Jolleife 

Savannah  

^n 

T. 

0.30 

Columbia"* 

Congaree 

T 

T. 

.29 

.31 

.20 

.01 

T. 

30 

.46 

.66 

T 

.01 

T. 

.01 

T. 

.16 

0.94 

Due  West*** 

Savannali 

T. 

T 

0.97 

KdRotield  nil 

Savainiah 

Broad 

.25 

0.75 

Gaston  Shoals  II II 

1.57 
.20 
.45 

.04 

.03 
.85 
.10 
.40 

'.'36 

i.'23 

.65 

".06 
.05 
.37 

1 

.42 

.01 

11 

T. 

1.99 

Greenville     •" 

Saluda 

T. 

.54 
.22 

.35 
.33 
1  98 

.01 

T. 

.02 

T. 

0.78 

Greenwood  l||| 

do 

.20 

1.06 

Heath  Springs  

Wateree 

ijynclies 

Broa<i 

.65 

1.12 

.85 

'.'23 
T. 

.15 
.70 
.36 
.03 
1.14 

.04 
.03 

.29 

.68 
.06 

05 

3.22 

Kershaw  ,||| 

.'i2 

.98 

.... 

.15 

2.43 

Landruni 

3.09 

Laurens 

Sahida 

.40 

0.73 

Liherty 

Savannah  

T. 

T. 

0  40 

Liltle  Mountain 

Saluda 

.79 
1.28 
.04 
.66 
.66 

.77 
.18 
24 

0.94 

Newberry 

Saluda 

.02 
.02 

.01 

2.01 

Pelzerllll 

do 

T. 

T 

0.78 

Saluda 

do 

.16 

.15 

1.00 

Santuck  

Broad 

.08 

.20 

3.31 

Spartanburg  |||| 

do 

.08 

T. 

1.50 

Trenton 

I<:disto 

.12 

.12 

0.42 

Wallialla 

Savannah  

T. 

.15 

.15 

0.60 

Winnsborollll 

Broad  

.26 
.35 

.87 
.55 

.01 

.51 

.07 

.09 
.45 

.74 

T. 

2.60 

VVinthrop  College 

Catawba | 

1.72 

1 

1 

kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  honrs  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  liours.  ***  Itegular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  mi(iiu'ght.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPAKATIVE  DATA  FOR   A.UGtJST. 


Year. 


Temperature. 


1887 
1888 
1889 
1890 
1891 
J892 
1893 
1894 
189.T 
1896 
1897 
1898 
1899 
1900, 
1901, 
1902, 
1903. 
1904. 
1905. 
1906. 
1907. 


77.8 

101 

77.8 

102 

74.4 

97 

77.1 

96 

78.9 

98 

79.5 

96 

77.5 

97 

77.9 

102 

79.4 

101 

80.4 

105 

78.0 

102 

78.7 

99 

81.2 

103 

83.0 

106 

78.6 

97 

78.6 

104 

80.6 

105 

77.6 

102 

77.9 

107 

80.6 

100 

79.4 

101 

Precipitation. 


^  i:  S  ■" 

>  to  ' 
-<j  =5    ■  ' 


6.54 

4.53 
6.37 
4. 25 
8.79 
4.42 
12.45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 
5.69 
6.62 
5.41 


A  veruge  n  n  in  b e  r  of 
days. 


sw. 

se. 


ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 


Year. 


Temperature. 


1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
19-22. 
1923. 
1924. 
1925. 


Period....   78.9 


78.6 
78.8 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.6 
78.5 
80.2 
78.5 
77.7 
78.2 
76.4 
79.3 
80.4 
8C.2 


100 
104 
101 
104 
104 
104 
101 
102 
100 
102 
106 
103 
100 
102 
98 
101 
105 
109 

109 


Precipitation. 


9.11 

4.83 
6.00 
6.03 
3.69 
3.76 
5.88 
7.62 
3.27 
3.23 
4.45 
5.08 
8.08 
4.14 
5.07 
7.44 
2.86 
1.48 


fif  a  c 


Average  number  of 
days. 


"■5  a 
■3^-2 


ne. 

ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

ne. 

sw. 

w. 

ne. 


* 


•iiiNrii'iTiiiimBi 
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K<i!'lfni  Pcilioii. 

•    ,     ,    .„  \  Maximum  . 

Bln<'kville ,  Minimum.. 

*  Maximum  . 

ChHrleston j  Minimum.. 

,,  \  Maximum  . 

CherawsW (Minimum.. 

S  Maximum  . 
'■o'l^vay i  Minimum.. 

.,     ,■      .      .s,s  i  Jlaxiiiuuii  . 

l)a!linKt<)nS\>,'i (Minimum., 


Ferguson  \^s\ 

Kloreuce  I    

Qarnett 

(leorKHtown 

Kingstiee 

Orangeluirg  1.. .. 


Paris  IslanilW. 

St.  (ieorge 

Society  IliDs^sV 
Summerville  . . 
WedgeHelci  .... 
Yfmassce 


)  Maximum  . 
(  Minimum.. 
j  Maximum  . 
(  Minimum. . 
t  Maxinunn  . 
(  Mininuun. . 
S  Maximum  . 
(  Minimum. . 
i  Maxinunn  . 
(  Mininuim. . 
)  Maxinunn  . 

•  (  Minimum. . 

)  Maxinunn  . 

•  (  Minimum.. 
i  Maximum  . 

'  (  Mininmni. . 

\  Maxinunn  . 
'  (  iMininnnn. . 

)  Maxinunn  . 
'  (  Mininuim. . 

)  Maxinunn  . 
-  (  Mininuun. . 

<!  Klaximum  . 
'  (  Minimniu. . 


U'enleiii  fiiilinii. 

\  Maxinunn  . 

Aiken j  Mininuim.. 

\  .Maxinunn  . 

Anderson j  Mininuun.. 

,    „      ,  )  Maximum  . 

Lnesars  Head i  Minimum.. 

„   ,,  „   ,,    ,,  (  Maxinunn  . 

Calhoini  VaUs% (  Minimum.. 

„        .       ,,  S  Maximinr  . 

Camden  M (Minimum.. 

)  Maximum  . 
f^liPstcr !  Mininuun.. 

\  -Maxinunn  . 
<;|pinsou  CollHge  ....  )  Mininuun.. 
_   ,        ^.  )  Maxinunn  . 

Columbia (  Mii,in,nm.. 

i  Maxinunn  . 

I'lie  \^est ■■■•  (  Miuinuuu.. 

„            .,,  i  Maxiuuini  . 

"rpPi'ville I  Mininuun.. 

)  Maximiuu  , 
f.reenwood    (  Minimum.. 

)  Maxinunn  . 

Ileatli  Spruigs (  Minimum., 

„      ,  i  JIaxinunn  , 

Kersliaw j  Mininuun. 

S  Maxinuim 
'-ao'lrnm j  Minimum. 

)  Maximum 
I-aorens /  Minimum. 


I.ilierty 

I.iltlf  Mountain  , 

NpH'lierr.v 

Saluda  

Siiutuok 


Spartautmrg 

Trenton 

Waltialla 

WiunsboroSW 

Wintlirop  (College  . 


j  Maximum  . 
(  Minimnm. . 
S  Maxinuim  . 
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Reference  letter.s  («,  ".  e) .  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ^  represents  two  days  missing  etc 
.W  instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  .lay.  on  winch  it  almost  always  occurs. 
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GBNERAL  SUMMARY. 

Unprecpflonted  hpat,  witli  absolute  inaxiiuujn  tomppratnre 
rocords  of  all  previous  iiioiitlis  broken,  excessively  liigh  (lay 
temperature.s  for  over  three  weeks,  and  monthly  rainfall  less 
than  half  tiie  normal  marked  the  weather  of  Septemlier,  condi- 
tions that  further  intensified  ihe  record-breaking  drought  that 
has  prevailed  with  comparatively  little  relief  since  January. 

All  vegetation  deteriorated  incident  to  drought,  large  num- 
liers  of  forest  trees  died,  forest  fires  became  more  numerous, 
even  in  the  swamp  regions,  many  streams  were  the  lowest  of 
record,  with  hydro-electric  power  correspondingly  reduced,  and 
scarcity  of  water  in  the  interior  resulted  in  consideiable  prema- 
ture marketing  of  stock:  in  fact,  the  whole  countryside  has  as- 
sumed the  ordinary  mid-fall  appearance.  The  cotton  crop  was 
practically  made  by  the  first  week,  and  the  crop  was  all  open 
by  the  la.«t  week,  with  picking  and  ginning  keeping  fairly  close 
pace.  'I'he  corn  and  forage  harvests  were  poor  to  fair  only,  and 
ground  crops  were  generally  poor.  Truck  and  gardens  were 
badly  parched,  native  vegetables  were  very  scarce,  and  pastures 
had  practically  failed.  However,  the  crop  situation  was  gener- 
ally better  in  the  Cf)astal  region  and  in  some  east-central  conn- 
ties.  But  little  plowing  could  be  done  on  account  of  liard,  dry  soil . 


PRE  CIPIl  ATION. 

The  average  for  the  Section,    52  stations  reporting,  \yas 

1.86  inches,  or  "2.14  inches  below  the  normal.     While  rainfall 

occurred  on  many  dates,  the  heaviest  amounts  centered  about 

the  16th  in  the  eastern  counties  and. near  the  24th  in  the  western 

portion.     Precipitation    was  decidedly   below  normal  in  most 

sections,  ranging  downward  from  over  5  inches  in  small  areas 

of  Florence  and  Marion  Counties  and  over  4  inches  in  central 

Fairfield  County  to  less  than  one-half  inch  in  sectionsof  Aiken, 

Anderson,  and  Kershaw  Counties.     The  greatest  local  monthly 

!  amount   was  o..5o   inches  at  iNIars   Bluff;    least   local  monthly 

j  amount,  0.24  inch  at  Aiken.     The  greatest  24-hour  rainfall  was 

'  2. SO  inches  at  Mars  Bluff  on  the  15-16th.    The  average  number 

i  of  rainy  days  was  29%  below  normal. 

I  Killed  by  Lightmng. — Near   Hopkins,  .")  p.  m..    7th,   John 

[Edmunds,    negro.      At    Inman,    afternoon,    9th.    Mrs.    E.    K. 
Ten  ni  son. 

:  Damage  by  Lightning,   Raiv,    Hail,   and  M'itid. — On  iTUh, 

iHorrell  Hill  School  damaged  by  lightning  about  4  p.m.;  loss, 
about  $o()0.  loth,  in  Columbia,  about  4  p.  m..  garage  on  Park 
j  Street  fired  by  lightning  and  damaged  about  $100.  loth,  heavy 
I  hail  near  Clheraw  damaged  unpicked  cotton  about  $10,000;  the 
I  path  of  the  storm  was  one-half  mile  wide  and  several  miles  long; 
I  some  of  the  hailstones  were  of  the  size  of  large  marbles.  16th, 
i  severe  hailstorm  in  the  region  about  Lake  Swamp  and  F^henezer, 
I  in  evening;  damage  unknown,  but  probably  iif1  (»,000  or  more. 
I  28(1,  severe  thunderstorm  at  Due  West  damaged  buildings, 
cotton  and  telephone  poles  about  §1.000  in  a  path  one-half  mile 
■  wide  and  three-fourths  mile  long. 


PRESSURE. 

'I'be  m<nui  sea-level  |)ressure.  determined  frou!  rejiorts  of  9 
rcgidar  Wealiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  02  inches.  'l"he  highest  pressure  was  30. 4B  inchesat 
Charlotte,  N.  C,  on  the  27th.  and  in  the  Section  proper.  30.42 
inches  at  Due  ^^'est  on  the  same  date;  the  lowest  pressure  was 
29.72  inches  at  Wilmington,  N.  C,  on  the  4th,  and  in  the  Sec- 
tion proper,  29.73  inches  at  Columbia  on  the  same  date. 


TEMPER  ATUBE. 

'I'be  montiily  mean  i'ov  the  Section,  determined  fiom  re- 
ports of  41  stations,  was  SI. 7^.  or  7.3°  aliove  the  normal,  and 
the  highest  Septemlier  mean  temperature  of  record.  The  highest 
temperature  was  111°  at  Blackville  on  the  4th  and  at  Calhoun 
Falls  on  the  Sth,  one  degree  higher  than  the  previous  .Section 
absolute  maximum  temperature  at  (Miester  on  July  IS,  18S7; 
in  fact,  temperatures  of  90°  or  above  occurn^d  throughout  prac- 
tically the  entire  Section  from  the  1st  tothe22d,  inclusive,  and 
in  most  sections  even  the  July  and  Angu-t  absolute  maximum 
temperature  records  were  liroken.  Temperatures  ranged  o°  to 
!6°  daily  above  the  normal,  except  relatively  cool  periods  about 
the  1st  and  about  the  2fith  and  27th.  The  lowest  temperature 
was  .5o°  at  Liberty  on  the  1st  and  2d. 


I  WIND. 

j  'fhe    prevailing    wind    was   from    the  south.      The    average 

I  hourly  velocity,     determined    fi-oni  9  anemometer  records,  was 
i6.3  milesj-^^'he  highest  average  was  9.7   miles  ])er  hour  at   Sa- 
I  vannah,  (W.,''J\M4y  ^iie  Section  proper,  9.0  miles  per  hour  at 
I  Charleston;   the  lowei^(  rf^Kfrage  was  3.7  miles  per  hour  at  Char- 
lotte, N.J^0[5»nd"''i   t^ie  Section   proper,  5.4  miles  per  hour  at 
Greenville!'    T14  lf,0est  velocity   for  any  5-minute  period  was 
48  J^)»^<?r  hour  frr^m  the  northwest  at   Augusta,    Ga.,  on  the 
i7th.  anc^^^lf>tlil^  Section   proper.   38  mih^s  per  hour  from   the 
southwest  at  Due ''^k*!  on  the  23d. 

i  SUNSHINE  AND  CLOUDINESS 
;  The  average  monthly  simshine.  determined  from  9  auto- 
matic iveords.  wa«  258',8  hours,  or  70%  of  the_  possible 
lamomit.  The  average  number  of  clear  days  was  17;  partly 
icloudy.  9,  and  cloudy.  4,  as  against  norn^als  of  15,  9.  and  6 
I  days,  respectively.  


HUMIDITT. 


The  mean  relative  humidity.  determin(Ml  from  reports  of  9 
rf^gular  \\'eather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  as  follows:  8  a.m..  81  %  :  noon,  53%  ;  8  p.  m.,  68%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  interior. 
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Climatolog'ical  Data  for  September,   1925. 
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42 
34 

37 

Maner  \i.  liobert. 

(ifoigetovvii 

Kiiig-itrce 

.MarsBluflf 

(ieoigetou  11 

Williamsburg 

80.8 
82.3 

+4.9 

+8.0 

A.  I'.  Hazard. 
Mrs.  Ellen  Scott. 

T.L.Shaw. 

Oiangebuig 

Heaufort        . .   . . 

83.0 



106 

4 

60 

1 

37 

12 

13 

0 

se. 

IJ.S.  Fisheries  Station. 

I*flri»i  islEiiiil 

I'iiiopolis  

Bpi  Ueley 

80.2 

+0  3 

96 

4 

67 

tl8 

2. 23 
1.92 

3.08 
2.64 
3.  06 
l.,59 
1.34 

2.04 

0.24 
0.85 
1.39 
2.00 
0.62 
1.41 

1.26 
1.42 
3.71 
1.00 
1.90 

2.26 
2.  62 
1.15 
2.  35 

1.58 

0.80 
0.43 
2.  69 
2. 80 
0.93 

2.79 
2.49 
0.48 
1.46 

2.  68 

1.12 

3.  20 
1.00 
4.30 
0.71 

1.73 

1.86 

-2.35 
-1.S9 

-0.81 
-1.34 

-1.28 
-1.88 
-2.  70 

-1.07 

-3.14 
-2.14 
-1.41 

'—3.^28' 
-2.25 

-2.17 
-1.72 

'-2.' 96' 
-1.55 

-0.60 
-0.10 
-2.  02 
—  1.44 

-2.08 

-2. 19 
"-i.'97' 

'-3.' 08' 

—0. 05 
-0.  38 
-2.  96 
-1.62 
-0.58 

-2.16 
+0. 02 
-4.07 
+  0.96 
-2.  31 

-1.15 

-2. 14 

0.80 
0.52 

1.45 
1.69 
1.67 
0.70 
O.Sl 

2.  80 

0.17 
0.25 
0.  66 
2.00 
0.  62 
1.07 

0.-33 
1.05 
2.61 
0.3S 
0.08 

1.22 
5.90 
0.40 
1.62 
1.03 

0.45 
0.21 
1.48 
2.19 
0.  34 

1.49 
1.67 
0.14 
0.78 
1.73 

0.52 
1.10 

0.57 
1.60 
0.38 

2.61 

2.80 

6 

0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 

6 
6 

4 

5 

2 

\ 

5 
4 

5 
5 

5 
6 
6 
7 
3 

6 
4 
6 

8 
5 

5 
8 
5 
5 
5 

3 

6 

7 
5 

5 
5 

13 

12 

5 

Svf . 

Miss  IC.  ]'.  Kavenel. 
Boykin  K.  Cantcy. 

Doiehester 

Darlington 

J)orchpster 

Slimier 

8.3.3 
"81.2 
•82.  9 
82.8 
82.8 

82.4 

85.0 
82.6 

+8.4 
+8.1 
+8.2 
+8.9 
+  7.5 

+8.0 

+  10.8 
+S.9 

106 

=  110 

•106 

108 

107 

111 

106 
105 

4 
4 
4 
4 
4 

4 

4 

8 

59 
57 
•57 
63 
50 

56 

67 
64 

1 
30 

1 
1 
1 

1 

1 
27 

34 
M2 
•38 
35 
39 

42 

34 
35 

21 
11 
29 

18 

16 

25 
24 

'ifl' 

16 
25 

23 
8 
17 

1 
1 

10 

4 

0 

'io' 
10 
5 

0 
1 
2 
0 
11 

4 

1 

6 

'4 

4 
0 

s. 
sw. 

iV. 

se. 
sw. 

e. 
w. 

w. 

s. 

R.  L.  rtsey. 

tfocielv  Hill 

F.D.  Fields,  ,7r. 

Simimerville 

D.  1'.  Dehon. 

WeflgefifUl 

W   Hampton  Ramsey. 

YtMuasseH 

Hampton  

W.  (;.  Unison. 

Weslerii  rniliiin. 

Ail<t»M 

AiuleisoM  

Aiken  

Anderson  

Fairfield 

Greenville 

Abbeville 

Kershaw 

York 

527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 

711 

63 
32 
20 
1 
26 
75 

19 
20 
3 
33 
39 

11 
11 
22 
41 
41 

23 
9 

10 

25 

32 
21 
21 
23 
32 

48 
32 
25 
31 
25 

Frank  H.  Mc(;oy. 
H.  11.  Russell. 

Hliiil'>< 

F^sther  B.  Oweno. 

Ca'sars  Heart  ft 

7,3.4 

82.8 
83.2 

'+9.4' 

95 
111 
106 

5 

8 
5 

57 
62 
60 

26 
t  1 
30 

33 
43 
37 

CiBsar's  Head— P.  Mtn.  Co. 
I,.  M.  I'aikpr. 

raiiideii 

Henry  A.  Brown, 
.lames  C.  Faris. 

Newberry 

Chester 

Oconee 

Uiehland 

George  V.  Clamp. 

I'liostertt 

rleinsDu  ('(illesH 

Columbia 

81.2 
80.8 
82.6 

81.8 

'  +  8.' 6' 

+8.1 

+8.4 

105 
104 
106 

105 

t  4 

tt 

4 

8 

61 
60 
65 

63 

t  1 
1 
1 

27 

41 
40 
30 

32 

8 
17 
9 

16 

6 
10 
17 

9 

16 
3 
4 

5 

ne. 

.iw. 
s. 

ne. 

.I.e.  Cornwell. 

I'rof.  1''.  II.  ll.Ciilbonn. 

I!    S.  Weather  Biirpaii. 

Diip  WVst 

Abl)eville 

Fdgptield  . 

tl.S.W  B.  Aerologiral  Sta 

I'MgHliclil 

D.  W.  Sharpe. 

fiastou  Slioals  11 

680 
1039 
671 

568 
500 
1063 
589 
900 

711 

502 
850 
536 
512 

875 
620 
1061 
515 
690 

"so."  4' 

80.8 

80.6 
82.2 
80.3 
82.4 
78.4 

80.7 
82.8 

'+9.'s' 
+  6.7 

+7.5 

'+8.' 4' 

'+5.' 9 

+6.0 
+8.6 

"166' 
102 

106 

105 
104 
107 
103 

105 
107 

7 
t5 

4 
4 

4 
3 

4 

4 

'"64 
63 

60 
61 
61 
62 
55 

63 
64 

"'27' 
27 

t23 

30 

28 

1 

t  1 

t  1 
tl8 

"29 
33 

35 
.35 
39 

40 
48 

35 

38 

'ic' 
21 

17 
20 
22 
12 

0 

6 
I 
7 
17 

9 

9 

1 
1 

n. 
w. 

vV. 

e. 

s. 
sw. 

S.  C.  l.t..  Power  .V  Ry.  Co. 

Hrpt'iivillf 

'■Jreeinvood 

Heath  .Springs 

Kershaw 

Greenville 

Greenwood 

I.anraster 

li.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 
John  VV.  JIamel. 

I-andrnni 

I.aurens 

Spartanburg 

Laurens  

I'ickens 

R.  Hartwell  Wilds,  D.I)  S. 
L.G.  RolY. 
0.  F.  Boggs. 

Little  Mountain 

Ni'M  hen  5 

F'elzer 

Newberry 

Newberry 

20 
15 

i4 

14 

'12' 
20 
15 

8 

17 
17 

8 
12 

'i4 
12 

'i6' 
7 

10 
18 

9 

9 

2 
3 

"2 
4 

"2 
3 
5 
4 

4 

4 

s. 
ne. 

n. 
e. 

sw. 
ne. 
ne. 

s. 

s. 

s. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshiia  Y.  .lones. 

."^alnda 

8.3.2 
80.6 

79.3 

83.4 
'79.8 
»79.9 

81.4 

81.2 
81.7 

+9.1 

+7.4 

+7.3 
+8.4 
+  9.0 
+  6.7 
+  8.8 

+8.0 

+  7.3 

107 
110 

105 
109 
'108 
•106 
106 

111 

111 

4 
4 

t8 
4 
7 
4 

4 

t4 

61 

60 

58 
64 
'57 
•63 
60 

55 

55 

1 
t  1 

1 

t2 

1 

29 

,30 

t  1 

t  1 

40 

4c 

41 
39 
'43 
"34 

37 

48 
48 

W.  S.  Crout. 

SaiitiicU 

llinon 

K.  W.  Jeter. 

Spartanbiiig 

Spartanburg 

Kdgelield 

F.  P.  Robinson. 

Trenton 

Mrs.S.  E.  Long. 

Walhalla 

H.W.  Brandt. 

Wiiiiisboro 

Fairlield 

York  

Rev.  Oliver  Johnson. 

Wiiithrop  College  tt... 
l>ivisioM  niean.^  and 

W.  T.  Clawson. 

Sertion  means  and 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  («.  *>,  c),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  it  Received  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  of  the  dry  bulb :  means  are  coin- 
pnted  from  observed  readings.  ttPost-otfice  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals.  Blacksbnrg:  of  Wintliiop  College.  Hock  Hi  II;  of  Ferguson,  Eutawville; 
of  Ca?sar's  Head,  Greenville.         T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


EBBATA. 

August,  1925.  -Due  West,  Mean  temperature,  page  30,  should  be  79.5. 


September,  1925 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 
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Daily  Precipitation  for  September,   1926. 

Drainage- 
basins. 

Day  of  month. 

stations. 

! 

2 

3 

4 

5 

6 

8 

9      10 

n 

12     13 

14 

15 

16      17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31 

2 

niackvillellll 

Cliarlesroii  '** 

Choraw  III! 

Efli-to 

Coast 

Pee  I  )ee      .... 

.... 

• 

.... 

.  40 

.10 

.25 

.18 
69 

.05 

'.'oi 

.'67 

't.' 

'.'69 

.05 
.47 

.10.... 

.40|.... 

• 
0.95 

'.'09 
.11 

T 

.21 

.21) 
.25 

.33 

T. 

13 

T. 

.72 

1.94 
1.12 

Conway  i!!l 

DarliuKtoii  III!      

Waccaniaw  .. . 

?4 

.30 
1  75 

1.60 

.07 

1.14 

1.13 

.52 
T. 

1.02 

.05 

2.22 

Efliiigliam  III 

T. 
'.'i7 

T. 

.25 

2. '28 

T. 

.U|  .47 
.14    .33 

.52 

T. 

1.42 

Florence  1  III 

.27 
.40 

T. 

2.05 

Florence  2  III! 

do 

1 

■V 

.63 
.51 

T 

.20 

2.80 

.02 

'.'•26 

4? 

2.16 

(.Janiett 

1 

T. 

T. 

17 

1   30 

.01 

.01 

.01 

.01 

2.02 

(!oa«t 

T. 

T. 

.... 

.60.... 
.90  .... 

T. 

0.  60 

Ulack  . . 

.62 

.... 

.16 

1.88 

Mars  Kluff 

Pee  Oee 

.20 
.29 

1.50 

1.05 
T 

5.55 

OrangelMirg 

Paris  [slan<l 

I'inopolis  

Kiniini  llll 

Edisto 

Coast  

(;ooper 

T. 

.74 

.15 
.90 

'.'52 

T. 

.'20,  .12 

.01 

.23 

■.'65 

T. 

":86 
.10 

.30 

T. 

52 

T. 

.09 

1.77 

.20 

.... 

.20 
T. 

'.'io 

'.'i2 

'.'so 

':i5 

■  '2.' '23 
1.92 

."t.  Oeorge 

Sdciotv  Hill  llll 

Edisto 

.35 

•?o 

.... 

■.'60 

1.45 

.03 

.15 

. . . . 

3.08 

Pee  Dee 

Ashley 

Wateree 

Asiiepoo 

.90 

'.'20 

1   69 

'.'•23 

2.64 

Snnnnerville 

131 

08 

.05 

1.67 

.10 

... 

3. 06 

........ 

■■■■]■■■■ 

.37 

'.'67 

T.' 

.17 

.70 

1.59 

Yeniasseellll 

....!..., 

.81 

'.'ig;::. 

.28 

1.34 

WeslfiH  I'oiliim. 

Aiken 

AnilersoM 

Blairsllll 

Kdisto 

.07 

0.24 

Savaiiiiali 

Uroad 

Sahida 

.05 

.18 

1 

08 

.191.. 

.25 

.05 

.05 



0.85 

.21 

.02 

.11 

OS 

.66 

.31!:: : 

1 

....|.... 

1.39 

Cvsar's  Head 

Calhoun  Falls  |||| 

CauKlen  ||j|. 

■'  00 

2.00 

SiL\'ainia'li 

T. 

T. 

""!'t. 

.62 

....  1  ...  . 

.  .  .  . 

0.62 

Wateree 

Otauha 

Siihida  

.15 

.12!. 

1.07 
33 

06 

.16 
.15 

1.0.=; 



1.41 

CatawliH  llll 

nuippellsllll 

Chester 

.33 

30 

. 

!       1 

1.-26 

oq 

03 

.05 

':io 

.03 
.34 

1.22 

.05 

...  j... 

1.42 

Broad  

T 

.20 

T. 

T 

.40 

k(\ 

2.61 
'.'61 

W 

.  65    .  - . 

1 

3.71 

1.00 
1.90 

2.  ■}<■> 
2.  62 
1.15 

Columbia"*  

Dne  West*** 

.Savainiali 

Coiigaree  . 



f  ■ 

'1. 

.... 

f.' 

T. 



'.'is 

T. 

f.' 

'.'68 

't'.' 

.... 
.... 

'."64 

T 

'.'63 
.05 

.23 

.02 

T. 

T. 

.16 
T 

.... 

.38;.... 

■Savanna  li 

Sa.va.ntiaii  .... 

Broad 

.Saluda 

do 

T. 

'.'6i 

.02 

.'io 

T. 

.89 
.90 

.08 

— 

T 

FdKeliel.l  llll 

(iastoii  Shoals  llll 

«reenville     •" 

Greenwood  Ijlj 

.45 

.30 
.17 
T. 

.07 

.21     ... 

.21 

'f. 
1  03 

.06 
.27 
.53 



.40 

....  1  f. 

.on 

.03 

T 

T. 

.09 

1.62 
.02 

.17 

'.'67 
.01 
.03 

.05 

.07 

.12 

T 

.09 

.30 

".'lis 
1  39 

..30 

....      2.35 

....1     1.58 

Heath  Sprintrs 

K.'rshaw  .||| 

1 
Wateree             )        1 

.04 

.02 

10 

.21  .... 

'.'oti 

.02 
.03 

.45 

.... 

'.'28 
.01 

'.'io 

0.80 
0.43 
2.69 

2.80 
0.  93 

l.yiu'lies 1 

.13 

.72 

2.19 

.23 

1.49 
1.67 
.14 

.78 
1.73 

.06 
.02 

".m 

.07 

i.'48!'.'66 

I.an.lruni 

Broad 

(.aureus 

l.iherty 

Saluda 

r  ■  ■ 

.27 

.20 

T. 

.40 
T.' 

.01 

.... 

.04 
34 

.... 

.12 



.12 

.2V"" 

[,ittle  Mounlnin 

Newlterrv  . 

Pelzerllli; '..'.'.'.'..'. 

Saluda  

"."ii 

2.79 

Salncla 

"ns 

.20 

.03 

.25 

T. 

T. 

2.  49 

do i,... 

:::.::::!':'■ 

.121 

0.48 

Salu<la 

do 1 

T. 

T. 
T. 

01 

17 

25i  .05 

1.40 

Saiiluck 

^Spartanhurp  |||| 

Broad 

do 

.:...... 

'M... 

T. 

■10 

T. 

.... 

T. 

.52 
■■57 

.071 

2.  68 

1 
..    J.... 

.30 
'.05 

1.12 

Trenton 

Kilisto 

1.02 

.80:1.10 

.08 

.... 

.12 

.08 

3.20 

Wallialla 

Savannah  

Broad  

m 

.02 

.18j.... 

1.00 

VViunshorollll 

1 

.... 

) 

.... 

1.60 

,, 

.731  T. 

'.'36::" 



.•22 
.05 

4.30 

VVinthropCollege 

Catawha 

■■■'i 

.08 

..... 

1 

'T 

.. 

1 

38 

0.71 

■■•1  

'"l"" 

"■■'■■■' 

■■■■y-y-y- 

■■■■'         i""'"" 

' 

Except  SIS  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
oliservatioii.  ||||  I'recipifiition  measured  in  the  morning:  amount  then  recorded  is  for  the  i>receding '24  hours.  ***  Hegnlar  Weatlier  Bureau  station;  precipitation  is  for  the 
24honr  perio<l,  midnight  to  midnight.    *  Preciiiitation  included  in  the  next  I'ollouing  niensuremeut.    tSeparate  dates  of  falls  not  re<'orded.    'I'.  Trace,  or  less  than  0  "1   iiwh. 

COMPAKATIVE  DATA  FOR  SEPTEMBER. 


Year. 


Temperature. 

jj 

p: 

2^ 

^ 

<% 

a 

•A 

Precipitation. 


1887 

72.2 

1888 

09.6 

1889 

72. 1 

18<<0 

72.9 

1891 

74.3 

1892 

189:1. 

72.5 

74  7 

1894 

75.0 

1895 

76  9 

1896 

75.0 

1897.. 

ISOS 

73. 3 
76.0 

1S99 

7-2.8 

19nft 

77.1 

19')l 

73. 1 

I9iy 

72. 1 

1903 

72.7 

1904 

75.8 

190.i 

1906 

76.2 
78.0 

1907 

76.0 

101 

93 

98 

98 

92 

93 

98 

100 

106 

105 

100 

9fi 

102 

100 

98 

98 

100 

101 

98 

98 

99 


1.12 

9.86 
3.34 

7.84 


Average  u  u  m  her  of 
days. 


r-cc 


2. 60 
6.41 
4.42 
6. 51 
1.20 
2.  94 
•2.91 
4.  06 
2.  .55 
2.83 
4.66 
.3.74 
.3.62 
2.46 
1.91 
4.85 
5.91 


e. 
ne.' 


Year. 


Temperature. 


Preeii)itation. 


.\verage  11  n  m  be  r  of 
days. 


a  fe  c  c 


1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 
19'20. 
19'21. 
1922. 
192.3. 
1924. 
1925. 


Period . 


72.4 
7-2.0 

75.8 
78.9 


71.7 
71.3 
75.9 
7-2.2 
71.2 
69.8 
74.1 
7.5.5 
80.0 
75.2 
75.5 
70.5 
81.7 

74.4 


94 

98 

103 

100 

109 

99 

101 

102 

99 

98 

96 

99 

100 

104 

100 

99 

100 

111 
111 


•2.86 
3.74 
3.10 
3.33 
5.91 
4.66 
3. 63 
2.38 
2.56 
5.75 
3.87 
0.97 
5.42 
3.42 
1.15 
2.67 
1'2.7I 
1.86 

4.00 


15 
13 
15 
13 
10 
14 
14 
16 
17 
12 
18 
22 
16 
19 
18 
16 
12 
17 

15 


ne. 
ne. 
ne. 


ne. 
ne.| 


ne. 
ne. 
ne. 


*.Vlso  e.  and  s. 


ii'iiTiiriTliillilTilltf 


•M\ 


CLIMATOLOGICAI.   DATA:    SOUTH   CAROUNA  SECTION 


September,  1925 


Daily  Temperatures  for  September,   1925. 


Stations. 


Blackvillp 

riiHTlPston 

Cheravv'S'sS  

(;oiiw»y 

|)HrliiiKtf)ii\\>> 

Kfr^rnsoii  \'a> 

KlolelM'K  1    

nurnctt 
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GENERAL.  SUMMARY. 

Temperatures  averaged  somewhat  above  normal,  on  the 
whole,  but  the  month  was  one  of  rather  rapid  thermal  changes, 
with  marked  plus  and  minus  daily  temperatures  at  intervals. 
Precipitation  was  somewhat  below  normal,  but  the  prolonged 
drought  was  not  effectively  broken  until  after  the  23d. 

The  prolonged  drought  was  attended  by  further  deteriora- 
tion of  all  vegetation  until  the  drenching  rains  about  the  25th 
in  the  Piedmont  and  about  the  28th  in  the  lower  coast  coun- 
ties, with  lighter  showers  elsewhere  'I'he  much  needed  mois- 
ture materially  improved  winter  cereal  gerniination,  and  further 
plowing  and  planting  were  greatly  facilitated.  Cotton  was  prac- 
tically all  picked  by  the  middle  of  the  month,  and  housing  late 
crops  proceeded.  The  killing  fro.^^ts  of  the  lUh  up-State  were 
not  damaging,  as  all  crops  were  matured.  Late  gardens  and 
truck  showed  general  improvement  at  the  close  of  the  month, 
and  sirup  making  was  in  progress. 


PRESSURE. 

I  The  mean  sea-level  pressure,  determined  frous  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  03  inches.  The  highest  pressure  was  30.46  inches  at 
Columbia  on  the  llth:  the  lowest  pressure  was  29.48  inches  at 
Asheville,  N.  C,  on  the  25th.  and  in  the  Section  proper.  29.58 
inches  at  Greenville  on  the  same  date. 


24-hour  amount  at  any  station  was  3.00  inches  at  Greenville  on 
the  24-25th.  The  average  number  of  rainy  days  60%  above 
normal. 

Severe  thunderstorms  and  destructive  winds  occurred  in 
sections  of  Abbeville,  Anderson,  Greenville,  Laurens,  and  Spar- 
tanburg Counties  between  5:40  and  about  7:30  a.  m.  on  the 
25th.  The  path  ranged  from  300  yards  to  4  or  5  miles  in  width 
and  was  about  50  miles  iH"}e^vg.th>.  W..hile  tornadic  conditions 
were  apparent  at  Starr,  in  southern 'Anderson  County,  only 
straight  winds  were  r,mv;ted,v  but  a  funnel  cloud  was  observed 
at  O wings,  in  northerft^Laffi-fe  County.  Small  hail  was  re- 
ported at  Princeton,  Woodniff,  Owings,  and  Laurens.  Five 
persons  were  injuP^d'-^WpratjStfi^T,.  two  at  Owings,  and  one  at 
Gray  Court.  Approximate  damage 'by  fhe  storms,  $109,300,  the 
greatest  amounts  being  in  northern  Abbeville,  southern  Ander- 
son, and  northern  Laurens  Counties. 


TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  63.9°,  or  0.4°  above  the  normal.  The 
highest  temperature  was  98°  at  Georgetown  on  the  5th.  The 
warm  periods  were  from  the  1st  to  9th,  13th  to  18th,  and  on 
the  24th  and  25th.  The  lowest  temperature  was  26°  at  Caesar's 
Head  on  the  29th  and  30th.  The  cool  periods  were  from  the 
10th  to  12th,  19th  to  23d,  and  26th  to  31st,  inclusive.  Heavy 
to  killing  frosts  were  quite  general  in  the  interior  on  the  1 1th, 
20th,  21st,  and  29th.       

HUMIDITT. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  80%  :  noon.  59%  :  8  p.  m.,  69%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  north-central  interior. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.2  niiles.  Tlie  highest  average  velocity  was  11.1  miles  per  hour 
at  Charleston  ;  the  lowest  average  was  4.8  miles  per  hour  at  Char- 
lotte, N.C.,  and  in  the  Section  proper.  7.0  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  was 
48  miles  per  hour  from  the  west  at  Due  West  on  the  25th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthlv  sunshine,  determined  from  9  auto- 
matic records,  wa-  212'.9  hours,  or  58%  of  the^  possible 
amount.  'J'he  average  number  of  clear  days  was  15;  partly 
cloudy,  7.  and  cloudy.  9,  as  against  norn;als  of  18,  6.  and  i 
days,  respectively. 

RIVER  CONDITIONS. 

On  account  of  prolonged  drought,  the  rivers  of  the  Section 
continued  unusually  low  until  the  showers  about  tne  2.5th, 
which  materially  relieved  the  hydro-electric  power  situation. 
The  Congaree  River  at  Columbia  was  below  zero  of  the  gage 
until  the  26th,  and  the  Pee  Dee  River  at  Cheraw  was  below 
zero  of  the  gage  until  the  27th. 

MISCELLANEOUS    PHENOMENA  (dates!. 

Front,  killing  or  freezing  iemperatvre- — llth,  11  stations; 
20th,  2;  21st,  2-  29th.  2. 

Sleet. — Land  rum.  30.^ 

Halo.9— Lunar:  Charleston,  2:  Columbia,  1,  4:  Due  West, 
29-  Greenville,  25,  29;  Laurens,  1 ;  Santuck,  28,  29  ;  Walhalla, 
1.   Solar:  Columbia,  15;  Due  West,  5,  12,  15,  16;  Greenville,  29. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
2.93  inches,  or  0.06  inch  below  the  normal.  The  rainfall  was 
generally  light  until  the  21th,  when  copious  to  heavy  rains  fell 
in  most  sections;  the  amounts  were  badly  distributed,  as  a 
whole,  ranging  from  over  6  inches  in  the  upper  Piedmont,  the 
lower  coastal  plain,  and  the  lower  Savannah  drainage  basin  to 
less  than  2  inches  in  a  considerable  area  of  the  central  counties 
and  the  upper  coastal  plain,  and  to  less  than  1  inch  in  sections 
of  Sumter  and  Florence  Counties.  The  greatest  local  monthly 
amount  at  any  station  was  6.35  inches  at  Caesar's  Head;  least 
local  monthly  amount,  0.70  inch  at  Wedgefield.     The  greatest 
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-0.5S 
+0.07 
-0.06 

0.87 

3.00 

1  3.00 

0 
0 
0 

8 
9 
8 

9 
15 
15 

10 
0 

6 

10 
9 

1  ne. 

1  ne. 

ne. 

W  .  T.  Claw  sou. 

.'Section   means   and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  yea  rs  of  record,  but  all  complete  reports  are  u.sed  in 
determining  section  or  division  means.      Reference  letters  (».  b,  =),  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ''  represents  l\vo  days  mi.ssing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  of  the  dr.v  bulb:  means  are  cnm- 
piiteil  from  observed  reailings.  ttl'ost-oliice  addresses  of  these  stations  vire  as  follows-  Of  Gaston  Shoals.  Blacksbiirg;  of  Winthrop  College.  Rock  Hill;  of  Ferguson,  l^utaw  vine; 
of  Ciesar's  Head,  Greenville.         'I'    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


EKRATA. 

August,  1925.-Chester,  mean  temperature,  page  30.  should  be  79.4.    Landrum,  miuiraura  temperature,  date,  page  30,  should  be  23d.    Walhalla,  minimum  temperature, 
page  30,  should  be  50  oa  2d. 

September,  1925.— Greenville,  percentage  of  possible  sunshine,  Miscellaneous  Data,  page  33,  should  be  72. 
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DATA : 
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CAROLINA  SECTION 
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Daily  Precipitation  for  October,    19S5. 

.'Stations. 

Drainage- 
basins. 

Day  of  month. 

1 

2 

S 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27      28 

29 

30 

31 

c3 
0 

Kii.'<''eiii  Portian. 

Biackvillellll 

Cliarli.stoii  *•* 

Ohorawllli  

Comva.v  l!l| 

Oaiiiiis?loii  illl 

Kdisto 

Coast 

Pee  ])ee 

Wacraiiiaw  .. . 
Pee  Dee 

'.'6?  '.'6i 

•  ■•!  — 
. . .  .1  — 

1.35 
T. 
T. 

.01) 
.08 

T. 

.42 

T.' 

.01 

'.'oil 

.55 

.12 
1.45 

:::: 

.'64 
.12 

.11 

'.'87 

.48 
'.'C5 

'.■36 

T 

'.'63 

'.'si 
'.■56 

i!.M 

. . . . 

.'ii 

.70 

.30 
.04 

■.'3fi 
i.'f,9 

'.'oi 

T. 

.06 

.... 

'.'ii 

'.'80 

'.'19 

'.'40 
'.'S5 

.15 
't" 

.02 
■f.' 

.... 

.60 

'.'oh 

'.'39 
.56 

.70 

'.'62 
'.'37 

'.'is 

.52 

'.'63 
.16 
.90 

■  .20 

.10 
1.02 

'f.' 
.10 

.'si 

.15 

.04 



.15 
.20 



.36 

T. 

.22 

.06 

.18 

.13 
.12 

'.'63 

T. 

.05 

'.'23 
.20 

't'.' 
.12 
.15 
.20 

43 

'.'02 
.78 
.11 

.08 

'[44 
.29 

.22 
.10 

'.'69 

'.'22 

.28 
.30 

'.'52 
.05 
T, 

.34 

.68 

T. 

.21 

.10 

.18 

.19 
.43 

'.'06 

T. 

.24 

'.'6i 
'.'is 

.70 
.07 
.25 
.05 

'.'25 

.15 
.34 

T 

i.'87 

i.'ii 

't'.' 

'.'06 

't.' 

'.'is 

't.' 

'.'62 
T, 

'f.' 

't.' 

3.95 
3.08 
1.93 
2.  76 
0.89 

Kllinsrliani  Illl 

F(M-ariisoii  ||!i 

Floivrice  IIHI 

Florence  2  Illl 

fiiinu'tt 

r.'oovcretouii 

Kinrrsln'ollll 

M.ars  Hhilf 

Oransi'iiurp 

Palis  Island 

Pin(>pt)lls   

(tinnni  l|l| 

Lyiiflies 

Sanlee 

I'ee  Dee 

do 

.Savannah 

Coast 

niacl; 

Pee  Dee 

I'jiisto 

Coast  

CooiK'r 

Sanlpo 

'.'65 
'.'89 

'.'io 

T 
.03 

'.'65 

i.'oo 

.22 

.52 

2."  42 

.82 
.80 
.22 
.64 

'-'40 

.54 
1.15 

i.'so 

.... 

0.75 
3  40 

"i.'si 

5.03 

2.12 
1.6fi 
1.02 
4.80 

"2.' 80 

2.49 

St.  (JcorgH 

Kdisto 

I'fO  Dee 

'.'65 

'.'i7 

'f)5 

T. 

'.'io 

.05 
.05 

'.'62 

3.57 

SociMly  Hill  Illl 

2.56 

J^uninicrvMlK 

Ashley 

Waleree 

.15 

.12 

.'40 

4.26 

'W-dsoCield 

0.70 

V.M,.a.ssc..|||| 

A.shepoo 

Kdislo 

T. 

.i'il... 

.23 

•2.17 
.08 
.05 

.'10 
.05 

.25 

'.'ao 

.37 
.02 

T. 

'.'on 
.11 

.36 

57 

37 

.08 
.14 

.10 

.'(ifi 

.23 

'.'65 
"03 

.41 

2.  52 

.10 

4.06 

AiltMM 

1.1! 

.25 

.  2S 
.70 
•'0 



5.07 

AfidiMxni 

Sa.vannah  .... 

liroad 

Saluda  

Sava  nnali  . . . 

.45 

.05 

.09 

'.'or, 

30 

'.'io 

.29 
.12 
.20 

.98 
.41 
1.20 
.85 
.21 

.40 

.2n 

1.05 

2.00 

.38 

MS 
.45 
.47 

2.09 
.  62 

00 

1.19 

12 

.02 

3.18 

Bl-iirsllll 

.0:! 
.45 
.20 

.08 

08 

04 

2.02 

Ca'sar's  Head 

(■:ilh(.Mn  Kails  III! 

1.50 

1.25 
.11 

.29 

I..38 
.20 
.30 

.98 
.80 
.30 
2.30 
.15 

.51 

i.90 

'.'38 

.04 
.07 

T" 

T. 
.55 

0'^ 

'!62 
.03 

:::; 

6.35 
3.  23 

'■iM.KU-n  nil 

Wateree 

2.27 

i-Mtawhallll 

'•iiaiMH'llsllll 

ClU'StlT 

Cala.wiia  

Saluda 

Hroad  

Sa\annah 

(.'onsaiee 

Sa \'a!inah  .... 

'.'in 
.Ifi 
.47 

.0^ 

.,1(1 

.05 

'.'io 

.Of! 
.10 

".m 

'.'io 

'.'2.3 
T. 

'.'08 
.02 

T 

.05 

.... 

.12 
.03 

.01 
'.'i2 
".'69 

2.22 
1.48 
3. 23 

('leinson  Oolh'^t* 

.nsL.- 

.03 
.07 

.oi; 
.'6i 

.50 
T. 

.fif. 
.55 
.20 
.31 
.07 

.12 

i.'72 
.41 
.40 

'.'io 

.04 
.12 
.07 

'.'.52 
1.02 

'.'62 

't.' 

.01 

T. 

5.84 

Coluuibia  *'*  

T. 

.12 

.  5() 


.01 
'.'20 

1.14 

Due  We.st*** 

T. 

3.51 

KditiMi..],!  Illl 

':a>t(niSli<>i,lsl|I| 

Sa.\  a  unii.h  .... 
Hroad 

.80 
.25 



2.35 
3.22 

MviMnillH      *•• 

Saluda 

do 

.17 

'.'42 

.08 

.01 
.fw 

'.'(ia 
.09 

.09 

.16 

.05 

.16 
T 

.02 
.20 

'.'io 

.02 

.02 

.16 
.43 

1    65      01 

.07 

4.71 

i: nudodllll 

.20 

.85 

.60 
5"' 

l.'ai 

.45 
1  98 

.06 
03 

3.03 

\\r;\\  ll  SlH-iMiJS 

Waleme 

19 
'.'67 

.'■24 
.04 
.08 
.24 

2.20 

K.Tshaiv  ,111 

l-vnches  . . 

.  19 

.'if. 

.16 

.27 

.76 

1.02 

2.04 

.57 

■1 
.67 
.97 

.50 
.55 
1.31 

■1 

.22 

'!ofi 
.02 
.20 

'!67 

2  n 

Lan-lrniM 

Hroad 

Saluda 

Savannah  

.V> 

IS 

.201 
01 

5.  36 

I.aiM't'MS  .... 

'.'62 

T. 

.05 

T. 

T 

T. 

';i2 

.48 

.02 

.01 

2  82 

Lil,erl.v 

.:',i^....i.... 

5.  22 

l.inic  Moiinlain 

Saluda  

'.'05 
.Ifi 

05 

.30 
.04 
.05 

.22 
.03 

.15 
.06 
.02 
.07 
.14 

.18 
.10 
.05 
.10 
.21 

.43 

.65 
1..32 
.83 
.40 

1.30 
.56 

1.68 

.34 

66 

.05 

.06 

T. 

.02 

T. 

'.'25 

1   4'> 

\iMil...irv  .... 
Pcl/cr  Ijll 

Saluda 

.17 

.... 
.IHi 

.1-2| 

.  09; .... 
■241.... 

.  l:'.! 

'f.' 

.05 
24 

.03 

.03 
.12 

■.-17 

2.14 
.3.06 
2.31 
2.16 

Saluda 

.'.'.'.'.(\Q  '.'.'.'.'.'.'.'. 

'.'20 

.03 
.02 

".M 

't.' 

.02 
.12 
.'(>S 

.SantiK'Iv  

Hroad 

do 

— 

.o«;::;-j 

.04 

.15 

.'14 

T. 

.32 

.'is 

.10 

.lOi 

1 

"    1 



^^;l^t!lnllll^•r  Illl      .. 

'.'io 

.05 

'.'Cfi 
.29 

2.90 
2.  33 
5.  20 
1.71 
2.27 

1  I''M!nM    ..." 

\Vall.alla  ...'.'.'.'.'.'.'.'.'.'.'. 

Wiiinsliorollll 

WhitNiopColli.jre....!! 

Kdisto 

Savar.uali 

Hniad 

Catav\  ba 

1 

.■J8, 
.:i9 

.2s  .;;■ 

.  05  . . . . 
.21  ..    . 
.  2O1 . . . .  i 

1 

1 

....|. ........ 

Kxci'i't  asolheruise  indicated.  obser\'ali(nis  are  generally  made  late  in  the  afternoon,  near  sunset,  and  luecipitation  recorded  is  for  the  24  hours  endinc  at  the  lime  of 
ohstTViiiioii.  nil  Precipitation  niea-^nred  in  the  inorninor;  anidunt  then  recorded  is  for  tlio  precpdins24  hours.  ***  KeffuUir  Weather  Hnreau  station;  precipitation  is  for  the 
2).!.i)i.r  iitTiod.  inidnisht  to  niidiiitfht.    *  Precipitation  included  in  tlie  next  followinsr  measurement.    tSeparate  dates  of  falls  not  recordeii.    T   Trace,  or  less  than  O.ol   iiicli. 

COMPARATIVE  EATA  FOR  OCTOBER. 


18,'<7 
ISSS 
l.'*s9 
1890 
18'J1 
7892 
ISilS 
1894 
1895 
1896 
1S97 
189S 
1899 
19(K1 
19111 
190' 
1903 
1904 
1905 
19fl6 
1907 


'iV 

inperature. 

l're<Mpi 

5 

c 

tc 

cz 

5.96 

61.4 

91 

30 

59.3 

88 

31 

4.  IS 

60.8 

88 

■2~ 

1.65 

63.0 

90 

22 

4.06 

CO.  2 

92 

28 

1.63 

63.8 

89 

27 

0.60 

64.4 

90 

25 

4.  92 

64.2 

98 

33 

4.95 

61.3 

95 

28 

1.15 

61.3 

91 

28 

1.41 

65.8 

96 

35 

3. 23 

02.9 

90 

28 

3. 82 

64.2 

91 

34 

5.00 

67.fi 

95 

33 

3.  65 

62.4 

92 

29 

0.89 

63.  2 

95 

30 

4.40 

62.0 

93 

25 

2.  63 

62.  4 

98 

26 

l.IO 

64.  2 

93 

29 

1.97 

61.9 

90 

24 

3.69 

61.2 

91 

28 

0.  73 

Average  n  u  in  her  of 
da.vs. 


nw. 
ne. 
ne. 
ne. 


ne. 

ne. 

lie. 

n. 

ne. 

lie. 


Year. 


'J'e 

mperature. 

• 

c 

£: 

OJ 

be 

^ 

o 

^ 

J 

Preciiiitatioii. 


a  s  a  c 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1U15 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

Period 


62.  0 

89 

35 

4.22 

61.2 

96 

27 

2.  43 

66.5 

lOO 

22 

4.  39 

67.5 

99 

37 

5.89 

G5.0 

94 

3'' 

2.21 

62.  5 

95 

28 

3.56 

64.7 

92 

26 

3.44 

67.0 

93 

27 

4.95 

64.0 

92 

31 

2.54 

59.3 

90 

22 

1.50 

67.3 

93 

33 

■     3.75 

73.7 

101 

44 

2.53 

64.1 

92 

25 

0.7fi 

62.  6 

90 

27 

1.79 

64.5 

9) 

31 

5.57 

62.9 

90 

29 

1.14 

62.2 

89 

28 

1..50 

63.9 

98 

26 

2.93 

63.5 

101 

22 

2.99 

Average  n  u  in 

ber  of 

days. 

t^ 

>>a 

lA 

c3 

■*-*  x; 

5 

So 

o 

CL,  - 

u 

^"-■3 

I-  B 


19 

6 

6 

23 

5 

3 

20 

7 

4 

12 

9 

10 

18 

4 

9 

19 

6 

6 

13 

7 

n 

18 

7 

6 

16 

/ 

8 

23 

5 

3 

15 

8 

8 

13 

10 

8 

24 

4 

3 

21 

4 

6 

18 

.1 

8 

IS 

6 

7 

23 

3 

5 

15 

7 

9 

18 

6 

7 

ne. 
ne. 


ne. 
s\v. 


ne. 
ne. 
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CLIiMATOLOGlCAL  DATA:    SOUTH  CAROLINA  SECTION 


OCTOBEK,   1925 


Daily  Temperatures  for  October,   1925. 


Stations. 


Kdxterii  I'orlitm. 

„,     ^   .,>  >  Maximum  .. 

BlaPkville ,  Minimum... 

s  Maximum  . 

(Uiarlestoii )  Minimum.. 

,,  \  Maximum  . 

(Jherawj* j  Minimum . . 

i  Maximum  . 

•'"""'fty *  Minimum.. 

..     ,■      .      ,s.!  )  Maximum  . 

DarliiiKtonsN^S )  Minimum.. 

HerKusoiiM j  Mininnnn.. 

)  Maxinuun  . 

Hore'X'e  1   j  Minimum.. 

„         ,^  Maxinuun  . 

Carxett )  Mininnnn.. 

S  Maxinuun  . 
Heoreetown ,  Mininnnn.. 

S  Maxinuun  . 

KiuB-stree j  Minimum.. 

„            .          ,  )  Maxinuun  . 

OrauKel)nrgl j  Mi„innun.. 

.    .  ,       ,.t.i  S  MHxinuun  . 

PansIslandW ;  Mininuun.. 

i  Maxinuun  . 
.'it.  GeoiKe i  Minimum . . 

c.     ■  ,     ii-in,t  S  Maxinuun  . 

So.-iety  llill^S^ i  Mininnnn.. 

)  Maxinuun  . 

.Sunuiierville j  Mini,,,,,,,,.. 

...    ,     o  , ,  *  Maxinuun  . 

Wortgefield I  Mininnnn.. 

J  Maxinuun  . 
Yemas.see )  Miniinuni. 


\ffxlnii  I'liilioii. 


Aikmi 

An<tHrson 

Caesar's  Heacl 

Calliouu  KallsS^sV... 
<;am(1nn\W 

('Iip.ster 

(Mt'nison  ('ollfife  . . 

Columbia 

Due  West 

fliff  nvillK 

f-iiepuwooil   

Heath  Springs  . . . . 

Kershaw 

I.andrnm 

Laurens 

Lihfirty 

FJtIU  Mountalt\  ... 

Newberry 

Sahiila 

.Snntuck 


Spartauhurg 

Trenton 

Walhalla 

Winn-sborosW 

Winthrop  College 


)  MaxinuuM  . . 

i  Mininnnn. .. 

S  .Maxinuun  . . 

(  Mininnnn.. . 

)  Maxinuun  .. 

(  Minimum. . . 

S  Miixiuuim  . . 
•  /  Mininnnn. . , 

)  Maxinnnr  . . 
'  '  Mininuim. . . 

i  .Maximum  . . 

*  Mininuun. . 
)  Maxlnnnn  . 
'  Mininnnn. , 
\  .^iaxinnnn  . 

*  Mininnnn. . 
(  -Maximum  . 
/  .Mininuun. . 
S  .Maxinuun  . 
t  .Mininuun. . 

)  Maxinuun  . 
'  Mininuun. . 
s  Maximum  . 
I  Minimum., 
)  .Maximum  . 
I  Mininuun. . 
i  Maxinuun  . 
/  Minimum. . 
S  Maxinuun  . 
(  Minin\um.. 

S  Maxinuun  . 
'  Minimum. . 
S  Maxinuun  . 
'  Mininuun. . 
S  Maximun.  . 
I  Mininuim. . 
\  Maximum  . 
'  Miuimnm. . 
<>  Maximum  . 
'  ^^inimuln. . 

\  Maximum  . 

■  '  Minimum. . 
(  Maximum  . 
'  Minimum. . 
\  Maximum  . 
I  Minimum. . 
)  Maximum  . 
'  Minimum. . 
(  Maximum  . 

■  (  Minimum. . 


60 


4   '5   6 


IS   14 


8B   8fi 
m      64 


8a  90 
67  6-?. 


86  92 
57   60 


84 
64 
81 
64 
7.'i 
55 
84 
63 
90 
62 

83 
60 
81 
64 
84 
66 
79 
65 
82 
63 

70 
63 
80 
61 
84 
62 
8:'. 
62 
82 
64 

69 
59 
80 
61 
82 
65 
81 
66 
83 
63 

84 

6 

80 

66 

83 

61 

'63 
84 
60 


94   87 

76   58 

98 

71 

93 

69 

89 

70 


62 
85 
61 
77 
57 
90 
64 
89 
61 

82 
60 
85 
65 
8' 
65 
84 
61 
S3 
62 

70 
62 
90 
63 
85 
62 
83 
51 
86 
60 

83 
65 
89 
62 
86 
61 
8S 
61 
85 
58 

84 
5' 
89 
66 
85 
55 

64 
85 
62 


49 

78 
52 
80 
54 
84 
54 
80 
48 

92 
43 

82 
56 


85  90 

"83|''^^ 

48  65 

83'  86 

46j  64 

82i  84 

46!  62 


68  63 

7,0  "61 
85i  83 
60  63 


81 
48 
65 
42 
50 
33 
64 
40 
69 
55 

88 
44 
73 
40 
64 
48 
61 
44 
59 
44 

81 
45 
70 

'"73 
44 
63 
42 
69 
44 

84 
.52 
70 
43 
68 
44 
75 
45 
75 
43 

60 
42 
73 
45 
66 
36 


83  82 

58  61 

791  79 

52  61 
70| 

44i  .14 

83;  85 

33!  46 

80  88 

37  45 


S4   86 


40  40 

78|  81 


45  33 


93  91 
73  72 


94 


25 


88  86 
70  69 


53  . . 

87j  78   82 
62  58  60 


82 
68 
74 
64 
88 
66 
91 
61 

85 
68 
84 
70 
89 
72 
81 
64 
81 
62 

85 
67 
88 
69 
91 
69 
82 
66 
85 
72 

80 
63 
88 
71 
90 
70 
90 
72 
88 
73 

74 
70 
84 
72 


69 
59 
69 
54 
86 
69 
81 
62 

81 
55 
71 
58 
74 
66 
65 
60 
62 
59 

8f' 
63 
88 
64 
73 
65 
66 
58 
72 
61 

79 
62 
80 
60 
71 
64 


66  69 
42 
66 
35 


63 
42 
61 
37 
54 
30 
64 
32 
81 
34   37 


59 

75 
641  61 
76|  75 
62     58 


83 


?2     75 
36     35 


56     29 


68 


30 


65 
46 
61 
44 

53      58 
44      .35 

58|     62 
."it      581     39 

•      --'     86 


SO 

45      44' 


6' 

31 

63 

35 

67 

34|     40 

63      63 

32     40 


35  35 
63  R 
33      33 


75 
57 
7n 
50 
61 
46 

68 

3' 

61 

50 

68 

51 

59 

46 

63 
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Reference  letters  (».  \  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  »  rerreseuts  two  days  '"'f  "^; ^*;^; 
n  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL,  SUMM 

■  The  mean  temperature  was  considerably  below  normal, 
witli  rather  frequent  warm  and  cool  waves.  Precipitation  av- 
eraged much  above  normal,  and  tlie  prolonged  drought  was 
effectively  broken  by  heavy  to  copious  rains  during  the  first  two 
weeks,  but  the  stream  flow  was  only  temporarily  improved. 

The  wet  weather  during  tlie  early  part  of  the  month  was 
especiall}'  favorable  for  germinating  winter  cereals,  as  well  as 
improving  the  soil  for  further  plowing  and  planting;  at  the  end 
of  the  month  these  crops  showed  good  growth,  with  pasturing 
in  some  sections,  and  late  plantings  were  coming  to  good  stands. 
The  sweet  potato  and  peanut  harvests  were  practically  com- 
pleted by  the  20th.  Hardy  truck  in  the  interior  and  tender 
truck  in  the  coast  comities  progressed  favorably.  All  staple 
crops  were  matured  and  beyond  danger  of  damage  by' the  freeze 
of  the  2  tth.     Tlie  woods  were  generally  bare  by  the  26th. 


t 


PRESSURE. 
The  mean  sea-level  j)ressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  18  inches.  The  highest  pressure  was  30.61  inchesat 
Columbia  on  the  17th;  the  lowest  pressure  was  29.45  inches  at 
Charlotte,  N.  C,  oti  the  12th,  and  in  the  Section  proper.  29.48 
inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 

Tiie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  38  stations,  was  50.4°.  or  3.3°  below  the  normal.  'J'he 
highest  temperature  was  82°  at  Darlington.  Garnett,  and  Society 
Hill  on  the  Tth  and  at  Blackville  on  the  15th.  The  warm  pe- 
riods were  from  tlie  6th  to  8th,  12th  to  15th,  and  25th  to  27th, 
inclusive.  The  lowest  temperature  was  15°  at  Caesar's  Head  on 
the  24th.  The  cool  periods  were  from  the  1st  tooth,  9th  to 
10th,  16th  to  18th,  21st  to  24th,  inclusive,  and  on  the  29th  and 
30th.  The  line  of  first  general  autumn  killing  frosts  extended 
to  the  extreme  lower  coast  on  the  2  tth. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  81%  :  noon.  62%  :  8  p.  m.,  71% . 
The  highest  percentages  occurred  in  the  coastal  region,  the  Sa- 
vannah drainage  basin,  and  along  the  north-central  border, 
and  the  lowest,  in  the  interior. 


PRECIPIT  ATION. 

The  average  for  tlie  Section,  49  stations  reporting,  was 
3.81  inches,  or  1.52  inches  above  the  normal.  Precipitation 
occurred  in  five  fairly  well  defined  periods,  but  the  bulk  of  the 
month's  rainfall  occurred  during  the  first  two  weeks.  The 
amounts  were  badly  distributed,  ranging  from  4  to  over  9  inches 
in  the  middle  and  lower  coastal  plains  and  the  higher  Piedmont 
Counties,  while  in  an  extensive  area  of  the  interior  the  measure- 
ments were  less  than  3  inches.  The  greatest  local  monthly 
amount  was  9.52  inches  at  Caesar's  Head;  least  local  monthly 
amount,  2.00  inches  at  Mars  Bluff.  The  greatest  amount  dur- 
ing any  24  hours  was  4.64  inches  at  Caesar's  Head  on  the 
ll-12tli.  The  rainy  days  averaged  40%  abovenormnl.  There 
was  no  snowfall.  

WIND. 

The  prevailing  wind  was  from  the  northeast.  'J'he  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8,5  niiles.  The  highest  average  velocity  was  12.2  miles  per  hour 
Savannah,  Ga.,  and  in  the  Section  proper,  11.3  miles  per  hour 
at  Charleston  ;  the  lowest  average  was  5.4  miles  per  hour  at  Char- 
lotte, N.C.,  and  in  the  Section  proper.  6.5  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  was 
46  miles  per  hour  from  the  west  at  Savannah,  Ga.,on  the  15th, 
and  in  the  Section  proper,  36  miles  per  hour  from  the  south  at 
Charleston  on  the  12th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  163.3  hours,  or  52%  of  the  possible 
amount.  Tlie  average  numl)er  of  clear  days  was  14;  partly 
cloudy,  5.  and  cloudy.  11,  as  against  normals  of  17,  6,  and  7 
da.ys,  respectively.  

RIVER  CONDITIONS. 

The  Saluda  River  was  in  flood  at  Pelzer  on  the  14th.  Up- 
State  rains  about  the  2d  and  13th  temporarily  improved  the 
hydro-electric  power  situation,  but  all  streams  were  generally 
low  during  the  latter  half  of  the  month. 


MISCELLANEOUS   PHENOMENA  (dates). 

Frost,  hilling  or  freezing  tcmpemture.—lOih,  2  stations;  17th, 
10;  23d,  2;  24th,  5. 

Halofi—Lnmir:  Charleston,  28;  Columbia,  24;  Due  West. 
24;  Greenville,  30;  Santuck,  30;  Walhalla,  23,  30.  Solar:  Col- 
umbia, 30;  Due  West.  4,7,17.  18,  29,  30;  Greenville,  4,  18,30. 
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Cliinatologrical  Data 

for  November 
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12 

'12' 
13 

5 

5 

"s' 

6 

12 
13 

'io' 

11 

n. 
w. 

n. 

6. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshna  Y.  .lones. 
W.  S.  Crout. 
E.  W..leter. 

Spartanburg 

Trenton 

Spartanburg 

ICdgefiold 

Oconee 

Fairtleld 

York 

875 
620 
1061 
545 
690 

48 
32 
25 
31 
25 

48.0 
52.1 
47.2 
49.4 
49.5 

-2.7 
-3.9 
-3.6 
-  3.5 
-2.2 

74 
80 
72 
77 
70 

8 
14 
14 

7 
14 

19 
23 
16 
21 
19 

23 
24 
24 
24 
24 

38 
38 
41 
39 
39 

3.92 
3.67 
6.13 
2.77 
4.57 

+  1.09 
+  1.29 
+3.25 

+0.  68 

+2.  as 

1.90 
1.35 
2.82 
0.92 
2.  25 

0 
0 
0 
0 
0 

6 
6 
9 

8 
7 

14 
13 
13 
13 
12 

0 
9 
8 
6 
10 

16 
8 
9 

11 

8 

ne. 
ne. 

ne. 
n. 

F.  T'.  Robinson. 
Mrs.  S.  K.  Long. 
H.W.Brandt. 
Rev.  Oliver .lohnson. 
W.  T.  Clawson. 

Walhalla 

Winnsboro 

Winthrop  College  tt... 

Division  means  and 

extremes 

48.7 

-3.6 

80 

14 

15 

24 

44 

3.70 

+  1.19 

4.64 

0 

8 

13 

4 

13 

n. 

Section  means   and 

extremes 

50.4 

-3.3 

82 

t  7 

15 

24 

47 

3.81 

+  1.52 

4.64 

0 

7 

14 

5 

11 

ne. 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  m 
determiniii''  section  or  division  means.     Reference  letters  («,  ^,  <:),  appearing  in  the  table  indicate  number  of  days  mis.sing;  for  example,  i'  represents  two  days  missing,  etc. 

t  Also  oirother  dates  tt  Received  too  late  to  be  included  in  means  and  summaries.  "  Tennieratiire  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
pnted'from  observed  readings.  ItPost-olbce  addresses  of  these  stations  are  a.s  follows  :  Of  Gaston  Shoals.  HlacUsburg;  of  Winthrop  College.  Rock  Hill ;  of  Ferguson,  Eutawville; 
of  CiPsar's  Head,  Greenville.         T    Precipitation  is  less  tlian  0.01  inch  of  rain  or  melted  snow. 
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Daily 

Precipitation 

for  November, 

L926. 

Praiiiage- 
basiiis. 

Day  of  month. 

."Stations. 

1 

2 

3 

4 

0 

6 

7 

8 

9 

10 

11 

12 

13      14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

5 
0 

F.itHlerii  I'liiiioii. 

Blackvillf  nil 

Cliarluston  *" 

I'^di.sto 

Coast 

IVe  l^ee 

50">  nn 

55 

.75 
1.58 

.50 
"qo 

30 

.05 

4  45 

.33 

.2r 

1.12 
.5( 
1.22 

1.04 
1.52 

T. 

.78 
1.6U 
.28 

3P 

.09 

T. 

T. 

.28 
.12 
.68 

.37 

T. 

.83 

T. 

.25 
.35 
.■24 

.20 
.33 

T. 

T. 

T 

3.09 

Clii'i-aw  nil 

T. 

.10 
.15 

.11 
.04 

T. 

'io-i 

3.36 

CDiiuiiy  llll 

Waecaiiiaw  .. . 
I'ee  Dee 

1.00 
.95 

.62 
1.75 

T 

.19 

.03 

.04 



3.89 

Dai-JiiiKtuu  III! 

3.60 

Kirni(rluuii  III 

liyiielies 

.08 
.15 

.'22 

3.C3 

Ferjriisoii   II 

Saiiteo 

Pee  Dee 

.61 

.69 

.06 

.02 

5.17 

Floroiice  III 

Florence  2||| 

do 

'.'9-2 
T 

1.37 
.54 

.45 
1.0( 
.6( 
.24 

.25 

.47 

.80 
.0-2 

.40 
1.60 
.50 

.15 

T 
T. 

.16 

.01 

3.21 

Gariiett 

Havaiinali 

CoaFt 

Hlaek 

Pee  Pee 

.22 
T. 

2.08 
1.55 

.68 
4'i 

4.46 

Cii'orKflou  11 

i.'94 
.50 
T. 

2.85 

Kiiii;stn>p  l|ll ' 

■'5 

.35 

.12 

.20 

5.46 

Miir.s  Kluir 

.40 
T. 

2.00 

Oraiiscljiirpf 

ICdisto 

('oast  

1.30 

T. 

.44 

1.06 

.50 

T. 

T. 

3.54 

Paris  Islaiiil 

I'iiiopoUs   

(.'ooper 

Saidee 

.31 

.81 
1   RS 

.76 
15 

.17 

1   3-' 

.50 

.05 

.08 

.20 
.05 
09 

4.00 

Kitniiii  nil 

.57 
.07 
.40 

.78 

35 

3.40 

St.  (leorge 

Kdisto 

Pee  Dee 

.Ashley 

Wateree 

Asliupoo 

Kiiisto 

Siivii.iniali 

Uroad  

Saluda  

Savannah 

Walejee 

("atawba 

.40 
1.20 
.«) 
.60 

.62 
.6fl 
.0(5 
1.45 
.20 
.03 

2.  35 
1.4S 
1.40 
.80 
1.42 

.75 
.  77 
1.14 

.45 

.55 

1.20 

35 

.10 

.... 

5.  52 

Ro<Mety  Hill  nil 

.88 

.07 
.50 
25 

4.12 

SiiiiiiiiiJrvillL' 

.12 
.50 

3.  00 
1.42 
.65 

1.47 
1    19 

.05 

5.67 

WodKi'lU'M 

.18 

3.75 

Yi'iiiasswllll 

.45 

T. 

.25 

1.80 

.59 

5.16 

llV.-Vf'r/i    I'liiiiiiii. 
AikcM 

.73 
.26 
.03 

.17 

.04 

'.'63 

3.74 

Aiidt^i'.-^oil 

.04 

.20 

.18 
.20 

15 

3.52 

nhiirsllll 

.22 

.16 

.03 

4.64 

.20 

.08 

.05 

.60 

.11 

.65 
.25 
.'24 

.18 
.18 

2.55 

('a'sar's  Head  .     . 

.15 

2.00 

9.52 

CallidiiM  l''alls  nil  ... 

1.70 
.52 

1    58 

.40 

'.'io 

.'SR 
.■27 

.32 

.24i 
2'>l 

.10 
.40 

.12 
.23 

.  75 
.62 

.66 
.91 

.10 
.'24 

.10 
.10 

... 

.... 

"03 

'.'20 
'.'Oo 

.15 
.02 

3.85 

CaiiidHii  nil 

.15 

.43 

.07 

.... 

2.53 

Catawba  llll 

3.07 

('ii!U'i"'ii..inn 

Salnda 

30 

.... 

.05 

2.04 

C'lu'sti'r 

Uroad  

T. 
.04 

f. 
.01 

f. 

t'ipiiisori  <'(dli'!,'0 

Siivannali 

t'ongaree 

Savannah  

SaA'annaii 

Uroad 

Salnda 

do 

1.03 
.43 

.AT 

i.'do 

.60 
.34 

S3 
.70 

1.42 
.57 

1.12 

.4'' 
.67 

I'.no 

!75 

'."io 

'.'06 

i.' 

T. 
T. 

2.15 
.91 

1.14 
.20 

.17 
.01 

.05 

.30 
.06 

.14 

.18 
.06 

.11 

5.01 

Columbia'"  

2.08 

Duo  West*** 

.'70 
.20 

"07 
.'37 

".kci 

1.20 

i.'ii 

.11 

.07 

"A5 

3.75 

KdK.'licdiilin 

(JHSIoii.'^hoal.snn 

nrciMivillc,      •" 

tir<>«iiu<)i)d  nil 

3.30 

'.05 

.06 
'.'65 

'.'15 
.04 

.20 
.06 

19 

3.44 

1.  54 
.22 

.72 

.90 

2.29 

1.29 

I.  60 

1.10 
l.OI 
.30 
1.43 

.04 
.12 

.14 

.23 

.07 
.20 

.04 
.12 
.04 
.14 

4.06 

.19 

3.  42 

lli'alh  .Spriiiifs 

Ki'r.sliaw  ,111 

I.B1I  Irimi 

LauHMis 

Lilierly ',[ 

Little  Mdiiiiliiiii 

Nh\\  herry 

Wateree 

I.ynche.s 

liroad 

Salnda 

.Savainiah 

Salnda.  

Salnda 

.60 
7') 

:«:! 

I.  00 

.  35 

.34 

'.'13 
.05 
.07 

2.14 

2. '27 

T. 
T. 

.02 
T. 

.18! 
.35 

.30] 
381 

36 

5.27 

't. 

.15 

.16 
.23 

.38 
.■22 
06 

3.80 

3.25 

.57 
..52 
J  35 

'.'04 

2.70 

i.'24 

■.'09 

.05 

'f.' 
.02 

"03 

.11 

.18 

T. 

.19 

.05 
.32 
.10 
.15 

■.'12 
.30 
.14 
.14 

2.70 

Pel/er  nil 

do 

.381 

.4«] 
.16 

'75; 

.04 

.04 
.03 

■.■62 

5.06 

Raliida 

do 

.20 
1.10 

.  70 
1.25 

.05 
T. 

.•20 

2.99 

SaiitiK'k 

liroad 

do 

I'jiisto 

Savannah  

Uroad  

Catau  ba 

.20 

1.15 

4.02 

Sparta iilMirK  llll 

Treiiioii  ... 

.... 

. ..   1I.5O 
I..35I.... 

.02 

.10 

3.92 

.42  1.00 
.8'2i  .64 
.071  .<12 

3.67 

Walluilla 

.081 

T. 

.75 

2.82.... 

.27 

.08 
T. 

.18 

.37 
.13 

6.13 

\\  iinishorollll 

.13; 

—  1 

.02 

1 

.44 

T. 

.68 

.92 
... 

2.77 

U  inlluopColleue 

1.05 

1 

>  951 

.20, 

.07 

4.57 

1 

1 

1 

1 

1 

.... 

l'..'<cept  as  otherwise  indicated,  observations  are  frenerally  made  late  in  the  afternoon,  near  snnsi't,  and  precipitation  recorded  is  for  tlie  '24  hours  endincr  at  the  time  of 
observation.  ||||  Pre<'iiiilation  measnred  in  the  morninfr:  amonnt  then  recorded  is  (or  the  prece<lin<ir  24  honrs.  ***  Hecniar  Weather  Hnreaii  station;  precipitation  is  for  the 
24-boiir  period,  niidnisht  to  nn'dnlKht.    *  Precipitation  inchided  in  the  next  I'ollowins  measnrement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  les.s  than  O.ol   inch. 
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'remperaliire 

^ 

c 

a- 

o 

be 

■'• 

~ 

1887 

vm 

tilSS 
1890 
l»91 
892 
1S93 
1894 
1895 
1896 
1897 
;89S 
1899 
1900 
1901 
902. 
908. 
904. 
905, 
906. 
907, 


52.3 

78 

18 

5'2.7 

82 

22 

54.8 

84 

18 

58.4 

51.9 

82 

15 

53.9 

86 

14 

52.9 

87 

15 

.52.  3 

83 

17 

.54.4 

88 

21 

59.1 

90 

26 

,55.  3 

88 

23 

51.0 

82 

14 

5.5.0 

86 

22 

55.6 

9-2 

■22 

48.2 

85 

17 

59.2 

89 

22 

50.9 

86 

10 

51.6 

80 

■22 

54.5 

90 

21 

53.8 

89 

20 

.52. 2 

87 

24 

Precipitation. 

.Average  nnm 
days. 

bar  of 

^'6 

Z  '/.  _  p 

"Coo 

c 

o 

•c 
c 
c 

0.82 
'2.77 
3.84 
0.64 
2.48 
1.96 
■2.11 

4 
8 
6 

:iw. 

w. 

lie. 
sw. 
lie. 

5 

14 

8 

8 

2.  02 

4 

IS 

7 

5 

IIW. 

2.  .35 

6 

12 

8 

10 

lie. 

4.00 

7 

12 

8 

10 

lie. 

1.99 

5 

16 

7 

7 

-sw. 

4.72 

10 

14 

6 

10 

lie. 

■2.41 

5 

16 

6 

8 

lie. 

3. .32 

6 

13 

8 

9 

sw. 

1.01 

5 

21 

4 

5 

11. 

3.80 

6 

13 

7 

10 

lie. 

1.40 

5 

14 

8 

8 

u. 

2.78 

6 

17 

6 

/ 

w. 

1.31 

3 

17 

6 

/ 

sw. 

0.96 

3 

18 

8 

4 

ne. 

4.13 

10 

12 

7 

11 

ne. 

Year. 


Teniperatiire. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

19'20 

1921 

19^22 

19^23 

19-24 

19'25 

Period. . 


56.6 
58.3 
51.1 
51.2 
5'2.1 
53.5 
52.4 
56.3 
54.5 
50.4 
53.0 
56.  6 
52.3 
56.9 
54.8 
51.1 
54.4 
50.4 

53.7 


Precipitation. 


Average  ii  u  ni  her  of 
days. 


24 

1.60 

3 

16 

20 

0.97 

3 

18 

24 

1.04 

4 

20 

19 

3.30 

8 

13 

17 

'2.71 

4 

22 

18 

1.79 

2 

21 

17 

3.  33 

6 

19 

24 

2.  36 

4 

22 

17 

1.21 

4 

IS 

16 

0.82 

4 

21 

26 

3.13 

7 

18 

20 

0.86 

3 

18 

18 

3.62 

6 

18 

24 

3.11 

7 

13 

17 

0.61 

3 

20 

21 

2.79 

6 

16 

21 

1.35 

2 

23 

15 

3.81 

7 

14 

10 

2.29 

5 

17 

sw. 

sw. 

w. 

ne. 

w. 

w. 

VI . 

w. 

ne. 

ne. 

ne. 

ne. 

ne. 

w. 

ne. 

ne. 

w. 

lie. 
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Daily  Temperatures  for  November,   1925. 


Stiitioiis. 


Kdi'lern  Portion. 

„,     ,    .„  \  Maximum  . 

Blackville ,  Minimum.. 

)  Maximum  . 

Cliarlestoii ^  Minimum.. 

^,  i  Maximum  . 

Cheraw*S> (  Minimum.. 

)  Maximum  . 

to""'"y >  Miniimiin.. 

..     ,.      .      ,,,,  *  Maximum  . 

Darlington  sSiS (MiuiJiuim.. 

,,,  S  Maximum  . 

Ferguson  sn\ ,  Miiiimnm.. 

)  Maximiun  . 
fore'"'"  '   !  Minimum.. 

y  Maxinnnn  . 
Gurnett J  Mininnnn.. 

S  Maxiinnni  . 
(Jeoriretown ,  Miuimuni.. 

)  .Maxinnnn  . 

KiuL'strw j  Mininnnn.. 

,^            ,          ,  )  Maxinunn  . 

OranKehnrg  1 j  j|i„i„unn.. 

„     ■    f  1      i.sA  S  Maxinunn  . 

PansIslamiW \  Mininnini.. 

(  Maximum  . 

St. George ,  .Minimnni.. 

,,.,,,,  \  JIaxinnnn  . 

So<-iely  \\\\\n ,  Mininnnn., 

)  .Maxinnnn  , 
Knnumn'vill.f ,  .Mininnnn.. 

\  Maxinnnn  , 
Wedgetield ,  .Mininnnn, 

\  Maximnni  , 
Vi-nui.ssee ]  Mi„innnn. 


Wi'steii: 

AiUt'U 

AmU'r.son 

Caesar's  Head.  . . 
Callionn  l''alls\'i'i>. 
(;ani(liMiS\'> 


ulinn. 

)  Maxinnjm  . 

i  Mininnim. . 

\  .Maxinnnn  . 

I  Mininnnn. . 

\  .Maxinnnn  . 

'  Minin]um. . 

)  .Maximnni  , 
'  '  Mininnnn. , 

)  .Maxin\nn'  , 
'  I  Mininnnn. 


Oliester 

(Mi'inson  ColliJge 

Columbia 

Due  We.st 

(Ireenville 


(ireenwond    ... 
Ili'atli  Springs 

Kersliaw 

I.andrnm 

I.aurens. ; 


\  Maximnni  . 
'"I  Miniininn. . 

)  Maxinnnn  . 
'  ■ '  (  Mininnnn. . 

)  i^iaximnm  . 
■"  /  Mininnnn. . 

)  .Maxinnnn  . 
■ '  ■  /  Miniiniim. . 

J  .Maximnni  . 
"I  .Minininiii. . 


)  Maximum  . 
)  Miniininn. . 
)  Maxinnnn  . 
I  Mininnini. . 
j  .Maxinnnn 
I  Minimnni. 
S  Maxiinnni 
'  Miniinniu. 
i  .Miixiinuin 
'  .Minimum. 


I.ilierty 

I.ittif  Mountain  .... 

Newberry 

Saluda 

Santnck 

Spartaiibnrg 

Tienton 

Wallialla 

WinnsborovW 

Wintlirop  College  . . 


8    I    9 


(  Maxinnim  . 
'  Minimum. . 
)  Maximum  . 
'  Minimum. . 
)  MaXinuni.  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 
)  Maximum  . 
)  Minimum.. 

i  Maximnni  . 

'  Mini  Ilium.. 

)  Maximum  . 

I  Minimum. . 

j  Nbi.xinnnn  . 

/  Miniinnm. . 

*  ^laximnni  . 
'  '  Minimum. . 

S  ^^axil1lnm  . 
■  /  Mininnnn. . 


4»  54 
39  40 


4K 
41 
48 
38 
49 
41 
52 
38 
SO 
42 


fiO  fi4 
46  45 


5«i  61 
52]  48 
60i  64 


561  61 

50|  49 

60  58 

51  46 


56!  62 

46  47 

56|  58 

45  44 


65  63 

531  47 

58]  55 

48!  41 


45;  43 


16   IT   18   19  20 


21 

22 

24 

25 

26 

29  30  31 


Mean. 


68  64' 
64   41 


70  56 

55  35 
81 
65  39 
70  59 

56  36 


73  69   6f 
51   47   41 


49  55 


70 

52 

75 

52 

67 

50]  55 

73|  77 

46   54 

73|  73 

50   5 


75  80 
65 

72 
64 
69 

58 


30  35 


611  45 


pal  60 
30 


5' 
31 

58 
37 
56 
36 
56 
3' 

58 

32 

65 

33 

6 

4(1 

56 

29 

5' 

29 

58 

3 

55 

35 

58 

3n 

58 

30 

63 

27 

58 
29 
.59 
36 
57 
30 
58 
34 
63 
32 


54i  43 


76  7i: 
52  55 


531  39 

73'  61 

54l  41 

741  80 

56!  40 
71 


80  65 


52   45 


6S  68 

411  50 

69,  70 

.581  51 

69 1  69 

.51  i  44 

69|  68 

45,  52 

67  [  72 

531  42 


58  64 

40  34 

65j  58 

44  40 


44l  29 
58  6( 
40  38 


71 
37 
65 
50 
62 
43 
60 
45 

67 

45 

65 

4 

66 

43 

66 

3 

68 

42 

5' 
32 
65 
56 
65 
46 
65 
41 
62 
36l 

70 
34 
63 
45 
58 
36 
65 
4' 
65 
55 


fin 

34 
54 

40 

51 

3 

50 

35 

64 

3 

51 

34 

61 

37 

58 

35 

59 

86 

.52 
31 
62 
3' 
62 
3'* 
64 
39 
60 
36 

60 
35 
62 

38 

S3 
52 
3' 
60 
35 


64   63 
39  51 


5' 
30 
5H 
34 
56 
30 
56 
34 

51 
32 

50 
29 
56 
28 
.52 
31 
51 
27 

58 
32 
63 
32 
58 
30 
56 
29 
51 
24 

58 
27 
60 
34 
56 
2 

31 
56 
30 


68  55 
33  32 


59 

40 

6(1 

50 

60 

48 

fiJ   63 

52  3' 


66   62 


60'  58 
401  30 


60 
431 

35!  "1 
58i  6o| 
34  40. 


54 
33 
48 
34 
51 
34 
60 
35 
56 
33  23 


62i  42 


54 
28 
62 
35 
59 
32 
58 
36 

49 
24 
49 
33 
58 
29 
56 
27 
61 
35 

49 

61 

S.T 

63 
31 
61 
3n 
56 
26 

58 
42 
64 
34 
63 
28 
5' 
22 
58 
32 


.52 
35 
57 
50 
57 
49 
55 
45 

62 
35 
51 
35 
55 
.50 
56 
38 
56 
50 

57 
43 

pr^ 

45 
57 
49 
60 
49 
56 
50 

5' 

43 

6' 

48 

56 

44 

52 

48 

5' 

50 


33 


58 
24 
45 
29 
49 
29 
48 
25 
56  45 
36      31 


Reference  letters  («.  '>.  =).  appearing  iu  the  table  indicate  number  of  days  missing:  for  example,  >■  represents  two  days  mi.ssing,  etc. 
vW  Instruments  are  read  in  tl.e  morning;  tbe  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  ,t  almost  always  occurs. 

WBO,  Raleigh,  12-22-25-900 
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Vol..  XXVIir.   Columbia.  S.  C,  De^mber,  1925. 


No.  12. 

, ,..  ,,-  V   ",r  '•  ^ 

GENERAL  SUMMARY.         URI l  *•«"«*' * 

The  month  was  considerably  colder  than  usual,  with  mild 
weather  during  the  first  lialf  and  unseasonahjj'  low  tempera- 
tures during  most  of  the  latter  half,  particularly  on  the  27th, 
28th,  and  29th,  when  the  daily  means  ranged  12°  to  27°  below 
normal.     Precipitation  was  somewhat  below  normal. 

Winter  cereal  planting  was  practically  finished  during  the 
first  week,  and  wiieat,  oats,  and  rye  germinated  satisfactorily 
and  made  good  growth  until  the  hard  freezes  during  the  last 
M'eek,  bnt  these  crops  were  apparently  unhurt,  on  the  whole; 
considerable  areas  provided  good  pastures.  Hardy  truck,  such 
as  cabbage,  turnips,  onions,  and  spinach,  also  made  good  pro- 
gress, but  serious  damage  resulted  from  freezing  iti  the  interior, 
while  the  loss  was  comparatively  light  in  the  coastal  region. 
Mucli  butchering  was  done  during  the  last  half  of  the  month. 


'•I^m  4  to  ov€r  7  inches  along  the  seaboard  and  was  less  than  3 
mches  in  the  northwestern  counties.   The  greatest  local  monthlj' 
amount  was  7.3<S  inclies  at  Garnett,  and  the  least  local  monthly 
FEB    3    192^""^""^  ^^^'^  ^-^^  inches  at  Spartanburg.     Tlie  greatest  amount 
XT      in     during  any  24  hours  was  3.60  inches  at  Georgetown  on  the  21st. 


g  any  24  hours  was  o.tiU  incties  at  (ieorgeto 
luliiii  ^^'^''^S;p  iTumber  of  rainy  days  was  normal. 
'*"*    Snow  flurries  occurred  at  Kingstreeon  the  30th,  and  sleet  was 
recorded  at  Landrum  on  the  19tli  and  at  Kingstree  on  the  30th. 


PRESSURE. 

'I'lie  mean  sea-level  )")ressure,  determined  frons  reports  oF  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.05  inclies.  The  highest  pressure  was  30.09  inehesat 
AslievilJe,  N.  C,  on  the  29tli.  and  in  the  Section  proper,  30.67 
inches  at  Due  West  on  the  sanie  date;  the  lowest  pressure  was 
29.18  inches  at  Wilmington,  N.  C,  on  tlie  2d,  and  in  the  Sec- 
tion proper,  29.51  inches  at  Charleston  on  the  same  date. 


WIND. 

The  prevailing  wind  was  from  the  west.  'I'lie  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.5  miles.  'I'lie  highest  a vernge  velocity  was  1 3. 1  miles  per  hour 
Savannah,  Ga..  and  in  the  Section  proper,  10.3  miles  per  hour 
at  Charleston  ;  the  lowest  average  was  5.8  miles  per  hour  at  Au- 
gusta, Ga.,  and  Charlotte,  N.  C.,  and  in  the  Section  proper. 
6.8  miles  per  hour  at  Columbia.  'J'he  highest  velocity  for  any 
5-minute  period  was  51  miles  per  hour  from  the  northwest  at 
Savannah,  Ga.,on  the  1st,  and  in  the  Section  proper,  40  miles 
per  hour  from  the  west  at  Charleston  on  the  22d. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  44.4°,  or  2.2°  below  the  normal.  'J4ie 
highest  temperature  was  77°  at  Garnett  and  Yemas.see  on  the 
4th.  The  warm  periods  were  generally  from  the  2d  to  5th  and 
8th  to  16th,  inclusive.  The  lowest  temperature  was  1°  above 
zero  at  Liberty  on  the  27th.  The  cold  periods  were  generally 
from  the  17th  to  19th  and  23d  to  31st,  inclusive. 


HUMIDITY. 

Tiie  mean  relative  humiditj^,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  iji  and  surrouTiding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%  :  noon.  02%  ;  8  p.  m.,  68%. 
The  highest  percentages  occurred  in  the  eastern  and  southern 
counties  and  the  Savannah  drainage  basin,  and  the  lowest,  in 
the  northwestern  interior. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
3.26  inches,  or  0.21  inch  below  the  normal.  Precipitation  was 
general  in  three  periods  and  M'as  fairly  well  distributed  as  to 
areas,  but  badly  distributed  as  to  amounts.   The  rainfall  ranged 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa«  158.1  hours,  or  51%  of  the  possible 
amomit.  4'he  average  number  of  clear  days  was  15;  partly 
cloudy,  4,  and  cloudy,  12,  as  against  normals  of  14,6,  and  11 
days,  respectively.  

RIVER  CONDITIONS. 

The  heavy  rainfnll  at  intervals  did  not  cover  large  areas, 
and  the  rivers  of  the  Section  continued  uniformly  low  through- 
out the  month.  

MISCELLANEOUS    PHENOMENA  (dates). 

IlaloR— Lunar:  Cliarleston,  24;  Due  \'\'est,  31;  Greenville, 
3;  Santuck,  4,  7;  Walhalla,  1,7.  Sohir:  Due  West,  3,  4,  7, 
8,  13,  17,  18.  24;  Greenville,  1.  7. 

/^o*;,  dfiHse.— Charleston,  16.  17,  22;  Columbia.  21,22; 
Due  West,  20,  21,  22;  Greenville,  16,  22;  Rimini,  3,  16,  18, 
19,  22;  Wnlballa,  15. 

Thvnderstorms. — Charleston,  21;  Cheraw,  19;  Due  West, 
19;  Santuck,  20. 

ERRATA. 

In  Camden  errata,  February,  1917,  page  11,  3Cth.  77,  should  be  blank  and ''41.9 
should  be  Ml  9. 


MISCELLANEOUS  DATA 

FOR  DECEMBER,   1925. 

Stiitidiis. 

c« 

'remiii-rivture. 
decrees  l-'a)ir. 

rrecipil  a- 
tion. 
inelies. 

Wind. 

Me;in 

reliitive 

Iniiiiidit.v. 

Is 

to   • 

bt-. 

t  > 

Z 

o 

■3 
0 

£-7 

>  =  «  = 

2.5 

ik 

8 

0. 

03  ^ 
^1 

~ 

■'■ 

^ 

kJ 

c-" 

o5 

<c> 

Z^  " 

=0 

'A 

OC 

a. 

Asheville,  N.C.... 

30.  Of) 

Sfi.f. 

62 

0 

1.10 

0.32 

9.7 

inv. 

78 

62 

66 

50 

Auffusta,  (\i\ 

:«l.  07 

4fi.<) 

73 

IS 

2.4H 

0.  7U 

5.8 

IV. 

81 

65 

72 

56 

Charleston.  S.  0... 

KG.  04 

40. -2 

72 

18 

4.00 

l.fiH 

10.3 

w. 

77 

64 

73 

53 

Charlotte.  N.  0  ... 

30  03 

42.2 

08 

10 

2.41 

0.98 

5.8 

s\v. 

77 

66 

70 

53 

CoUimbia,  S.  (; 

30.  or, 

45.  r> 

73 

12 

2.70 

0.92 

fi.8 

sw. 

77 

56 

62 

43 

Due  West,  S.  (; 

30.  08 

42.  9 

09 

9 

2.78 

1.15 

9.4 

s\v. 

78 

57 

56 

(ireenville.  S.  C.  .. 

30.  02 

43.  3 

07 

9 

1.81 

0.72 

8.8 

sw. 

74 

62 

64 

55 

Saviiuiuih,  (ia 

30.  00 

(50.  4 

74 

21 

5.43 

1 .  80 

13.1 

w. 

79 

65 

66 

46 

Wilniinstoii.  N.  (). 

30.03 

4fi.S 

70 

13 

4.44 

2.  02 

6.9 

w. 

79 

04 

74 

50 

Means  and  ex-  / 

w. 

tremec ( 

30  O.-i 

44.  S 

74 

0 

3.  02 

2.  02 

8.5 

sw. 

78      62 

68 
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li 
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Cliinatolog'ical  Data  for  December,   1925. 


.Stations. 


roimties. 


'S 

Temperature. 

z> 

= 

.—  *-" 

c  - 

^  s 

a.  r 

hfi 

= 

Z  - 

ct 

E^ 

1) 

a,  *-■ 

— 

''• 

— 

- 

Precipitation,  in  inches. 


Number  of  days. 


Enslern  I'mlioii. 


Beaufort 

Bliickville.... 
Charleston... 
Ctieraw 


Conway  

Darlington  . . 
Kniiighiiiii. . . 
Kergnson?-?.. 


Florence  1 . . . 
Morence  'i. . . 

(iarnett 

(ieorgi^town  . 


ICingstrpp 

Marsliluir... 
OrangehnrK 
Pino(i()lis  tt  . 
Kiniini 


St.  (I'eorge . . 
.Society  Hill 
8nnnncr\'ine 
\Ve<lgclicl((  . 
^"elni^ssee. . . 


Division  means  ami 


Wrutcni  I'oilioii. 


Ail<i'M 

Anderson 

lilairs 

C'a-sars  UeadM 
Ciilhoiin  Willis. 
Canuleii 


Catawha  

(;haini<'lls 

(Chester 

Cli'msoii  (■|ilU'p;e 
Columbia 


Doe  West 

Kilgelh^M 

Gaston  Shoals  ]] 

Greenville 

(ireenwooii 


Heath  Sprlnas 

Kershaw 

Lanilrnin 

l/anren.s 

Liberty 


Beaufort 

Barnwell... . 
Charleston  . 
Chestertield 


ITorry 

Darlington  ,. 

Florence  

Oi'angebiirg  , 


Florence  

ilo 

Ifamptoii. .. , 
Georgetown  , 


Williamsburg 

Florence  

Orangeburg  . . . 

lierkeley 

Sumter 


Dorchester  . 

Darlington 

Dorchester.. 

.'Snmler 

llamiUon   .. 


'Xtremes 


Aiken 

Aniler..^on  . 
Fairfield. . . 
(I'reeuville. 
Abbeville.. 
Kershaw.. . 


York  

Newlierry  . . 

Chester 

Oconee 

Uichland  ... 


Abbeville  .. 
Fdgefield  ... 
(.'herokee  .. . 
Greenville  .. 
Greenwooii. 


Lancaster 

Kershaw 

Spartaiilnng. 

r.anrens 

I'ickens 


Little  Mountain. 

New ben V 

I'el/er 

Saluda ' 

Santuck  


Spartanburg 

Treiuon 

Walhalla 

Winnsboro 

VVinthrop  College  tt... 

Division  means  and 

Section  means  and 


Newberry 
Newbeiry  , 
Anderson. 

Sahnla 

Union 


Spartanburg 

F<lgel1eld 

Oconee  

Fairfield 

York 


extremes  . 
extremes . 


21 

•29fi 

48 

\i4 

25 
175 
lOft 

63 

13fi 
l:ifi 
H-2 

IS 

!« 

2M 

54 

97 

109 
192 
75 

■21 


527 
701 
293 
31  KS 
5(IK 
222 

5r,2 
4U2 
487 
850 
351 

711 


CSO 
1(139 
671 

5C.H 
.500 
10113 
589 
900 

711 
502 
850 
53fi 
512 

875 
620 
1061 
545 
690 


47.8 
49.2 
43.6 

46.8 
47.3 


«48.2 
4H.2 


47.2 


H'l  4 
48.0 


'46.8 
42.8 


46.  3 
48.4 


40.9 


47.8 
43.1 


38.8 
41.6 


"43.0 
43.4 
45.6 

42.9 


43.  3 
42.4 

43.6 
43.4 
40.3 
42.7 
''39.6 

43.9 
43.8 


44.4 

41.0 

43.4 

45.  8 
42  2 
•'43.8 
43.2 

43.0 

44.4 


+0.4 
-2.5 
-0.2 

-0.7 
+2.1 


-0.7 
-0.1 


+0.8 


-1.0 
-2.0 


-1.2 
+  0.5 


-2.3 


+0.5 
-0.7 


+0.7 
-1.6 


-3.1 


+  1.1 
-0.6 


+  1.4 


-2.  3 
-3.' 2 


-1.7 
-0.5 


-1.0 
-2.1 

+  1.5 
-1.3 
-1.1 
+  1.1 
+0.2 

-1.2 

—2.2 


71 
64 

68 
72 
70 
'■72 
71 


12 

13 

t3 

4 
13 


4 

t  4 


t  4 


4 

tl3 
4 

t5 
4 


t  3 
t  4 


9 

5 

tl2 
4 
4 

t  4 
13 

4 

4 


4 

t  4 

t2 
4 

8 
4 
4 


IS 


29 


29 
t28 


28 


28 
t28 


t28 

t28 

r28 

27 

29 

t2S 


29 

t2S 
t2S 


3.81 
4.00 
3.58 

4.01 
3.81 
3.78 
3.  58 


2.99 
7.  38 
5.73 

4.  33 
3.70 
3. 16 
3.00 
3.41 

4.40 
3.  92 

5.  82 
3.83 
7.33 

4.30 


2.74 
3.  58 
2.81 
2.40 
2.90 
3.26 

3.  02 
2.  72 

4.  25 

1.  SO 
2.70 

2.78 

2.  23 
1.86 
1.81 
2.41 

2.  88 
2.  90 
2.68 
2.07 
1.75 

2.60 
2.70 
2  90 
2.  62 
2.  61 

1.37 
2.98 
2.  42 
3.10 
2.48 

2.63 

3.26 


+  0.58 
+  0.85 
+0.44 

+0.80 
+  1.00 
+1).  65 
+0.  61 


+  0.04 
+2.'28' 
+  1.51 


+0.02 
+  0.31 

+  1.47 
+0.  82 
1-2.  47 
+  0.64 
+  4.21 

+  1.22 


--0.87 
-1.29 
-1.09 


-1.90 
+0.14 

-0.97 
-1.73 

-X36' 
-0.20 

-1.65 
-0.85 
—2.  68 
-2.97 
-2.  02 

-0.85 


1.40 
1.68 
0.82 

1..52 
1.37 
1.30 
1.  62 


-4.50 

-0.69 
+0.14 
-2.48 
+0.  26 
-1.65 

-2.87 
-0.82 
-2.  85 
-0.31 
-1.77 

-1.05 

-0.21 


0.94 
2.55 
3.60 

1.75 
1.20 
1.03 
1.00 
1.30 

1.50 
1.25 
2  30 
1.40 
2.75 

3.60 


0.71 
1.10 
0.85 
0.78 
1.01 
1.02 

1.20 
1.01 

'O.'/O' 
0.92 

1.  15 
0.65 
0.60 
0.72 
0.  72 

0.  60 
0.  97 
0  68 
0..H6 
0.56 

0.60 
0.73 
0.96 

0.  r.i 

0.78 

0.35 
0.78 
0.59 
0.83 
0.96 

1.85 

3.00 


T. 


T. 


n\v. 

uw. 


w. 
nw 


8 

6 

6 

9  j   15 

9      15 


l:!  I 

10      W 
20     ne. 


w. 
sw. 


nw. 
w. 

w. 


Observers. 


Trower  Cravens. 
Mrs.  D.  H. Saihif^is. 
r.  S.  Weather  liiireau. 
Itolaiid  i).  I'owe. 

Paul  Qnaltlebauni. 

D.  C.  McCall. 
Wni.  li.  Gillespie, 
Henry  (,'.  .Savage. 

n.  K.Gilbert. 

I'ee  Dee  Fxpcriment  Sta. 

Maner   li.  itoht-rt. 

A.  1'.  Hazard. 

Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

I'.S.   i'islieries  Station. 

Mi.ss  K.  1".  liavenel. 

Boykin  K.  (.'antey. 

R.  L.  ntsey. 

E.  D.  Fields.  Jr. 
V).  1'.  Dehon. 

W   Hampton  Itamsey. 
W.  C.  Unison. 


Frank  U.  McCoy. 
II.  II.  Itnssell. 
Fsther  H.  Owens. 
Ciesar's  Head— P.  Mtn.  Co. 
L.  M.  I'lirUi'r. 
Henry  A.  Urown. 

.lames  ('.  Faris. 
George  V.  (Ilamp. 
.1.  C.  (;ornwell. 
Prof.  F.  II.  II.  Calhoun. 
11   S.  Weather  liurean. 

U.S.W  B.  Aerological  Sta. 
D.  W.  Sharpe. 
S.  C.  I.t.,  Power  .«  liy.  Co. 
F.  S.  Weather  Bureau. 
M.  f.l.  Calhoun. 

.1.  Marvin  Bowers. 

,lohn  W.  llamel. 

It.  Hnrtwell  Wilds.  D.D.S. 

L.G.KolV. 

O.  ]■'.  lioggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshna  Y.  .loues. 
AV.  S.  Cront. 
K.  W.  Jeter. 

M.  11.  Daniel. 
Mrs.  S.  K.  Long. 
H.  W.  Hrandt. 
Kev.  Oliver  Johnson. 
W.T.  Clawson. 


Tlie  departures  from  the  normal  temperature  and  precipitation  are  computed  oidy  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  l",  c),  appearing  in  the  table  in(li<'ate  number  of  days  missing;  for 


t  Also  on  other  dii 


.  „ lates.    tt  Received  too  late  to  be  iiu'luded  in  means  and  snnnnaries 

pnted  from  observed  reiulings.    ttl'ost-othce  addresses  of  these  stations  are  as 

of  Ca'sar's  Head,  Greenville.         'I'    Precii>itation  is  less  than  O.OI  inch  of  rain  or  melted  snow. 


„ ., „.  ...r  example, '>  represents  two  ilays  missing,  etc. 

ieiiii>  niMi  ^^^lllllilIlc^.     •* 'remi)eratin'e  data  are  fnnn  observed  readings  of  tlie  dry  bulb:  means  are  com- 
iitions  are  as  follows  •  Of  Gaston  Shoals.  Blacksburg;  of  Winthrop  College,  Kock  Hill ;  of  Ferguson,  liutawville; 
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Daily  Precipitation  for  December,    1925. 


Stations. 


K'lxirni  I'oylinii. 

Beaufort  

KlHckvillellll 

Chailestou  **♦ 

Clicraw  illl 

Coinvay  |!!| 

njirliiigtoiillll 

KMiiis;lifii.i  nil 

KtM-giisoii  mi 

Klort-iice  Hill 

Florence  i III! 

Oiiriiott 

(ieoijfHtowii 

Kiiiarstrei'ljll 

Miirs  liliiff 

Oraiig-clmrg 

I'ilJOlHllis    

Itiiiiiiii  III! 

St.  <iei>rge 

Socjely  Hill  |||| 

SiiniiMi'i-ville 

W("tl!r,.(i,.|,I 

Yeiii„.>s.'e||!| 

Wt-sfffit    t\iiti()H. 

Ailccii 

AllljiTSOM 

Bliiirsllll 

<';esar's  Head  

Ciillioiui  hulls  nil .... 
Oiiiideii  nil 

<-ii(avvha||l| 

''li'UMH'llslill 

riiester 

('leiiisoii  College 

Columbia"'  

Due  West*** 

ic.isieii.'M nil  ....;."■■ 

«a<l(>iiS|i(>iils|||| 
(■iiveiivllle  *♦•  . 
Civeiiwdod  nil 

Ili'.'ilh  S|iriinf.s 

K.'i-slunv  ,111 

I<aii.liuiii 

l-aiireii.s "' 

t.ibert.v 

f.itllc  Mdiiiitiiiii 

S'i'U  lilMI'V    . . 

i'eizi'i-nii ;;:;; 

'iiliida 

aiitiicl; .'.'.'.. 

'\nuinu\inrg  \\\\ 

I'lcllKlll  . . 

Vallialla '.'.'."."" 

Vliinslioj-ollll W 

Viiitliri)i)(:o||i.;f^ ■ 


Drainage- 

Ijaiiiis. 


Day  of  month. 


18      19     20      n      22 


(Joast  

Kdisto 

( Oast 

Pee  nee 

Waccaniaw 

I'ee  Dee 

I.ynelie.s 

Saiilee 

I'ee  Dee 

do 

■■^avainiali  . . 

Coast 

Ulack- 

Pee  Dee 

Kdisto 

C'ooper 

Sanlee 

ICdistn 

Pee  Dee 

.Aslde.v 

Wateree 

.\slieiioo  . . . . 


1. 10 


1.40 
.01 
.S2 
.57 

1.37 
.9-1 
1.62 

'.'ss 

1.2 
.  IS 
.80 
.60 

1.03 


.82 
I.IU 
1.20 
10 
1.40 
1.17 


Kdislo  .... 
Savii.imaii 
P.IOild 

Salu<la  

Saviuniah  , 
Wateree  . . . 

Cala.wlia  . . 

Saluda 

Hroiid  

Siivaiiiiiili  . 
Coiigaree  .. 

."^avaniiali  . 
Savaiiiia,li  . 

Hroad  

Saluda 

....<lo 

Walereo  . . . 
l,yii('lies  .. . 
Hroad  

Saluda 


8a  vauriali  . . 

Saluda  

Saluda 

do 

do 

Hroad 

do 

Kdislo 

■SavauMali  . . 

Hroad 

Catawlja  . . . 


.03 
T. 
.01 
T. 

.30 
.12 

.031 
.171 


.05 


.01 


.06 


,3S 


.201, 

.06;. 


.Ofii, 
.041, 
.06  . 

I 

.03;. 

.'fiS,'.' 
.  10). 

.171. 


.101. 

.ihI. 

.19  . 

.071. 


.20  , 
.Ot|. 
.  0.5i . 


.01 


T. 


.15 
.30 
.4» 
.20 

.70 

.45 
.4 

!42 

1.37 
T. 

.40 
.45 
.05 


.52 


.04    .31    T. 


T. 


.94 
.45  .15 
.4K  .05 
.12  1.00 


.35 


.36    .10 
.12 


1.10 
.04 


.  50  . . 
.10    .70 
.05    .75 


,70 

,78 

1.09 

T. 

.43 
.08 

.60 

.34 

.86 
.56 

.75 
.90 
.06 
.51 
.66 


l.IO 
.20 
.43 


.14  .23 

.54  "63 

.10  .02 

.72  .11 


.72 
.98 
1.05 


.52 
.85 

1.25 
.20 
.25 

1.3 


1.56 


56 


1.85 
.03 


03  2. 55 
3.60 
.  10 
.35 
.95 
1.00 


,20 


.02 


.25  ....  1.30 
,38    .12  1..i0 


.481 
.13! 
.81    T. 
1.52    .05 

.87 
1.30 


.  98  . . . 


.05 

1.75 
1.20 
1 
1.00 


1.25 
.38 


.71 
.40 
.74 

\'.'m 

.51 


2.  30 


36  ... 


1.02 
l.OI  . 
.  90  1 .30 

.451  .05 


.92 


T.  .29 
.45  .45 
.55  . 


.01 
.6' 

.60 

.46 
.33 
T. 

.41 
.01 
.66 
.63 
.11    .67 


.12 


.27 

..37 
.83  . 
.18 


2.75 


30 
1.02 


1.20 
.42 


.03 


■  ^■i  ... 
.9 


.(2 


T. 


.03 


.05 


3.81 
4.00 
3.  58 
4.01 

3.81 
3.7S 
3.58 

7.3S 
5.73 
4.56 
3.70 
3.16 
.3.00 

3.41 

4.40 
3.92 
5.82 
3,83 
7.33 


2.74 
3. 58 
2.81 
2.40 
2.90 
3.26 

3.02 
2.  72 
4.25 
1.86 
2.70 

2.78 
2.23 
l.Hfi 
1.81 
2.41 

2.88 
2.90 
2.68 
2.07 
1.75 

2.60 
2.70 
2.90 
2.62 
2.  61 

1..S7 
2,98 
2.  42 
3.10 
2.48 


^ss:;Kas~!BiisSx^^^^ 


COMPARATIVE  DATA  FOR  DEC2MEER. 


Year. 


Temperature. 


I'recipitatiou. 


Average  u  um  be  r  of 
days. 


44.9 
42.7 
55.  4 
45.9 
49,9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.6 
45.5 
44.0 
46.8 
41.0 
4.5.5 
4.5.2 
48.0 
46.2 


0 

17 

-     1 

15 

8 
21 

9 
II 
18 

2 
10 
10 
16 
IG 
11 
12 


sw. 
nw. 
nw. 
ne. 

ue. 
nw. 
n  w . 


ne. 

sw. 


Year. 


Temperature. 


r.     I 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

Period 


50. 
42. 
42. 

49. 

48. 

47. 

43. 

44.'. 

46. 

37. 

50.  i 

46.  f 

46. 

50.  ;- 

51. 

52. 

47. 

44.4 

46. 


.6 

83 

.8 

84 

.0 

76 

.8 

85 

.8 

79 

8 

77 

9 

80 

2 

79 

7 

79 

7 

82 

8 

82 

5 

87 

1 

75 

3 

80 

0 

86 

5 

79 

6 

86 

4 

77 

6 

89 

Preeipitation. 


Average  u  u  m  her  of 
days. 


12 
IS 
18 
16 
11 
17 
11 
-6 
17 
15 
18 
20 
22 
23 
12 
1 

-6 


2.84 
2.81 
2.36 
4.94 
2.88 
4.25 
4.80 
3.27 
2.43 
1.47 
5.  85 
3.  45 
4.01 
1.54 
4.90 
4.12 
5.  .54 
3.26 

3.47 


w. 
nw. 


h 


% 


:>>•>$ 


J- 


''vv '  :'"v 


48 


CLliMATOLOGlCAL  DATA:    SOUTH  CAROLINA  SECTION 


December,  1925 


Daily  Temperatures 

for 

December 

1925. 

Stiitioiis. 

1 

'2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean, 

K(tstem 

PnrlUm. 

.  .  .  . 

Beaufort 

\  iM(i xinnitn  . . . 

••  1  Mininmni 

S  r^Iaxinuun  . . . 

"sj 

56 

'"75 

"72 

"64 

"66 

"67 

"eg 

"70 

76 

"65 

75 

"73 

"54 

"60 

"76 

"76 

"63 

"58 

"(iO 

",56 

49 

"35 

',52 

"54 

"49 

"35 

"35 

"46 

"43 

"62 

5S.  8 

Blackville 

••    i    \[iiiitinii>i 

as 

45 

48 

45 

51 

37 

34 

45 

43 

43 

46 

46 

40 

46 

44 

48 

45 

40 

31 

32 

36 

34 

24 

20 

33 

35 

29 

11 

15 

25 

31 

36.8 

(    .Mllllllllilll.... 

S  Alaxiinuin  . . . 
■  ■  /  Mi uiiiuini .... 

5:t 

56 

62 

71 

65 

68 

59 

57 

67 

66 

62 

69 

72 

62 

66 

60 

57 

49 

65 

in 

62 

6)2 

44 

56 

54 

48 

42 

32 

42 

48 

47 

56.9 

<;iiiiilestoii 

48 

51 

47 

47 

47 

40 

41 

47 

45 

44 

50 

50 

50 

64 

48 

47 

44 

39 

42 

48 

48 

38 

32 

32 

40 

37 

26 

18 

23 

32 

36 

41.6 

\  Aiii  xiiiuiiii  . . . 

52 

5S 

69 

69 

62 

58 

58 

61 

68 

fi6 

57 

70 

70 

62 

48 

50 

46 

50 

44 

50 

50 

64 

42 

54 

49 

45 

28 

32 

44 

40 

46 

52.9 

(;lifnu\AS\S  

'  *  /  Mi niiiuini . . . . 

3S 

48 

48 

40 

58 

31 

30 

38 

35 

35 

38 

48 

38 

48 

47 

35 

38 

26 

25 

38 

42 

48 

26 

22 

29 

29 

22 

9 

12 

22 

24 

34.4 

S  iMaxinium  . . . 

5S 

53 

65 

71 

68 

69 

59 

60 

68 

67 

64 

71 

70 

61 

54 

58 

55 

48 

50 

63 

55 

60 

66 

65 

50 

52 

44 

31 

42 

44 

48 

56.6 

(joiiwjiy 

46 

50 
53 

47 
69 

72 

52 
64 

35 

57 

31 
60 

42 

40 

35 

68 

38 

46 

44 

50 

42 

41 

43 

30 

28 

49 

34 

51 

31 

25 

39 

34 

'2S 

13 

12 

19 

30 

37.0 

■  *  '  Minimum 

)  Mivxiiiuim  . . . 

62 

69 

61 

71 

73 

53 

47 

52 

4» 

50 

48 

49 

62 

66 

45 

50 

51 

47 

32 

33 

45 

43 

47 

58.1 

DarliiiRloii  \\S^ 

•••  /  ilinimum 

30 

41 

45 

41 

42 

34 

36 

41 

39 

40 

38 

41 

45 

47 

46 

38 

41 

37 

26 

3U 

35 

39 

27 

22 

30 

30 

25 

9 

10 

17 

27 

36.  5 

FerKiisonsSs'i 

S  Maximum  . . . 
••'  \  iiiiiimum 

I   \l'.tviiiiiii)i 

"39 

"39 

44 

"38 

"ss 

"36 

'34 

"35 

"4! 

"37 

"39 

"42 

"■ii 

"43 

"34 

"37 

"39 

"37 

"32 

"31 

'  34 

"32 

"29 

"20 

"31 

,34 

"28 

"ii 

"is 

"i5 

"22 

""33.' 4 

l''Ioieii('e  1    

1    ^^ItlAlllllllII    ... 

....!.... 

. . . . 

.... 

' * '  (  Mininitmi .... 

)  Maximum  . . . 

•  ■  •  /  iMinimum 

S  ^laxinnim  . . . 

'    SiK        'i" 

"77 
40 
74 

"68 
48 
50 

"58 

"56 
30 
61 

57 

69 

69 

62 

"70 

71 

64 

ei 

61 

58 

62 

62 

"63 

47 

,55 

54 

53 

45 

37 

45 

44 

"50 

"  =  58.'2 

Qariiett 

Do 
4.5 

61 

49 
64 

44 

41 

37 

46 

40 

u 

51 

53 

49 

46 

47 

45 

46 

27 

25 

31 

33 

32 

18 

16 

25 

34 

"38.  3 

"70 

69 

60 

68 

70 

6C 

74 

73 

70 

65 

61 

55 

"5i 

"55 

65 

58 

62 

51 

59 

52 

52 

47 

33 

46 

56 

56 

59.5 

(ieoi'iiBlo  v\'ii 

47 
52 

60 
54 

45 
71 

43 
74 

37 
74 

36 
59 

35 

58 

45 

62 

42 
67 

38 
67 

41 
63 

47 
72 

fid 

52 

58 

44 

41 

41 

31 

30 

4^ 

37 

36 

28 

34 

32 
51 

33 

27 
44 

]  ] 

11 
44 

21 
43 

30 

36.  9 

•  •  ■  /  Minimum. . . . 
)  Maxinunn  . . . 

?4 

55 

58 

56 

50 

50 

61 

55 

60 

51 

53 

51 

32 

47 

57!  0 

Kiiicsl  lee 

•  •  •  )  Minimum. . . . 

45 

48 

45 

43 

50 

37 

31 

43 

44 

37 

41 

48 

49 

51 

43 

42 

42 

32 

30 

47 

37 

50 

30 

24 

34 

33 

28 

13 

14 

22 

31 

37.5 

\  Maxinuim  . . . 

52 

67 

75 

64 

56 

57 

63 

65 

62 

69 

71 

65 

54 

63 

67 

49 

56 

56 

56 

58 

48 

55 

52 

47 

42 

32 

42 

42 

47 

'•55,9 

Oraiigf  liiirjr  1 

•  ■  •  !  Mininunn 

44 

42 

44 

51 

35 

34 

45 

40 

43 

45 

45 

48 

45 

43 

43 

32 

31 

47 

37 

47 

27 

26 

36 

32 

30 

14 

15 

24 

26 

HG.  9 

S  Jfaximum  . . . 

•  •■  /  Minimmii 

')  ^hiximiun  . . . 

52 
52 

56 
46 
53 

69 

_. 

63 

60 

61 

65 

67 

65 

70 

72 

59 

53 

59 

51 

50 

60 

57 

59 

59 

46 

56 

53 

30 

49 

«68.  3 

St.  George 

U3 

43 

41 

42 

35 

32 

44 

38 

39 

45 

46 

50 

51 

44 

46 

31 

32 

38 

49 

49 

27 

26 

33 

15 

is 

•34.4 

68 

70 

64 

58 

58 

"r.i 

70 

68 

60 

72 

72 

68 

48 

51 

47 

50 

46 

48 

52 

,55 

43 

55 

40 

"47 

"29 

33 

45 

"42 

"46 

63.8 

Society  llilU^sV... 

■  ■  ■  (  Minimum 

2H 

41 

46 

40 

40 

34 

34 

37 

38 

39 

37 

40 

46 

47 

46 

37 

40 

26 

25 

27 

25 

38 

20 

22 

26 

27 

23 

7 

7 

10 

26 

31.8 

1  Maximiun  . . . 
•  ■•  (  Minimum 

51 
46 

55 
49 

70 
44 

7B     67 

68 
40 

65 
43 

71 
43 

74 
43 

60 
50 

65 
46 

69 
45 

65 
40 

"33 

"32 

"40 

"27 

■  '24 

"37 

"32 

"ih 

"24 

"2i 

Siiininerville 

42 

31 

"27     15 

""■3,5.' 6 

)  Maxinuim  . . . 

58 

58 

68 

75 

75 

'58 

'59 

"62 

"6,5 

67 

61 

70 

73 

63 

56 

68 

52 

48 

48 

"54 

65 

"46 

55 

50 

48 

38 

34 

44 

42 

48 

36 

.55.  6 

Wedgelielil 

•  ■■  (  Jlininuim 

44 

42 

45 

55 

45 

35 

37 

43 

42 

40 

44 

48 

47 

52 

42 

42 

41 

32 

34 

38 

45 

25 

27 

38 

30 

27 

10 

15 

25 

28 

30 

37.0 

)  Maxinuim  . . . 

52 

55 

68 

65 

60 

59 

57 

70 

70 

64 

71 

73 

66 

61 

61 

57 

61 

57 

62 

61 

62 

50 

56 

54 

52 

45 

35 

47 

45 

42 

,58.  2 

Yeiiiassee 

•  •  •  )  Minimum 

46 

46 

42 

39 

59 

34 

32 

44 

43 

40 

46 

42 

46 

52 

52 

47 

45 

35 

35 

47 

42 

50 

26 

24 

34 

32      30 

10 

14 

24 

35 

38.7 

U'eslerti 

I'llllioil. 

\  Ma  xi  mum  . . . 

54 

57 

69 

75 

72 

55 

58 

63 

68 

67 

62 

66 

70 

54 

62 

59 

51 

58 

51 

53 

55 

50 

65 

52 

46 

41 

33 

41 

44 

49 

57.0 

AiltHii 

•  •  •  \  Minimum. . . . 

4.S 

46 

44 

47 

45 

36 

35 

47 

46      44 

47 

42 

46 

53 

46 

45 

43 

33 

34 

39 

45 

38 

25 

28 

39 

33 

30 

13     17 

36 

33 

38,0 

S  Maximum  . . . 

55 

59 

67 

70 

59 

52 

46 

64 

68      65 

60 

62 

69 

58 

60 

55 

46 

49 

39 

48 

48 

48 

36 

,52 

49 

45 

33 

25 

37 

38 

40 

51.4 

Amleisoii 

■■■  i  Miuiiiunn 

37 

47 

42 

47 

40 

31 

32 

40 

39      40 

42 

45 

43 

48 

42 

42 

40 

29 

31 

37 

39 

36 

20 

27 

37 

26 

21 

8 

15 

29 

20 

34.8 

)  Jhixinuiiu  . . . 

51 

51 

63 

57 

45 

51 

48 

60 

63 

56 

51 

62 

62 

45 

50 

55 

37 

44 

42 

47 

51 

48 

37 

50 

59 

38 

28 

28 

36 

36 

•48.4 

Caesar's  Head.  ... 

•  •  ■  /  Minimum. . . . 

22 

23 

39 

42 

31 

27 

27 

37 

37 

37 

37 

38 

43 

41 

40 

38 

26 

22 

20 

23 

33 

36 

13 

13 

15 

17 

7 

4 

2 

18 

"'8 

29.1 

)  Maximum  . . . 

52 

54 

70 

71 

54 

53 

53 

66 

69 

69 

62 

64 

71 

55 

51 

52 

61 

55 

44 

45 

48 

56 

42 

54 

49 

45 

38 

46 

46 

46 

44 

,54  0 

(;allioiiii  l''alls'JsV. 

•  •  •  1  Minimum 

29 

35 

34 

34 

40 

29 

28 

28 

38 

38 

39 

40 

42 

43 

46 

40 

39 

26 

28 

29 

38 

29 

17 

17 

17 

24 

20 

5 

5 

9 

20 

29.  2 

('aiinleii  \^\^ 

\  Maximuir  . . . 

"32 

"42 

"42 

"4! 

"40 

"32 

"32 



34 

"3,5 

"33 

'  '36 

"42 

"38 

"43 

"47 

"■io 

"30 

"29 

"28 

"32 

"37 

"40 

"26 

"24 

"20 

"27 

"24 

"12 

"i2 

"i4 

"27 

""32.2 

' ' '  1  iSlinininm .... 

Chester 

S  Sfaximuni  . . . 

56 

56 

60 

61 

65 

70 

69 

65 

65 

€4 

65 

64 

63 

64 

64 

64 

54 

54 

68 

52 

53 

52 

54 

37 

30 

45 

46 

53 

'57.6 

/  Mini  mum. . . . 

34 

34 

38 

40 

35 

33 

31 

26 

26 

25 

25 

24 

24 

25 

30 

28 

35 

30 

50 

23 

26 

26 

27 

9 

21;     22 

21 

20 

'28.  5 

("It'nison  Coiiej^o  . 

\  Maximum  . . . 

53 

62 

66 

67 

62 

53 

54 

6-1 

69 

68 

63 

69 

70 

61 

",5i 

",57 

",51 

,50 

43 

49 

49 

53 

42 

56 

,52 

51 

43 

37 

41 

43 

47 

54.7 

■  ■  ■  (  Minimum 

.•^2 

40 

35 

41 

40 

28 

31 

34 

35 

41 

38 

43 

38 

47 

46 

42 

42 

25 

26 

37 

42 

42 

19 

22 

37 

26 

20 

4 

8 

20 

18 

32.  2 

Columbia 

)  i\iaxinuim  . . . 

52 

56 

68 

73 

65 

55 

55 

62 

67 

65 

62 

70 

73 

56 

52 

60 

50 

49 

49 

48 

,52 

54 

44 

56 

52 

45 

35 

31 

43 

42 

46 
31 

54.4 

"  '  /  Minimum 

41 

46 

48 

48 

41 

34 

37 

44 

43 

43 

45 

48 

48 

51 

41 

41 

38 

33 

32 

40 

41 

32 

26 

2; 

38 

31 

21 

12 

15 

28 

36.  fl 

1)118  West 

_      j  Maxinuim  . . . 

53 

5S 

65 

69 

63 

50 

.52 

62 

64 

63 

58 

66 

6K 

54 

49 

56 

46 

47 

41 

47 

47 

51 

40 

52 

48 

43 

32 

31 

42 

43 

46 

51.8 

' "  I  Minimum. . . . 

3.S 

46 

41 

43 

38 

32 

32 

39 

36 

40 

43 

45 

41 

4'* 

42 

42 

36 

30 

31 

38 

38 

27 

20 

25 

36 

28 

15 

9 

15 

32 

28 

3  4.0 

Greenville 

\  Maximum  . . . 

55 

60 

65 

66 

60 

50 

,52 

62 

67 

62 

57 

66 

66 

£5 

48 

56 

46 

46 

41 

47 

46 

51 

38'     52 

51 

42;     29 

31 

39 

42 

50 

51.5 

"  "  (  Minimum 

36 

50 

48 

47 

34 

31 

35 

39 

40 

42 

43 

44 

47 

48 

39 

40 

36 

30 

34 

36 

40 

31 

22 

26 

37 

26 

12 

9 

18 

32 

30 

35.1 

Cireenw'ond    

)  Maximum  . . . 

52 

52 

58 

66 

7f 

51 

51 

51 

61 

65 

64 

54 

66 

69 

52 

50 

58 

46 

48 

43 

48 

48 

60 

42 

53 

48 

42 

32 

30 

42 

43 

51 . 8 

"  ■  '  Minimum 

29 

38 

41 

41 

43 

32 

33 

34 

40 

40 

40 

44 

43 

44 

49 

41 

42 

30 

30 

31 

35 

42 

21 

21 

29 

27 

21 

8 

10 

15 

26 

32.9 

Heath  .Springs  . . . 

)  Maxinuim  . . . 

67 

68 

69 

68 

54 

53 

.52 

54 

65 

65 

65 

66 

66 

50 

45 

,^0 

47 

43 

4t 

45 

50 

50 

48 

51 

60 

47 

46 

34 

40 

39 

45 

52.  8 

' ' '  '  Minimum. . . , 

40 

38 

43 

42 

49 

35 

35 

41 

40 

39 

3>< 

40 

45 

49 

40 

36 

38 

28 

29 

38 

36 

35 

25 

30 

28 

25 

22 

10 

14 

27 

27 

34.  3 

Kei"Mha\v 

)  Maximum  . . . 

51 

52 

67 

71 

64 

55 

55 

61 

67 

64 

,58 

69 

69 

5s 

52 

51 

48 

47 

46 

46 

49 

54 

44 

55 

46 

44 

41 

31 

45 

40 

45 

53. 1 

'  "  )  Minimum 

.39 

40 

44 

42I     42 

34 

35 

40 

40 

38 

3K 

47 

45 

49 

38 

37 

37 

26 

27 

27 

36 

42 

25 

31 

28 

24 

22 

10 

12 

24 

28 

33 . 8 

Lniulrinii 

j  Maximum  . . . 

51 

54 

62 

63 

44 

45 

46 

55 

55 

57 

58 

68 

61 

61 

47 

•o2 

49 

36 

36 

46 

i'l 

45 

39 

42 

45 

45 

32 

30 

36 

38 

40 

47.5 

"■  '  Mininnim 

33 

45 

47 

40 

41 

28 

31 

38 

40 

42 

3s 

44 

3X 

47 

39 

38 

36 

29 

25 

32 

39 

39 

23 

24 

36 

26 

14 

7 

21 

18 

29 

33.  1 

Laurens 

_   _  I  .Maximum  . . . 

51 

58 

67 

70 

62 

53 

51 

63 

61 

63 

59 

67 

70 

55 

49 

58 

48 

48 

41 

47 

46 

.52 

39 

,52 

49 

46 

32 

32 

42 

44 

45 

,52.  3 

"'  ■  (  Minimum 

37 

47 

38 

41 

41 

31 

30 

37 

34 

36 

38 

45 

42 

49 

41 

40 

38 

27 

26 

39 

33 

38 

20 

26 

36 

25 

20 

9 

11 

26 

26 

33.1 

Liberty 

S  Maximum  . . . 

68 

70 

60 

49 

54 

50 

47 

41 

48 

47 

51 

49 

53 

50 

45 

34 

32 

41 

40 

48 

'48.8 

"    1  Minimum. . . . 

'.]"? 

"42 

"sr 

"42!... 

"33 

"33 

"34 

"r9 

".37 

41 

36 

45 

40 

38 

36 

22 

24 

34 

37 

37 

17 

20 

35 

16 

1 

10 

20 

21 

17 

'■30.  3 

l.iItU  Monnhiiii  . . 

j  Maxinuim  . . . 

49 

5<' 

6'i 

71 

65 

".53 

52 

58 

65 

63 

59 

69 

68 

60 

49 

59 

53 

47 

44 

40 

50 

51 

39|     52 

48 

46 

39 

29 

40 

41 

44 

,V'.  4 

■ '    (  Minimum 

37 

4r 

45 

45 

45 

32 

35 

40 

44 

38 

45 

46 

47 

49 

41 

41 

39 

30 

30 

33 

.39 

39 

21 

25 

37 

27 

22 

8 

16 

30 

26 

."'5.4 

Neuhervy 

)  Maxinuiii.  . . . 

52 

58 

69 

72 

65 

54 

53 

63 

67 

64 

59 

69 

71 

60 

51 

59 

48 

49 

43 

47 

51 

52 

42 

54 

50 

4f 

34 

33 

43 

43 

43 

53.  2 

""  '  Minimum 

S'* 

49 

41 

42 

41 

33 

35 

41 

40 

3. 

42 

44 

44 

50 

42 

41 

36 

29 

29 

39 

35 

33 

23 

26 

37 

27 

22 

9 

13 

25 

23 

34.4 

Saluda 

*  Maximum  . . . 

51 

59 

65 

71 

66 

52 

54 

60 

65j     63 

59 

67 

6a 

64 

53 

60 

53 

47 

46 

49 

51 

52 

42 

.52 

50 

49 

40 

31 

40 

42 

45 

.53.7 

■■•  1  Minimum 

39 

49 

39 

47 

45 

32 

33 

40 

39i     38 

41 

47 

43 

48 

45 

42 

43 

29 

28 

40 

34 

41 

23 

26 

34 

29;     25 

11 

13 

25 

24 

35. 2 

Saiitiick 

)  ^[axin!um  . . . 

50 
32 

57 
49 

60 
38 

64j     64 

48 
33 

48 
31 

61 
34 

56 
36 

35 

51 
33 

63 
45 

63 
40 

60 
43 

5f 
42 

,5(1 
39 

50 
41 

46 
24 

46 
24 

47 
38 

47 
31 

47 
41 

44 

20 

44 
21 

48 
29 

48 
25 

40 
21 

32 
4 

40 

40 
23 

41 
18 

.50.  3 
31.  r 

"■  '  Minimum 

37 

45 

Spartanhurg 

S  Maximum  . . . 

60 

68 

68 

63 

60 

58 

58 

65 

66 

63 

67 

67 

65 

56 

58 

54 

55 

50 

50 

52 

53 

48 

53 

53 

51 

48 

34 

34 

40 

48 

41 

55 .  r 

■  ■■  (  Minimum 

29 

35 

38 

38 

40 

31 

28 

32 

34 

35 

35 

43 

48 

45 

46 

38 

43 

28 

24 

33 

33 

43 

23 

23 

37 

26 

18 

9 

9 

27 

18 

31.  S 

Trenton 

i  Maximum  . . . 

49 

55 

69 

72 

67 

54 

55      62 

67 

66 

62 

70 

70 

60 

54 

61 

54 

50 

46 

48 

53 

52 

431     5( 

50 

50 

39'     34 

44 

43 

46 

.54.? 

'  ■■  '  Minimum 

39 

48 

41 

47 

43 

34 

3t 

41 

44 

40 

45 

46 

46 

53 

4r 

43 

40 

31 

32 

42 

39 

35 

23|     27 

39 

26 

26]     11 
53     33 

17 

27 

30 

36.7 

Wallialla 

)  Maximum  . . . 

55 

66 

69 

63 

60 

54 

52 

70 

68 

68 

58 

68 

69 

59 

50 

57 

.52 

49 

41 

49 

f. 

50 

41 

54 

52 

45 

41 

42 

46 

54.  a 

'■  ■  )  Minimum 

2** 

37 

37 

42 

38 

24 

2S 

S3 

38 

36 

35 

40 

32 

46 

46 

41 

38 

23 

25 

34 

34 1     33 

17 

19 

35 

24|     16 

3 

8 

27 

18 

30.2 

\Vinnst)oroM 

\  Maximum 

50 

54 
40 

66 
44 

72 

b!' 

50 

54 

61 

65 

64 

59 

67 

69 

53 

49 

47 

44 

46 

50 

52 

42 

53 

48 

43;     36 

31 

42 

40 

46 

'■•52.  f 

'  ■■  '  Minimnm 

30 

44 

45 

34 

34 

38 

40 

•39 

39 

45 

44 

45 

48 

"S9 

28 

30 

32 

,     38 

42 

23 

24 

29 

27 1     22 

7 

8 

26 

27 

•33.  S 

Winthrop  College 

S  Maximum  . . . 

50 

54 

69 

71 

63 

55 

57 

63 

67 

61 

56 

69 

6« 

60 

61 

50 

".51 

48 

53 

45 

46 

45 

45 

55 

49 

43]     34 

32 

43 

39 

4F 

.53. '2 

■  "  (  Minimum 

36 

46 

43 

44 

49 

30 

30 

33 

34 

33 

37 

45 

40 

48 

50 

37 

31 

38 

26 

28 

35 

36 

21 

25 

3f 

25 

V. 

7 

11 

27 

2.'^ 

,33. 1 

liefereucp  letters  (",  '•,  »),  appeariui?  in  the  table  imlirate  luunber  of  days  missinpr:  for  example,  '■  reiireseuts  two  days  missing,  ete. 
>:«  Instniments  are  read  in  the  iiiorniug;  the  maximum  temperature  then  read  is  ehargred  to  the  preceding  day,  011  which  it  almost  always  orrurs. 

WBO,  Ilaleigh,  1-2.5-26—900 
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U.  3.  DlilPARTMENT  OF  AGRICULTURE,  WEATPIER  BUREAU. 
CPIARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTfl   CAl^Obl^lA   SECTI0^1. 


KICHAKD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXVIII.     Columbia,  S.  C,  Year,  1925. 


No.  13. 


GESTEBAL  SUMMARY. 

The  ino.-:t  wi(lt\"pre;ifl  and  di.sai^trou.s  drought  in  the  history 
of  South  Carolina  prevailed  from  the  close  of  January  to  the 
first  two  weeks  of  November,  with  only  temporary  relie'f  at  long 
interval-  in  most  sections.  During  this  period  the  deficiency 
of  rainfall  was  18. '23  inclies,  and  during  tiie  principal  growing 
months,  when  timely  rains  were  most  needed,  the  deficiency 
was  12.41  inches.  Notwithstanding  unprecedented  precipita- 
tion in  January,  the  average  annual  rainfall  for  the  year  was 
H.98  inches  below  the  previous  lowest  annual  average  in  1911. 
The  situation  was  aggravated  by  record-breaking  and  persistent 
lieat  in  September,  culminating  on  the  4th  and  8th  in  maximum 
temperatures  that  overtopped  the  previous  highest  Section  re- 
cord for  all  months  of  110"  at  Chester  on  July  18,  1887.  The 
mean  annual  temperature  was  somewJiat  above  normal.  De- 
structive floods  occurred  only  in  January.  Five  persons  were 
injured  by  a  tornado  in  October.  Liglitning  caused  the  death 
of  1  person  in  April,  ]  1  persons  in  July,  and  2  persons  in  Sep- 
tember. Hailstorms,  lightning,  and  wind  squalls  were  attended 
bv  damage  appro.xMmating  $ir,i,(;50,  principally  in  .June,  July, 
September,  and  October. 

Comparatively  nn'ld,  open  weather  prevailed  from  January 
to  the  close  of  .April,  with  about  normal  crop  development. 
The  general  growing  season  opened  about  twoAveeksin  advance 
of  the  normal,  but  drought  caused  irregular  germination  of 
cotton,  corn,  and  other  staple  crops.  j\hiy  was  unseasonably 
cool,  with  two  periods  of  abnormally  low  temperatures  and  coii- 
tinued  dry  weather.  Rainfall  was  deficient,  and  temperatures 
were  relatively  high  during  June;  timely  rains  in  tlie  tobacco 
belt  improved  tobacco  and  other  crops  in  tiiat  section,  and 
cotton  elsewhere  withstood  the  drought  very  well;  the  first 
cotton  bloom  was  noted  at  Allendale  on  the  9th.     Ju'iy  was  the 


norm 


spring  killing  frost  date  for  1925  was  March  16,  or  7  days  earlier 
than  normal,  and  the  average  earliest  autumnal  killing  frost  date 
was  November  2,  or  8  days  earlier  than  normal.  The  growing 
season  was  231  days  in  length,  or  1  day  shorter  than  normal. 

The  mean  annual  temperature  was  64.2°,  or  1.2°  above 
normal.  The  warmest  month  was  September,  with  a  mean  of 
81.7°;  coldest  month,  December,  with  a  mean  of  44.4°.  The 
highest  annual  mean  at  any  sktion  was  67.0°  at  Charleston; 
lowest  annual  mean,  61.0°  at  Spartanburg  and  Walballa.  The 
highest  temperatui;e  was^fll°  at  Blackville  on  September  4,  and 
and  at  Calhoun  Falls  on  September  8,  the  highest  of  recoid  for 
the  Sectil^n  by  1°;  lo^x^  temperature,  1°  above  zero  on  De- 
cember 27  at  LLbwtyX>r^ 

Seasonal  tempVratures,  with  departures  from  the  39-year 

lals:  Winter.— 48.3°,.  +1.9°;  spring,  63.6°,  +0.8°; 
summer,  80.7°,  +1.9°;  autumn,  65.3°,  +1.4°. 

The  avHflge  annual  precipitation  Avas  35.82  inches,  or 
11.97  inches  below  the  normal,  and  the  lowest  average  annual 
rainfall  of  record.  The  greatest  annual  amount  at  any  station 
was  50.45  inches  at  Garnett;  least  annual  amount,  24.40  inches 
at  Chappells.  The  greatest  monthly  amount  at  any  station  was 
13.95  inches  at  Pinopolis  in  July;  least  monthly  amount,  'I'race 
at  Calhoun  Falls  in  June.  The  average  number  of  rainy  days 
was  96;  greatest  numl)er  at  any  station.  111  at  Garnett;  least 
nundier,  48  at  Liberty.     Average  annual  snowfall,  'J'race. 

Snowfall,  ranging  from  Traces  to  1.0  inch,  occurred  at  a 
few  stations  on  January  28  and  29  and  February  11  and  26, 
and  in  a  considerable  area  of  the  northwestern  counties  on 
March  2.  4,  and  5. 

During  the  growing  season.  IMarch  to  September,  inclusive, 
the  total  rainfall  was  15.59  inches,  or  15.54  inches  below  the 
normal. 

Seasonal  precipitation,  with  departures  firm  the  39-year 
normal:  \\'inter. — 15.77,  +4.39  inches;  spring,  5.97,  —4.59 
inches;  summer,  7.76,  —8.81  inches;  autumn,  8.60,  —0.68 
inch. 

Freshets  in  tlie  Pee  Dee  and  Santee  River  Districts  during 
.January  were  attended   by   unavoidable  losses  approximating 


driest  month  of  the  name  on  record;  the  first  open  cotton  boll  j  ^'^'^''^'^'^'  ''^"'^'  *^'^^  value  of  movable  property  saved  by  timely 
was  olwrved  at  Newberry  on  the  21st ;  the  first  bale  was  ginnned 
at  Allendale  on  the  30th,  16  days  earlier  than  the  10-year 
normal.  Unprecedented  drought  characterized  August:  "the 
streams  were  the  lowest  of  record  in  most  sections,  hydro- 
electric power  was  materially  curtailed,  stock  water  was  scarce 
and  many  deep  wells  failed.  E.\-cessive  heat  in  September 
further  intensified  the  long  drought,  and  crop  deterioration  was 
general,  but  the  situation  was  better  along  the  coast.  The 
drought  continued  practically  through  Octoljer,  but  was  effec- 
tively broken  throughout  the  Section  by  copious  to  heavv  rains 


durmg  tile  first  two  weeks  of  November,  and  fall  plowing  and 
plantmg  proceeded  satisfactorily,  with  good  stands  of  winter 
cereals  and  truck  toward  the  close  of  the  month.  December 
was  considerably  colder  than  umal,  and  precipitation  was  near 
normal:  winter  crops  made  good  growth  until  the  freezes  of  the 
last  week,  but  no  serious  damage  resulted,  except  in  some  sec- 
tions of  the  interior;  the  weather  was  favorable  for  hog  butch- 
ering. 

_  The  last  general  spring  killing  fro.^ts  occurred  about  March 
i  in  the  eastern  and  about  April  1  in  the  western  portion,  and 
:he  first  in  autumn  occurred  about  October  11,  extending  to 
;he  extreme  lower  coast  I)y  November  21.     Th-e  average  latest 


warnings  Jias  heen  estimated  at  $286,925. 

The  average  annual  atmospheric  pressure,  deteimined  from 
9  regular  stations,  was  30.06  inches.  The  highest  pressure  was 
30.69  inches  at  Asheville,  N.  C,  on  December  19,  and  in  the 
Section  proper,  30.67  inche.-?  at  Due  West  on  the  same  date; 
the  lowest  pressure  was  29.18  inches  at  Wilmington,  N.  C,  on 
December  2,  and  in  the  Section  proper,  29.48  inches  at  Green- 
ville on  November  12. 

The  average  annual  sunshine,  determined  from  9  automatic 
records,  was  64%  of  the  possible  amount.  The  average  annual 
number  of  clear  days  was  195;  partly  cloudy,  80,  and  cloudy, 
90,  as  against  normals  of  173,  98,  and  94  days,  respectively. 

The  average  annual  relative  humidity  at  8  a.  m.  was  79%  ; 
noon,  57%,  and  S  p.  m.,  H8%. 

The  prevailing  wind  was  from  the  south.  The  average 
annual  hourly  velocity,  determined  from  9  anemometer  records, 
was  7.6  miles.  'J'he  highest  velocity  for  any  5-minute  period 
was  78  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on 
August  21,  and  in  the  Section  proper,  48  miles  per  hour  from 
the  northeast  at  Charleston  on  April  20,  and  from  the  west  at 
Due  West  on  October  25. 

(CONTINUED  ox  TAOE  52.) 
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CLIMATOLOGICAL  DATA  :   SOUTH  CAROLINA  SECTION 


Year,  1925 


Climatological  Data  for  the  Year  1925. 


Counties. 

V 

a 
o 

5 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

!>. 

>. 

C 
'R 

S 

3 

Sky. 

0 

Stations. 

o 

5 

c 

03 

s 

a 

fi 

3 

6 

fi 

0 
^  u 

■s  ^ 

a 

3 
? 

i 

0 

a 
0 
S 

0 

si 

c 

0 

c 
c 
E 

a 
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n 
0 

CO 

0 
0 

IS 

<a 

0   . 

t-  >. 

0  ce 

E 
3 
!5 

£| 

3  ~ 
>5 

3 
0 

:i 

.a 

s 

3 

.2 

■c  c 

ti'js 

c 

■3 
> 

EASTERN   PORTION. 

Beaufort 

Beaufort 

Blackville 

Barnwell 

296 
48 
114 

25 
175 
106 

63 

136 

136 

82 

12 

64 

92 
264 
13 
54 
97 

109 

192 

75 

249 

24 



527 
764 
2U3 

311S 
508 
222 
562 

402 
487 
850 
351 

711 

•i'i 

53 
44 

29 
26 

66.9 
67.0 
63.  7 

65.4 
64.3 

iii 
102 

107 

105 
109 

Sept.    4 
Aug.  14 
Sept.    4 

.Sept.    4 
.Sept.    4 

11 

18 
9 

13 
9 

Dec. 
Doc. 
Dec. 

Dec. 
Dec. 

28 
28 
28 

28 
28 

42 
55 
44 

37 
31 
35 
40 

44 

9 

8 

33 

44 

2 
10 
45 
79 
15 

43 
35 
28 
4 
37 

64 
33 
21 

2 

27 
77 
20 

21 

4 

34 

39 

12 
13 
23 
42 

42 
24 
10 
11 

8 
26 
33 
22 

22 
24 

33 
47 

33 
26 
32 
26 

34.92 
33,42 

32.  96 

41.14 
3;.  07 
39.12 
38.87 

"36.' 38' 
50.  45 
34,67 
44.99 

31.64 
39  41 

"47.'7i' 
.39,74 

4.5.  43 
35.73 
45.  68 

33.  22 
45.49 

39,38 

34., 52 
36.  16 
30.  65 

"29!ii' 

39.  16 
35.41 

24.  40 
45.  23 
34.31 
29.38 

31.13 

'.32!  74' 
33.11 

30.19 
29,66 

29.  34 
45.71 

30.74 
28. 09 
28. 15 

30.  32 

34.78 
29.  30 
31.84 
32, 29 

35.08 
41.15 
38. 29 
32.  56 

33.39 

35. 82 

9.10 
5.49 
8.31 

7.69 
8.81 
9.  .52 
9.62 

10.  .33 
10.42 
7.87 
6.51 
9.19 

7.99 

10.94 
6.  23 
13.  95 
11.30 

8.52 
7.82 
6  34 
9.7.5 
8.31 

13.  95 

12,50 
9.  32 
9.03 

8,20 

9,28 

■11.84 

7.45 

8.95 
9.69 
7,55 
10.03 

6.96 

12.  00 

7.51 

7.12 

9.54 
6.08 
7.95 
8.91 

7,56 
6.50 

8.  67 
7.53 

10.20 

9.  38 
7.53 
7.72 

11.80 
8.00 
8.10 
8.57 

12.  50 

13.95 

Jan. 
June 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
June 
June 
Jan. 

Jan. 

Jan, 
Jan. 
July 
Jan. 

Jan. 
Jan. 
June 
Jan. 
July 

July 

Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 

Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 

Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 
Jan. 
Jan. 
Jan. 

Jan. 

July 

0.10 
1.28 
0.97 

1.02 
0.76 
0.75 
0.86 

1.08 
1.21 
0.46 
0,.'S5 
1.25 

0.  53 
0.68 
0.  03 
0.70 
0.55 

0.79 
0.2R 
0.94 
rl.70 
0.81 

0.03 

0.24 
0.59 
0.79 

Jfar. 
Mar. 
-\ug. 

Sept. 
Feb. 
Oct. 
May 

Mar. 
Mar. 
Mar. 

May 
Mar. 

Mar, 
Aug. 
May 
Aug. 
Aug. 

iiar. 
Aug. 
May 
Oct. 
Mar. 

May 

Sept. 
June 
June 

6 
0 
0 

1.0 
0 

0 
0 

0 
0 
0 
0 

T. 

0.2 
T. 

67 
94 
67 

98 
89 

'1 
90 

254 
llf- 

28 
116 

83 
134 

Charleston 

Cheraw 

Cliarle.ston 

Chesterfield 

sw. 

192 
211 

42 

53 

131 

101 

Darlington 

Florence    

Orangeburg 

Florence  

37 
44 

107 
108 

Sept.   4 
.Sept.    4 

13 

Dec. 


29 

Florence  1 

Florence  2 

l-'lorence 

78 
111 

55 
85 

55 
93 

201 

63 

101 

ne. 

Oarnett                   ..   . 

Hampton 

8 
33 
44 

"6.5.6' 
06.0 

110 
101 
104 

Sept.    4 
July     ,5t 
Aug.  14 

16 
11 
13 

Dec. 
Dec. 
Dec. 

29 

28t 
28 

(ieorgetown 

Williamsburg 

Florence  

Orangeburg 

Beaufort 

Berkeley 

Clarendon 

Dorche.ster 

Darlington 

Dorchester 

Sumter 

247 
225 

73 
19 

45 
121 

ne. 

Kingstree    

s. 

Mars  BlufT 

Orangeburg  1 

10 
41 

27 

66.2 

106 

Aug.  20t 

IJ 

Dee. 

28 

195 

102 

68 

w. 

J'aris  Islantl 

IMiiopolis** 

9G 


Sept.  14 

18 

Dec. 

28t 

T. 

0 

0 
0 
0 
0 
0 

T 

0 
0 
0 

0.8 
0 

n 

0 

0 

0 

T. 

0 

0 

79 
76 

91 

96 
70 
89 

84 

57 
80 
85 



sw. 

Rimini 

43 
35 
28 
4 
37 

62 
29 

66.0 
63  9 

'os.'fi' 

66.4 
65.8 

66.6 
63.7 

106 
110 
106 
108 
107 

111 

106 
105 

Sept.    4 
.'Jept.    4 
Sept.    4 
Sept.    4 
Sept.    4 

Sept.    4 

Sept.    4 
Aug.  20t 

15 

1(1 
14 

13 

8 

Dec. 
Dee. 
Dec. 
Dec. 
Dec. 

Dec. 

Dec. 
Dec. 

28 

28+ 

28+ 

27 

29 

28t 

28 
28 

114 
249 

193 
55 

58 
64 

w. 

Society  Hill 

s. 

Sunimeryille 

Wedge  (ield 

272 
210 

201 

192 

238 

38 
14 

76 

75 
20 

65 
141 

88 

98 
107 

w. 

ne. 

Division  means  and 

\VESTERN  POitTIOX. 

Aiken  

extremes. 

sw. 
ne. 

yVuderson 

Anderson 

w. 

Blairs 

I'^airfield 

Greenville. 

Caesar's  Heacl 

2 

9 

47 

'62.' 8' 

95 
111 
IOC 

Aug.    5t 
Sept.    X 
Sept.    5 

2 
5 
12 

Dec. 
Dec. 
Dec. 

29 

28+ 

28t 

Calhoun  Falls 

Abbeville 

T. 
0.  50 
1.26 

0.34 
1.35 
0.^0 
0.  72 

0.97 
O.ril 
1.15 
0.78 

0.96 
0.80 
0,43 
1.66 

0.  52 
0.40 
0.30 
0.84 

0.48 
1.00 
0.27 
1.50 

0.23 
0.60 
1.15 
0.71 

T. 

T. 

June 
Mar. 

Sept. 

Mar. 
July 
Aug. 
June 

Aug. 
June 
Sept. 
Aug. 

June 
Sept. 
Sept. 
July 

June 

Aug. 
July 
June 

Sept. 
Aug. 
June 
Aug. 

June 
Aug. 
Mar. 
Sept. 

June 

June 

62 
104 
71 

73 
72 
76 
89 

93 

180 

82 

103 

Camden 

ne. 

Catawba 

York 

Chappells 

Newberry 



Chester 

Oconee 

4 
31 
39 

12 

'65.' 2' 
62.9 

105 
104 
106 

105 

Sept.    4t 
Aug.  20 
Sept.    4 

Aug.  20t 

9 
4 
12 

9 

Dec. 
Dec. 
Dec. 

Dec. 

27 

28 
28 

28 

195 

85 

85 

ne. 

Clemson  College 

w. 

Columbia 

Richland 

138 
141 

123 

120 

104 
94 

ne. 

Due  West 

AbVreville 

sw. 

Kilgefield 

Kdgefield  . 

Oa.ston  Shoalstt 

Ciierokee 

680 
989 

671 
568 
500 
1003 

589 
900 
711 
502 

850 
536 
512 

875 

620 
1061 
545 
690 

0 
T. 

0 

0 

0 

T. 

0 
T. 
T. 

0 

0 
0 

T. 

T. 

0 

T, 

0 

0 

T. 

T, 

87 
103 

77 
81 
88 
86 

90 
48 
62 
97 

87 
92 
88 
83 

62 

107 

85 

71 

82 

81 

Greenville 

Greenville 

Greenwood 

T/anca-ster 

42 

42 
24 

10 
11 

8 
26 
33 
22 

62. 3 

62.8 
63.1 
63.8 
61.6 

62.9 
61.1 
63.2 

101 

102 
106 
105 
105 

107 
103 
105 
107 

Aug.  26 

Aug.  21t 
Sept.    4 
Sept.    4 
Aug.  20 

Aug   20t 
Aug.  13t 
Aug.  20 
Sept.    4 

9 

8 

10 
10 

7 

9 

1 
8 
9 

Dec. 

Dec. 
Dec. 
Dec. 
Dee. 

Dee. 
Dec. 
Dec. 
Dec. 

28 

28 

28 
28 
28 

28 
27 
28 
28 

154 

235 

ISO 
231 
228 

171 

115 

4 
57 

3 
76 

143 

90 

126 

128 

131 

61 

51 

e. 

Greenwood 

w. 

Heath  Spri  ngs 

w. 

Kershaw 

Kershaw. 

w. 

Landrum 

Spartanburg 

Laurens 

s. 

Lanrens  

w. 

liberty 

Pickens 

Little  Mountain 

Newberry 

224 

200 

53 

S3 

88 
82 

s. 

Newberry 

Newberry 

w. 

Pelzer 

Anderson 

Saluda 

Saluda 

24 
33 
49 

33 
24 
32 
26 

64.3 
62.0 
61.0 

65.7 
61.0 

'63.'2' 

63.1 

64.2 

108 
110 
106 

109 
108 
106 
106 

111 

HI 

Aug.  20 
Sept.    4 
Aug.  20 

July    13t 
Sept.    7 
Sept.    4 
Aug.  20 

Sept.    8 

Sept.    4t 

11 
4 
9 

11 
3 

7 

1 

1 

Dec. 
Dec. 
Dec. 

Dec. 
Dec. 
Dec. 
Dec. 

Dec. 

Dec. 

28 
28 
28 

28 
28 
28 
28 

27 

27 

161 
195 

189 
200 
160 
139 

191 

195 

139 
92 

112 
104 
115 

175 

81 
80 

65 

63 

64 

61 
90 
51 

93 

90 

s. 

Santuck  

I'nion  .. 

e. 

Spartanburg 

Spartanburg 

Edgefield 

Trenton 

sw. 

Walhalla 

sw. 

AVinnsboro 

..  do 

ne. 

Winthrop  College  tt . 

York 

s. 

Division  means   and 

extremes, 
tremes. 

w. 

Section  means  and  ex 

s. 

t  On  other  dates  also. 
**  Temperature  data  are  from  observed  readings  of  the  dry  bulb ;  means  are  computed  from  observed  readings. 
tt  Postofflce  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals,  Blacksburg;  of  Winthrop  College,  Rock  Hill. 
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Monthly  and  Annual  Preolpitation  for  the  Year  1925,  with  Departures  from  the  Normal. 


Stations. 


January. 


February. 


March. 


April. 


May. 


E.\STRKN  PORTION. 


Blaokville  

Charleston 

Cheraw 

Conway 

Parlingtou 

lOftniffhiiin 

Fi'rxuson  

Florence  1 

Florpnpe2 

( iarnett 

(I'oorifi'town 

Kiiigstree 

Mars  Bluff 

OraiiKebiirK  I.  ... 

I'aris  Island 

IMnoDolis 

Kiiuini 

Kt.  Heorge 

.Sodet.v  Hill 

.'^umnierville 

AVft'lg-efield 

Yemasseo 


Division  means  and 
(lepartm'es. 


WBSTEI!N   POlri'ION. 


9.10  +6.18  0.70-3.56.  0.10—3.22 

4.K5  fl.JO  l.H4!-l.o7i   l.'2«|--_'.4J 

b.3l!  1-5.41  1.4y|-2.B0    1.3S-2.21 

7.69+4.22  2.75-1.61    2.041-1.55 


8.81  +fl.2« 
9.52  +6.  16 
9.621+6.04 
lu.  as  +7.5:1 

10.42  •'-7.62 

7.  65 

4.40  +1.00 
9.19  +6.13 


7.99 
10.94 
6.  23 
5.  5S 
11.30 


0.76 
1.59 
2.47 
1.61 

1.26 
1  S5 
3.05 
2.45 


2.05 
2. 35 
+3.50  2.32 
+2.48  1.97 
+8.32    2.22 


Aiken 

Anderson  . . 
Ulairs 


Ciesars  Head  , 


Calhonn  Falls 

Camden 

CiUawbii 

Chappells 


Chester 

Cleinson  College 

Columbia 

Dne  West 


9.281+5.28 
11.841+8.46 
7.45  +3.98 
8.  95  +5.  63 

9.69 
7.551+2.63 
10.03  +6.74 
6.  96  +3.  33 


Kdffefield  !  12. 00  +8. 05 

(Gaston  Shoals  I  7.511+3. .55 

(freenville 7.  12  +2.61 

Greenwood  9.  54  +5. 76 


8.52  +5.43 
7.821  1-4.82 
5.99|+2.  93 
9.  75  +6.  33 
7.  14  +-4.37 

8.23  +5.16 


12.50+8.92 
9.32[+5.39 
9.  03! +5.  55 
8.20  ... 


Heath  Springs  . 

Kershaw 

l.andrnm 

I.aurens 

Liberty 


Little  Mountain. 

Newberry 

Pelzer 

Saluda 

Santuek 


Spartanburg 

Trenton 

Malhalla 

Winnsboro 

Winthrop  College. 


Division  means  and 

departures. 
Section  means  and 

departures. 


6.08 
7.95 
8.91 
7.56 
6.50 

8.67 
7. 53 
10.20 
9.3h 
7.53 


7.72 
11.80 
8.00 
8.10 
8.  .57 


8.54 


+2.  49 


+3.  08 

+  i.'66 

+  5.29 
+3.64 

+5.  82 
+  5.73 
+3.  S3 

+3.91 

+  8.47 
+3.21 
+  4.72 
+  5.06 

+4.99 

+4.95 


-3.1 

-3.35 
-1.42 
-2.  54 


1.00-2.01 
1.111-2.68 
0.  92i-2.  5:i 
1.08i-2.09 

-1.96 


-2.89    1.21 
0.46 
-1.09    1.76,-1 
-1.60    1.25,-1.  15 


-1.20 
- 1.  56 
-1.53 


2.1 

1.78 

2.42 

1.65 

1.54 

1.9-2 


1.50 
1.02 
1.84 


0.  53i 

1.  16i 

0.08-3.2 
1.38-2.24 
1.24; -2.  53 


1.33 
1.24 
2. 26 
1.49 

1.83 

I.  451 
1.08| 


-1.64  0.79' -2.  62 

-2.63  1.03,-2.24 

-1.73  1.27,-2.05 

-2.50  1.10  -2.46 

-2.30  0.81|-2.68 


-2.  55 
■4.11 
-1.9/ 


-4.03 
-2.  73 
-2.07 
-2.35 


-3.93 
-3.51 


0.44  -3.52 
3.371-1.23 
2. 05; -1.65 


2 .22 
0.50 

2.  .53 
0.34 

3.  O.T 
2.  67 
0.87 


1.03 
1.24 

--i.a 
-2. 93 

1.46 

-2.65 

1.20 

-4.05 

2.12 

-2.60 

1.82 

-1.98 

1 .  90 

1 .  38 

-4.03 

1.52 

0.  92 

-4,68 

l.SO 

-2.67 

2.44 

-1.75 

1..34 

-3.28 

1.27 

-3.  37 

1.55 

-3.24 

1.51 

-3.07 

1.03 

-4.06 

!.86 

-3.44 

1.97 

-2.37 

1.  93 

-2.  13 

1.52 

-3.09 

1.69 

-2.63 

-2.  70 
-3.20 
-1.58 
-3.53 


-2.30 
-2.83 
-2.07 


3.36 
3. 12 
2. 16 

1.39 
1.23 
3.1! 
2.  26 
2.50 

1.44 

2.  05 

3.  52 
1  38 
2.75 

3.35^ 

1.351 
2.  79; 
1.15' 
2.15 

2.16 

1.67  - 


-1.40 
-2.  2' 
-1.  86 

-2. 10 

-2.' 61 

-^2.' 97 

-2. 22 
-1.74 

-1.26 
-2.63 
-1.68 

-1.53 
-2.  94 

-3.  80 
-2.  84 
-1.72 

-2.  20 

-2.21 


1.89 
1.91 
3.67 

2.06 

2.50 
2.17 
1.71 

1.68 
2.80 
2.99 
2.80 

1.39 
1.72 
5.41 
2.05 
2.94 

3.19 
2.15 
2.  3S 
1. 
1.65 

2.46 


<  o 


-0.54 
-1.10 
-1.03 
+0.57 

-1.13 

-0.82 
-0.70 
-1.12 


-0.34 
-0.01 


+3.  10 
-0.92 
+0.0' 

+0. 22 
-1.11 
-1.03 
-1.19 
-1.3 

-0.58 


June. 


July. 


August. 


September. 


October. 


November. 


December. 


Annual. 


3.10  -0.40 
1.96  -1.51 
2.07  -1.43 
3.39  —0.17 


1.41 

2.57 
0.86 


-1.93 
-0.96 
-3.31 


4.  35;  +0.  65 

2.  691 -I.  01 
2. 24 
0. 55  -2.  89 
2. 55  -0.  64 


1.89 
1.68 
0.03 
4.65 
1.53 

1.00 
1.01 
0.94 
0.85 
1.61 

1.95 


1.20  -1.89 
3.  37  +  0.  19 
0.98—1.58 


1.44  -2.08 
2.27  -0.81 
2.18  -0.81 
1.13  -1.40 


1.36 
3.11 
1.24 
1.84 


1.41 
2.74 
1.47 

2.02 
1.45 
2.  63 

2.  62 
2.60 

0.85 
1.01 

3.  86 
1.19 


1.9' 
0.99 
3.66 
1.46 
1.40 

1.88 

2.12 


-0.  60 
1.62 

-1.17; 


-3. 12 
+0.  99 
-2.  70 

-2.28 
-2.29 
-2.  38 
-2.48 
-L89 

-1.54 


1.08' 
2.53!' 


-1, 

-0.34 


4.011-1.6: 
5.  49;+0.  10 
3.71i-1.54 
4.971+0.10 


1.25 
2.38 
3.  13 
2.71 


-4.28 
-4.  88 
-3.01 
-4.  10 


7.93+2.34  4.26  -1.30 
5.23  -0.63|  4.29  -1.4" 
4.62-1.04  3.591-3.05 
5.35J+0.08i  3.71  -2.14 

5.37  +0.10 

7.87 

6.51  +0.94 
4.82  -0.34 


2.  82 
4.34 
1.90 
5.40 
5.26 


-3.50 
-0.33 
+  1.27 


5.  53' +0.36 
5.731+0.29 
6.34  +0.58 


2 .  66 
5.24 


5.  05 


1.10 
0.59 
0.  79 
3.59 


-2. 23 
-0.75 


2.18 
5.62 
2.64 
6.00 

1.55 
3.27 

ifi.'gs 

3.48 


-3.6'; 


-4.  76 
— 0.  52 


+  7.33 
—4.90 


6.34  -0.17 
2.691-3.74 
4.72-1.94 
4.68-0.34 
8.31I  +  I.45 


-0.41    4.32-2.00 


1.231-2.73  T. 
1.91'-1.30  3.48 
2.  40|-1.30l  3.25 
1.231-1.45    0.45 


5.  81  . . . 
1.76J-1.85 
3.1s  -0.01 
1.83  -2.21 


■1.88 
-0.91 
-1.42 


-2.52 
-3.' 28 

-2.23 

-1.81 
+0.12 
-1.49 


-1.11 
-2.36 
-0.  99 
-1.22 
-1.72, 

-1.39 

-0.92 


1.31 
2.46 
1.75 
1.21 

1.18 
1.16 
6.90 
2.76 
2.05 

2.75 
2.90 
1.40 

1.  6 

2.  53 

.3.30 
2.54 
2.43 
1.35 
2.16 

2.34 

2.18 


-2.03 

-0.  72 
-2.  .56 
-2.  34 

-1.99 

+  6!54 


-2.  28 

-0.17 
-0.36 
-2.  55 
-1.15 
-0.53 


-3.64 
-3.  16 
-3.68 


1.54  -3.30 
5.291+0.25 
1.9«  -3.36 
3.21 


-4.63  2.03 
-1.00  5.67 
-1.65  2.81 
-3.62    1.88 


3. 07 

1.  35 
0.721 
1.73 

0.61 
1.94- 
1.12 
0.  96 

3.  85 
3.  OOj 
2.03 
0.52 1 
1.00 

1.89 
0.84 
0.90 

2.  1 
0.2 


-3.83 
-3.46 
-2  33 

-2.99 

-0.  3 
-3.  97 
-3.60 

-1.35 


-0.79  1.99 
-P.57|  0.23 
-].33|  3.35 
-1.741  4.. 36 
-2.04!  2.99 

-1.05    1.65 

-1.46    3.09 


-3. 14 

-i'ii) 

-2.3' 
-3.  38 
-3.  .35 
-2.81 
-3.79 

-2.  69 

-4.  38 
—  1.94 
-0.03 
-2. 15 

-2.92 

-1.71 


1.35 
2.41 
3.50 
1.79 

4.90 
2.91 
2. 3S 
1.23 

2.08 
2.  51 
1.66 
1.28 
0.9' 

0.30 
1.51 
1.28 
1.86 
1.27 

1.64 

4.54 
3.71 
5.42 
1.61 

2.40 

3.19 


-2.  49 
+0.44 
-3.6 
-3.43 


-2.  86 
-2.  56 
-3.02 

-0.50 
-1 
-3.19 
-4.04 

—2.81 

-6.45 

-4.' '79 

-4.58 
-3.64 
-4.71 
-3.23 
-3.84 

-3.05 
-1.33 
-2.  71 
-0.51 
-3.95 

-2.95 

-2.  70 


0.75 

-4.92 

1.62 

-5.35 

0.97 

-5.63 

2.24 

-4.98 

0.92 

-4.41 

2.47 

-3.  63 

0.99 

-5.85 

1.56 

-3.99 

1.90 

-3.65 

3.07 

1.47 

-5.33 

2.60 

—3.70 

1.15 

0.68 

'6.' ■76 

--638 

0.55 

-5.30 

1..32 

-5.09 

0.28 

-5.42 

2.81 

-4.61 

0.79 

-5. 12 

1.30 

-5. 19 

1.44 

-4.  86 

0.95 

-4.48 

0.99 

-4.34 

2.68 

-2.32 

2.00 

0.98 

-4.23 

2.78 

-2.  .50 

2.96 

-2. 25 

1.27 

-3.18 

2.05 

0.  30 

-4.96 

1.94 

-5.  84 

0.97 

-3. 70 

0.75 

-3.17 

1.99 

-3.42 

0.  7J> 

-5.10 

1.06 

-4.13 

3.22 

-2.28 

2.43 

3.09 

-1.72 

0.73 

0.40 

-6.11 

0.94 

-4.24 

2.01 

-3.35 

0.78 

-4.05 

i.no 

-4.34 

3.31 

-2.42 

1.50 

-4.09 

0.42 

-5.  45 

0.60 

-5.  67 

2.  60 

-2.  74 

1.72 

-3.97 

1.5B 

-3.87 

1.48 

-4.40 

0.95 
1  94 

1 .  12 
1.02 

2. 22 

2.28 
1.42 
2.05 

2.16 

2.  02 
0.60 
1.88 

5.55 
L77 

2.'23 
1.92 

3.08 
2.  64 
3.06 
1.59 
1.34 

2.04 


0.24 
0.85 
1..39 
2.00 

0.62 
1.41 
1.26 
1.-12 

3.71 

1.00 

1.90 
2. 26 

2.62 
1.15 
2.  35 
1.58 

0.80 
0.43 
2.  69 
2 
0.93 

2.79 
2.49 
0.48 
1.46 
2.68 

1.12 
3.20 

1.00 
4.30 
0.71 

1.73 

1.86 


-3.23 

-3.  52 
-2.  45 
-3.77 

-1.72 
-1.73 
-2.3h 
■2.04 


-1.9 


-3.56 

-2.22 


-2.35 

-1.89 

-0.81 
-1.34 
-1.28 
-1.88 
-2.70 


3.57 
2.56 
4.26 
0.70 
4.06 

2.66 


-3.14    5.0- 

-2.141  3.18 

1.41    2.02 

6.35 


3.95 

3.08 
1.93 
2.76 

0.89 
0.75 
3.  46 


1.31 
5.03 
2. 12 
1.66 

1.02 
4.80 


+  1.10 
-0.85 
—0.88 
-0.46 

-2. 22 
-2.  23 
+0.69 


-1.06 


4.45 
3.09 
3.  36 
3.89 

3.60 
3. 03 
5.17 


+2.45 
+  0.22 
+  1.27 
+  1.68 


+  1.51 
+  0.93 
+  3.00 


3.211  +  1. 12 

4.46| 

2.85|  +  0.50 
-1.191  5.46+3.41 


2.00... 
3.54  ... 


2.  80  -  0. 24 
2.49  +0.03 


—3. 28 
-  2. 25 
-2. 17 
-1.72 


-2.  96 
—  1.55 
-0.60 

-0.10 
-2.  02 
-1.44 
-2.  08 

-2.19 

—1.97 

-3.08 

— 0. 05 
-0.  38 
-2.96 
-1.62 
-0.58 

-2.16 
-t-0. 02 
-4.0' 
+  0.96 
-2.31 

-1.15 

-2. 14 


3.23 
2.2 

2.  22 

1.48 

3. 23 
5.84 
1.14 
3.51 

2.35 

3.  22 
4.71 
3.03 

2.20 
2.11 

5.  .36 
2.  82 
5. 22 

1.42 
2.14 
3.06 
2.31 
2.16 

2.90 
2.  33 
5.  20 
1.71 
2.27 

3.10 

2.93 


+  1.23 
-0.49 
+  0.  79 
-2.15 
+  1.22 

-0.32 


+2.34 
-0.40 
-0.54 


4.0O|  +  1..56 
3.401  +  1.80 


+0.1 
-0.35 
-1.39 
-1.10 


+  2.4 
-1.71 
+  1.77 

-0. 33 

+0.  28 
+  1.51 
+0.19 

-0.25 

Vi.'i' 
+i.'2' 

-1.48 

-0.42 

-0.44 

-0. 

-1.08 

+0.09 
-0.76 
+  1.72 
-1.;-19 
-0.58 

+0.07 

-0.C6 


5.52 
4.  12 
5.67 
3.75 
5.16 

3.98 


3.74 
3.52 
2.55 
9.52 

3.85 
2.53 
3.07 
2.04 

5.  83 
5.01 
2.  08 
3.76 

3.30 
3.44 

4.06 
3.42 


+  3.64 
+  1.95 
+3.39 
-t-I  63 
-1-3.10   7.33 


3.81 
4.00 
3.58 
4.01 

.3.81 
3.78 
3.58 


2.99 
7.38 
5.73 
4.33 

3.70 
3.16 

'3.' 00 
3.41 

4.40 
3.92 
5.82 
3.83 


+  1.85 


+  1.1 

+  0.82 
+  0.29 


+  1.44 
+0.18 
+  0.  6 
-0.1' 


+  2.2 
-0.  15 
+  1.89 

+  1.18 
+  0.76 
-HO.  96 
+0.73 


14  -0. 05 
27  ... 

27  +2.  60 

80 

25 


-0.  42 

+0.34 

+0.14 
+  2.49 
+0.  63 
+  1.28 


3,92+1.09 
3.67+1.29 
6.131+3.25 
2.  77  +0.  68 
4.  57  +2.  38 


3.70 
3.81 


+  1.19 
+  1.52 


4.29 


2.74 
3.  58 
2.81 
2.44 

2.90 
3.26 
3. 02 
2.72 

4.25 
1.86 
2.70 
2.78 

2.23 

1.86 
1.81 
2.41 

2.88 
2.90 
2.68 
2.07 
1.75 

2.60 
2.70 
2  90 
2.  62 
2.61 

1.37 
2.98 
2.  42 
3.10 
2.48 

2.63 

3.26 


+  0.58 
+  0.85 
+0.44 
+0.80 

+  1.00 
+0.  65 
+<l.61 


+  0.04 


+2. 28 
+  1.51 


+0. 02 
+0.31 


34.  92 
33.  42 
32.  96 
41.14 

37.  67 
39. 12 

38.  87 


36. 38 
50.  45 
34.  67 
44.  99 

31.64 
9.41 

47.' 7  i 
39.74 


-11.47 
-18.65 
-13.68 

-  9.27 

-  6.72 

-  9.76 
-11.04 


+  1.47  45.43 
+0.82135.73 
f2.  47  45.  68 
+0.  64  !33.  22 
+  4.21  45.49 

+  1.21:39.38 


-0.87  34.52 
-1.29  36.16 
-1.09  30.65 


-1.90 
-+0. 14 
-0.97 
-1.73 


29.11 
39.16 
35.41 
24.  40 


45.23 
-3.36  34.31 
-0.20  29.38 
-1.65  31.13 


-0.  85 
—2.  68 
-2.  97 
-2.  02 

-0.85 


-2. 


32.  74 
33. 14 
30.19 


29.66 
29.  34 

4.5.  71 
.",0.  74 
-4.  50i28.09 

-0.69,28.15 
-1-0.14130.32 
-2.48  34.78 
+  0.26  29.30 
-1. 55131.84 

-2. 87132. 29 
-0.821,35,08 
-2,85141.15 
-0,  31 138,  29 
-1.77  32.56 

-1.65  33.39 

-0.21  .35.82 


-  8.13 


-16.06 
-1.45 


-  1.64 

-  7.05 

-  0.16 
-11.38 

-  4.86 
-11.89 

-  2.53 

-  8.14 


-10.82 
-11.18 
-12.20 


-22.18 
-  5.38 
-13.21 
-18.05 


-19.28 
-16.70 
-14.83 


-12.31 
-21 ,  88 
—17.41 

-14.. 38 

-i7.'92 


-32.49 

-15,07 
-14.66 
-16.65 
-16,28 
-15.66 

-16.27 
-12,50 
-18,62 
-1.5,77 
-14,90 

-15,06 

-11,97 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION 


Year,  19: 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  19S5.  with  Departures  from  the  Normal. 


Stations. 


KASTr.rtN   PORTION. 

Blnokville 

Charleston 

Cheraw  

Conway  

Darlington 

l<>rgu,son 

Florence  1 

(iarnett 

Gcorg-etown 

Kinerstree 

Orangpburgr 

Paris  Island 

Pinopolis '. 

St.  Goorge 

Sooiet.v  Hill ■.'.'.; 

Suinniprville 

Wedgetleld '.\ , 

Yemussee \\ 

Division  inoans  and 
departures. 

WKS-l-ERN  PORTION. 

Aiken  

Anderson 

Ciesar's  Head.  .......... 

Calhonn  Falls ...... 

(Camden '" 

Chester 

Clemson  College  '. 

Columbia 

Due  West 

Cireenville ]] ........ 

Greenwood 

Heath  Surings. 

Kershaw 

Landrum.  .......'. 

Laurens .'.'.'...'.'.'.' 

Liberty 

Little  -Mouutiiiii 

Newberry 

Saluda. 

Santuck  ....!..!....'.'.'.' 

Spaitanburg  . . 
Trenton  ... 

Walhalla .'■;; 

Winnsboro 

\Vi  nth  rop  College! .'.;; 

Division  means  and 

departures. 
Section  means  and 

departures. 


January. 


48.0  +0.5    ,54, 

50.  til  +0.7    5c.fi 

42.9  -O.Sj  51.8 

47.8  -0.2|  55.0 


February. 


March. 


42.8 
47.2 
45.(1 
'52.0 

47.8 
47.8 
47.2 
I  53 
48.4 

'46.9 
42.8 
49.6 
4(i.  I 
50.6 

47.fi 


40.2 
4110 


40.fi 
45.8 


-2.  7 

-0.1 

0.3 


-1.0 
+0.1 


+  1.K 
+0.6 


-0.6  55,2 
-1.3 ''51.9 
+0.2    5-5.4 


+  6.8  58.0 

+  3. 2 1  59.2 

+  6.8!  56.2 

+  7.2  58. 


53.0 
54.0 
50.4 
■55.8 

"54.  8 
56.4 
54.8 
57.6 
55. 4 


+  7 
+6.2 
+  9.3 


+5.7 
+8.9 

+6.'5 
+  7.0 


56. 
57.0 
58.7 
60.8 

59.2 
59.4 
59.4 
63.3 
58.0 


+0.2 
1-2.3 


+0.1 
-1.3 


-0.3 


55.2 

55. 8 1 


+7.0  58. 
+  7.  1  55 
+5.9;  58.8 


+  6.9 
+6.8 


42.  (■ 
44.9 
41.9 
41.6 

4.3.2 

42.9 
43.0 
41.6 
41.2 

41.0 
'42.8 

43.' 4 
41. 

40.2 
45.5 
42.  2 
'42.  0 
42.8 

42.7 

44.9 


0.0 
-1.1 
-1.9 
+  1.3 


54.  Si   +6.8 


54. 2 
51.5 

49.2 
'52.1 

'51.2 
50  3 
53.8 
50.  3 
50.0 


+0.3  51.2 
-0.5  51.6 
52,0 


-0.6 


-1.9 
-2, 

-2.0 
-1.4 

-1.4 
-1.1 
0.0 
-2.2 
-0.7 


48.9 
49.8 

48, 
■^50.  0 
51.6 
51.1 
49.2 

48.9 
52.  8 
48.8 
51.6 
50.5 

.50.8 


58.6 
59.7 


+0.3 
+  1.8 
+  2.8 
+2.4 

+  1.3 
+  1.1 
+  3.  3 


+  1.7 
+2.8 



+4.9 
+  1.6 

+  1.0 
+  1.2 
+0.6 
+3.1 
+  1.9 

+2.1 


April. 


+4.3 


+  7.1 
+5.(1 
+  5.9 
+  6.7 

+7, 
+8.6 

+  4.' 6 


+5.  4 
+  4.2 
+6.3 

+  4 
+6.0 

+6.1 
+6.6 
+  5. 
+  6.5 
+7.1 

+  5.9 


-0.6    52.4     +5. 


53.6 
55.6 

54.9 

'57!a 
54.5 
54.4 

54.6 
55. 0 
55.8 
53.  4 
"55. 0 

52.9 
oii.  0 
55  8 
55.2 
53.2 

53.2 
57.3 
'50.8 
'.5.5.  3I 
55.0 

54.9 

5C.fi 


67.6 
66.8 
65.4 
65 

65.  0 

65.  9 
67 

•■67.3 

65.8 
66.8 
67.4 
68.  0 
6J.8 

67.5 
65.8 
66.8 

66.  9 
66.2 

66.6 


May. 


June. 


July. 


August. 


+  3.2 

71.2 

+2.  3 

71.(1 

+3.  9 

67.6 

+3.1 

68.4 

+3.1 

68.3 

+3.8 

69.8 

+  4.9 

70.0 

-2.1}  81.6  +2.3  84.0 

-1.7;  79.8  +0.9  82.8 

-3. 1|  79.9  +2.71  81.8 

-2.51  79.2  +2.-][  81.8 


+5.2    59.2    +4.0   67.7    +4.7    70  0 
+  6.8    55.9    +1.9i  65.2    +3.8    67.8 


t'6».0 

+2.31  70.0 
+3.61  69.4 

!  69.8 

+  3.01  71.4 
+2.7j  66.9 

+3.3'  70.2 
+  4.0  "69.  4 
+  3.  3! 
+4.5 


+2.4 


64.8 

+  1.3 '66.5 


+2.6 

-1 

+4.5 

+L9 
+  1.6 

+2.'6 


+0.2 
+0.6 
+  1.2 

-0.7! 


70.0 
69.4 
69.0 


-2.  9' 
-1.4 
-2.2 


-2.2 
-2^4 


-2.1 
-3.7 


?9.6 
81.0 
81.1 
'81.8 

79.0 
80.0 
81.3 
80.  2 
78.0 


+2.8]»8I.l  +12 
+  4.0I  81.2  +1.8 
+2.71  83.  1  -1-1.9 
i'82.2 


+2.5 
+  1.4 
+  1.9 
+2.0 


69.0 


+  4.0 


64.7 

64.4  +4.8 

66.8!  +3.5 

61. .1  +3, 

64.1  +.5.5 

05.6  +4.5 

6.5.6;  +5.2 

65.6 

63. 2i  +3.2 

63.4 


63.2 
65.4 
65,8 
66.0 
0.0    63.3 


+2.1 
+  1.3 
-0.5 


+  1.2 

+  1.6 


63.  4! 
fiS.  2, 
62.8! 


05.1 
C5.9 


67.  9 
69.8 

67.2 
66.  4 
69.3 
67.1 

66.  0 

66.7 

68.  (i 
67.8 
65.  51 
66.0 

65.6 
66.2 
68.  4 

67.  9 


-2.6  80.8 

-1.4  80.4 

-1.9  80.0 

-1.8!  80.6 

-3.6j  79.5 

-2.2    80.2 


-1.4'  81.4 
-2.li    81.0 

"72.6 

81.4! 

+  0.3    81.3 


+0.6!  81.2 
+2.0    81.2 

82.  (' 

+  I.2I 

+  1.9i  78.8 


+2.3 

+  3.5 
+2.7 
+3.4 
+0.6 


82.4 
82.  9 
82.4 
81.4 
81.6 


+2.5!  81.9 


+2.6 
+  3.6 
+3.  61 

+  3.71 
+2.9    66.0 

+3.3  67.0 
+5.  5j  70.4 
+  4.5  (!5.2 
+  7.0  '68.4 


+  4.2 

+  4.0 


+  3. 


67.0 
67.4 


68.3 


-2.5 
-2.6 
—2.9 
-1.2 

-4.2 
-1.6 

-i!3 


-4.5 


-2.8 
-3.3 
-4.3 


-2.4 
-1.7 
-2.1 
-2.6 
-3.1 


SO.  9 

78 

81.2 

80.6 

79.6 

79.3 
79.2 
80.7 
79.3 
80.  6 

78.8 
79.4 
82.1 
81.4 
80. 2 


+3.8 
+5.4 


h3.6 


+3.  5 
+  3.1 
+4.1 
+  5.5 


82.9 
81.8 
'73.2 
83.2 
82. 2| 


+0.7 
+0 


+0. 

+  1.0 
+3.5 
+2.7 
■t  2. 2 
+0.8 

+  1.5 


+2.8 
+2.  2 


+2.2 


81.4!... 
'80.01  +2.3 
82. 8|  +1.9 
81.81  +2. 
80.6    +3.7 


+  1.9  81.2 

+2.81  **"-8 

82.(1 

+  4.5  81.6 
82.6 


+  1.6 
+  1.4 


+5.0 


-3.0 
-2.7 


80.4 
83.  fi 
77.8 
'81.4 
81.1 

80.5 

80.4 


+2.5 
+  1.6 
+.3.9 
+  3.9 
+  3.5 

+4.4 
+5.4 
+  3.  1 
+4.7 
+.5.0 


80.3 
81.4 

83  8 
83.0 

82.  2 

80.0 

83.  ( 
78.2 

"81.6 
81.6 


+  3.8    81.3 

I 

+  2.8!  81.5 


+  1.3    77. 


82.0 
81.2 
79.  8 
79.8 

80.8 
80.6 
81.6 
80.0 

79.6 
80.2 
80, 

'79.2 

80.4 
'80.8 
'78.8 
81.2 
79.8 

80.5 


82.8 
80.2 
73.4 
79.  (i 
82.5 

'79.  4 
'79.8 
80.8 
79.5 
78.  7 

78.4 
78. 
79. 
78.0 
79. S 


September 


October. 


Noyember 


December, 


Annual. 


+  1.5  8,5. 2|  +9.6 

-to.  21  82.2  +5.f; 

+  1.2  KI.6'  +8. 

+0.(i  81.4  +7.2 


+  1.9 
+2.2 
+  1.4 


-0.8 
+  0. 


+  1.4 


82.4 
82.2 
83.8 


80.8 
82.  3 
83.0 

86."2 


68  9 
68.8 
fi3.  5 
66.3 


+8.4  64.4 
+8.2  66.8 
+9.2 

•68.6 


+  0.4  83.3 
+  2.  3 '-81.  2! 
■0  6  »82.  9i 


+3.4 
-0.2 


+  1.0 


82. 81 
82.81 


+4.9 
+8.0 


+6 

+8.4 
+8.1 
+8.2 
+8.9 
+7.5 


82.41   +8.0 


166.8 
67.4 
68.7 

'66.1 

fifi.  8 
'65.  0 

67. 2| 
66.  6 
68.4 

66.9 


+  3.9  54.2 
+  1.0  .56.2 
+  1.4  50.3 
+  1.5    53.6 


+0. 
+2,6 


-1-0 
+2.9 


+  1.7 

+  1.6 
+2.4 
+  1.5 
+2.9 
+2.8 

+  2.1 


'',50.6 
"52. 6 

'54!9 

<^54.  0 
54.0 
"52.8 


+4.0j  85.0!  +  in.8 
+  1.8:  82. 6j   +8.9 

73.  4 

82.8 

83.2    +9.4 


+  1.1 
+3.1 
+3.0 
+2.0 

+0.9 
+  3.4 
+  1.2 
+2.0 
-f2.5 

+2.0 

+  1.7 


80.0 
81.0 

80.6 
78.6 

79.0 
81.8 
2 
78.2 
9.0 


1.71 


+3.6 

81 

+2.4  80.8 
+  1.2  82.6 
+  1.2  81.8 
+2.9    80.4 


0.0 
0.1 


80.8 
80.6 
82. 2 
80.3 
82.4 

78.4 


-0.2i 
+  0.71  80.7 
+  1.5  82.  S 
+  1.4  8.^.2 
+0.  1    80.  6 


+  1.5 
+2.3 
+  1.8 
+  0.1 
+0.6 


80.1  +1.8 

80.2  +1.3 


79.  3 
83.4 
'79.8 
'79.9 
81.4 

81.2 

81.7 


+  8.6 
+  8.1 
+  8.4 
+  9 

+  6 

+7.6 

+8.' 4 


+.5.9 
f6.P 
+8.6 
+  9.1 

+7.4 

+  7.3 
+  8.4 
+  9.  (I 
+  6.7 

+  8.8 

+8  0 


+  3.6 
-1.4 


67.4! 

62.  Ol 

54.  8| 

61 

67.0    +4.4 


'62.  9 
'63.2 
65. 0 


+  1.6 
+0.7 
61.0  -1.4 
59.8    -0.4 


61.1 
'62. 2 
63.5 
60.  3 
61.8 

'.50.  8 
■62. 2 
63.  0 
64.3 
61.4 

58.8 
65.  4 
'58. 2 

62!  4 


-1.1 

-0.2 


-1.2 
-2.2 
-0.6 
+  0.5 
--0.  7 

-0.3 
+3.1 
-2.6 

"6!o 


63.9!   +0.4 


£3.0 
*4S.4 
54.3 
52.4 
54.7 

53.1 


54.4 
50.0 
44.2 
47.6 


-1.4 
-1.9 
-1.9 
-0.6 

-2.1 

-2:6 


-2.1 
-0.7 


48.  6 
51.8 
48.8 
48.6 

48.7 
48.8 
.50.7 
47.3 
49.0 

'47.1 
50.7 
.50.  3 1 
50  6 
46.5 

48.0 
52.1 
47.2 
49.4 
49.5 

48.7 

50.4 


-3.6 
-3.8 
-1.3 

-1.5 
-0.8 

-1.6 


+0.3 
-2. 8 


47 
49, 
43.6 
46.8 

47.3 


"48.2 


48.2 
47.2 
'46.4 


+0.41  66.9 

-2.  .51  67.0 

-0.2!  (i3 
-0. 


+2.1 


-0.7 
-0.1 


48.0    +0.8 


'46.8   -1.0 
42. 8    —2.  0 


46.3 
48.4 


46.9 


47.8 
43.1 
38.8 
41.6 


64.3 


65.  C 

66. 0! 
66.2! 


+2.n 

+  1.C 
+  1.9 
+  1.9 

+  1.8 


+0. 
+2. ; 


66.0 
63.9 


"43.0 
-2.11  43.4 
-2.2  45.7 
-4.8  42.9 
-1.0    43.3 


R^l-ereZTT  ^°"\"l';  ""'"'"'"  '''""^''"•■'■^'^'"•^  ^'^  cou.puted  onb^  lor  sneh  stations  as  have  ten  or  more  years  of  record. 
JtoreremMneiters  (^.^  )^appeanng  in  the  table  indicate  number  of  da.vs  missing:  For  exami>le. "  represents  two  days  mi.ssing.etc. 


-3.3 
-3.1 

-3.4 


-3.8 
-  3.  •! 
-2.0 
-2.  1 
-4.7 

-2.7 
-3.9 
-3.6 
3.6 
-■2.2 

-3.  6 

-3.3 


42.4 
43.6 
43.4 
40.3 
42.7 

"=39.  6 
43. 9 

43.8 
44.4 
41.0 

43.4 

4.5.8 
42  2 
43.8 
43. 2 


-1.2j  65.6 
+0.5    66.4! 


+  1.6 

+  1.9 


+2.6 
+  1.8 


-2.3    65.8    +1.8 


+  0..5 
-0 


+0.7 
-1.5 
-3.  1 
+  1.1 

-0.fi 
+  1.4 

-■2.'3 


-.3.  2 
-1.7 
-0.5 
-1.0 
-2.1 

+  1.5 
-1.3 
-1.1 

+  1.1 
+0. 2 


43.0    -1.2 
44.4 


+  3.2 
+  1.9 


62.  8  . 


fi5.  2 
62.  9 
62.3 


+  1.0 
+0.9 
+  3.2 


62.8    +1.4 
63.1    +1.9 

63.  8' 

61.6^  +1.6 
62.  9! 


61.1 
6,3.2 

64.. 3 
62.0 

61.0 

66.7 
61.0 


+  0.2 
+0.2 

'+i!5 
+  (1.8 

+  0.7 
+  •2.3 
+  1.3 


63. '21  +1.5 
63.1|  +1.3 
04. 2I  +1.2 


(CONTINUED  FROM  PACK  49.) 


WEATHER  BY  MONTHS. 

/annrfr^.— Precipitation  M-as  decidedlv  above  all  previous 
averages  for  the  month,  the  heavy  rains  at  intervals  being  fo]- 
iowed  by  the  only  damaging  floods  of  tiio  year.  Temperatures 
were  .somewhat  below  normal.  A  glaze  and  sh^et  storm  was  gen- 
erally prevalent  on  the  28tli  and  2yth.  A  severe  wind,4orm 
occurred  at  Barnwell  on  the  16th.  Measurable  snowfall  oc- 
curred at  but  two  stations. 

February. —  n\^  month  was  remarkably  mild,  and  precipi- 
tation was  much  below  normal.  Snow  flurries  occurred  at  a 
tew  stations  on  the  11th  and  26th. 

ifarc^.— Generally  mild  and   unusually   dry   weather   pre- 
vailed.    Measurable  snowfall  occurred  only  at  "Ceasar's  Head 
Kather  severe  windstorms  prevailed  at  two  points  on  the  19th 
and  31st. 

^pn7.— Rainfall  continued  below  normal,  and  the  month 
was  un-^easonably  warm,  the  April  maximum  temperature  re- 


cord for  the  Section  being  broken  on  the  24th  and  2oth.  One 
person  was  killed  by  lightning.  'Hie  last  general  spring  killing 
frosts  occurred  during  the  fir.«t  three  days.  The  woods  were 
generally  green  by  the  9th. 

May. — Precipitation  was  much  below  the  average,  with 
temperatures  abnormally  low,  on  the  whole.  All  streams  were 
unusually  low.  A  rather  severe  hailstorm  occurred  at  Ehrhardt 
on  the  19th. 

./«fte.— Excessive  heat  and  decidedly  deficient  rainfall 
marked  the  month.  Streams  continued  "unusiially  low,  es- 
pecially the  Congaree  lliver.  Lightning  and  hail  caused  ma- 
terial damage  around  Manning  on  the  5th  and  9th. 

Jdy. — Precipitation  averaged  the  lowest  of  record  for  July, 
and  the  month  was  unusually  warm.  Eleven  persons  were 
killed  by  lightning,  and  material  damage  by  storms  occurred  on 
the  4th,  6th,  25th,  26th,  and  27th.  All  streams  continued  ex- 
tremely low. 


Year,  1925. 
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ylif^ttsf.— Unprecedented  drought  characterized  the  month, 
and  many  maximum  temperature  records  were  broken. 
Streams  were  the  lowest  of  record  in  most  sections,  power  was 
materially  curtailed,  stock  water  became  scarce,  and  many  deep 
wells  failed.  A  wind  squall  caused  some  damage  near  Walhalla 
on  the  26th. 

,S'ep<em6f;/-.— Unprecedented  heat,  culminating  on  the  4th 
and  8th  in  the  Section  highest  temperature  for  all  months  being 
overtopped,  together  with  less  than  half  the  normal  rainfall, 
further  intensified  the  record-breaking  drought.  Two  persons 
were  killed  by  lightning,  and  property  damage  by  storms  oc- 
curred on  the  15th.  16th,  and  2od.  Streams  continued  ex- 
tremely low. 

October. — Although  the  average  rainfall  was  only  somewhat 
below  normal,  the  prolonged  drought  was  not  relieved  to  any 
extent  until  after  the  2od.  Temperatures  ranged  somewhat 
above  the  average.  Damaging  storn)S  occurred  in  sections  of 
Abbeville,  Anderson,  Greenville,  Laurens,  and  Spartanburg 
Counties  on  the  25th;  a  small  tornado  was  observed  at  Owings, 
and  five  persons  were  injured.  Heavy  to  killing  frosts  were 
quite  general  in  the  interior  on  the  11th,  20th,  21st,  and  29th. 
Streams  continued  remarkably  low,  and  the  Congaree  River 
bad  remained  below  zero  practically  from  the  close  of  May  until 
October  27. 

November. — The  persi.^^tant  drought  since  the  close  of  Jan- 
uary was  effectively  broken  by  generous  rains  during  the  first 
two  weeks,  but  stream  flow  was  only  temporarily  improved. 
The  first  autumnal  killing  frost  line  extended  to  the  lower  coast 
by  the  24th.     The  woods  were  bare  by  the  26th. 

December. — The  month  was  considerably  colder  than  usual, 
and  precipitation  was  somewhat  below  normal.  Snow  flurries 
occurred  at  Kingstree  on  the  30th.  The  year  closed  with  the 
lowest  annual  average  rainfall  of  record  for  the  Section,  not- 
withstanding the  heavy  rains  of  .January. 


COMPABATIVE  DATA  FOB  SOUTH  CABOLINA. 

Temperature. 

Precipitation 

Average  num 
days. 

berot 

Mi 

Year. 

i 
p. 

to 
W 

o 

6 
it 
a 

Average 
days  with 
0.01  inch 
or  more. 

5 

=8° 

o 

'5^3    . 

t-l   r'  -t-* 
04 

1887 

62.3 
61.8 
62.0 
64.4 
63.0 
62.4 
63.0 
63.5 
61.9 
63.9 
63. 3 
63.2 
62.8 
63.2 
61.1 
62.6 
62.2 
61.7 
62.6 
63.3 
63.3 
63.7 
63.4 
62.7 
64.9 
62.5 
63.8 
62.5 
62.9 
63.4 
61.4 
6:i.2 
64.1 
61.9 
64.8 
64.0 
63.1 
61.7 
64.2 
63.0 

110 

108 
102 
104 

'"'ifti' 

104 
105 
105 
104 
107 
106 
105 
106 
102 
107 
105 
105 
107 
102 
IOC 
100 
105 
103 
106 
109 
109 
108 
106 
103 
102 
106 
103 
105 
104 
101 
104 
105 
111 
111 

5 
13 
10 
11 
13 
6 
3 

-  1 

-  6 
5 
3 
8 

-u 

1 
2 
10 
10 
8 
0 
11 
12 
12 
7 
11 
16 
6 
16 
11 
17 
10 

-  5 

-  2 
8 
6 

17 

14 

11 

1 

1 

-11 

43.43 
54.63 

46.  76 

42.  29 

47.  52 
47.36 

53.  68 
50.49 
48.99 
44.95 
46.  40 
49.  26 
46.76 
49.79 

54.  98 
46.43 
50.87 
40.98 
45.  10 
54.81 
47.79 
53. 33 
44.61 
45.  31 
39.80 
54.32 
47.57 

43.  39 
48.89 
43.91 
43.49 
46.48 
46.79 
52.24 
42.  83 
58.17 
46.60 
56.99 
35.  82 
47.75 

101 

104 
86 

1888 

sw. 

1889 

se.     t 

1890 

sw. 

1891 

1892 

::::::::  :::::::: 

1893     

98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 
93 
97 
94 
88 
93 
90 

112 
98 
97 
81 
96 

sw. 

1894 

154 
154 
163 
158 
143 
158 
167 
167 
172 
166 
188 
169 
159 
157 
169 
178 
181 
161 
177 
181 
163 
190 
184 
192 
186 
189 
183 
178 
163 
176 
196 
195 
173 

123 
116 
119 
102 
111 
104 
99 
102 
99 
95 
87 
85 
103 
123 
114 
113 
111 
120 
70 
81 
110 
92 
97 
85 
85 
88 
83 
97 
91 
85 
71 
80 
98 

88 

95 

84 

105 

111 

103 

99 

96 

94 

104 

91 

111 

93 

75 

83 

73 

73 

84 

119 

103 

92 

83 

85 

88 

94 

88 

100 

90 

111 

104 

99 

90 

94 

sw. 

1895 

sw. 

1896 

sw. 

1897 

sw. 

1898 

sw. 

1899 

sw. 

1900 

sw. 

1901 

sw. 

1902 

sw. 

1903 

sw. 

1904 

sw.   t 

19a5 

sw.   t 

1906 

sw. 

1907 

sw. 

1908 

sw. 

1909 

sw. 

1910 

sw. 

1911 

sw. 

1912 

sw. 

1913 

sw. 

1914 

w. 

1015 

1916 

1917 

sw 

1918 

1919 

1920 

ne. 

1921 

w. 

1922 

19.« 

1924  

sw. 
w 

1925 

s.t 
sw. 

."Vnnual 

MONTHLY  AND  ANNUAL  CLIMATOLOGICAL  DATA  FOB 
SOUTH  CABOLINA,  YEAB   1926. 


Months. 


Temperature. 


s 

p 

*J 

fl 

a 

^ 

^ 

a 

bfi 

o 

^ 

o 

K 

Precipitation. 


X  o 


h  o 


January . . , 
February. 

March 

April 

May 

June 

July 

August  . . . 
September 
October  . . 
November 
December 

Annual . 


44.9 

—0.6 

76 

18 

8.54 

+4.95 

52.  4 

+  5.3 

80 

19 

1.69 

-2. 63 

56.6 

+  1.6 

90 

9 

1.67 

-2.21 

65.  9 

+  3.7 

99 

25 

2.12 

-0.92 

68.3 

-2.7 

100 

33 

2.18 

-1.46 

80.4 

+2.8 

105 

58 

3.09 

-1.71 

81.5 

+  1.7 

106 

56 

3.19 

-2.  70 

80.2 

+  1.3 

109 

53 

1.48 

-4.40 

81.7 

+7.3 

111 

55 

1.86 

-2. 14 

63.9 

+11.4 

98 

26 

2.93 

-0.06 

50.4 

-3.3 

82 

15 

3.81 

+  1.52 

44.4 

-2.2 

77 

1 

3.26 

-0.21 

64.2 

*  +  l.? 

111 

1 

35. 82 

*-lI97 

12.50 
3.05 
3.52 
5.41 
6.90 
7.93 

13.95 
3.31 
5.55 
6.35 
9.52 
7.38 


86i70 
83,61 

78  59 
76|51 
70(50 
7753 
7955 
78150 
81153 

80  59 

81  62 
78  62 


13,95   79  5: 


•> 

n 

s 

0) 

.a 

o 

s 

Ck 

a 

o 

m 

1 

bl) 

a; 
tc 

<U 

f-x: 

< 

^ 

Number 
of  days. 


Wind. 


6C  = 

C.2 


n  12 

15 


s. 
w. 

S\'. 
0    S. 

.21  ne. 
.3j  S. 
.21  ue. 
.51  lie. 
.51  w. 
I  s. 
64  81  195  80  90  7. 6i  ne. 


w. 


From  38-year  averages. 


KILLING  FBOST  OB  FBEEZING  TEMPEBATUBE  DATES  AND 
GBOWING  DAYS. 


Stations. 


1925. 


Last  in 
spring. 


t  Also  other  directions. 


E.\srERN  Portion. 

Blackville 

Charleston  

Cheraw 

Conway 

Darlington 

Ferguson 

Florence  No .  1 

Garnett 

Georgetown 

Ki  ugstree 

Orangeburg 

Paris  Island 

Pinopolis 

St.  (leorge 

Society  Hill 

Summerville 

Wedgefield 

Yemassee 


Normal 

Averages  for  1925 

Western  Portion. 

Aiken  

Anderson 

Caesar's  Head 

Calhoun  Falls 

Camden 

Chester 

Clemson  College 

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Springs 

Kershaw 

Landrum 

Laurens 

Liberty 

Little  Mountain 

Newberry 

Salmla 

Santuck 

Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College 


Normal 

Averages  for  1925 

Section  Normal 

Section  averages  for  1925. 


Mch.  4 

Mch.  3 

Mch.  4 

Apr.  4 

Mcli.  4 

Mch.  30 

Mch.  4 

Mch.  4 

Mch.  4 

Mch.  4 

Mch.  4 

Feb.  12 

Mch.  4 

Mch.  4 

Mch.  4 


Mch. 
Mch. 


Apr.     1 


Mch.    8 


Mch.    6 
Apr.     1 


Apr.  1 

Mch.  4 

Apr.  1 

Apr.  1 

Jlch.  4 

Mch.  4 

Mch.  4 

Mch.  4 

Mch.  4 

Mch.  4 

Mch.  21 

Apr.  1 

Apr.  1 

Apr.  1 

Apr.  1 

Apr.  2 

Apr.  3 

Apr.  1 

Apr.  1 

Apr.  1 

Apr.  1 

Apr.  1 


Mch.  22 


Mch.  16 


First  in 
aiitimin. 


Averages— all  records. 

Last  First 

spring 
date. 


Nov.  23 
Nov.  24 
Oct.  U 
Oct.  11 
Oct.  U 
Oct.    21 


Nov. 

17 

Nov. 

17 

Nov. 

17 

Nov. 

17 

Nov.  17 
Oct.  10 
Oct.    11 

Nov.  17 
Nov.  22 


No  V .    4 

Nov.  24 
Nov.  23 
Oct.  20 
Oct.  20 
Nov.  17 
Nov.  9 
Oct.  20 
Nov.  24 
Nov.  17 
Nov.  24 
Nov.  10 
Nov.  17 
Oct.  11 
Oct.  11 
Oct.  11 
Oct.  11 
Oct.  21 
Nov.  Ul 
Oct.  11 
Oct.  II 
Oct.  11 
Nov.  23 
Oct.  II 
Nov.  17 
Oct.   29 


Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Oct.    31 


Nov.    2 


Feb.  24 
Mch.  6 
Mch . 1 1 
Mch.  22 
Mch.  15 
Mch.  22 
Mch.  13 

Mch.  17 


Mch.  16 
Mch.  27 


Mch.  11 


Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 


Mch.  31 
Mch.  25 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 
Nov.  11 


Nov.  18 
Nov.  15 


Dec.  1 
Nov.  26 
Nov.  13 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 

Nov.    u 


Nov.  11 


Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov.    4 


Nov.  2 
Nov.  II 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.  5 
Nov.    7 


Nov.  10 


237 
293 
219 
230 
216 
224 
233 


253 
244 


280 
265 
247 
231 
244 
242 
244 

241 
241 

247 
223 


245 


215 
245 

234 
213 
228 
220 


216 
231 
219 
204 
211 
216 
238 
204 
230 
221 

225 
223 

232 
231 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard:  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  number  of  growing  days  is  the  difference  between 
the  average  spring  and  autumn  killing  frost  dates.    *1925. 


MAP  SHOWING  LOCATION  OP  OBSERVATION  STATIONS. 
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SOUTH   CflF^ObUSlA   SECTIOrJ. 


RICHAKD  H.  SULLIVAN.  Meteorolog-ist. 


Vor,.  XXIX.      Columbia.  S.  C,  January,  1926. 


No.  1. 


GENERAL  SUMMARY. 

The  month  was  high  in  the  group  of  wet  Januarj'P,  and 
temperatures  averaged  somewhat  below  normal,  with  no  marked 
extremes. 

The  growth  of  wlieat,  oats,  rye,  and  liard.v  winter  truck  was 
relatively  slow  incident  to  considerable  cloudiness  and  rather 
low  temperatures,  on  the  wliole,  with  warm  and  cold  periods 
about  evenly  divided.  (Jrain  fields  made  good  pasturage  dur- 
ing the  latter  half  of  the  month.  Tree  fruits  maintained  good 
condition.  Intermittent  rains  and  wet  soil  prevented  much 
spring  plowing,  except  about  the  middle  of  the  month.  Hog 
butchering  made  good  progress  under  favorable  conditions. 


PRESSURE. 
The  mean  sea-level  ))ressure,  determined  from  reports  of  9 
rcj^uliir  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.10  inches.  Tlie  highest  pressure  was  30.02  inches  at 
Asheville,  N.  C,  on  the  23d,  and  in  the  Section  proper,  30.58 
inches  at  Due  \\''est  on  the  same  date;  the  lowest  pressure  was 
29.49  inches  at  Asheville,  N.  C,  on  the  21st,  and  in  the  Sec- 
tion proper,  29.52  inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 

Tiie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  44.1°,  or  1 .4°  below  the  normal.  'J'he 
liighest  temperature  was  7G°  at  Blackville  on  the  21st  and  at 
Ferguson  on  the  7th.  'I'he  warm  periods  were  from  the  2d  to 
fith  and  I7th  to  22d,  inclusive  The  lowest  temperature  was 
12°  at  Caesar's  Head  on  the  14th.  'I'he  cold  periods  were  on 
the  1st  and  from  the  8th  to  14th  and  23d  to  30th,  inclusive,  ex- 
cept on  the  28th.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows;  8  a.m.,  82%:  noon.  67%  :  8  p.m.,  72%. 
The  In'ghest  percentages  occurred  in  the  northwestern  and 
northern  counties,  and  the  lowest,  in  the  interior. 


PRECIPITATION. 

The  average  for  the  Section,  49  stations  reporting,  Avas 
6.18  inches,  or  2.52  inches  above  the  normal.  'J'here  were  five 
periods  of  precipitation,  which  was  only  fairly  well  distributed. 
In  the  Piedmont,  middle  Savannah  drainnge  basin,  and  a  small 
section  of  the  east-central  counties,  the  amounts  were  7  to  over 
9  inches  and  ranged  downward  to  less  than  5  inches  in  a  con- 
siderable area  of  the  coastal  plain  and  the  nortliern  interior. 
The  greatest  local  monthly  amount  was  9.52  inches  at  Wal- 
lialla;   least  local  monthlj"  amount,  4.47  inches  at  Kershaw. 


The  greatest  amount  during  any  24  hours  was  5.15  inches  at 
Caesar's  Head  on  the  17-18th.  The  average  number  of  rainy 
days  was  38%  above  normal. 

Snowfall,  ranging  from  Traces  to  6.0  inches,  occurred  at 
various  stations  on  the  8th,  9th,  25th,  and  26th.  Sleet  oc- 
curred in  numerous  localities  on  the  7th,  8th,  12th,  24th,  25th, 
26th,  and  30th. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.6  miles.  'J'iie  highest  average  velocity  was  12. ()  miles  per  hour 
Savannah,  Ga..  and  in  the  Section  proper,  10.1  miles  per  hour 
at  Due  ^Vest;  the  lowest  average  velocity  was  5.6  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper.  7.7  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  pe- 
riod was  42  miles  per  hour  from  the  northeast  at  Charleston  on 
the  7th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  ane- 
mometer records,  wa^  i42.2  hours,  or  43%  of  the  possible 
amount.  The  avernge  nninl)er  of  clear  days  was  II;  pnrtly 
cloudy,  6,  and  cloudy,  14,  as  against  normals  of  13,7,  and  11 
days,  respectively.  

RIVER  CONDITIONS. 

Moderate  freshet  conditioTis  prevailed  in  the  Snluda,  Broad, 
Congaree,  and  Santee  Rivers  after  the  rains  of  the  17th  and  l8th, 
and  the  Santee  River  was  in  flood  at  Rimini  and  Ferguson  at 
the  close  of  the  month.  Unavoidable  losses  approximated 
$370.  and  the  value  of  movable  property  saved  by  warnings  ap- 
proximated S8,325.  

MISCELLANEOUS    PHENOMENA  (dates). 

ITalos- Lunar:  Charleston,  22,  27;  Due  West,  2,  23,  28, 
29;  Greenville,  23.  28;  Saluda,  2;  Santuck,  2,  30;  Walhalla, 
23.  Mar:  Columbia,  2,  23,  28;  Due  West,  2,  15,  21,  23,  28, 
29;  Greenville,  2,  23,  28,  29. 

T/n(Hflm^orm.9.— Columbia,  18;  Due  West,  31  ;  Ferguson.  6. 

Fog.  dei).se.— Charleston.  4,  5,  6,  31;  Due  West,  4,  5,  17; 
Greenville,  5;  Garnett,  5;  Rimini,  6,  21,  31;  Saluda,  17. 

ERRATA. 

December,  19'2.'i.— Columbia:  Maximum  temperature,  2fl,  page  48,  should  be  57  and 
mean  maximum  should  be  6.1.5.  Monthly  mean  temperature,  pages  45  and  4fi,  should 
be  45.7. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1936. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 
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Cllmatolog-ical  Bata  for  January,  1926. 


Stations. 


Counties. 


ICnsleni  I'oition. 


Beaufort 

Blacltville  — 
Cliinlestoii.. . 
Clieraw 

Comvny 

Dailiiigtiiii  .. . 
KHiiigliiiiii. . . . 
Keigusoiitt... 


Florence  1 . . 
I'  loience  2.. 

(iarnptt 

Gooigetown 


ICingstrpp 

Mars  Rliid'... 
OraiigplmrBr 
t'inopolis  ft  . 
Itimiiii 


St.  (iporgp 

Society  Hill  ... 
SiiniiiiPrville  . . 

Weilgeliplil 

Yomassee 


Division  inpiins  and 


We.fterii  I'liiliiw. 


Aiken  

Anderson  

Hlairs .^ 

CiP.sars  Ilead?- 
Cii.llKiun  I'iiHs 
Caniiieii 


Catauha  , 

Cliappi'lls 

('Iiester 

("U'nison  CiilU'ge 
Columbia 


])ne  West 

Kdgpliclcl 

Gaston  Slioals  11. 

Greenville 

Green  \voo<1 


Heath  Spring 
KersMa  w  . . . . 
Laniiruni . . . . 

Laurens 

Liberty 


Little  Mountain. 

Npu))eriy 

I'elzer 

Saluda 

Sanlnclc 


Beaufort 

Barnwell 

Oliarleston  . . 
Cliestertield  . 

Horry 

Ilarlinglon  .. 
Florence  — 
Orangeburg  . 

F^lorence 

do 

Hampton 

Georgetown  . 


Spartanlimg 

'J'renlon 

Wallialla 

VVinnsboro 

Winthrop  GoUege  it.. 

Division  means  and 

Section  means   and 


Williamsburg  .. 

Florence  

Orangeburg 

Herkeley 

Sumter 


Dorchester  . . 
Daflinglon  .. 
Dorchester... 

.siumter 

Hampton   ... 


'Xtrcmes  . 


AiUcn  

Anderson  . 
KairHeld... 
Greenville. 
Abbeville.. 
Keisliaw.. . 


Abbeville  .. 
KdgcHeld  ... 
(;iu'rol[Pe  .. . 
(Ireenvillc  .. 
Greemvooil. 


Lancaster 

Kershaw 

Siiartanburg. 

Lanrens 

I'ickens 


Newberry  . 
Newberry  . 
Anderson. , 

SaliiiUi 

Union 


Spartanburg 

ICdgelield 

Oconee 

Fairfield  .  ... 
York 


extremes  . 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches. 


Number  of  days. 


21 
29fi 

4S 
144 

25 
175 
lOB 

63 

136 

136 

82 

IS 

54 
92 
264 
54 
97 

109 
192 

75 
249 

24 


York  

Newberry 

Che.ster 

Oconee 

l!ichlaiid 351 


527 
764 
293 
311H 
508 
222 

562 
402 

487 
850 


711 

'680' 
1039 
071 

568 
500 
1063 
589 
900 

711 

502 
850 
536 
512 


620 
1061 
545 
690 


'48.6 
46.0 
48.6 
43.8 

46.7 
44.0 


■••47.3 

47.6 


47.6 
'47.'i' 


-3.0 
—  1.5 
-1.3 

+0.  1 

—1.3 
-1.5 


-1.2 
-0.1 

+6.' 2' 


46.4 
'■43.  0 
J  47. 2 
46.6 
48.2 

40.5 


47.2 
42.  0 

•36.'  b 
40.5 
44.5 


43.1 

45.  6 


42.4 


42.0 
41,5 

43.4 
43.2 
40.3 
42.  2 


-LI 
-1.1 
-2. 2 

+0.7 
-0.1 

-1.3 


+  1.1 
-2.3 


73 
''71 
>73 

71 


•121 
21 
21 
20 

20 
20 


4 

t20 

t20 

■n 


44.4 
44.0 

'44.' 3 

40.6 

40.8 
45.7 
40.6 
42. 2 
42. 2 

42.6 

44.1 


-l.C 


+  0.5 
-0.4 


-1.4 


+  1.7 
-1.4 

0.0 
-0.9 
-1.9 


-1.1 
-0.8 

-i.'i 
-2.5 

-0.8 
-0.9 
-1.6 
-2.0 
-1.3 

-1.6 

-1.4 


21 
20 
21 

2 

tl9 


21 
tl9 

"2!' 

20 


21 
tl9 
t20 

21 


21 

''18 

J2i 

22 

21 


42 


20 
20 

"■ii' 

t21 

21 
20 
20 
20 
19 


t  7 


1 

t  1 
1 
1 
1 

t  1 


t  1 
14 

"14 

tl4 

1 


10 
14 

26 

t  1 

11 

1 


6.52 
8.71 
5.02 
5.40 

6.57 
5.97 
6.14 
4.96 


5.27 
7.00 
6.21 


+3.79 
+5. 79 
+  1.57 
+2.  50 

-h3.10 
+3.  42 
+2.  78 
+  1.38 


+2.  47 
+2.' 81 
+2.05 


5.11 
5.50 
5. 79     +2.  03 


tN 


1 
1 

1 

14 

1 

14 

tlO 


33 


5.03 

4.67 
6.01 
5.24 
6.  69 
5.39 

5.86 


7.75 
7.00 
5.50 
8.13 
6.56 


4.89 
6.19 

'8.'46 
6  11 

6.12 
5.85 
6.21 
7.73 
5.59 

4.57 
4.47 
6.  .54 
0.94 


5.30 
6.60 
7.68 
6.  10 
5.38 

7.42 
6.27 
9.  52 

4.78 
4.99 

6.41 

6.18 


+2.  05 

+0.58 
+3.01 
+  1.18 
+3.27 
+2.62 

+2.  79 


+4.17 
+  3.07 
+2.02 

+2.' 56' 
+  4.39 

+  1.42 
+2.  87 

+3.'5.i' 

+2.  82 

+2.49 
+2.05 
+  2.25 
+  3.22 
+  1.81 

+0.98 
+0.07 
+0.71 
+  1.04 


1.63 
1.90 
1.53 
1.20 

1.23 
1.35 
1.02 
0.90 


+  1.92 
-f2.61 
+  3.30 
+2.  45 
+  1.C8 

+  3.  61 
+2.94 
+  4.73 
+  1.40 
+  1.48 

+2.65 

+2.52 


1.17 
1.97 
1.08 

0.90 

0.  Sll 
1.05 

i.'oti' 

1.00 

1 .  55 
1.30 
1.80 
1.55 

1.97 


1.23 
1.26 
1.37 
5.15 
1.60 
1.70 

1.32 

1.45 

2.' 41 
1.46 

1.38 

1 .  20 

2.  35 

3.  30 
1.20 

0. 90 
1.S5 
2.08 
1.37 


0 

0 

0 

2.0 

0 
0 
0 
0 


1.25 
1.46 
2.70 
1.15 
1.39. 

3.75 
1.03 
4.25 
1.35 
1.75 

5.15 

5.15 


T. 

0.1 


0 
0 
0 
6.0 
0 
0 

0 
0 

"'b' 

0 

0.2 

0 

2.0 

2.4 

0 

0 
0 
0 
0 


T. 
T. 
2.2 
T 

1.0 

4.0 
0 
3.0 
T. 
0. 1 


0.7      11 
0.4      11 


17 

20      vv. 


9       9 
6      12 


w. 
w. 
nw. 


i4 

17 

16 
19 
10 
6 


s\v. 
sw. 


Observers. 


Trower  Cravens. 
Mrs.  D.  H.  l^andci-s. 
I'.  S.  Weather  Hiirean. 
Koland  D.  I'owe. 

Paid  Qnalllebaum. 
D.  v..  McCall. 
Wm.  B.  (iillespie, 
Henry  (;.  Savage. 

H.  lC.(.'ilbert. 

I'ee  Dee  Kxperimcnt  .Sla. 

Maner  B.  Itobert. 

A.  P.  Hazard. 

Mrs.  Ellen  Scott. 

J.L.Shaw. 

li.S.  Fisheries  SUition. 

Mi.ss  F.  1'.  Kavenel. 

Boykin  K.  Caiitey. 

It.  L.  risey. 

]•:.  1).  Fields.  .Tr. 

T>.  P.  Delion. 

W   Hampton  Itanisey 

W.  <;.  Unison. 


Frank  It.  McCIoy. 
11.  H.  IJnssoll. 
Father  K.  Owens. 
Ca-sar's  Head— P.  Mtn.  Co. 
L.  M.  i'arkcr. 
Henry  A.  Brown. 

.lames  C  Faris. 
George  V.  Cliimp. 
,L  C.  Cornwell. 
Prof.  F.  M.  11.  CalhoiiM. 
IJ   S.  Weather  IJnrean. 

(T.  S.  W  B.  Aerological  Sta. 
I).  W.  Sharpe. 
S.  C.  ].t..  I'ovver  .«  liv.  <'o. 
V.  S.  Weather  Bureau. 
M.  II.  CalhoiMi. 

.1.  IMarvin  Bowers. 
John  W.  Hamel. 
B.Hartwell  Wilds,  D.D.S. 
L.G.  Koff. 
O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter. 
, Joshua  V.  .lones. 
\V.  S.  Crout. 
\i.  W..leter. 

M.  H.  Daniel. 
Mrs.  S.  K.  Long. 
H.  W.  Brandt. 
l!ev.  Oliver  Johnson. 
W.T.  Claw  son. 


ly  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 


The  departures  front  tlte  nprn.al  tempet^ture  and  P-eiPi.atipt,  are  computed  o,  '^;^r:^:rf^ril^:^.  .  ;.pn;eu;::u:.;d;:ys  nds^in^ etc 

determining  section  or  division  means.     Keference  letters    »,  i'.  ').  ■'PP*''*'''";  '     '',? '''■''I';",'"   /"^^^^^^^^^^  •,  'p    rom  observed  readings  of  the  dry  bulb:  means  are  com 


of  clesar's  Head,  Greenville: '       T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


January,  1926 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


' 



" 

Daily  Precipitation  for  January,   1926. 

k 

Drainage- 
basins. 

Day  of  month. 

F        stations. 

1 

2 

3 

i 

5       6 

7 

8 

9      10 

u 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22      23 

24 

25 

26 

27      28 

29 

30      31 

KiiKtrni  I'ortion. 
Beaufort  

(;oast  

.09 

1.31 

.00 

.56 
1.40 

.02 

.21 
.90 
.35 
.92 
.61 

.10 

.20 

1.301 
1   00 

.79 

1.63 
.40 

.19      6. .''2 

.50!     8.71 

liliiclcvillHllll 

K(iisto 

i.ilb 

.51 

i.OU 

.  /2 

T. 

.  10 

T 

1   53 

T 

.17 

.92 

.  07      5. 02 

Clnirlestoii  *'* 

Coast 

....[.... 

.U.f 

.01 

.24 

.8b 

.  57 

.  17 

....  ....| 

T 

.  10 

■>■■( 

.43 

1.'20      5.40 

Clit^raw  nil  

Coiiuivy  llll 

Pee  Dee 

Waocaniaw  ... 

" ' "  'r '  * " 

.21 
.  11 

.09 
.06 

.22 
1.15 

'.'os 

.88 

.09 

.65 

.07 

.37I 

.84 

.03 

.40 

1.23 

6.57 

DailiiiKtoii  llll 

ri'rsuson   III 

I'ee  Dee 

I-ynclies 

Saiitee 

.21 
.  15 
.05 

.52 
.23 
.09 

.33 
1.02 

.78 

'.'ii 

.84 
.77 
.47 

.10 
.06 
T. 

1.35 
.94 
.90 

.05 
.07 

.15 
.26 
.18 

.40 
.01 
.80 

.32 
.22 
.00 

.46 
.74 
.52 

I  25 
.97 
.57 

5.97 
6.14 
4.  90 

Florence  1 1 II 

Florence  2|  II 

I'ee  ilee 

do 

T." 

'.'55 

.47 

'.'82 

't.' 

'.'64 

'igo 

'.'is 

.18 

.23 

.22 

.54 

1.17 

5.27 

nariiott 

Savannah  — 

.20 

1.97 

.02 
T. 

.63 

T. 

.05 

.50 
.90 
.76 

.15 

.07 

1.16 

1.33 

64 

.01 

1.90 
1,40 

.25 

7.00 
6.21 

(Jeorifi'town 

Coas-'t 

'i. 

1.68 

.90 

.22 
40 

55 

,90 

55 

5.11 

Kiiii;strt'<M|l| 

Black 

.10 

.  02 

.80 

.02 

.bO 

.05 

'.'so 

.,50 

30 

1.70 

5.  SO 

Mais  Hluir 

Oiaiigebiirg 

Pee  Dee 

ICilisto 

T. 

'.'is 

.45 
1.05 

.74 

.'65 

.  lO 
.60 

't.' 

'.'60 

.90 

.16 

T. 

1.02 

T. 

.08 

.34 

5.79 

I'iliOllolis     , 

t'ooper 

.... 

Riiiiiiii  llll 

St..  (Jcorgc 

S()Cii4.v  11  ill  llll 

Sanleo 

Edisto 

Pee  Dee 

".5S 

'."51 

.21 
.10 
.28 

l.Ofi 
I.  00 

'ios 

.80 
.30 

.78 

'.'■28 

.30 
.00 
.64 
.80 
.50 
.52 

'.'19 

.18 
.30 
.25 
.02 
.'29 
.13 

.96 
.80 
.•22 
1  30 

.15 
.60 
.50 

:;;: 

.60 

.70 

.  23 

1  3n 

.65 
.'22 
1.55 

5.03 
4.67 
0.01 
5.24 

Siiiiiiiierville 

.-Vshley 

.3(1 

.02 

1.0(1 

.50 

.76 
.60 

1   80 

•^0 

6.09 

Wedffelicid 

Wateree 

.nO    .85 

.aO 

.  10 

l.on 

70 

.02 

1   55 

14 

5.39 

Veniiis.-scellli 

Asliepoo 

.09 

1.02 

.08 

.50 

.04 

UVfleni    rmiioii. 

Ail<Hn 

Aiiili'i.'-oii 

Kdislo 

Savannah  

.'■22 

.73 
I.  IS 

1.09 
1.08 

.08 

.19 

1.23 
.52 

.80 

.40 

'.'12 

.27 
.79 

1.23 

1.26 

.92 

5   15 

.45 
.40 

17 

'.'21 

't'.' 

1.18 
.32 
.32 

.61 
.94 
1.,37 

7.75 
7.00 
5.50 

Bliiirsllll 

Hroaii 

.U3 

.bb 

.  75 
.55 

.  1, 

1   00 

.W 

l.';3 

8.53 

Osesars  Heart  

Sahuia  

'.'69 
.40 

.25 

1  -'0 

40 

14 

.16 

1.60 

6.50 

ChIIioiiii  halls  llll 

Savannali 

\\  aleree 

Ah 
.20 

.50 

.20 
.41 

1.00 

1.50 

.05 

.31 

.62 

.30 

.72 

1.70 

7.77 

Oiitawhal!!! 

'•I.i.i.i...lls|||| 

('ata\vl)a 

Saliiila 

'.'63 

.20 
.06 

.90 
.90 

.10 
.11 

.75 
.81 

'.'65 

1.32 
1.45 

.24 
.■25 

.20 
.26 

'.'63 

.20 
20 

.98 
1.44 

4.89 
6.19 

(Mifster 

Cleinsoii  <  'olli't^e 

Columbia"*  

liroad  

Sa.va.nna.h  .... 
Congaree 

.02 
.13 

'.'ii 

.27 

'.'84 
.63 

'.'19 

'.'so 

'.'64 
.42 

'.'fl8 

•2.' 60 
.05 

2.  41 
1.02 

't'. 

.72 
.29 

■.'63 

.02 
.33 

T. 

.21 
1.43 

1.41 
.26 

8.40 
6.11 

Due  West*** 

Savannah  

T. 

.31 

1.19 

.  f.''  .... 

.39 

.27 

T. 

.80 
.10 

.58 

.7( 

2.35 

1.'26 

1.'20 

.90 

.95 

■2.08 

1.37 

..36 

.14 

.14 
40 

'i6 

.41 

40 

.91 
.90 

6.12 

KilR.'lieM  III! 

Savannali 

l.iO    .20 

.22 

.'22 
.08 
.37 

.... 

'.'93 
.36 

10 

1  30 

6. '21 

(iaston.^lioalsllll 

Hreciivinc     "■• 

(iroeiiwotxi  llll 

Broad 

Salniia 

do 

.00 

'.'21 
.06 

.29 
l.lfi 
.04 

.42 
.50 
.»1 
.85 

.94 
.29 
.72 

.•57 
.12 
.38 
.84 

.... 

'.'ii 
'.'i9 

'.'22 

'.'io 
'.'6b 

.09 
.49 
.60 

.80 
.74 
.21 
.51 

'.'08 

■2.' 64 
.18 

00 

'.'20 

.48 

.44 
.10 

.22 
.21 

.30 
.12 
.29 
.15 

T 

..39 
.'24 

.82 

'.'32 
.45 

.93 
1.12 

.54 
1.85 
1.'26 

.65 

7.73 
6.59 

Ilwilli  SpriiiKS 

Ki'rsliaw  ,||| 

Laii.lriiiii 

Laurens  

Waleree 

Lynches 

4.57 
4.47 
6.  .54 
6.94 

Saluda 

.20 

T. 

l/ilierty 

Savannal 

I.ittte  Moniitaiii 

New  Ix-rr.v 

Pel/.erlll! 

Salmla 

Salnda 

Saluda 

do 

do 

Broad 

T 

.90 

.92 

.00 

'1.15 

1  .81 

10 

00 

05 

1   10 

04 

T. 

10 

.07 

.10 

.35 

1.25 

.52 

5.30 
6.60 

'.'.'.'. 

.32 
.04 
.03 
.07 

.43 
1.40 

.27 
.52 

.00 
.04 
.If 
.03 

.27 

';i2 

.09 
.50 
l.O'i 
.73 

T. 

.08 
T. 

T. 

.39 
.10 
.24 
.30 

.73 
2.70 

.53 
1.09 

.30 
.40 
.00 
.17 

.'21 
.22 
.35 
.17 

'.•62 

1.46 
.12 

1.10 
.67 

.77 
11.34 
1   .53 

.82 

■;:■ 



7.  08 
0.10 
6.38 

Siwvtanliiirfr  |||| 

Trenton  

Walhalla 

do 

Kdisto 

Savannah  

.■■21 

1 
.32 
1.03 
1.45 

T. 

.25 
.55 

'."23 

*  .01 

.'22 

.10 
.93 
.52 

.50 

1:::: 

.25 
.■20 
1.2.5 

3.7f 
.4f 

3.  or 



.40 
.8.=i 
.94 
.If 

..Sf 
.If 

1.. .. 

1 

i't'.' 

i.8r 

1.01 
.'20 
2f 

'.'57 
1.'24 
1   3S 

7.42 
0.'27 
9.52 

4.78 

Winnsliorollll 

Broad  

....j  .fi^ 

.  5i  i  .  15 

.33 

.'\i 

.■io!.'.::i::: 

. . . . 

.  .  .  .  . 

55 

4  99 

VVinthropColleire 

Catawha 



.C-i,  .71 

\ 

.  401 ... . 

.... 

.lb 

.10 

.6'/ 

.0.' 

.31 

I'-'V-- 

.  18 

1- 

ICxcei.t  as  otherwise  in.licated.  ohservations  are  generally  made  late  in  the  afternoon,  near  sunset  a  id  preeipitntion  recorded  '«  ,  "[J  f  J^Vim  ,/r  H  Ion  is  f  ll?^ 
ohservation.  ||||  Prccipilati.n,  measured  in  the  morning:  amount  then  recorded  is  forthe  preceding '24  hours.  ***  !pgu1ar\\  father  Bureau  ^*V'  ""•.  »'V;  V'^^/''  ""  , ,,  n  -h 
24-liour  period     niduight  to  midnight.    *  precipitation  included  in  the  next  following  measurement.    tSeparate  dates  ol  I  alls  not  recorded.     I.  1  race.  01  less  than  o.in   mm. 


COMPAKATIVE  DATA  FOB  JANTTAKY. 


Year. 


Temperature. 


^ 

c 

o* 

c3 

:; 

^' 

-H 

1887 
1888 

■  1889 
\WS 
1891 
1892 
1893 
1B94 
1895 

•  1890 
1S97 
189S 
1899 
19'Jil 
1911 
1»I2 
1903 
I91I4 
1905 

.  1900 

I   1907 


40.1 

73 

40.2 

76 

44.9 

78 

64.1 

81 

40.  2 

75 

42.7 

72 

38.0 

71 

47.9 

77 

44.2 

80 

43.8 

72 

42. 2 

76 

49.2 

82 

44.4 

78 

44.0 

75 

45.1 

81 

42.4 

80 

43.7 

77 

40.2 

74 

41.4 

/  / 

47.0 

83 

53.4 

89 

Precipitation. 


Average  11  urn  her  of 
days. 


2.80 
2.94 
5.81 
1.10 
3.50 
6.75 
2.52 
3. 15 
7.31 
3.02 
2.  -2% 
1.80 
4.72 
2.43 
3.55 
2. 05 
.3.85 
2.97 
2.00 
6.85 
0.71 


n'w. 
ne. 
sw. 


ne. 

sw. 

lie. 

nw. 

sw. 

n. 

nw. 

nw. 

sw. 


Year. 


Temperature. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1916 

1916 

1917 

1918 

1919 

19^20 

1921 

19-22 

19-23 

1924 

19-26 

1926...    . 

Period 


44.2 

49.6 

4.5.5 

49.8 

40.2 

63.8 

46.7 

45.1 

62.3 

49.7 

37.3 

47.1 

46.2 

40.9 

44.2 

49.0 

43.3 

44.9 

44.1 

4.5.5 

17 

9 

11 

10 

6 

23 

18 

19 

10 

9 

-2 

8 

6 

17 

14 

20 

I 

18 

12 


Precipitation. 


<!.2o  c 


Average  11  n  m  her  of 
days. 


-.fc 


to 


ij 


eg; 


4.80 
1.54 
2.98 
1.58 
4.  92 
3.21 
2.06 
6.31 
1.76 
3.74 
4.45 
4.15 
3.00 
3.84 
3.53 
'2.74 
4.34 
8.  .54 
6.18 

3.60 


9 

13 

1 
8 

5 

12 

9 

7 

14 

10 

5 

14 

8 

9 

13 

4 

8 

10 

6 

5 

16 

9 

9 

12 

6 

9 

10 

9 

12 

10 

7 

10 

13 

6 

19 

5 

7 

12 

f 

7 

15 

6 

9 

10 

6 

0 

17 

5 

9 

10 

4 

11 

12 

4 

U 

11 

6 

8 

13 

7 

10 
10 

9 
14 
15 

6 
13 
12 
14 
12 

7 
12 
10 
15 

9 
11 
15 
14 


VP. 
ne. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


January,  1926 


Daily  Temperatures  for  January,   1926. 


Stivt 

oils. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

'■ 

2S 

29 

30 

31 

Mean. 

Fdnlcrn 

I'nrtimi. 

{  ^laxiiiiuiu  ... 

54 

54 
35 

48 
30 

00 
32 

60 
34 

01 
39 

TO 
53 

07 
41 

71 

'J  7 

71 
48 

63 
56 

47 

35 

44 

30 

42 
39 

43 
35 

50 
3( 

60 
42 

SO 
43 

59 
40 

44 
49 

'56.  8 

Beaufort 

' '    t  Miniiniiin. . . . 

40.  5 

\  Maximum  . . . 

"(W 

"63 

"68 

"70 

"72 

"70 

"ha 

"■48 

"41 

"49 

"55 

"54 

47 

59 

57 

50 

68 

72 

'■X 

78 

76 

5f 

53 

61 

39 

41 

56 

03!     44 

58 

69 

68.7 

fJliickville 

■■■  1  iMhiimuni 

22 

36 

41 

46 

51 

GO 

43 

3« 

83 

29 

27 

31 

27 

24 

27 

84 

39 

42 

40 

41 

49 

58 

30 

3: 

81 

39 

31 

42 

37 

84 

47 

33.  3 

Charlesloii 

S  Maximum  . . . 

51 

64 

57 

63 

69 

65 

57 

43 

49 

40 

53 

52 

54 

47 

56 

57 

62 

00 

00 

64 

71 

65 

4f 

44 

42 

44 

56 

61 

51 

54 

60 

55.7 

•  •■  (  .Miiiiiiunii 

■M 

37 

48 

49 

51 

57 

41 

39 

87 

34 

33 

36 

37 

82 

88 

38 

50 

53 

47 

47 

50 

41 

34 

39 

37 

34 

37 

44 

40 

4( 

51 

41.4 

(;heraw4\^ 

(  Maxinuiiii  . . . 

5(; 

62 

52 

54 

65 

67 

45 

39 

43 

42 

52 

49 

45 

47 

57 

56 

66 

Oh 

08 

72 

69 

63 

41 

51 

36 

42 

53 

01 

39 

46 

64 

53.6 

••■  (  .Minimum 

18 

27 

40 

43 

48 

57 

35 

31 

26 

24 

22 

87 

25 

22 

30 

24 

85 

54 

39 

38 

49 

60 

25 

28 

26 

21 

80 

43 

29 

2b 

39 

34.  U 

j  .Maximum  . . . 

50 

64 

66 

63 

70 

68 

65 

45 

4( 

44 

53 

52 

52 

46 

59 

00 

65 

68 

67 

71 

70 

68 

46 

48 

47 

39 

55 

60 

50 

51 

66 

57.  4 

CoMuiiy 

•  •  •  '  .Minimum 

18 

31 

29 

45 

66 

60 

41 

35 

33 

29 

25 

30 

27 

25 

80 

25 

33 

50 

43 

37 

40 

45 

29 

34 

33 

29 

32 

44 

32 

35 

49 

80.  0 

DarlinsloiisM'i 

)  iMaxinunn  . . . 

57 

fi5 

54 

61 

70 

69 

47 

35 

46 

42 

53 

51 

48 

44 

57 

61 

65 

09 

70 

73 

71 

64 

39 

51 

39 

44 

55 

03 

40 

49 

55 

55. 1 

■  ■■  (  Minimum 

Ih 

22 

35 

42 

46 

58 

39 

32 

30 

27 

26 

30 

26 

23 

28 

27 

32 

40 

42 

37 

42 

53 

26 

29 

34 

23 

26 

35 

30 

31 

34 

33.0 

FerRiisoii  S^sS  ...... 

S  Maximum  . . . 

48 

52 

58 

60 

63 

58 

70 

43 

56 

51 

47 

52 

50 

47 

51 

62 

08 

68 

60 

72 

72 

63 

45 

42 

38 

41 

53 

01 

43 

56 

57 

55.  5 

••    1  Minimum 

26 

26 

30 

35 

44 

51 

34 

34 

31 

33 

30 

31 

30 

25 

29 

26 

29 

44 

38 

42 

44 

46 

31 

S2 

34 

31 

30 

33 

37 

34 

43 

34.3 

)  Maxinuun  . . . 

Moivnce  1    

•  •  •  f  iMininunii . . , . 

Oarnett 

\  Mn  ximuin  . . . 

"57 

"fi3 

"55 

74 

"6f 

"70 

"64 

'47 

'  '41; 

"44 

"55 

"54 

".53 

"49 

",59 

64 

"67 

"76 

"70 

"40 

"46 

'44 

"42 

"54 

"59 

"55 

"40 

"50 

^■50.5 

•  •  •  /  Mi)ii)num 

22 

28 

45 

48 

59 

60 

44 

38 

38 

32 

27 

29 

29 

26 

80 

29 

4(; 

51 

4V 

38 

36 

37 

33 

33 

42 

41 

34 

48 

'?,».  1 

)  .Maxinuun  . . . 

59 

67 

62 

61 

7U 

65 

63 

47 

51 

43 

57 

57 

57 

51 

00 

62 

(;2 

70 

"70 

"72 

"72 

72 

55 

46 

45 

43 

62 

01 

69 

53 

57 

59. 1 

(TiH)ririH()\vii 

•  ■  •  (  Mininnnii 

20 

31 

42 

45 

50 

55 

40 

30 

33 

29 

26 

31 

27 

24 

82 

27 

39 

50 

41 

38 

47 

45 

20 

34 

35 

28 

31 

41 

34 

36 

45 

36.  •! 

Kiiieslipfi 

)  Maxinuun  . . . 

5(i 

63 

63 

64 

69 

67 

64 

47 

49 

45 

55 

55 

51 

48 

60 

02 

61 

70 

07 

73 

73 

(iO 

46 

47 

45 

40 

5B 

63 

69 

59 

69 

58  2 

■  "  )  Mininuim , . . . 

21 

30 

43 

46 

50 

6U 

44 

35 

33 

30 

28 

31 

28 

24 

32 

26 

41 

57 

41 

38 

4K 

44 

30 

84 

31 

30 

32 

44 

35 

84 

48 

37.1 

OiaiiBelmrpr  1 

S  .Maxinuun  . . . 

5fi 

64 

57 

66 

70 

68 

68 

42 

52 

43 

53 

51 

48 

47 

56 

00 

59 

07 

07 

71 

73 

69 

45 

,50 

45 

37 

54 

02 

57 

48 

52 

50.7 

■  ••  i  Mininnun 

22 

31 

45 

46 

54 

00 

41 

35 

34 

30 

27 

32 

28 

26 

31 

27 

41 

57 

43 

40 

49 

46 

31 

33 

36 

30 

31 

43 

30 

33 

47 

87.5 

.St.  George 

S  Maxinuun  . . . 

57 

67 

58 

71 

67 

68 

50 

30 

48 

43 

54 

53 

51 

49 

59 

64 

09 

09 

70 

71 

73 

63 

46 

43 

40 

40 

55 

60 

44 

57 

58 

50.  6 

•  •  •  /  .Mininuim 

21 

26 

35 

46 

52 

62 

43 

37 

35 

32 

26 

28 

28 

25 

27 

28 

30 

47 

42 

41 

42 

52 

31 

32 

30 

33 

31 

30 

38 

35 

42 

36.  2 

SocieLv  IlillS^iV... 

\  Maximum  . . . 

5(1 

6fi 

68 

59 

60 

69 

47 

40 

41 

51 

51 

47 

47 

56 

60 

65 

08 

08 

71 

7n 

03 

38 

49 

34 

45 

64 

37 

47 

60 

'',54.  9 

■  ■  ■  i  iMiuinnim 

IS 

18 

30 

57 

43 

45 

38 

"32 

28 

25 

25 

26 

24 

23 

20 

2.; 

27 

40 

42 

37 

37 

60 

26 

25 

31 

22 

"22 

28 

29 

32 

"31.1 

.SiiiniiiervillH 

)  .Maxinmni  . . . 

. . . . 

55 

54 

55 

,50 

58 

64 

65 

09 

69 

69 

78 

00 

49 

44 

42 

40 

56 

"59 

50 

49 

60 

157.2 

•■•  (  .Mininnun 

"■ii 

"30 

"46 

"4.5 

"45 

"38 

".35 

"31 

27 

29 

29 

25 

30 

30 

4  1 

50 

41 

40 

47 

48 

31 

80 

37 

33 

32 

41 

39 

43 

48 

"'37. 1 

Wedgefiein 

\  .Maxinuun  . . . 

55 

65 

56 

62 

68 

"69 

"fio 

44 

46 

42 

52 

47 

45 

47 

58 

62 

57 

08 

68 

71 

70 

01 

44 

48 

45 

38 

53 

03 

58 

48 

52 

5,5.  5 

•■  •  (  iMininuun 

22 

34 

43 

45 

55 

59 

42 

33 

30 

38 

28 

31 

28 

25 

33 

30 

88 

55 

42 

44 

52 

55 

28 

33 

33 

27 

32 

43 

,38 

32 

46 

37.7 

Yeinassee 

j  .Maxinuun  . . . 

5!) 

65 

57 

77 

67 

66 

64 

46 

47 

44 

56 

54 

51 

50 

01 

06 

66 

71 

72 

72 

75 

09 

.50 

46 

42 

41 

,50 

59 

54 

50 

56 

58.2 

••  •  )  Miuinnnn 

21 

28 

45 

47 

56 

60 

43 

38 

30 

32 

25 

28 

28 

25 

28 

28 

43 

50 

40 

40 

44 

5U 

31 

36 

36 

32 

30 

42 

41 

44 

47 

88.1 

IIV.s7f)» 

/•lyiiiim. 

Aikeii 

S  Maxinuun  . . . 

5(; 

62 

59 

57 

69 

65 

61 

45 

40 

47 

51 

49 

44 

47 

,55 

60 

01 

00 

69 

69 

71 

67 

02 

49 

44 

40 

52 

6, 

52 

46 

41 

55.7 

2fi 

38 

44 

46 

53 

56 

40 

33 

33 

32 

29 

35 

27 

26 

33 

30 

47 

62 

45 

42 

47 

41 

32 

37 

39 

31 

36 

46 

37 

39 

44 

•  *  •  /  iMinimum. . . . 

38.  6 

An<li!is<)ii 

)  .Maxinuun  . . . 

48 

48 

5(1 

50 

59 

03 

46 

39 

40 

44 

45 

45 

42 

46 

55 

55 

4S 

01 

67 

67 

63 

62 

39 

51 

45 

38 

50 

58 

47 

42 

47 

50.3 

' ' '  }  Mininnun. . . . 

24 

31 

42 

45 

46 

42 

34 

27 

27 

23 

27 

30 

25 

21 

32 

30 

39 

44 

38 

45 

5(1 

32 

26 

30 

31 

29 

32 

40 

,30 

31 

41 

33.7 

Caesar's  Ifead.  ... 

j  .Maxinuun  . . , 

51 

56 

55 

55 

58 

57 

42 

41 

40 

41 

41 

45 

41 

43 

48 

62 

62 

53 

60 

61 

55 

34 

38 

42 

34 

84 

43 

48 

40 

42 

'47.4 

•  ■  •  /  Mininnun 

18 

27 

30 

32 

38 

48 

28 

21 

19 

15 

16 

14 

15 

12 

13 

13 

18 

32 

86 

38 

40 

28 

14 

17 

20 

28 

24 

25 

19 

20 

"36 

24.2 

Callioini  Falls's^sV. 

j  .Maxiuuim  . . , 

58 

58 

51 

56 

60 

72 

45 

35 

42 

48 

51 

42 

45 

48 

58 

58 

62 

50 

'1 

08 

68 

43 

40 

46 

40 

45 

54 

60 

44 

43 

49 

52.  2 

•  ■  ■  /  Mininnun 

19 

20 

,31) 

41 

44 

50 

31 

29 

28 

20 

21 

21 

21 

18 

18 

27 

28 

38 

87 

30 

37 

42 

•  23 

23 

30 

23 

24 

28 

30 

28 

28 

28.8 

(laiiideii  S^'} 

S  Mil  xiuuui"  . . . 

57 

70 

60 

71 

09 

67 

50 

39 

47 

46 

52 

49 

46 

49 

49 

63 

00 

67 

74 

73 

72 

64 

43 

64 

44 

40 

55 

60 

48 

54 

63 

56.  7 

•  ■  ■  (  Minimum 

19 

26 

32 

43 

46 

56 

37 

33 

28 

25 

24 

25 

25 

22 

26 

27 

30 

42 

38 

37 

40 

50 

28 

28 

34 

25 

25 

33 

32 

32 

34 

32.3 

Chester 

S  Maximum  . . . 

"  '  /  Mininnun 

CImhisoii  (Nillepe 

j  .Maxinuun  . . . 

"58 

"59 

"si 

"48 

"59 

"63 

"58 

"45 

"40 

"44 

"48 

'  'i'i 

"43 

"40 

'  55 

"5s 

"59 

"oo 

"bo 

'ki: 

"6.'l 

'62 

"is 

","^'0 

"70 

"41 

",52 

"m 

'  ',50 

44 

"48 

",53.' 7 

/  M ininnun .... 

15 

26 

41 

43 

44 

43 

29 

28 

28 

18 

24 

28 

23 

18 

30 

22 

52 

52 

38 

33 

42 

42 

23 

20 

,32 

32 

31 

40 

29 

33 

43 

,32.  5 

Columbia 

)  siaxi'nuim  . . . 

55 

64 

56 

61 

67 

08 

49 

38 

40 

44 

50 

48 

44 

45 

50 

59 

60 

06 

07 

70 

09 

68 

40 

51 

43 

38 

52 

60 

45 

46 

61 

,54.1 

"  ■  /  .Mininnun 

■a 

37 

44 

46 

58 

49 

38 

31 

31 

29 

29 

82 

28 

26 

34 

34 

41 

51 

44 

48 

53 

37 

29 

34 

31 

27 

33 

43 

34 

33 

44 

37.1 

Due  West 

S  .Maximum  . . . 

54 

62 

50 

53 

59 

61 

44 

35 

40 

44 

47 

46 

41 

44 

54 

55 

54 

62 

60 

06 

00 

63 

40 

49 

43 

41 

60 

57 

40 

43 

47 

50.  8 

"  ■  /  Minimum 

21 

31 

43 

45 

51 

40 

34 

28 

28 

24 

27 

29 

26 

22 

32 

31 

40 

48 

41 

42 

49 

30 

27 

30 

30 

27 

33 

30 

31 

31 

43 

34.0 

CJrppiiville 

\  .Maximum  . . . 

54 

63 

51 

53 

56 

61 

44 

32 

39 

42 

45 

41 

40 

44 

55 

51 

49 

67 

05 

64 

62 

61 

41 

47 

42 

36 

49 

58 

39 

44 

40 

49.5 

'  "■  /  Minimum 

28 

3li 

43 

43 

51 

44 

32 

20 

20 

23 

27 

30 

25 

25 

31 

36 

38 

48 

44 

49 

60 

28 

20 

29 

29 

30 

33 

35 

29 

31 

44 

34.5 

r-ireein\no)1    

j  Maxinuun  ... 

48 

55 

63 

51 

55 

60 

61 

45 

33 

40 

45 

49 

46 

41 

45 

53 

59 

03 

01 

08 

68 

60 

49 

48 

47 

37 

43 

51 

58 

42 

43 

51.5 

■  "■  (  Minimum 

2f; 

25 

34 

41 

45 

54 

30 

30 

27 

24 

25 

27 

26 

21 

22 

26 

26 

39 

89 

39 

48 

40 

25 

20 

33 

24 

25 

33 

31 

30 

SO 

31.5 

Mealli  Spjiugs  ... 

)  .Maximum  . . , 

52 

52 

63 

53 

63 

63 

44 

40 

39 

39 

48 

42 

40 

42 

51 

54 

53 

50 

58 

00 

08 

06 

05 

53 

41 

48 

50 

57 

50 

45 

48 

51.7 

■  ■  ■  /  Minimum 

28 

42 

33 

43 

51 

56 

37 

29 

20 

24 

26 

31 

26 

23 

32 

82 

40 

50 

51 

52 

43 

35 

29 

SI 

22 

24 

43 

28 

30 

40 

«36.2 

Kersliaw 

j  Maximum  . . . 

51 

61 

52 

55 

63 

68 

47 

36 

41 

42 

50 

45 

42 

45 

54 

58 

53 

65 

69 

60 

"68 

08 

37 

51 

45 

41 

52 

60 

51 

43 

40 

62.6 

■  "  I  Minimum 

22 

33 

41 

44 

50 

46 

37 

28 

26 

23 

24 

29 

25 

28 

31 

31 

39 

51 

41 

43 

50 

86 

24 

28 

80 

22 

32 
40 

43 

29 

31 

31 

33.  8 

F.aiiilniTii 

\  Maximum  . . . 

5(1 

58 

58 

46 

55 

58 

54 

27 

36 

38 

48 

44 

39 

42 

47 

47 

45 

55 

56 

60 

60 

00 

59 

45 

45 

36 

40 

46 

41 

45 

48.3 

■■■  '  Minimum 

2:1 

42 

41 

43 

46 

52 

27 

25 

25 

24 

20 

25 

22 

25 

20 

24 

34 

40 

47 

35 

40 

32 

25 

28 

20 

29 

26 

39 

26 

SO 

40 

32.  3 

Lanreiis 

S  Maximum  . . . 

55 

62 

50 

50 

60 

62 

45 

37 

43 

45 

49 

47 

42 

45 

55 

55 

50 

61 

66 

09 

71 

03 

40 

51 

41 

42 

51 

58 

45 

41 

47 

51.5 

"■  (  Mininuim 

18 

31 

41 

45 

48 

43 

31 

28 

28 

21 

20 

26 

24 

20 

38 

25 

38 

45 

37 

37 

16 

35 

20 

30 

81 

23 

33 

43 

80 

31 

41 

32.9 

I.iherty 

S  Maximum  . . . 

'  "  1  Minimum. . . . 

I.illlf  JMoiiiilaiii 

^  Maximum  . . . 

■54 

"C2 

"fib 

"59 

"6.3 

'  66 

"57 

"41 

"43 

"4.3 

".50 

"46 

"4i 

"49 

",54 

",5,5 

"00 

"03 

"bo 

"70 

"68 

"6.5 

"42 

"48 

".5,3 

"38 

"49 

"5s 

",53 

"40 

",53 

"",5.3.' 8 

■  ■  ■  (  Minimum 

80 

20 

42 

46 

48 

52 

40 

20 

27 

24 

27 

30 

27 

23 

33 

31 

39 

53 

41 

45 

50 

41 

26 

20 

23 

33 

35 

37 

30 

59 

38 

35.1 

Newlierry 

j  Maximnn,  . . . 

5f. 

63 

54 

57 

61 

66 

49 

37 

44 

45 

52 

47 

43 

40 

57 

50 

51 

04 

08 

70 

70 

00 

40 

47 

40 

44 

52 

00 

50 

41 

48 

.W.S 

"  ■  '  .Mininuim 

20 

34 

42 

46 

50 

48 

35 

30 

28 

24 

26 

28 

27 

2(1 

83 

25 

40 

57 

40 

43 

50 

30 

27 

20 

32 

24 

34 

43 

?■'> 

31 

41 

34.8 

.Saluda 

)  .Maximum  . . . 

.^■? 

61 

55 

59 

63 

66 

58 

41 

42 

45 

49 

47 

43 

44 

54 

50 

62 

04 

05 

66 

60 

07 

43 

48 

47 

43 

51 

60 

5.5 

42 

49 

53.4 

'■  '  Minimum 

21 

32 

43 

46 

53 

56 

30 

31 

29 

26 

28 

30 

27 

23 

84 

25 

41 

49 

37 

30 

47 

41 

28 

29 

35 

20 

33 

43 

33 

31 

40 

35.  2 

.SiUitncU 

)  Maximum  . . . 

49 

60 

50 

50 

59 

60 

54 

42 

38 

43 

45 

45 

41 

50 

53 

52 

40 

55 

57 

61 

65 

OS 

40 

46 

40 

40 

47 

52 

^■^ 

39 

5? 

49.9 

■■  '  -Minimum 

15 

27 

36 

44 

47 

54 

29 

28 

27 

19 

19 

29 

21 

17 

29 

21 

33 

45 

35 

36 

43 

39 

24 

26 

32 

20 

29 

43 

29 

31 

30 

31.2 

SpartaulnirpT 

)  Maximum  . . . 

60 

61 

60 

58 

60 

60 

35 

50 

48 

45 

25 

40 

42 

30 

52 

45 

50 

05 

05 

00 

45 

44 

48 

,52 

43 

50 

58 

,■0 

50 

48 

48 

.•••o.s 

■  ■  '  Jfinimum 

15 

30 

43 

42 

44 

48 

33 

27 

27 

18 

IS 

27 

23 

22 

32 

26 

35 

42 

42 

35 

30 

42 

24 

26 

27 

25 

27 

33 

27 

,32 

40 

31 . 2 

Trenton 

)  Maximum  . . . 

56 
24 

62 
35 

55 
45 

59 
46 

65 
53 

66 
56 

57 
39 

45 
32 

42 
30 

47 
25 

52 
28 

49 
30 

44 
27 

47 
23 

58 
32 

68 
30 

55 
42 

04 
55 

09 
39 

71 
42 

00 
49 

66 

40 

42 
29 

46 
32 

44 
35 

42 
27 

53 
34 

48 
27 

54 
34 

43 
31 

48 
40 

,M.  I 

■■  '  iMinimum 

3.5,8 

Walhalla 

(  Maxinuun  . . . 

57 

60 

48 

48 

61 

63 

51 

42 

36 

43 

46 

42 

41 

50 

57 

54 

40 

57 

05 

67 

62 

57 

41 

50 

42 

30 

51 

55 

43 

45 

47 

50.  6 

■  •  )  Minimum 

16 

24 

40 

42 

46 

49 

27 

27 

26 

17 

20 

27 

22 

18 

28 

22 

SO 

39 

37 

32 

42 

35 

V- 

23 

30 

30 

SO 

30 

25 

31 

43 

80.  5 

Winiis))orosS\^ 

)  Maximum  . . . 

55 

62 

53 

58 

64 

66 

45 

33 

43 

42 

50 

45 

41 

40 

55 

58 

55 

63 

68 
41 

.    69 

08 

55 

48 

34 

42 

51 

50 

39 

42 

49 

51.5 

■■  '  Minimnin 

26 

28 

35 

42 

45 

55 

38 

31 

27 

24 

24 

29 

27 

22 

23 

31 

31 

42 

*    42 

40 

51 

26 

26 

32 

23 

20 

34 

30 

30 

3'' 

82. 9 

Wiiillirop  College 

S  .Miixinnim  . . , 

54 

55 

■53 

50 

60 

62 

65 

42 

41 

43 

48 

42 

39 

44 

55 

50 

46 

03 

07 

68 

60 

03 

38 

J  8 

43 

40 

51 

59 

43 

38 

4S 

51.3 

' '  (  Miiiimnm 

22 

30 

39 

42 

47 

53 

34 

26 

24 

21 

22 

29 

25 

21 

31 

27 

36 

43 

40 

43 

63 

37 

24 

28 

29 

21 

30 

41 

27 

30 

37 

33.0 

Kefereiiee  letters  (»,  'i,  =),  appearing  in  tlie  table  indieate  number  of  days  missing:  for  example.  ^  represents  two  days  missing,  etc. 
\W  Tustrumeuts  are  read  in  the  morning;  the  maximum  temperature  then  read  is  oliarged  to  the  preceding  day,  on  whieli  it  almost  always  occurs. 
AV  BO,  Raleigh,  2-26-20-900 


V^ci. 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 

CHARLES  F.  JVIARVIN.  Chief.  ^ 

CLIMATOLOGICAL    DATA. 


» 


SOUT{^   CAf^OLiI^Ifl   SECTION- 


RICHARD  H.  SULLIVAN.  Meteorologist. 


inches  at  Chappells.  The  greatest  amount  during  any  24  liours 
was  2.47  inches  at  Yemassee  on  the  18-19th.  The  average 
number  of  rainy  Avas  25%  below  normal. 

Snow  flurries  occurred  at  widely  scattered  stations  on  the 
10th  and  at  Spartanburg  on  the  27th. 


WIND. 

The  prevailing  wind  was  from  the  west.  'J"he  average 
honrlj^  velocity,  determined  from  9  anemometer  records,  was 
10.8  miles.  The  higliest  average  velocity  was  15.9  miles  per  hour 
Savannah,  Ga..  and  in  the  Section  proper,  12.0  miles  per  hour 
at  (yharleston,  Due  West,  and  Greenville;  the  lowest  average 
velocity  Avas7.4  miles  per  hour  at  Charlotte,  N.  C,  and  in  the 
Section  proper.  9.0  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5-miiuite  period  was  5(>  miles  per  hour  from  the 
west  at  Greenville  on  the  14th  and  at  Savannah,  Ga.,  on  the  3d. 


oi..  XXIX.     Columbia.  S.  C,  February,  1926.  No.  2. 

GENERAL  SUMMARY. 

The  month  was  comparatively  mild,  with  no  marked  ex- 
emes.  and  precipitation  averaged  somewhat  below  the  normal. 

Wet  suil,  incident  to  i-ather  frequent  rains,  prevented  the 
^ual  late  winter  and  spring  plowing  until  toward  the  end  of 
le  month.  'J'hermal  conditions  were  generally  favoral)le  for 
irmal  fruit  development,  though  the  temperatures  were  ab- 
trnially  high  several  times;  hardy  shrubbery  l)egan  leafing 
lOut  the  middle  of  the  month;  a  few  stray  peach  blooms  were 
>ted  about  tlie  23d,  and  peach,  pear,  and  plum  blooms  no- 
:;eably  increased  as  the  month  closed.  Winter  cereals  were  in 
K)d  condition  generally,  and  grain  fields  afforded  fair  pas- 
:rage.  Truciv  and  gardens  mnde  fair  progress,  and  white  potato, 
'et,  pea,  and  carrot  planting  became  quite  general;  white  po- 
to  planting  was  practically  finished  on  the  coast  toward  the 
ose  of  the  month. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  fron>  reports  of  9i|\!£,.;;i!',f  ijt  ,i,la.-..* 
gular  Weather  Bureau  stations  in   aTul  surrounding  the  Sec-^  ^'^^«  conditions. 

m,  was  30  00  inches.  Tiie  highest  pressure  was  30.49  inches  at 
ilmington.  N.  C,  on  the  17th.  and  in  the  Section  proper, 
I.4B  inches  at  Due  West  on  the  same  date;  the  lowest  pressure 
IS  29  34  inches  at  Charlotte,  N.  C,  on  the  19th,  and  in  the 
ction  proper.  29.40  inches  at  Greenville  on  the  same  date. 


sunshine  and  cloudiness. 

>"■  •T|)e,jav^|tag|^jjnonthly  sunshine,  determined  from  9  ane- 
mometer records.  wa«  197.4  hours,  or  64%  of  the  possil>le 
amount.  The  average  number  of  clear  days  was  15;  x)artly 
c^p<|;j'.^),  iS«f'«>loudy,  7.  as  agairist  normals  of  13,  6,  and  9 
days,  respectively. 


temperature. 

The  monthly  mean  for  the  Section,  determined  from  re- 
irtsof  39  stations,  was  49.3°.  or  2.1° above  the  normal.  'i1ie 
ghest  temperature  was  78°  at  Beaufort  on  the  IHth  and  at 
irnett  and  Yemassee  on  the  25th.  'Inhere  were  four  distinct 
irm  periods,  when  the  daily  mean  temperatures  ranged  from 
to  21°  per  day  above  normal.  The  lowest  temperature  was 
°  above  zero  at  Caesar's  Head  on  the  11th.  There  were  four 
ort  periods  of  subnormal  temperatures. 


The  Saluda  River  at  Chappells  and  the  Broad  River  at 
Blairs  were  at  or  just  above  flood  stages  on  the  26th.  The  San- 
tee  River  continued  in  flood  at  Rimini  and  Ferguson,  except 
during  a  short  period  about  the  middle  of  themoiith.  'J"he  Pee 
Dee  River  was  in  flood  at  INIars  Bluff  until  the  12th  and  again 
at  the  end  of  the  month. 


humidity. 
Tiie  mean  relative  humidity,  determined  from  reports  of  9 
jular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
'11.  was  as  follows:  S  a.m.,  80%  :  noon.  .^9%  ;  8  p.m.,  64%. 
le  highest  percentages  occurred  along  the  middle  coast  and 
the  northwestern  and  northern  border  counties,  and  the 
vest,  in  the  central  counties. 


precipitation. 

The  average  for  the  Section,  49  stations  reporting,  was 
)9  inches,  or  0.32  inch  below  the  normal.  Precipitation  oc- 
rred  in  five  periods  and  was  fairly  well  distributed  as  to  area 
d  amounts.  The  heaviest  rainfall  occurred  along  the  northern 
ist  and  in  several  small  areas  of  the  northern  counties,  with 
al  amount-!  over  5  inches,  the  measurements  ranging  down- 
rd  to  less  than  4  inches  in  an  extensive  area  of  the  interior 
i  along  the  north-central  border,  'i'he  greatest  local  monthly 
ount  was  5.70  inches  at  Georgetown,  and  the  least  Avas  2.70 


miscellaneous    phenomena  (dates). 

Hail — Ander.«on.  15:  Darlington,  15;  Little  Mountain  15. 

Hnlofi—Lvu'ir:  Charleston,  22,  28;  Columbia,  21.  22,  25, 
28;  Due  West,  21,  22;  Greenville,  22;  Laurens,  21;  Santuck, 
22,  23.  Solar:  Charleston,  22;  Due  West,  4,  6,  17,  21,  22, 
23;  Columbia,  17,  21.  22,  23;  Greenville,  4.  6,  21,  22. 

Thunderstorms. — Anderson,  15;  Cheraw,  14;  Darlington, 
15;  Due  West,  9,  14,  15;  Ferguson,  9;  Laurens,  15;  Little 
Mountain.  15;  Orangeburg,  9;  Santuck,  3,  15;  Walhalla,  14, 
19 ;  W'innsboro.  15. 

Fog,  dense. — Charleston,  1,  15;  Due  West,  18,  19;  Green- 
vile,  19;  Rimini,  2,  9,  17. 

miscellaneous  data   for  FEBRUARY,   1926. 


i 

Teinponitme, 
(leffiees  Falir. 

I'l-ecipita- 
tioii. 
iiichp.s. 

Wit 

(1. 

Men  11 

relative 

Innniility. 

Stjitioiis. 

V  > 

Oi 

c 

"3 

si 

hourly 

velocity. 

miles. 

~  s 

S 
■jj 

c 
o 
o 
V5 

6 

6. 

Aslieville,  N.C.... 

30.00 

40.4 

67 

Ifi 

2.50 

0.83 

10.9 

11  w. 

79 

.=i5 

ei 

56 

Ansu.sUi,  (^iv 

.10.  01 

.■il.9 

75 

27 

3.  38 

1.75 

1.  t 

nw. 

84 

60 

66 

70 

Olmrleston.  S.  C... 

SO.  01 

52.9 

72 

32 

3.03 

1.49 

12.0 

s\v. 

/  / 

64 

72 

66 

(Uiarlotte,  N.  ('  ... 

20  97 

40.2 

73 

23 

4.  06 

1.41 

7.4 

sw. 

81 

66 

64 

66 

('ohmihia,  S.  C... 

30.  00 

50.4 

73 

26 

3.16 

1.39 

9.6 

s\v. 

78 

50 

53 

53 

Due  West,  S.C 

30.00 

47.2 

75 

23 

,3.78 

1.50 

12.0 

vv. 

83 

54 

65 

(■Irepnvillp.  S.C. .. 

29.97 

40.  2 

74 

25 

4.58 

1.85 

12.0 

s\v. 

81 

67 

62 

70 

Savinmali,  Oa 

30.  03 

54.  S 

7S 

30 

3.-37 

1.90 

15.9 

w. 

80 

59 

63 

63 

Wilniiiiprtoii.  N.  (";. 

29.  99 

50.2 

72 

2K 

3.98 

1.49 

9.5 

w. 

( t 

57 

71 

69 

Mfaiis  and  ex-  ( 

trt'mes ( 

30.  00 

48  9 

78 

16 

3.  54 

1.90 

10.  S 

sw. 

80 

59 

64 

64 

I     N 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


February,  1926 


Climatolog'ical  Data  for  February,  1926. 


Stations. 


Observers. 


Knulern,  I'orlUm 


Beaufort 

Bliickville 

Chnrlestoii 

Clieniw 

Comvay 

Darliugloii 

lOlliiigliaiii 

Fergiisontt 

rlorenoe  1 

Kloience  2 

(iariiett 

Cieoigetowii 

Kiiigstrpp 

Mars  lihiir 

OiaiigfhuiK      

I'iuoiiolis  tt 

Hiiiiiiii 

St.  Georgp 

Society  Dill 

SiMiniii'rville 

Wedgelielil 

Yoiiiassoe 

Division  means  and 


Wexlt-rii  riiilio}!. 


Pathologist  Truc's.  Sup.  Co. 
Mrs.  I>.  H.-'^iiniii-i-.... 
I'.  S.  Weathoi-  linreau. 
liolaud  J).  I'oue. 

I'anl  Qiialtlebanni. 
1).  C.  McCall. 
Will.  H.Oillesi.ie, 
lleiivy  (J.  Savage. 


II.  K.dilliert. 

I'l'B  Dee  Kxpei-inient  Sla. 

Mamr  11.  lioUeit. 

A.  r.  llazartl. 


Mr.s.  Ellen  .Scott. 
J.  L.  Shaw. 
U.S.  I'islieries  Stiiti. 
Miss  IC.  1'.  Itavenel. 
Uoykiii  K.  Cantey. 


R.  L.  Dtsey. 
K.  1).  I''iei(ls..lr. 
Dr.  William  bimons. 
\V   Ihinirtou  Uanisoy 
\V.  (;.  Ilulson. 


Aild'n 

An<lersoii  

HUiirs ^ 

Cipsars  Head+1^ 

(Jiillioiin  Kails 

CamOen 

f'ataulia 

Cliain'i'lls 

("hester+t 

Olenison  ('olU'ge 

Columbia 

Due  West 

Hdgi'lield 

GasKni  Shoals  U 

Greenville 

Greenwood 

Ileatli  Springs 

Kersliaw 

I.andnini 

I.anren.s 

Liberty 

Little  Mountain 

Newberiy 

TN'l/er 

Saluda 

Santu(tlc 

Spartanburg 

Trenton 

Wallialla 

Winusboro 

Wintlirop  College  ti.. 

Division  mean.s  and 

.Seetion   moans   and 


I'laTik  li.  Wc(N)y. 
II.  II.  Itnssell. 
I'^stlier  U.  Owens. 
Cicsar's  Head— I'.  Mtn.  Co. 
I..  M.  i'arUer. 
Henry  A.  Itrown. 

.lames  (!.  Faris. 
George  V.  Cliinip. 

C.  Oornwell. 
I'rof.  !■■.  II.  11.  Call 
11   S.Weallier  Hurean. 

n.  S.  W  U.  Aerologieal  Sta. 
D.  W.  Sliarpe. 
S.  0.  I,t.,  I'ower  .i  Ity.  Co. 
V .  S.  Weather  lUueait. 
M.  M.  Calhoun. 

.1.  Marvin  liowers. 

John  W.  llnniel. 

1!.  llartwell  Wilds.  D.D.S. 

L.G.  Kotr. 

0.  y.  Boggs. 

Miss  Alberta  Sease. 
John  It.  Ha.xter. 
.ioslnia  Y.  .iones. 
W.  S.  Grout. 
K.  \V..leler. 


EKRATA. 

January.  1926.-Add  snowfall  data,  page  2:  Anderson,  1.0;  Catawba,  2.0;  Clemson  College,  0.6;  Heath  Springs,  1.0;  Kershaw,  1.0;  Landi-um,  4.6;  Laurens,  0.2. 


EBUUARY,    1926 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  February,   19S6. 


Stp.tions. 


Kiixtrra  I'ortiim. 

iaufort  

ackvillfllll 

liulusrDii  **• 

H'raw  nil  

iiiuay  III! 

wlinston  llll 

liiiKliiiiii   il!l 

'WllSOIl    llll 

OIVlK'tf  1  llll 

orence  21111 

iniPtt 

'orilHiowii 

inirstri'n  nil 

iirs  UlulV 

•aiiKHhiirgr 

liOlKlliS   

iiiiiiii  llll 

.  (Ji'orge 

"■K'ty  Hill  III! 

niniH'ivilli! 

(-(ISfliolil 

•M.HSM'ollli 

M'eslevn   I'arlioii. 

ik(Si 

iiilcisoii 

iMirsllll 

I'sar's  llertil  

illinnii  Kails  nil 

iiiiilL'ii  llll 

itawhallll 

ia|.p<'IU||!| 

iK'stcr 

I'lilxMl  Ccilli'^'l- 

oiumbia  "*  

lie  \\Vs(*** 

U'ciii'iii  ii;! 

:isloiiSlioalslll| 

ivi'iivilli'      •"■ 

lOLMlWOod   llll 


Drainage- 
basins. 


Day  of  month. 


cath  Springs  .. . 

iTslmw  ,111 

iM.lniiii 

lll|-|'U.>i 

Iiorly 

Ill''   MollMlilill   .  . 

iM^iMM-iy 

•l/..'1-lill 

ilii.la 

iiiliicU 

,>artaiilMir(r  ||||. . . 

ri'iiioii 

allialla 

iinisliorollll 

iiitlirdpColli'tfi". 


Coast 

Kai.<to 

Ooast 

IVe  Dee 

Waccaniaw 

Pee  Dee 

Lyiiohos 

Saiitee 

I'eo  Dee 

do 

Savanna li  . 

Coaft 

mark....".. 
Pee  Dee.  . . . 

ICdisto 

Cooper  

Kanlee 

lOdisto 

Pee  Di-e 

.Aslilcy 

Waleree  . . . 
Asliepoo. .. 


K.listo 

Savauiiali  . 

liroad 

Saluda  

Sa.vannali  . 
Waterei^  . . . 

('alawl>a  .. 

Saluda 

Hioad  

Siivamiali  . 
Consiiiee  .. 

.'^aA'annah  . 
Savainiali  . 

Hroad 

Saluda 

do 


Waleree  .. 
Lyuelii's  . . 
liroad  .... 
Saluda.... 
Savauuali 


Saluda 
Saluda. 

do  . 

do  . 

Hroa<!  . 


do 

Kdisto  .... 
Savanuali 

Itroad  

Catawba  . 


.03 


.OS 


.65 


55 

78 

9S 

1.19 

.92 
.99 
.(is 

.'99 

.fiS 
1.10 
.90 
.40 
.5B 


.49 
1.02 

.52 
1.20 

.39 

.80 

.81 
.05 
1.10 
l.Ofi 
.5-1 

.08 
.4.5' 
.85 
1.01 
.51 

.99 


i.:;o  .. 

.71  . . 


16      17 


18      19 


20 


22      23 


.0- 


.04 


201  T. 


.05  . 


.03 


.55 


.08 


.28    .10 
..50 

, ...    .20 


.68 
1.48 
.99 
T 
.03 

T. 
T. 

.04 


90 

1.50 

05 


.85 


1.31 
.81 
.27 

1.38 
.90 
.10 


1.92 
.64 
.71 
.72 

1.38 

1.6f 
1.50 
2.33 

i.'io 

1.48 
1.30 
1.40 
1.25 
1 


1.40 
1 .  .55 

.93 
1.65 

.50 
2.47 


.71 
1.07 
1.13 

'.'.59 
1.30 


.20  1.10 
..50  1.25 


.  62 
.81 
1.07 

80 
1.30 
.29 
.64 
.72 

.62 
.31 

.'ei 


1.10 
.67 
.64 

1.06 
.65 


.23 

.'34 
.89 

.07 
.06 
.03 

.'•is 

.'io 

.10 

.'38 

.'ii 

.'ii 

.... 

.... 

.45 


.4n 
1.27 


1.83 
.86 
.40 

.90 
.90 
1.00 
.S3|. 
.91 

.49 
.73 
.92 
.95 


.45 
.74 
1.22 
.90 
.85 


1.20 
.8! 
S4|1.06 
1211.  05j... 
40i  .86  .    . 


26 


.52 
.95 
.50 
1.02 
.86 

.78 
.92 
.71 

.'i)i 

1.19 
1.80 
1.10 
.90 
1.22 


1. 10 
.80 
.93 

1.05 
.75 
.55 


.79 
1.46 
1.63 
1.88 

.72 
1.10 

2.05 
.85 
;.  .50 
.50 

1.08 


••■!••• 


.04 


.48 


1.18 
70 
1.45 
1.69 
1.44 

1.73 
1.96 
1.98 
l.CO 


2.16 

2.00 

56 

1.71 

1.88 

1.50 
.75 
1.29 
1.9' 
1.53 


3.69 

3. 

79 

3. 03 

4 

28 

4 

64 

4 

16 

3 

(■•8 

4 

24 

3.47 

4.37 
5.70 
3.  90 
3.  .55 
4.21 


4.42 
4.15 
4.16 
3.48 
3.05 
4.30 


3.36 
4.76 
4.15 
5.26 
3.05 
4.17 

5.45 
2.70 
6.  05 
4.39 
3.16 

3.78 
4.50 
3.86 
4.58 
3.89 

3.90 
4.38 
3.71 
4.21 


4.24 
4.28 
4.72 
4.30 
4.45 

4.17 
3.  .34 
4.78 
4.25 
3.74 


ICxcept  a«  otlierwise  indicated  ohservalions  are  generally  made  late  in  the  afternoon,  near  snnset,  and  nreoipitation  rerorded  is  for  the  24  bonrs  ending  at  tlie  t""''  "f 
obs.M-v/uion        nVeei  "tation  m  in  the  n.ornin!.;  an.onnt  tben  reeorde.l  is  for  the  preeedinjc  2-1  hours.    *«  Resrular  Weather  Hurea.,  stal.on  :  P.^^eM-dano      ^    "      '  •^ 

24-hour  iieriod.  uudniKhtto  midnitrht.    *  Precipitation  included  in  the  next  loUou-nig  measurement.    tSepara,te  dates  of  1  alls  not  recorded,     i.  iia(e.  01  li  s.s  than  u.ui    uu  .  . 


COMPARATIVE  DATA  FOR  FEBStTABY. 


Teuu^'rature. 


52.  6 
49.9 
41.9 
56.1 
54.7 
49.  2 
51.0 
48.9 
37.4 
48.  2 
50.0 
44.5 
43.0 
44.0 
43.  2 
40.6 
49.0 
45.2 
38.9 
46.0 
4.5.1 


Precipitation. 


Averase  n  n  u\ber  of 
days. 


3.41 
4.83 
5.60 
2.38 
4. 23 
3.64 

5.  05 

4.  35 
3.07 
6.13 
7.80 
0.  S6 

6.  9S 

5.  77 
3.08 
5.89 

7.  03 
3.59 
5.21 
2.58 
3.  04 


ne. 
*\v. 
s\v. 
sw. 
'sw. 


sw. 
nw. 

sw 
sw. 


nw. 
nw. 
sw. 
ne. 
ne. 
ne. 
lie. 


Year. 


Temperature. 


1908 

43.6 

1909 

5-2.  2 

1910 

4-1.  7 

1911 

52. 1 

1912 

42.  3 

1913 

48.9 

1914       ..      .. 

44.  6 

1915 

48.6 

1916   

48.5 

1917 

47.3 

1918 

52.  4 

1919 

47.5 

1920 

42.8 

1921 

49.4 

1922 

52.6 

1923 

44.8 

19-24 

44.  2 

1925 

,52.4 

1920 

49.3 

Period. 


Precipitation. 


«  p  a  c 
0'  ;'-  '^  5 


5. 

28 

4. 

49 

4. 

71 

1. 

60 

5.99  1 

4. 

50 

4. 

41 

3 

15 

3 

96 

4 

11 

1 

89 

4 

73 

4 

05 

4 

73 

6 

62 

3 

83 

3 

54 

1 

69 

3 

4 

99 
31 

Average   u  u  m  ber  of 
days. 


r  ^' 


■=2 


9 

w. 

6 

sw. 

10 

w. 

7 

sw. 

9 

w. 

12 

w. 

10 

n. 

n. 

6 

sw 

7 

sw 

7 

R\V 

10 

ne. 

12 

nw 

9 

w. 

12 

sw 

10 

w. 

9 

w. 

*Also  nw. 


maim^ 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Febeuary,  1926 


• 

Daily 

Temperatures   for  Febr 

uary,   1926. 

stilt 

OILS. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13      14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

■■^" 

28      29      30 

31 

.Mean. 

Eimleni 

Portion. 

Beaufort 

i  Maxiiiiinu  . . 

f.:i     CO     5- 

60     54 

6C 

6^ 

74 

68'     5: 

Vl 

52      64 

6- 

78     C 

61 

64 

65      60      09      72      7 

65      7i 

73     55'    .6'^' 

63.1 
43.6 
63.4 
41.0 

60.7 

"■■  (  Mininunii. . . 

•1 

3t 

4 

411     3S 

■a 

iv 

4: 

50!     3- 

3 

28      4 

49|     551     4!: 

4'. 

'     60j     57!     3S!     42I     49I     5-. 

50      5^. 

48      4'_ 

S 

Bliickville 

)  .Ma.xiiuum  . . . 

59i     %i\     5f 

621     51 

b'f 

64i     7c 

481     4- 

51 

59      6J 

7l 

751     64 

!   01 

69'     62!     6-^ 

70!     72I     'V 

!      70      74 

!     69      531     63! 

\.'.'.. 

•••  (  .Mininuuii 

4" 

3.= 

4C 

49      33 

'1*1 

39|     ii 

451     3 

21 

■24      41 

501     5- 

3- 

•6-i 

45j     .591     31 

3V 

451     53I     4f 

1     ^''' 

44      3t 

27' 

('harlestou 

)  -Maxiniuni  . . . 

62      5" 
46     i: 
54     (,: 

6( 
4? 
5< 

60      5'J 
42      3<i 
52      61 

6( 
4C 
5'J 

6t 

4.1 
5:- 

4- 

6f 

64      b-i 
49      37 
72      57 

47 
3i 
4.' 

49      5!- 
33      45 
46      5( 

6' 
5 
67 

cy     5E 
55      45 
73      71 

5<i 
42 
68 

64 
54 
6 

65'     5:- 

6t 

4a 

6t 

7 

5L 
7C 

51 

71 

5f 
5(. 
6.' 

6^ 
5- 
6( 

71      5- 
52      44 
75      6t 

4e 
3. 
5i 

)  . . . . 

"" 

•  •  ■  /  iMiuimiim. . . 
i  Maximuui  . . 

49!    3^ 
60      6-. 

)  . . . . 

45. 1 

ClieraHSVS  

61. 1 

■••  (  Miuimuni. . . 
j  iMaxiiuuui  .. . 

45      31 
m     6-.: 
49     3' 

(iC 
4>' 

38      3( 
01      5fc 
40     32 

2i 
5' 
21 

■ii 

■i:\ 

391     3C 
681     57 

2.: 
4t 
28 

20      4C 
56l     67 

5,= 
7( 
5; 

4e 
74 
5t 

3f 
7( 
38 

21 
63 
28 

4 
61 

48 

44|     2!' 
661     61 
59!     32 

41 
7C 
3U 

48 
7( 
5U 

58 
6f 
52 

6< 
37 

55 
75 
49 

4 

71 

4<: 

3£ 

65 
42 

•11 
54 
21 

37.4 

('OiiwHy 

65'     74 

. . . . 

.... 

63.  9 

■••  '  Miiiiinuni 

3f      " 

3C 

4C       ■ 

34 

■26'      ■ 

38 

40.5 
62. 1 

Dttrliiigtoii  % 

{  Maxinuiin  . . . 

64 

6.= 

5.' 

60     51 

5£ 

6f 

74 

5 

47 

4f 

5f 

68 

71 

7.^ 

59 

63 

68 

64 

1     5p 

7U 

72 

61 

1     65 

7b 

71 

5( 

55 



•••  )  Miniimiin 

(  Maxiinuni  ... 

•■  •  (  Minimum 

)  MaxinuuM  . . . 

4^ 

6f 
4'. 

31 

64 

35 

3; 

57 
41 

3£       " 

5£ 
37 

•29 

50 
33 

■It 

63 
2f 

2t 

6(1 
34 

3; 

72 
38 

3.« 

61 

4-2 

31 

49 
33 

2f 

47 
29 

21 

55 
24 

3'J 

67 
32 

47 

70 
43 

53 

73 
52 

33 

68 
40 

27 

63 
29 

32 

65 
34 

oC 

66 
51 

2'J 

64 
33 

41 

68 
37 

48 

71 

39 

54 

72 
52 

3U 

70 
45 

40 

71 
47 

4- 

69 
4t 

39 
68 

25 

7C 
31 

. . . . 

36.2 

FerKiison  \H\ 

. . . . 

64.2 

.... 

38. 1 

HloreiK't;  I 

"■■  /  Minimum 

.... 

1  .  .  . 

GiiriK'tt 

)  Maximum  . . . 

"62 

"64 

"57 

"to,     57 

"63 

'68 

7.' 

'6( 

"61 

47 

i".58 

69 

"72 

"■7f 

66 

"69i     69 

"64 

"61 

7( 

"72 

"■7-2 

'  (K 

78 

"Sfc 

''6.5.'  4 

■  •■  '  .Miuiimim 

4f 

3e 

51 

42 1     35 

30 

3f 

39 

56 

33 

■291     24 

39 

63 

63 

40 

33 

52 

53 

33 

37 

44 

52 

5( 

54 

2! 

'ML  6 

65.  8 

(leormMowii 

)  .\laxiimim  . . . 
■  •■  (  Minimum 

fi-l 
44 

61 
37 

61 
46 

62 
4( 

58 
32 

60 
27 

69 
40 

J^ 

71      60|     5f 
41      31!     27 

'     55 
23 

65 
37 

70 
50 

72 
55 

70 
40 

71 
42 

63 

48 

65 
50 

60 
31 

40 

71 
.51 

75 
54 

65 
41 

71 
47 

74 

49 

"■7C 
'     40 

55 
28 

j.... 

40.4 
64.9 

Kiiiifstiee 

)  Maxiimini  .. . 

.  .  .    J   \  1  ■     : 

62 
43 

63 
38 

5fl 
49 

65 
41 

65 
32 

58 
29 

6h 
41 

75 
41 

71      58 

47 
29 

561     64 

69 
51 

77 
60 

68 
40 

67 
28 

64 
51 

67 
58 

63 
31 

71 
43 

71 
50 

69 
57 

62 
42 

78 
50 

71 
50 

66 
41 

56 
28 

'  Miniimiiii 

40 

32 

25 

44 

41.6 
62.  2 

Oriiiijfelmrg  I 

)  Maximum  . . . 

5S 

62 

55 

59 

51 

56 

6( 

74 

60 

48 

48 

57 

65 

71 

73 

59 

61 

64 

63 

58 

69 

70 

70 

64 

75 

70 

61 

55 

.... 

•■■  '  Minimum 

i  .Maxin)uin  . . . 

4f. 
61 

36 
65 

47 

i     58 

4C 
60 

33 
.50 

29 
56 

42 
67 

42 
74 

41 

62 

34 
49 

28 
49 

24 

57 

39 
65 

52 
71 

55 
76 

39 
62 

30 
67 

52 
65 

46 
66 

34 

59 

36 
70 

49 
70 

55 
74 

46 
65 

49 

48 
72 

39 
54 

29 
67 

41.1 

St.  (iforge 

63.  5 

•  •  •  /  iliiiiuiinn 

)  Maximum  .. , 

44 
64 

3( 
63 

38 
55 

40 
60 

33 
51 

28 
55 

42 
65 

39 
74 

43 

48 

34 

48 

29 
46 

23 
56 

26 
(i7 

47 
70 

57 
72 

41 
58 

.30 
61 

33 
61 

57 
64 

32 

58 

36 
70 

42 
70 

50 
65 

48 
61 

49 
75 

51 
71 

40 
54 

28 
56 

•39!  1 

Society  Hill  % 

61.4 

•  •  •  (  .Minimum 

44 

.30 

30 

38 

29 

25 

26 

35 

37 

30 

25 

20 

21 

41 

50 

30 

25 

26 

27 

27 

48 

38 

46 

'32.5 
»64.  6 

SmmiKM'ville 

V  Maxiiinnn  . .. 
■  ••  /  Miiiimum 

\  MaxiimuM  . . . 
■•  •  (  Minimum 

S  .Maximum  . . . 
•  ••  (  iMininnnn 

6-2 
43 
60 
44 
63 
41 

63 
36 
63 
37 
63 
35 

59 
49 
55 
45 
56 
4S 

61 
3- 
60 
38 
60 
41 

55 
33 
50 
32 
51 
35 

60 
28 
55 
30 
62 
28 

66 
37 
65 
40 
69 
41 

74 

40 
76 
41 
76 
39 

69 
45 
65 
39 
66 
50 

"5.5 
31 
59 
33 

57 
28 
48 
20 
48 
27 

57 

64 

68 
49 
72 
54 
72 
52 

74 

60 
75 
50 

62 

65 
41 
62 
30 
67 
39 

64 
34 

65 
33 
66 
34 

6i4 
57 
63 
48 
66 
52 

"65 
56 
63 
55 
65 
52 

58 
32 
58 
32 
60 
32 

69 
37 
68 
40 
71 
34 

70 
47 
73 
50 
72 
44 

"72 
53 
68 
53 
72 
53 

65 
47 
60 
42 
67 
49 

"72 
51 
74 
49 
78 
52 

72 
47 
72 
47 
74 
4C 

'  65 
40 

60 
38 
67 
40 

"53 
28 
55 

241     36 

■■41. 3 

Wudgelii'lil 

55 
25 
57 
22 

62 
41 

68 
38 

62.  7 

27 
57 
26 

39.7 

Vntiiassee 

65.  4 

40.9 

IIVk/i")-)!. 

ri  III  ion. 

AiliHM 

\  Maxinuiiii  . . . 

67 
47 

64 
45 

57 
48 

58 
43 

53 
35 

57 
33 

65 
44 

74 
43 

70 
46 

57 
36 

49 
31 

57 
28 

67 

4S 

75 
66 

70 
56 

67 
37 

63 
37 

65 
52 

64 
43 

60 
46 

69 
40 

71 
48 

72 
58 

67 
49 

72 
50 

69 

48 

64 

38 

56 
32 

64.2 

•  •  ■  (  Miuimiuii 

43.  S 

Alldf  I'soll 

S  .Maxiiimm  . . . 

59 

57 

57 

57 

51 

57 

67 

72 

59 

45      48 

56 

62 

75 

70 

59 

52 

48 

59 

66 

()3 

68 

65 

58 

64 

63 

48 

53 

58.  9 

••  •  (  iMinimum 

41 

34 

44 

38 

30 

32 

38 

42 

36 

29 

24 

24 

42 

53 

46 

29 

34 

42 

44 

29 

35 

46 

51 

42 

39 

42 

34 

•25 

37.4 

Caesar's  Head.  , . . 

)  Maximum  . . . 

.■^3 

49 

47 

50 

44 

48 

63 

64 

42 

31 

35 

44 

58 

63 

69 

50 

50 

49 

53 

52 

50 

64 

53 

44 

61 

51 

39 

•50.  7 

••  '  Jlininniiii 

35 

31 

38 

32 

22 

22 

31 

36 

36 

20 

12 

13 

26 

43 

41 

24 

23 

34 

42 

2:! 

30 

42 

44 

33 

31 

39 

27 

16 

30.  3 

f'lillioiiii  KallsS^iV  . 

S  .Maxinnnn  . . . 

62 

60 

52 

59 

54 

64 

6S 

72 

56 

48 

50 

58 

63 

77 

72 

61 

58 

59 

58 

59 

67 

66 

70 

54 

68 

66 

50 

67 

61.0 

•  •  ■  /  Mininnnn 

40 

31 

32 

37 

28 

25 

25 

34 

35 

28 

21 

19 

19 

43 

53 

26 

27 

31 

39 

40 

25 

37 

'»4 

44 

44 

38 

31 

30 

33.  1 

CiiiiiiiHiiS^S^ 

)  .Maxiiiunr  . . . 

56 

67 

55 

60 

51 

45 

67 

72 

51 

46 

48 

59 

66 

72 

70 

63 

65 

66 

60 

59 

68 

70 

70 

71 

70 

66 

51 

60 

61.  7 

•  •  (  Jlininnnn 

43 

37 

32 

35 

30 

27 

30 

35 

37 

30 

26 

27 

27 

42 

60 

33 

29 

32 

50 

30 

31 

42 

61 

42 

42 

43 

38 

27 

85!  6 

Chester 

(  Maximuin  ... 

65 
21 

64 

21 

64 
26 

58 
33 

58 
32 

60 
34 

60 
33 

.... 

74 
42 

74 
42 

72 
40 

72 
40 

^•5 

70 
29 

69 
45 

59 
46 

61 
29 

62 
32 

65 
40 

65 
41 

66 
40 

68 
40 

65 
34 

65 
32 

65 
25 

'"65.0 
'"34. 1 

1  Mininnnn 

:; 

Clninsoli  ColleKe 

)  Maxiiinun  . . . 

59 

58 

76 

59 

57 

54 

65 

7'' 

"■ji 

61 

48 

54 

57 

•  76 

73 

63 

57 

63 

61 

57 

66 

70 

68 

64 

66 

65 

£4 

51 

61.7 

' '  '  M  ininnnn. . . . 

41 

30 

44 

37 

28 

26 

36 

31 

36 

27 

22 

18 

38 

53 

45 

24 

26 

40 

47 

26 

35 

41 

54 

44 

39 

38 

34 

23 

35. 2 

Columbia 

\  .Niaximum  . . . 

60 

60 

53 

59 

50 

55 

65 

71 

54 

47 

47 

55 

65 

73 

70 

59 

61 

63 

63 

57 

68 

69 

67 

53 

72 

68 

50 

55 

60.3 

1  Mininnnn 

47 

37 

44 

40 

32 

31 

43 

42 

391     .32 

27 

26 

45 

57 

48 

36 

38 

49 

43 

32 

41 

60 

51 

44 

50 

46 

36 

30 

40.  6 

Due  West 

)  .Maximum  ... 

58 

56 

52 

56 

48 

55 

64 

72 

551     42 

45 

53 

62 

75 

65 

56 

53 

53 

60 

56 

64 

66 

64 

52 

65 

62 

47 

.52 

.57.4 

'  Minimum 

40 

36 

43 

38 

30 

32 

38 

42 

36 

29 

25 

23 

44 

57 

40 

29 

33 

43 

35 

28 

37 

45 

61 

41 

40 

40 

33 

26 

36.9 

f^ieeiiville 

j  Maxnnum  . . . 

5« 

54 

50 

57 

49 

62 

64 

72 

M 

41 

45 

52 

69 

74 

66 

56 

53 

49 

60 

56 

62 

68 

62 

49 

63 

60 

46 

.'■■o 

56.4 

/  Mininuim 

i  Maximum  . .. 
'  Mininnim 

41 

47 
42 

36 

57 
32 

42 

60 
33 

37 

51 
39 

32 

55 
29 

35 

49 
29 

40 

55 
33 

41 

54 
42 

37 

69 
37 

29 

54 
29 

25 

4! 
24 

26 

45 
24 

40 

54 
24 

54 

63 
35 

41 

75 
56 

34 

66 
30 

36 

69 
30 

40 

67 
30 

35 

60 
43 

30 

60 
28 

38 

56 
30 

47 

56 
39 

49 

66 
46 

39 

67 
46 

38 

61 

40 

39 

66 
42 

33 

63 
34 

28 

47 
25 

37.2 

Hreenwond    

57.fi 

34.6 

Mealh  S|, rings  ... 

J  .Maxinnnn  . . . 

56 

55 

54 

52 

52 

51 

60 

50 

49 

49 

48 

54 

62 

67 

59 

59 

68 

.59 

on 

54 

66 

65 

66 

68 

67 

68 

52 

47 

57.4 

'  Mininuim 

44 

33 

44 

37 

29 

30 

38 

40 

38 

30 

21 

35 

34 

56 

30 

31 

36 

38 

48 

29 

38 

37 

35 

38 

38 

37 

35 

23 

36.  0 

Ifel-slliiw 

S  Maxinnnn  . . . 

60 

59 

52 

57 

49 

.53 

62 

71 

59 

49 

49 

54 

65 

72 

69 

58 

57 

60 

61 

57 

67 

69 

64 

62 

72 

68 

57 

.53 

59.8 

(  Minimum 

44 

31 

31 

36 

29 

27 

36 

38 

40 

28 

24 

23 

40 

40 

51 

30 

29 

45 

46 

28 

4.^ 

50 

51 

39 

46 

44 

34 

23 

36.6 

r.aiiilriiin 

(  .Maxiiniiin  . . . 

48 

52 

52 

45 

45 

48 

57 

60 

60 

60 

37 

40 

58 

68 

69 

53 

63 

50 

49 

50 

59 

65 

65 

.59 

62 

62 

52 

48 

54.  5 

'  Minimum 

41 

33 

41 

42 

32 

26 

35 

41 

39 

30 

24 

19 

41 

65 

42 

35 

25 

36 

40 

30 

39 

45 

53 

39 

3« 

40 

27 

29 

36.  3 

I.aiireiis 

j  Jlaximiim  . . . 

62 

58 

50 

68 

49 

55 

67 

79 

59 

46 

47 

51 

63 

76 

70 

60 

64 

50 

62 

68 

65 

69 

65 

56 

67 

65 

56 

65 

.59.8 

(  .Miuimuin 

44 

30 

43 

32 

27 

26 

39 

34 

34 

30 

23 

19 

42 

4(; 

51 

29 

27 

42 

44 

27 

27 

46 

54 

43 

39 

41 

35 

25 

35.7 

r,iliort.v 

(  Maximum  ... 

.... 

'  Mininnim 

. . , . 

I.iltlt  Moiiiitiiiii  .. 

S  Maxi^nnin  .. . 

"59 

"5S 

"53 

".57 

"49 

".55 

"60 

"•70 

"58 

".51 

"4'7 

"5.5 

"(52 

"66 

73 

"65 

".58 

"fO 

.56 

"57 

".68 

"62 

"67 

'  '55 

"69 

"67 

"57 

'.56 

59.  2 

■■  /  Minimum 

44 

36 

42 

36 

28 

33 

40 

46 

49 

30 

24 

24 

43! 

49 

58 

49 

39 

45 

49 

27 

30 

48 

49 

41 

44 

46 

35 

25 

39.6 

Newlien-.v 

I  Maxiniutr.  . . . 

59 

60 

52 

57 

50 

55 

65 

71 

64 

46 

47 

55 

65 

74 

69 

68 

68 

67 

61 

58 

66 

68 

67 

58 

69 

66 

50i 

56 

.59.7 

'  Miniinnm 

44 

33 

43 

35 

28 

28 

37 

39 

38 

31 

24 

21 

45 

67 

44 

30 

31 

44 

47 

28 

40 

48 

56 

44 

43 

43 

36 

25 

37.  9 

Saluda 

S  Maxinnnn  . .. 

57 

69 

57 

57 

55 

55 

62 

70 

67 

54 

46 

54 

65 

73 

72 

63 

60 

61 

62 

56 

65 

67 

67 

62 

67 

65 

58 

63 

61.0 

■■  '  Jlinimiim 

45 

31 

44 

37 

28 

27 

41 

38 

35 

30 

26 

21 

44 

55 

58 

29 

28 

46 

49 

28 

39 

47 

65 

44 

44 

44 

36 

24 

.38.  3 

Saiitnel; 

)  .Maximum  . .. 

52 

53 

53 

50 

50 

51 

67 

71 

64 

50 

43 

55 

61 

75 

72 

60 

51 

48 

60 

ffl 

62 

62 

6? 

66 

61 

61 

55 

50 

66.7 

■■  '  Minimum 

45 

27 

42 

31 

25 

23 

34 

30 

.30 

26 

21 

16 

36 

55 

44 

24 

23 

43 

46 

26 

26 

48 

55 

41 

40 

41 

34 

24 

34.1 

Spartauliur? 

1  JFaximuni  . . . 

55 

56 

55 

52 

53 

60 

7'' 

70 

60 

46 

52 

60 

70 

74 

65 

60 

48 

58 

55 

62 

62 

68 

60 

64 

64 

52 

50 

58 

.68.9 

■■  i  Minimum 

44 

30 

43 

36 

•26 

26 

3'2 

321 

35 

23     241 

17      3J| 

55 

38 

27 

27 

40I 

45 

26 

36 

47 

48 

41 

40 

37 

32 

?4 

31.  5 

Trenton 

S  Maximum  . . . 

58 

60 

55 

59 

52 

56 

64 

72 

63 

.62      47 

58      66! 

74 

70      61 1 

63 

63 

62 

68 

67 

69 

70 

61 

70 

62 

56 

56 

61.6 

"•  '  Miniinnm 

45 

45 

44 

37 

32 

32 

40 

43 

42 

301     26 

25 

43i 

54 

66 

32 

34 

46 

47 

29 

40 

47 

55 

45 

47 

45 

36 

28 

40.5 

Waltialla 

S  Maximuin  . .. 

59 

55 

53 

60 

49i 

54 

65 

71 

61 

44j     49 

,54 

58 

74 

71 

58 

51 

51 

61 

58 

65 

69 

68 

59 

66 

61 

51 

52 

68.8 

'  ■  (  Minimum 

38 

28 

41 

32 

25 

26 

31 

32 

35i 

22!     20 

17 

32 

50 

45 

23 

28 

40 

43 

27 

27 

44 

51 

41 

37 

37 

30 
... 

21 

33.0 

WiunshorcSj 

s  Maximum  . . , 

59 

59 

49 

5fi 

49I 

54 

62 

70 

.50- 

43      44 

55 

61 

73 

6S 

57 

57 

60 

60 

57 

66 

68 

64 

62 

69 

48 

56 

"58.  1 

■■  '  Minimum 

S  Ma  ximum  . .  .| 

42 

34 

35 

36 

27 

29 

35 

39 

39 

28      2? 

22 

25 

47 

52 

32 

.3'? 

34 

■18 

29 

32 

40 

,5? 

41 

41 

"44 

35 

26 

36.  6 

Wiiitlirop  Ci) liege  . 

60 

59 

54 

57 

51 

51 

62 

71 

63 

471     43 

.52 

64 

74 

68 

53 

55 

.501 

63 

66 

66 

68 

63 

57 

67 

66 

54 

.53 

68.  8 

■ '  (  Minimum 

44 

31 

39 

35 

27 

34 

35 

39 

38 

28      22 

21 

34 

52 

46 

29 

30 

43 

45 

27 

37 

47 

34 

39 

40 

41 

33 

26 

35.5 

Hfifereiioo  letters  (».  i>,  c).  appearing  in  tlie  table  indieate  number  of  days  missins:  for  example.  >•  represents  two  day.s  missing-,  eto. 

uing;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 


%  In.striimeiitsare  read  in  tlie  mor 
W  BO,  Raleigh,  3-23-26—900 


UN^ 


TI.  S.  DEPARTIvISKT  OF  AGRICULTURE,  '.VEA.HER  BUREAU. 
CtiARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


S0UTf4   Caf^OIil^lA   SECTIOri. 
RICHAKD  H.  SULLIVAN,  ffiteteoioloffist. 


oi..  XXIX.      Columbia.  S.  C.  March,  1926. 


No.  3 


GENERAL  SUMBIARY. 

The  month  was  abnormally  cold,  with  a  long  period  of  sub- 
nrmal  temperatures  from  the  2d  to  the  17th,  when  the  daily 
leans  ranged  5°  to  21°  below  the  average.  The  precip.ta  ion 
vei'aged  somewhat  above  normal  and  was  fairly  well  distributed 

The  generally  cold,  raw  weather,  except  during  a  short 
eriod  toward  tlie  end  of  the  month,  together  with  frequent 
lins  and  wet  soil,  materially  retarded  spring  crop  preparations. 
VMieat,  oats,  rve,  gardf^ns,  truck,  and  pastures  made  only  slow 
dvance  Tree  fruits  were  held  in  check  generally,  and  the 
lard  freeze  about  the  14th  was  not  seriously  damaging,  excep 
n  spots.  White  potato,  garden,  and  truck  planting  increased 
owar.l  the  end  of  the  month;  early  corn  was  planted  along  the 
onst  during  the  first  decade,  and  cotton  planting  began  in  tiie 
outhwestern  counties  during  the  last  week,  when  vegetation 
vas  greening  perceptil)ly. 


sections  of  the  northern  and  southern  f^^^'i^.f^^X  te 
measurements  ranging  downward  to  less  than  f  /"^^^  J^^  \*^^^^ 
major  portion  of  the  coastal  plain.  Ihe  greatest  local  "^on  j 
anVount  was  6.80  inches  at  Edgefield,  and  the  east  loca  n,ont  ly 
amount  was  2.34  inches  at  Suuimervi  le.  '  i^;'^''f'^^;f^^  ^^^^'^^ 
during  any  24  hours  was  2.75  inches  at  Edgefield  on  the 
30th-31st.     The  average  number  of  rainy  days  was  normal . 

Excepting  the  extreme  lower  coast  counties,  snowfall  Mas 
quite  general  on  the  11th,  13th,  and  15lh,  rangmg  m  amounts 
from  Traces  to  6.U  inches. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourl\rLw^^  f.-o>u  9  anemometer  records,  was 

10:4^^f^!?4teiii*veragewlocitywasU^md^pe^ 

Savannah,  Cxa..  and  in  the  Section  P'""?^^' /-^-f  "J>  1^"  ^^^^^^ 
atChai!W>l&tDn;«^^tiriowest  average  was  7.1  m  les  pel    houi  at 
C ha  louls  &.  e.,*^mf  in  the  Section  proper.  9.    miles  per  hour 
a    CoCliv^o    'P>^  l-iRl'^^t  velocity  for  any  5-minute  P^nod  ^-as 
5V»#iafmifi1he  southwest  at  Greenville  on  the  olst. 


Tiie 


PRESSUKE. 

mean  sea-level  pressure,  determined  from  reports  of  % 


•e-ular  Weather  F>ureau  stations  in  and  surrounding  the  Sec 
ion,  was  30  05  inches.  The  iiighest  pressure  was  30. ob  mchesat 
'Charlotte  N  C,  on  the  6th.  and  in  the  Section  proper,  oO. 5b 
niches  at  Columbia  and  Due  West  on  the  same  date;  the  lowest 
nre'^sure  was  29.32  inches  at  Wilmington,  N.  C,  on  the  2bth, 
and  in  the  Section  proper.  29.31  inches  at  Ciiarleston  on  the 
same  date. 

TEMPERATURE . 

The  monthlv  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  48. S^  or  6.0°  below  the  normal.  I  he 
highest  temperature  was  83°  at  Blackville  on  the  2oth  1  here 
was  but  one  warm  period,  i.e..  from  the  19th  to  the  26th.  J  he 
lowest  temperature  was  6°  above  zero  at  Caesar's  Head  on  the 
J 4th  This  is  3°  below  the  March  minimum  temperature  record 
(19'>5) ,  but  is  a  mountain  record.  The  cold  periods  were  een- 
erallv  from  the  2d  to  the  17th  and  from  the  2ah  /o  the  31st. 
Lnte"freezing  temperatures  were  quite  general  up  to  the  IJtli, 
and  again  in  the  western  portion  on  the  28th  and  29th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly   sunshine,  determined   ^^-^^ ^J^'^^ 
.nometer   records,    wa^    244.3  hours    or  6o%   ^['^'^.^''^^^^^^^ 
amount.     The  average  number  of   clear  days  ^^..s  1  -  ,    P<       . 
cloudy,  7,  and  cloudy.  7,  as   against  normals  of    14,  8,  and 
days,  respectively.  ,. — 

RIVER  CONDITIONS. 

Aloderate  freshet  conditions  prevailed  in  several  np-State 
streams  afl'er  the  rains  of  the  (>-7th,  and  again  ^^-^^^^ 
the  month.     The  Santee  River  wns  in  ^^^^/^^^X  p  fe,\vr^ 
22d,  and  at  Ferguson,  until  the  2od.      ^^f  [/^  -^' ^  ^' 
in  flood  at  Mars  Bluff  on  the  1st,  2d,  and  16th. 

MISCELLANEOUS    PHENOMENA  (dates). 

;We.tW,28;    Gre.nvill.,  .0;    I-™-  2B^    ^t^^J^. 

Walhalla,  20,  27.     Mm:    Due  ^^est,   18,   ^3,  /», 

18,  28. 


HUMIDITY. 

The  mean  relative  humidity,  deterniined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion was  as  follows:  8  a.m.,  74%  :  noon.  54%  ;  8  p  m  ,  62%. 
The"  highest  percentages  occurred  in  the  Savannah  drainage 
basin  and  along  the  north-central  border,  and  the  lowest,  m 
the  interior.  

PRECIPIIATTON. 

The  average  for  the  Section,  50  stations  reporting,  was 
4  49  inches  or  0.59  inch  above  the  normal.  There  were  six 
fairly  well  defined  periods  of  rain.  The  total  monthly  amounts 
ran-ed  from  4  to  nearlv  7  inches  in  the  western  portion  and  m 


-^i:^^^^iK^^^^^^^j^^^^t^^^^2:^^ 


stations. 


Asheville,  N.C 

AnKiista.  (^a 

(;liiirk'Stoii.  S.  0... 
Ctmrlotte,  N.  ('  . . . 

roUnubia.S.  0 

Due  West,  S.C 

nreeiiville,  S.  C.  . . 

Saviiiiiiali.  Oa 

WilmiuKtoii.  N.C. 

Menus  and  ex-  \ 

treme.'. ' 


\ 
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Cllmatolog-ical  Data  for  March,   1926. 


Stations. 


Counties. 


Eastern  Poiiioii. 

Beaufort 

Blacliville 

Cliarleston 

Cheiaw 


Conway 

Diirliiigloii 

KIliiigliaiiK 

Fei'giisoiitS: 


Kloieiice  1 . .. 
Kloipnce  2... 

Ganiett 

Georgetown  . 


Kingstrpp.. .. 
Mars  Bluff... 
Orange  burg 
Pinopolis  tt  • 
Uiuiini 


St.  George 

Soeiety  Hill 

Sunniierville 

WedgelieUl 

Yeiuassee 


Division  nieans  and 


Wester II  Pinliim. 


Beaufort 

Barnwell 

Cliarleston  . 
Cliesterlield 


Horry 

Darlington 

I'Moreuce  

Orangeburg 


Florence 

....do 

Hamilton 

Georgetown  . 


'Xtrenies  . 


AlUen 

An<lerson  

Bliiirs 

Ca?sars  Head  ft. . . 

CiilliouM  I'alls 

Camden 


Catawba  

Chappells ,    . 

Chestertt 

Clemsou  College  . 
Columbia 


Due  West 

EdgeHeld 

Gaston  Shoals  Jt 

Greenvillo 

Greenwood 


Heatli  Springs 

Kershaw 

Landrum 

Laurens 

Liberty  


Little  Mountain. .. 

Newberry 

Pelzer 

Salnda 

Santuek 


Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Wiuthrop  College  tt... 


Aiken 

Anderson  . 
Fairfield. . . 
Greenville. 
Abbeville.. 
Kersliaw.. . 

York  

Newberry  . 
Cliester.  ... 

Oconee  

Itichland  .. 


Abbeville  .. 
EdgeHeld... 
Cherokee  .. . 
Greenville .. 
Greenwood. 


Lancaster 

Kershaw 

Spartanburg. 

I.aiirens 

Pickens 


Newberry 
Newberry  , 
Anderson. 

Saluda 

Onion 


Division  means  and   extremes 
Section  means  and 


Spartanburg 

Edgefield 

Oconee 

Fairtield  .  ... 
York 


Temperature,  in  degrees  Fahr. 


i  S 


Williamsburg 

Florence  

Orangeburg 

lierkelcy 

Sumter 


Dorchester 

Darlington 

DonOiester 

Sumter 

Hampton  


21 
•i9f. 

48 
144 

25 
175 
106 

63 

136 
136 

82 
18 

54 

9-2 

264 

54 

97 

109 
192 

75 
249 

24 


527 

764 

293 

3118 

608 
222 

562 
402 
487 
850 
351 

711 

680' 
1039 
671 

568 
500 
1063 
689 
900 

711 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


53.0 
50.2 
62.4 
47.2 

50.4 
47.8 


'50.5 


"51.4 
'61.6 


50.8 


50.8 
48.7 


-5.4 
-7.5 
-5.0 
-6.2 

-5.9 
-6.6 


-5.5 


-5.9 

-5.8 


-6.2 

-7.8 


24 
25 
23 
t24 

t25 
t24 


49.7 
-48.1 
51.0 
49.8 
51.4 

50.3 


51.6 
46.  I 

44.6 

48.8 


46.4 

48.4 


45.4 


45.0 
46.1 

45.6 

46.8 
42.8 
46.2 


-8.0 
-6.6 

-7.2 
-5.7 
-6.4 

-6.3 


-3.6 
-7.9 


-5  5 


47.2 
47.2 

■47.' 2 
'43.6 

44.6 

48,4 
•44.4 
'47.8 

45.6 

47.7 
48.8 


-6.0 

-6.8 


-0.6 


-4.9 

-7.6 


-8.2 
-8.6 


24 
t20 


24 


24 
t24 
23 
20 
24 

25 


''23 
•20 


Precipitation,  In  inches. 


Number  of  days. 


'42 


-8.2 
-7.4 

-8.' 7' 
-9.6 

-6.5 
-7.6 
-6.9 
-5.7 
-7.7 

-6.0 

-6.0 


24 

t25 

t24 
24 
24 
24 


t24 
t24 

"24 
20 

25 
24 
24 
24 
t24 

24 

25 


c  2 


3.78 
4.61 
3.61 
3.97 

4.23 
3.21 
3.63 
3.85 


33 


2.81 
3.  82 
2.38 

4.00 
2.85 
4.00 
4.15 
3.52 

3.83 
3.  33 
2.34 
3.43 
3.69 

3.66 


5.75 
5.11 
5.09 
4.97 
5.16 
5.03 

4.83 
5.  72 
6.09 
5.97 
5.00 

4.54 

6.80 
4.85 


-fO.43 
-1-1.29 
-0.  U 
4-0,38 

-f-0,64 
-fO.20 
-1-0,16 
-1-0,40 


-0.36 

-i^is' 

-1-0.60 

+6.44' 

-1-0. 63 
-0. 25 

-1-0,42 
M\  06 
-0.98 
-0.13 
-f0.20 

-1-0.16 


-1-1.79 
-1-0.51 
-1-1.39 

+n.'24 
4-1.33 

-f  0  72 
-  0.15 


-  J 


1.36 
1.98 
1.50 
1.70 

1.51 
0.90 
1.07 
1.06 


4.74 
4.99 
4.63 
4.41 


5.00 
3.38 
4.98 
5.68 
5.33 

3.51 
6.08 
5.81 
4.63 
5.51 

5.09 

4.49 


+  1.00 
+  1.30 

-0.21 
+2.  61 
+  0.09 
-0.22 
+  1.15 

+  1.25 
+  1.63 
-1.09 


0.91 

0.81 
1.05 

1.53 
1.16 
1.29 
1,60 
1.60 

1.40 
0.98 
1.32 
0.91 
1.04 

1.98 


2.01 
1.80 
1.S4 
2.37 
1.75 
2.25 

1.72 
2.19 

1.6S 
2.18 
2.58 

l.fiS 
2.75 
1.50 
1.93 
1.C6 

2.07 
2.  62 
2.06 
1.09 


0 
T. 
T. 
1.5 

T. 
1.5 
0.5 
T. 


+  1.34 
•  0.41 
+  0.20 
+  1.,67 
+  0.90 

-1.37 
+  1.79 
+0.78 
+0,73 
+1,64 

+0.73 

+0.59 


1.93 
1.02 
1.74 
1.80 
1.73 

1.50 
2.17 
1.95 
1.93 
1.30 

2.75 

2.75 


0.1 
0 
0 

T. 

0 
0.1 
T. 

0 

0 
2.0 
T, 
T 

0 

0,2 


0 
T. 
T. 

6.0 

0 

2.0 

T. 
T. 

2.0 
1.2 
T. 

T 

0 
2.5 
4.2 

0 

3.0 
3.0 
2.7 
T, 


1,0 

0.8 

2.0 

T. 

0.3 

2.7 

4.3 

4.0 

T. 

1.1 

1,4 

0,9 


3 
3 
10     sw. 


Observers. 


19  3 
3  6 
5 


14 

12      12 

24 


nw. 
w. 


sw. 
sw. 
sw. 
sw. 

sw. 

sw. 


Pathologist  Truc's.  Sup.  Co. 
Mrs.  I).  B..Saii'lers. 
(I.  S.  Weather  Hureau. 
Koland  D.  Powe. 

Paul  Qiiattlehaum. 
I).  C.  McCall. 
Wni.  B.  Gillespie. 
Henry  C.  Savage. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  H.  Uobert. 

A.  P.  Hazard. 

Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

li.S.  Fisheries  Station. 
NHss  IC.  1*.  Huvenel. 
Boykin  11.  Cantey. 

R.  L.  Utsey. 
E.  D.  Fields,  .Ir. 
Dr.  William  Simons. 
W   Hampton  Ramsey 
W.  C,  Unison, 


Frank  1!.  RI<-(;<>y. 
H.  11.  Ku.ssell. 
Esther  B.  Owens. 
Ca;sar's  Head— P.  Mtn.  Co. 
I,.  M.  Parker. 
Henry  A.  Brown. 

.lames  (;.  Faris. 
George  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  F.  11.  H.  Calhoun. 
U   S.  Weather  Bureau. 

n.S.W  B.  Aerological  StB. 
D.  W.  Sharpe. 
S.  C.  Lt.,  Power  .1  By.  (;o. 
(1.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

,1.  Marvin  Bowers. 

John  W.  Haniel. 

R.  Hartwell  Wilds.  D.D.S. 

L.G.KolT. 

O.  F.  Boggs. 

Miss  Alberta  Sease. 
John  H.  Baxter, 
.loshua  Y.  .lones. 
AV.  S.  Crout. 
E.W.Jeter. 

M.H.Daniel. 
Mrs.S.  K.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson. 
W.T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a.s  have  t«'',f '^J^-ie  y^^^^/'f  "f  ^^^^^^^^^  b'lC.se.Tlsmo'lwrm 
determining  section  or  division  means.     Reference  letters  («,  b,  <=) .  appearing  in  the  table  indicate  number  of  days  missing :  '"f, '''■^'"P  «.  " '""^ff  ,Vrv  bulb    means  are  ."•onv 
t  AUn  nn  nfhpr  iV.tPs     ++  Received  too  late  to  be  included  in  means  and  summaries.    "  Temperature  data  are  from  observed  reailings  of  tlie  nry  bum .  means  aie  ( (im- 
puted from  obferx^d  iPadiUs!   ttVol^o^^^^^^^  stations  arP  as  follows  •  Of  Gaston  Shoals,  Blacksburg:  of  Wiuthrop  College.  Ro.-k  Hill ;  of  Ferguson.  EutawYille: 
of  Cipsars  Head,  Greenville.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  March,   1926. 


Drainage- 
basins. 

Day  of  month 

0 

Stations. 

1 

2       3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27      28 

29 

30 

31 

Knyffn'H  Portion. 

Beaufort  

Blackvillellll 

Cliiirleptoii  ••• 

(Joast  

Kdisto 

Coast 

Fee  Dee 

■'io 

T.' 

'.'08 

1.20 
1.38 
.67 
.83 

.02 

35 

.06 

2.'52 
.73 

.60 
.41 
.42 

.07 
'.'62 

.01 

'.'25 
.20 
.35 

.15 
.60 
.23 

.52 

"m 

.12 

.21 

.35 

.25 
.42 

'.'is 
'.'is 

'.'65 

.19 
".b9 

1.36 
1.98 
.97 
1.7C 
1.51 

.90 
1.07 
1.06 

3.78 

.90 
.01 

.10 

.57 
.08 
.20 

.41 

.09 
.16 

f.' 

T. 

'.'14 
T. 

.25 
.05 
T. 

'f.' 

•••• 

'.'62 

•■•• 

'.'io 

4.61 
3.61 
8.97 

Cherawllll  

T. 

T. 

.09 

.18 

4.23 

Conway  llll 

85 



3.21 

Ellintflmni  1 II 

Lynclies 

Santee 

Fee  Dee 

T. 

1.04 
1.05 

'.'30 

'.'63 

3.63 
3.85 

Keruiison   II 

do 

.04 

.72 

.81 
1.05 
1.25 

.80 
1.29 
1.50 

.90 
1.40 
.74 

'.■91 
1.04 

1.27 
1.56 
1.17 

i.'sii 

.88 

.95 
1.55 

2.' 18 
.62 

.50 
1   ,50 

.58 

l!05 

.30 

40 

.03 

T. 

.01 
T. 

.23 

.29 

.68 
T. 



.02 

.49 

.91 

.78 
.28 
1.53 
1.15 
1.08 

1.60 
1.05 
.98 

'.'90 

.85 

2.01 
1.80 
1.84 

i.'75 
2.25 

1.72 
2.19 
1.34 

1.56 
.55 

.01 

2. 75 
1..34 
.05 
1.66 

2.' 62 
1.33 
1.09 

2  81 

GariiPtt 

.02 

3.82 

Coast 

I{la('l< 

2.38 

(Veoruetowii 

.14 

T. 

.02 

.12 

.30 
.50 

T. 

.... 

.30 

.04 

4.00 

2.85 

Oraiigeliurg 

ICdisto 

.65 
.40 

36 

.01 
T. 

T. 

T. 

.04 
.20 

.10 

.35 

i'. 
.10 

.31 
1.37 

4.00 

.58 

4.15 

Kin.ini  nil 

St.  Oeorge 

.30 

.36 
.43 

.18 
.07 

3.52 

Fdisto 

.38 
.35 
.82 
.52 
.37 

1.23 
.91 
.95 
.60 
.81 
.52 

.75 
.90 
.45 
1.03 
.73 

.67 

85 

■>- 

.05 

.10 

.18 

.is 
.22 

3.83 

.10 

'.'is 

.38 
'.'28 

't.' 

T. 

.20 

3.33 

... 

1.32 
.25 
.35 

.57 

'.'67 
1.75 

'.'08 

.05 
.03 
.30 
.34 
2.03 

1.68 

'.'io 

1.62 
.07 

2.07 

'.'32 
.39 

2.  34 

\Ve(lge(i«UI 

Yeinussuollll 

U'extnn  I'lniiim, 

AiluMl 

AllllclSOTl 

BliiirMIII 

Cie.sar's  IFead  

Caniileii  il|| 

Catawba  llll 

Cha|,i»-IIs|||| 

Clicstpr 

Olenison  ("oJli^Ke 

Columbia  *** 

.10 

.10 

T.' 
T 

T. 

.02 

.40 
.03 

'.'20 
.45 

'.'20 
.18 

.22 
.26 

.'i4 
.16 

.27 
.55 
.14 

.OS 
.30 

.17 
.19 

.35 
.75 

.56 
.22 
.28 
.25 
.15 
.42 

.19 
.21 
.17 
.37 
.22 

.13 
.65 
.25 
.27 

3  43 

'.'ifi 

T. 

'!i5 

'!i2 
.75 

.04 

T. 

3.69 

K(li*;to 

.11 

.15 

2.' 37 

i.'fiS 
.05 
.49 

.83 

'[62 
.01 

'f. 

T. 

5.75 
5.11 

.11 
.11 

.'i? 

.14 

.20 
.13 

Uroad 

Saluda  

Siivaiinaii 

Wateree 

('atawba 

Saliuia 

'.'64 
.15 

't'.' 

i.'25 
'.'08 
.16 

.16 

'!69 
.36 

.50 
.23 

'.'6i 

.06 
'.'20 

't. 

'.'63 
T. 

'.'56 

'.'io 
'.'02 

.28 

5.09 
4.97 
5.16 
6.03 

4.83 
5.72 
6.01 
5.97 
5.00 

Savannah  

OoiiKaree 

Savainiali 

'.'64 

27 
.■56 

Due  West*** 

K.lK»llel.l  Ii;i 

(iasloii  Shoals  |||| 

Hrecnville     "• 

4.54 

6.80 

Hroad 

Saliula 

do 

'.'6i 

'.'95 

1.50 
98 

'.'6f 

.10 
1.15 

.81 

1.00 
.72 
.41 

.98 

.80 

.01 
T. 

.11 

.50 
'.'36 

T 

f ' 

4.85 

T. 

.29 

5.17 

1  34 

.34 
.31 

5.17 

H*'nth  SprintfS 

K.TshHW    ,111 

Wateree 

Lyiiclies 

.15 

qo 

'.'ie 

.12 

4.74 

.14 

00 

.08 

.18 
'.'69 

4.99 

2.06 
1.08 

.38 

f. 

.13 
.37 

4.63 

Laurens  

Liberty 

Saluda 

Savanuah 

.It; 

.10 

T. 

T. 

.15 

4.41 

I/i(tlo  l^lountaiii 

Nfu  hiMiy 

Q.tliiHu 

1  45 

Qf 

05 

T. 
T. 

.67 
.30 

1.93 

i.'74 
1.80 
1.39 

1.50 
2.17 
1..55 
1.93 
1.3C 

6.00 

.Sahida 

do 

".u 

.45 

.15 
.11 

.80 
1.60 
1.26 
1.32 

l.,50 
1.12 
1.95 

1.02 
.70 
.95 

1.33 

.27 
93 

'.'20 

.08 

.04 

09 

.48 
.18 
.46 
.18 

.10 
.65 
.,36 
.2f 
.17 

3.38 

.22 

.18 
.27 

.04 
.22 
.03 
.10 
.16 

T. 

.08 

.04 

.28 

'.'31 

.30 
.16 

4.98 

Saluda 

do 

.01 
.08 

'f.' 

■f.' 

.23 
.34 

5.68 
5.33 

do 

.10 

.40 
.35 
.20 
.35 

3.61 

TiPuloii  

WalliBlla 

K.listo 

Savannali 

t'.' 

.13 
.16 

.13 

'.'0? 
.38 

.... 

•••• 

■.'06 

.33 
.3C 

.05 
.2S 

6.08 

.88 
.75 
I.IC 

'.'24 
. . . . 

'.'56 

■f. 

:::: 

.24 

5.81 
4.63 

VVinnshorolJII 

Wintlirop  College 

1 .  02 
1.30 

5.51 

.... 

!•■■■ 

1 

Kxcept  as  otherwise  indicated,  observa 
observation.  ||||  Frecipitation  measured 
24-hoiir  period,  niidniglit  to  niidiiiKht.    * 


tions  are  irenerally  made  late  in  the  afternoon,  near  snii.set,  and  precipitation  recorded  is  for  the  24  hours  endinir  at  tlie  time  1 
in  tlip  morninfr;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Kegular  Weather  Hureau  station;  precipitalion  Is  or  11 
Frecipitation  included  in  the  next  followins  measurement.    tSeparate  dates  of  falls  not  recorded.     1 .  Trace,  or  less  than  O.oi   mc 


COMPARATIVE  DATA  FOB  MARCH. 


Year. 


Temperature. 


1887 

51.4 

1888 

1889 

1890 

62.1 
51.6 
52.5 

1891 

50.0 

1892 

52.8 

1893 

53.9 

1894 

59.3 

1895 

53.5 

1896 

53.1 

1897 

56.4 

189S 

59.1 

1899 

55.2 

1900. r 

51.6 

1901 

53.4 

1902 

54.0 

1903 

60.4 

1904 

56.2 

1905 

57.8 

1906 

51.6 

1907 

62.0 

K 


Frecipitation. 


g  li.-  a 


Average  nunibe  r  of 
days. 


>  c 


82 


1.85 
6.71 
3.41 

2.96 
7.88 
3.78 
2.22 
2.08 
5.71 
2.12 
4.54 
2.99 
3.89 
4. 22 
4.:j6 
4.08 
5.92 
3.42 
2.15 
5.34 
1.57 
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sw. 

w. 

sw. 

ne. 

nw. 

sw. 

sw 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

ne. 

ne. 

ne. 

w. 


Year. 


Temperature. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

19-21 

1922 

1923 

1924 

lO-iS 

1926 


Period . 


61.4 
54.1 
59.4 
64.9 
5:B.2 
56.9 
50.2 
46.3 
,53.7 
55.0 
59.7 
56.5 
52. 3 
62.5 
,55.5 
56.2 
51.0 
56.6 
48.8 

54.8 


Precipitation. 


el-p  ac 


4.  .56 
4.80 
1.38 
2.30 
6.79 
7.40 
2.59 
2.66 
2.14 
6.39 
1.83 
2.86 
6.73 
2.28 
7.04 
5.14 
2.74 
1.67 
4.49 

3.90 


Average  num  her  of 
days. 


>  c 


sw. 

sw. 

sw. 

w. 

ne. 

w. 

w. 

nw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

w. 

sw. 

w. 

w. 

sw. 


1 1' 


9    sw. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


March,  1926 


Daily  Temperatures  for  March,   1926 


Beaufort 

Ulackville 

Cliarlfstoii 

CherawsW  

Coinviiy 

l)iviliiigtoiiV>\^.... 

Fersnsoii  S^S^ 

I'loriMice  1   

Givrnett 

(leoriretowii 

KiiiBstrce 

OiaiiRpliurg  1..  . 

St.  George 

Sociely  llilli\'iV. 
Siiiiiiiieiville  ... 

Wedgetielil 

Yt'inas.'^ee 


Aild'ii 

AikIhisoii 

Caesar's  HeafI 

Callionii  Kalls'JsV.. 
(•iitmlfii  W 


T         t  /i„w=  ,„;=>;! no- •  fnr  pxamiile   ''  represents  two  (lays  misshipr,  etc. 

,!eferen<.e  letters  («,  K  o),  appearing  in  the  table  indicate  nu,nber  of  '^^^^  ^  ^'J  ;-j;;     ft  e  P^-ece.liU  day.  on  which  it  ahnost  always  occurs 
•  W  Tnstrnnnents  are  rea-i  in  the  morning:  the  maximum  temperature  theu  lead  is  clmued  to         Piece 

^V  B O,  Raleigh,  4-28-26-900 


Hi 


li/V^^ 


~^ 


3.  dzf>art:,i.lnt  or  .\GRictJLTURS,  ■\7IAthz:l  bureau. 

CHARLES  F.  1\1ARVIN,  Ciiief. 


k 


/ 


A" 


ri"^ 


S0UTf4    Cfl^Onifvlil   SECTlOI'sI. 


RICHAKD  H.  SXJLI.IVi^N.  Meteorolog-ist. 


:<>:..  XXIX.        Connrp.TA.  S.  C,  April,  1926. 


No.  4. 


GENERAL,  SUMMARY. 

The  month  wn?  eon.«idoi-nhIy  cooler  thjin  upunl,  with  rather 
requetit  wai'iii  nnd  cool  periods.  Precipitation  avera^^ed  below 
lornial,  the  Lmlk  of  the  luoiitli's  rainfall  occurring  during  the 
irst  1.")  days. 

Wet  .soil  during  the  first  half  of  the  month  retarded  plow- 
ngand  the  plantitig  of  spritig  crops,  and  the  growing  season 
ipened  ahout  10  days  late.  Wheat,  oats,  rye,  early  gardens, 
arly  field  trnclc,  and  pasturfs  improved  materially  until  to^vard 
he  close  of  t!ie  monti),  when  rain  was  needeel.  Cotton  and  corn 
ilanting  became  genei-al  after  the  fii-st  week,  Imt  germination 
ras  slow  and  irregular  on  acc<nmt  of  cool  niglits.  'I'obacco 
ranspiaiiting  began  about  the  '20th  and  was  practically  com- 
ileted  at  the  end  of  the  mon.th.  Tiie  season  was  especially 
iivorable  for  asparagus  and  the  hardier  spring  vegetal)les.  'J"he 
rosts  of  tlie  20th  caused  some  damage  to  while  potatoes  and 
ender  lowland  crops.  Th.e  woods  were  green  in  the  central 
ounties  l)y  the  14th. 

PRESSUEE. 

The  mean  sea-level  ])i'essu!'e,  determined  froin  reports  of  9 
f'gular  Weather  I'ureau  stations  in  and  surrounding  the  Sec- 
inn,  \vaso0.03  inch.es.  TIk-  hiLrln-st  ])ressure  was  30.  fO  inchesat 
lohnnltia  and  Due  West  on  tlie20th:  the  lowest  pressure  Avas 
9.oS  inches  at  Asheville,  N.  C,  on  the  ,Slh,  and  in  the  Sec- 
Ion  proper.  20. (i?  inches  at  Greenville  on  the  10th. 


amount,  1 .20  inches  at  Conway.  The  greatest  amount  during 
any  24  hours  was  3.92  inches  at  Cheraw  on  the  ll-12th.  The 
nund)er  of  i-ainy  days  was  14%  below  the  normal. 

A  small  tornado  of  the  bounding  type  visited  the  region 
about  Red  ]5arik.  near  Lexington,  S.  C,  at  O:lop.m.,  April 
7,  1920.  The  storm  moved  from  southwest  to  northeast  in  an 
ill-defined  x>ath  a!)out  0  miles  long;  two  persons  were  injured, 
and  the  property  damage  approximated  $12,000. 


WIND. 
The  prevailing  wind  was  frcmi  the  southwest,  'j'he  average 
liourly  velocity,  determined  from  9  anemometer  records,  v.as 
!).2  miles.  The  highest  average  was  12.2  nules  ])er  hour  at 
Savannah.  Ga..  and  in  the  Section  proper,  11.2  miles  per  hour 
at  Crreenville ;  the  lowest  average  was  6.1  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  7.9  miles  per  hour 
at  Columbia.  'I~lie  highest  velocity  ft)r  any  5-minnte  period  was 
-10  miles  ])er  hour  from  the.^,s°paiQ)i\-'est  at  Savannah,  Cia.,  on  the 
11th,  and  in  the  i^ki^ifoVj' 'proper,  38  niiles  per  hour  from  the 
west  at  Due  West  on  the  8th. 

SUNSHIJjji  AND    CLOUDINESS. 

The  average  monthly  sunshiij,e,--dr'1ermined  from  9  ane- 
mometer recoi-ds,  wa'J  28.4.8  i'lo'urs,  or  73%  of  the  ])ossible 
anxMUit.  'j'he  averjjge'li'mnbei-  of  clear  days  was  18;  ])artly 
cloudy.  6,  and  cloudy.  6,  as  against  norm.als  of  15,  8,  and  7 
days,  respectively. 

RIVER  CONDITIONS. 

The  rains  at  the  close  of  ]\farch  were  follov,-ed  by  flood 
stages  in  the  Santee  River  at  Rimini  from  the  2d  to  the  20th, 
and  at  Feigu<on,  from  the  4th  to  the  23d.  The  Pee  Dee  River 
was  in  flood  at  ^fars  Bluf!  on  the  16th,  17th,  and  18th. 


TEMPERATURE. 

Tlii^   ni'inthly  mi'an    for  the  Sc^cfion.  detei-mined    ti-om    re- 
nrts  of  39  stations,  was  00  3^.  or  2,1°  below  the  normal       'i'he 
ighest  temperature  was  94°  at  Kinastree  on  the  24th.     The  I 
•arn-,  periods  were  from  the  6th  to  the  11  lb,  1.5th  to  18th,  and  \ 
2d    to    24th,    inclusive.      4'be   lowest   temperature  v,-as  20°  at  | 
iaesar's  Head  on  the  1st.      '!"he  cool   periods  were  from  the  1st  ' 
-.the  4th.  12th   to  Mtb.   19tb   to  21st,   and   26th  to  29th,  in- 
u-^ive.      Rate  spring  killins?  fronts  \vere  genei'al  in  the  central 
?id  northern  counties  on  the  20th. 

HUMIDITY. 
44ie  mean  relative  humidily,  de|(>rnM"ne(l  from  rejiorts  of  9 
'gnlar  \\'eather  Ru!-eau  stations  in  and  surrounding  the  See- 
on,  was  as  follows:  8  a.m..  72%  :  noon,  .53%  :  8  p.  m.,  60%. 
'he  liighest  percentages  occui'red  along  the  coast,  and  the 
nvest,  over  the  interior. 

PREC.TPITATTON. 

The  average  for  tlie  Section,  49  stations  reporting,  was 
.43  inches,  or  0.59  inch  below  the  Jiormal.  Precipitation 
uiged  generally  Ix'lov,-  the  normal,  except  in  small  areasof  the 
pper  and  lower  coastal  plain,  the  nionihly  totals  in  the  major 
:)rtion  of  the  Section  being  below  3  inclips.  Th.ere  were  foui- 
lirly  well-defined  periods  of  rain,  but  during  the  last  half  of 
!•'  month  the  showers  were  generally  light  and  scattered,  es- 
^•cially  in  the  eastern  counties.  'I'he  greatest  local  montlily  I 
nount    v,-as   5.09    inches   at    Kersh.aw;    least    local   monthly  I 


Itl 


M:ISCET.I.ANE0US    phenomena  (dates). 

KiUinr!  Fros.lfi  or  Frepzinq  TempcraivreR^  Xtnnher  of  Slolioris. — 

1  ;  2dtb,  17. 

Ihiil. — Summerville,  9. 

HnJns—Limnr:    (^ohnnbia,  24,  25:    Due  W^-'st,  21.  24,  25; 


Greenville,  24;  Santuck,  4.     Sohir:    Colundnai  2.  22, 


Du( 


West,  2,  7,  9,  10,  21,  22.  23,  21,  25.  28;  Greenville,  2,  18,  21, 
22;  Santuck,  7.  

ERRATA. 

Marrh,  1!}2(;.— CleiT'.son  Collo^o.  menn  toTOPPraturo.  pnge  in,  should  be  47.0  Kershaw, 
total  rainfall,  page  10,  shnuM  be  5.'29,  and  total  numhcT  of  rainy  days,  9;  rainfall,  page 
II,  13th,  should  be  0.30.  Sununerville,  maximum  temperature,  pag'e  10,  should  be  70 
on  .31st. 

MISCEIil-ANEOUS  DATA   FOR  APRIL,   1926. 


TPiiireriitiire, 
'".Kgrees  !''alir. 


'l-i'CUMlll.- 

lioii, 
iiiclu'S. 


Wind. 


'D   -*   O  j 


Asheville.  X.O.... 

Autnista.  Oa 

Cliai'U'slnii.  S.  C... 
Clisirlotte,  X.  C  ... 
rnlumbia.  S.  ('.... 

!);!e  Wcst.S.C 

Oreenville.  S.C.  .. 

Sii  viMinali.  Oiv 

Wibiiinsrton,  X.  O. 

Means  and  ex-  ) 

trenv » 


30.  03 

.53 , 1 

77 

20 

1.  08 

0.  93 

8.8 

30.  03 

fi'i,.'^ 

8.T 

39 

2.02 

0.  (19 

0.2 

.30.  0-1 

r.2.  ,S 

8-1 

41 

2.  48 

1.(8 

10.7 

30.  03 

58.  r-, 

85 

33 

1.28 

0.41 

(;.  1 

30.  03 

f.2.  1 

f.fi 

38 

1.94 

1.14 

7.  9 

30.  Of. 

59,0 

83 

33 

1 .  08 

1.08 

10.  h 

30.  00 

r,9. 0 

82 

34 

2.  08 

1.3f. 

11.2 

30.  04 

f.4.  .H 

88 

42 

2.24 

1.7.T 

12.2 

30  v:3 

00.  6 

82 

34 

3.34 

'2.71 

9.0 

30.03 

f  0.  2 

88 

29 

2  OS 

2.71 

9.2 

Meai 

ri-lative 

hsniiidit.v. 

S 

c 
c 

s 

d 

« 

«3 

y. 

42 

5! 

.■ill 

00 

(17 

74 

57 

55 

4S 

50 

4(1 

40 

47 

5fi 

CS 

57 

73 

53 

r.o 

/  ,: 
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Cr.lMA'l'OLOGlCAL  DATA:    SOUTH  CAROLINA   SKCTJON 


April,  1926 


Climatolog-ioal  Data  for  April,   1926. 


'6 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches.    iNumber  of  days. 

■5 

Stations. 

Counties. 

3 

u 

be 

X 

1' :: 

to 

6 

i 

c 

c 

l-5 

1  s 

1 

z.  a. 
c  " 

Ju 

>> 

.E  c 
1 

Observers. 

Kcalerii   I'diUoii. 

Beaufort 

Blacliviile 

(;iiiirl('sU)ii 

Beaufort 

Barnwell 

Charleston 

Cheslerlield 

Ifoiry  

Darlington 

l''lorence  

Orangehm-g 

21 

29(i 

48 

■25 
175 

loi; 

63 

45 
42 
55 
44 

:« 
31 
35 
40 

63.9 
62.  6 
62.8 
60.0 

61.0 
60.4 

i04.4 

-1.1 
-i.s 

-1.7 
-1.5 

-1.0 
-1.5 

'+2.' 3' 

90 
80 
84 

88 

88 
89 

"'96' 

24 

30 

24 

t24 

24 
24 

"'24' 

41 

33 
41 
31 

,32 
30 

144 

1 

1 

20 

20 

20 
20 

"ig 

36 
49 
24 
51 

47 
44 

'j'37' 

2  04 
4.48 
2.48 
5.05 

1.'26 
5.45 
1.89 
■2.89 

-0.^27 
-1.19 
-0.51 
—2   11 

0.60 
1.30 
1.08 
3  'J2 

0 
0 
0 
0 

8 
8 
6 

21 
19 
15 

8 
3 
8 

1 
8 
7 

nw. 
svv. 

Pathologist  Truc's.  Sup.  Co. 
Mrs.  D.li.  Sanders. 
I'.  S.  Weather  linreau. 
Koland  D.  Po\ve. 

Chfiiiw 

Comviiy 

Dailiiigtoiitt 

Kll'ni<rli;iirK 

Ki'igusonW 

-1.84 
+2.20 
-1.43 
+0.  02 

0.37 
2.  ^28 
0.30 
0.54 

0 
0 
0 
0 

0 
0 

10 

20 
19 

3 
6 

0 

s\v. 

I'anl  Quattlebaum. 
I).  C.  McCall. 
\Vin.  Ii,(lillespie, 
Henry  (;.  .Savage. 

Kloreiice  1 

I'lori'iicB  2 

(iai'iiett 

(jcjoigutown 

I'^lorenee  

do 

Hamilton 

tieoigetown 

l:ir. 
l:!(i 

S2 
IS 

44 

11 

8 

:i;i 

<-6!.4 

"64.' 8 
■■03.5 

-1.2 

"'o.'o' 

'■89 

' '  »9J 

"88 

24 

■24 
23 

''34 

"»36' 
"31 

20 
20 

"45 

"47 
"49 

3  88 
3.75 
3.  10 
1.91 

+  1.05 
+0.  92 

—  V.i'l 

1.96 
1.96 
1.60 
1.10 

0 
0 
0 
0 

8 
5 

21 
18 
16 
15 

0 
2 
11 
12 

9 
10 
3 
3 

no. 

sw. 

sw. 

H.  K.Oilbert. 

Pee  Dee  ICxperiment  Sla. 

Maner  li.  Itobert. 

A.  P.  Hazard. 

Kiiipr«ti"en 

Willianishmg 

Florenee  

Orangeburg 

Herkeley 

.Smnter 

54 

92 

2i;-l 

51 

97 

44 

3 
10 
79 
12 

62.  3 

"62.4 
60.  0 

-0.9 

'-2.'2 
-2.  1 

94 

87 
84 

24 

"'■24' 
24 

35 

"'3.5' 
38 

20 

'26 
20 

44 
"46 

1.06 
1.55 
2.  43 
2.  82 
1.95 

-1.15 

'-o.'ss' 

-0.  15 
-0.02 

0.45 
0.70 
0.70 
1.31 
1.  13 

0 
0 
0 
0 
0 

8 
3 

5 
4 

18 
i.5' 

3 

'io' 

9 
"5' 

■w. 

\v. 

sw. 

Mrs.  Ellen  Scott. 

MarsP.lulf 

Oiaiigt'liuig     

I'iiioiiolis 

Itiiiiiiii  

J.  L.  Shaw. 

li.S.  I'islieries  Station. 
Miss  K.  P.  liavenel. 
lioykin  K.  Cantey. 

St.  Gi'orgc 

SocieLv  Hill 

SiiimiHM'X'ille       . .        ... 

Doi-ehester 

Darlington 

Dorchester 

Sumter 

109 
192 

75 
219 

24 

43 
35 

28 
36 
37 

61.5 
61.9 
63.0 

'-■.3.';V 

-2.1 

-0.5 
-0.8 

°85' 
90 
89 
90 

24 
24 
24 

""36' 
34 
33 
36 

"'■26' 

20 

20 

2 

'■'48' 
46 
47 
46 

"4.' 44' 

3.  0.5 
2.  35 
1.67 

+i.  "is' 

+0.21 
-0.71 
-1.35 

1.30 
0.90 
0.65 

'"'0' 

0 
0 
0 

5 

8 

'■26' 
22 
21 
17 

■i 

•J 

2 

"r,' 

6 

•> 

li 

s. 

ne. 
w. 
nw. 

R.L.  Utsey. 

K.D.  Fields,  ,Tr. 

Dr.  William  Simons. 

Wudgvliclit 

Vemassi'O 

W    Hampton  llamsey 

Hamilton   

\V.  C.  lliiUon. 

62. 1 

-0.9 

94 

24 

31 

20 

51 

2.70 

-0.28 

3.  92 

0 

7 

IS 

0 

6 

sw. 

Wf.iltrii  I'difiiiii. 

Aikf'ii 

Ailitm  

Anderson  

l-'iiirlield 

Creenville 

Abbeville 

Kershaw 

527 
7(14 
29:! 
:!118 
50.S 
222 

04 
33 
21 

9 

27 
76 

B3.2 

59.5 

",5i.'8 
57.  6 
59.9 

+  0.2 
-1.9 

'-2.' 6 

85 
80 

87 
87 

24 
t  6 

"'24' 
30 
24 

38 
33 



26 
30 
34 

2 

1 

...... 

20 
20 

42 
44 

44 
46 
45 

1.'28 
1.54 
1.40 
3.43 
2.  62 
3.44 

-1.81 
-1.64 
-1   10 

'-o.'on 

+  0.30 

0.  69 
0.  8S 
0.  94 
2.  3,0 
1.10 
1.50 

0 
0 
0 
0 
0 
0 

2 
5 

5 

21 
20 

'iV 

13 
20 

2 
■) 

11 
1 

8 

"9 
6 
9 

inv. 
w, 

w. 

ne. 

I''raid<  H.  McCoy. 
M.  11.  Ilnssell. 

Blaiis 

Cipsars  Head  J4 

O.illKum  I'alls 

Camden 

Fsther  1!.  Owi'ns. 
Ca-sar's  Head— P.  Mtn.  Co. 
1,.  M.  I'arker. 
Henry  A.  lirown. 

Catawba  

Cliaiipclls 

Cliestei- 

Clemson  Coliffje 

ColuiTibia    

York  

N'ewlierry 

Che.ster 

Oconee  

Itichland 

5fi2 
402 
487 
850 
851 

711 

"681)' 
in:!9 
671 

20 
21 
4 
34 
40 

12 
12 
23 
42 
42 

1.54 
2.65 
2.  23 
2.10 
1.94 

1.6« 
1,65 
2.02 
2.08 
2.43 

-1.45 
+  0.  12 

'-i.'oi' 

-0.  92 

-1.33 
-1.47 
-1.27 

-o!46 

0.00 
1.21 
0.85 
l.'iO 
1.14 

1.08 
0.  00 
1.15 
1.36 
0.82 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

4 
R 
5 
f. 
8 

9 
4 
6 
8 
5 

19 
24 
16 

14 

'l3 
23 

"fi' 
1 

8 
8 

0 

5 
5 
6 

8 
",5 

ne, 

w 

w, 

sw. 

sw. 
w 

.lames  V..  Faris. 

Ceorge  V.  Clamp. 

60. 2 
58.8 
C2. 1 

59.0 

".59.' 6 
58.3 

-6'.  8 
-1.2 

-1.7 

+  0^4 
-2.8 

83 
84 
86 

83 

82 
79 

25 
30 
24 

30 

'"30 
t24 

31 
30 

38 

33 

'"34' 
33 

20 

t2 

1 

1 
...... 

20 

43 
52 
40 

40 

"3.5' 
42 

.1.  C.  Cornwell. 

prof.  K.  II.  ll.Calhonn. 

IJ    S.  Weather  limean. 

Due  West 

I'Mgelield 

«asl()ii  .SI, oil  Is  11 

Greenville 

(;reeinvoo(l 

Al)beville 

Kdgelield 

Cherokei! 

(ireenville 

(ireenwood 

n.S.W  B.  Aerological  Sta 
D.  AY.  Sharpe. 
s.  C.  l,t..  Power  *  liv.  Co. 
v.  S.  Weather  liurean. 
M.  r,l.  Ca4houn. 

Heath  Springs  

Kershaw  

l.anilrniii 

l.anrens 

Tyaneaster 

Kershaw 

Spartanbing 

T.aurens 

5ns 

500 

ioi;:i 

589 
900 

711 
51)2 
850 
5;i6 
512 

875 
620 
1061 
545 
G90 

24 
10 
11 
8 
26 

83 
22 
22 
24 
33 

49 
33 
26 
32 
20 

1.59.4 
59.  6 
.56.0 
59.2 

-1.0 
-3.1 
-4.0 

185 
X6 
77 
85 

24 
24 
30 
30 

30 
29 
31 
29 

20 

20 

t  1 

20 

iJ4 
40 
40 
46 

2.41 
5.09 
1.89 
1.71 

-0.  03 
+  1.47 
-3.20 

1.12 
3.  ,55 
0.87 
0.79 

0 
0 
0 
0 

5 
6 
0 
5 

16 
14 
19 
18 

5 
0 
0 
9 

9 
16 
5 
3 

w. 
>v. 
sw. 

,1.  Marvin  Bo\>ers. 

.lolni  W.  Hamel. 

U.  Hartwell  Wilds,  D.D.S. 

L.C.Uolf. 

0.  F.  Boggs. 

Little  Mountain 

New  hen  y 

IVl/er 

SaliKla 

.SanUutk 

Newberry 

Newberry 

Anderson 

Sahida 

t'nion 

,59.9 
60.0 

"sfl.'s' 

55,  1 

-1.9 
-2.2 

'-2.' .5' 
-5.3 

84 
84 

"'84' 
76 

24 
30 

""30' 
24 

33 
31 

"'36' 
27 

20 
20 

W 
20 

43 
41 

"4.5' 
41 

1.89 
2.  56 
2.70 
1.84 
2.00 

-1.19 
-0.26 
-1.04 
-0.84 

-\.n 

0.80 
0.98 
1.^22 
0.05 
1.03 

0 
0 
0 
0 
0 

5 
S 
5 
8 

8 

17 
17 

'io 

16 

7 
0 

9 
10 

0 

",5 
4 

w. 

>v. 

sw. 
\v. 

Miss  Alberta  Sease. 
,lohn  H,  Baxter, 
.loslnia  Y.  .tones. 
W.  S.  Crout. 
K.  \V.,lBler. 

Spartfinhnrg 

Spartanburg 

Kdgelield 

Oconee  

Fairlield 

York 

M.H.Daniel. 
Mrs.  S.  1';.  Long. 
H.  W.  lirandt. 
Itev.  Oliver  Johnson. 
W.  T.  Clawsou. 

TreiUon 

Wnlhalla 

Winnslioro 

Winllirop  College  tt... 

62.  2 

''58!  2 
59.2 

--0.5 
-0.  5 
-2.9 
—  1.7 

88 
85 
''82 
84 

24 
30 

n 

24 

35 
28 
"31 
29 

1 

M 

20 
20 

47 
53 
■'39 
50 

1.61 
2.  ,59 
1.43 
1.82 

-1.74 
-2.06 
-1.25 
-1.30 

0.65 
1.55 
0.  S7 
1.00 

0 
0 
0 
0 

.5 
7 
6 
5 

16 
16 
14 

10 
0 
13 

6 
4 

8 
3 

sw. 

SM'. 

sw. 

s. 

58.9 
00.3 

-2.2 
-2.1 

88 
94 

24 
24 

26 
26 

1 

1 

52 
52 

2.19 
2.43 

-1.08 
-0.  59 

3.  55 
3.  92 

0 
0 

0 

6 

17 
IS 

0 

6 
6 

sw. 
sw. 

Secticni  means   and 

extremes 

The  departures  from  tlie  normal  temperature  and  precipitation  are  computed  only  for  sncli  stations  as  have  ten  or  niot;e  yeaTS  of  record,  but  all  <'<"ll>li  «  '  u?l .  ,n i ' ^-   ,r  lu- 
determining  section  or  division  means.     Keference  letters  (»,  l',  c),  appearing  in  the  table  indicate  mnnber  of  days  nnssing;  for  example,  l>  'J'^'/J'f^   'V,\V>      .f.^J  ^iVvf^^^^^^^ 

t  Also  on  other  dates,    tt  Keeeived  too  late  to  be  in.-lnded  in  means  and  summaries      "  'i-emperature  data  are  from  ohserved  readings  of  ^  I'  ,•>'''»';  '^^'^l.>;''« 
putcd  from  observed  readings,    ttPost-ollice  addresses  of  tliese  st.ations  are  as  follows:  Of  Caston  Shoals.  BlacUsburg;  ol  W  uithrop  (  ollege,  Kock  Hill ;  of  Ferguson. Lut.iw  Mile, 
of  Caesar's  Head,  Greenville.         'I'    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


Aphil,   1926 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  April,    1926. 


Stations. 


Praiiiage 
basin;.. 


Day  of  month. 


Kni'leiii  I'Dilldii. 

Beaufort  

Hiiiclcvilleilll 

CliiirK'sron  *** 

(nicnuv  III! 

Con  way  llll 

J)iirlin«ton  llll 

Kllinirhaiii   llll 

I'Vi^u.^oii    llll 

I'-loiviiro  llh 

Kloreni^eiiill 

fJanu'tt 

(n'orjTi'low  II 

Uiiii;slnM<llh 

Mai-.s  Uhiir 

Oriitisrcliiirg 

rihopolis   

lliiiiiiii  llll 

St.  (ii'oigi- 

.Society  Hill  llll 

.SiiMiiiicrvilli; 

We.lRelic'l.l 

LVuiiiass(H-llll 


\ 


Wi-sln-ii    I'dilidii. 


Ail<e;i 

AikIiMsiim 

lilaii-sllll 

Oa'siir's  lluad  . . 
CiillioiiM  I'alls  llll 
Caiii'lcii  llll 

Cataulia  llll 

•■Iiaiipi'llsllll  .... 

(MioMxT 

Ck'iiisdii  (Nilli'ijo 
Coluiribla  "•  . 

Duo  West***.... 

K.i«i'iici.iii;i .... 

(JnslollSlinlllsllll 

(Jiwiivillf  *" 
(iivc'iiudod  llll  .. 


llialh  Spring's  . , 

K.Mslunv  ,111 

I.aii.lniiii 

l.aiinMis 

I.il.oity 

I.illlu  Mmiiitaiii  , 

Ni'wiii'i  TV 

I'"l/.<'r  llll 

Saliulii 

Saiilnck  


Coast 

ICilislo 

Coapl 

I'oe  Dee 

Wiiccaiiiaw 

I't'e  Dee 

Lyiiche.s  ... 

Saiitep 

I'eo  Di'O. 

do 

Savaiiiiali  . 

Coast 

lilack 

Pee  Dee.  . . . 
Kdisto 

COOpIT 

Sai\(ei! 

Kdisto 

I'ee  Dee.  . . . 

.\sliley 

Wateree  . . . 
.V.shepoo . . . 


Kdisto 

Savaiiiiali  . 

Ui-oiid 

Saluda  ... 
Sa\'aiiiiali  , 
Wateree  . . . 

Calawlia  . 
Saluda  ... 
Broad  .... 
Savaiiiiali 
('oii!?aree  . 

Savaiiiiali 
.Savannah 
liroaii  .... 
Saliiila  . . . 
do  .... 


SpaitaiiliniK  Il||... 

'I'ri'iiloii 

Walhalla 

Wiiiiisliorollll 

WiiidiiiipCollejie. 


Waleree  . . . 
Lyiudie.s  . . 

liroad  

Saluda. ... 
Savaiiiiali 

Saluda  ..., 

Saluda 

do 

do 

Broad 

do 

Kdislo 

Savaiiiiali 

Broad  

( lata  u- ha  . 


6       7        8       9 


.05 


.05 


.05 
.11 


.21!.... 
.  06  . . . . 
.0; 
T 


.  2(\ 
1.30 


.08 


.  Of)  . . . 


1.60 


.■2 

,41    .:U 
T. 


.■2-2 
.5-1 
1.  06 
1.06 

.10 

.'■25 

.;i5 

.70 

.:jo 


10    n 


lo      U      15     16 


.02... 

.;w... 

.  3S  . . . 

.06 

.06 


1.20 
1.  12 


1.0-1 


1.04 


.SO 


.6.1 
1.55 


1. 10 
1.50 

.60 
1.21 
.10 
.  2:! 
.02 

.08 
.60 
1.15 
.0' 
.82 

.68 
.9' 
.06 
.0-1 


.30 
.01! 
1.22 
.17 
.21 


.8-1 


.32 
.02 
.02 

.73 
1.10 
.15 

.'57 
1.31 

.10 


1.30 
.05 
.65 


.46 

.01 

.58 

T. 

T. 

!.  92 

.28 

.21 

■r. 

2.25 

2.  28 

.11 

.40 
1.96 
1.96 

.25 


3.30 


1.12 
.17 
.44 
.43 


.05 


.28 
.45    .03 


.86 


.05 
.10    .13 
.08 

.10:1.00 


.06 


.59 


.66 


20 


.05 


.05 


.03 


.20 


.08 


.05 


.06 
.16  ... 


.091... 


06 


.10 


15 


2.04 

4.48 

2.48 

6.  05 

1.20 

5.  45 

1.89 

2.  89 

3.88 

3.75 

3.10 

1.91 

1.66 

1.55 

2.  43 

2.  82 

1.95 

"4!'i4 

3.  05 

2.  35 

1.67 

1.28 

1.54 

1.46 

3.  43 

2.  62 

3.44 

1.54 

2.  65 

2.  30 

2.10 

1.94 

i.ca 

1.65 

2.  02 

2.08 

2.43 

2.41 

5.09 

1.89 

1.71 

1  89 

2.56 

2.70 

1   84 

2.00 

"i.'oi 

■2.  .59 

1.43 

1.82 

K.xceiit  as  otliprwise  indicated,  observalions  are  trenerally  made  lato  in  tlie  atternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  f'"'!".'f  ;W  ,c  V-  il?e 
ol.servalioii.  |||1  I'lvcipitatioii  measured  in  the  ninriiin(r;  aiiioiint  tlieu  recorded  is  for  the  precedins?  2-Hiours.  "*"  Ke-ular  \\  eatlier  Bureau  slal  1011:  preciiiitatioii  ' ^  "  ' '  *' 
24- hour  period,  iiiidiiisht  to  iiiiduiRlit.    *  rrecipitation  included  in  the  next  foUowinsr  iiieHsurenient.    TSeparate  dates  ot  falls  not  re<'orded.     1.  J  race,  or  less  liian  u.ui   mi  n. 

COMPAKATIVE  DATA  yOR  APRIL. 


Teiiiperatnre. 


rrecipitation 

be 

?M 

■X 

iZ 

■^         T^     -^ 

0 

>  li.s 

i: 

-< 

''C  0 

c 

Average  nnin  be  r  of 
liays. 


18S7     

62.  3 

18SS 

\Am 

i8<)n     .    ... 

64.  6 
62.  4 
02.  8 

1891 

1892 

1893 

63.  2 
62.  8 
66.  7 

189) 

IK95 

1S96 

1897   

62.  6 
61.4 
66.  9 
62.  2 

1S9S 

1899 

19011 

inn 

19.12 

58.  0 
60.  0 
62.  4 
56.  0 
60.4 

1903 

60.4 

1901 

59.2 

1905 

1906 

62,8 
65. 1 

1907 

50.  4 

2.09 
1.33 
2.  01 

2.  02 

1.  66 
1.13 
1.30 
2.01 
5.  55 
1.31 

3.  24 
5.05 
3.  02 
5.41 
5.  03 
2.18 

2.  95 
1.  34 
3.83 
1.39 
4.40 


5 

15 

6 

15 

10 

12 

4 

14 

9 

16 

8 

16 

9 

12 

7 

15 

7 

15 

8 

14 

6 

14 

9 

15 

4 

20 

10 

10 

""5  : 


Ytmr. 


Temperature. 


Precipitation. 


sw. 
sw 
n\v . 


sw. 
sw. 
sw. 


mv. 
\v. 

w. 
sw. 

SW. 

sw. 
sw. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926...    . 

Period 


66.  6 

63.  9 

63.  4 

61.6 

64.3 

61.2 

63.7 

63. 1 

61.6 

64.9 

61.0 

62.  4 

61.4 

63.3 

64.  5 

61.5 

61.6 

65.  9 

CO.  3 

62.4 

liife 


Average  n  u  m  be  r  of 
days. 


4.75 

9 

2.95 

7 

1.71 

5 

2.95 

8 

4.24 

9 

2. 00 

6 

2.  86 

7 

1.47 

4 

1.79 

5 

3.  34 

7 

5.82 

11 

2.10 

5 

5.13 

10 

2.43 

6 

5.11 

8 

3.48 

9 

5.90 

10 

2. 12 

6 

2.43 

0 

3.02 

7 

o 


ne. 
sw. 

sw. 


w. 
sw. 


■■-<';■"■'■•<  :•;■'•■ 


i^r^ 


16 


CLLMATOLOGlCAr>  DATA:    SOUTH   CAROLINA  SECTION 


Aphil,  1926 


Daily   Temperatures  for   April,    1926. 


Htiinoiis. 


1        2        3        4        5        6 


S        9       10      n      U      13  I   14      15      16       IT      IS      19     20      21 


2:;      24      25      20 


2:S      23      30      31      Mfiu.. 


F.iKlerii  I'ortioii 

Beaufort 

BliicUvillo.... 
(;liiirlesti)ii  . . . 

<:iit'!auAv3 

('oiiwiiy 

Diii-liiiKtoii  %. 


)  Miixiiiiiiiii 

■  /  .Miiiiimnn. 
\  .Maxiimiiii  , 

■  (  Miii!)mini. , 
s  .MaxJiiuiiii  , 

■  (  Miniimini, 
S  Jiaxiimuii 

•  (  Mitiiimiin. 
)  Maxiimni! 

•  '  Miiiiuiuin. 

I   MllXilUlMIl  , 

■  /  Jiiiiiminii. 


Kpi-Kiisoii  %  . . 
IMoifiice  1    ... 

C'ariictt 

(ic(in;i'l(i\vii  . . 
K  in^^sl  i'<'e  . . . , 
OrniiUfliursr  1. 


\  Maxinuim  , 
(  iMiiii;nuiii. 
)  .Maximiiiii 
/  MiiiiiniiDi . 
\  Maxiiiiiiin 
(  .Mininiinn. 
S  Maxiijiiiiii 
/  Miiiiiiium. 
i  Maxiimnu 
'  M  iiiiinuiij. 
)  Maxiuiuni 
<  .Miuiiiiuni. . 


(  Maxinunn  , 

■  '  iMhiiiiHini. 

)  M;ixiiiuiiii  , 

•  /  Miiiiiniini. , 
)  .Maxiimini  , 

•  /  Miiiiuiuiii. , 
...  1  ,■  ,  1  *  -Maxiiinim  . 
^^'■''*'''''"'''l /  Mhiiiiunn., 

)  .MaA'iiimiii  . 
'  '  M  iniiiHiiii . . 


8t.  (it'OlKH 

Society  Hill  *»^ 
SniiiiniTvilli'  . 


Yeiiiassi'e 


Wtfleni  I'nilinii 


AiUiMi 

AmliMSDU 

Caesar's  Head.  .. 
CalhoiiM  I''allsS^\V 
(•iinid-.n'W 


(;ii(-stiT 

<MM|n-nn   Cr.lh.K,. 

Columbia 

Dim  West 

(Iiwiivillc 

<i'rf'r'Tn\  niiii    

Hcadi  Spr  iiiprs  . . 

ICiTsliaw 

r.ii;ii1ruin 

I,.Tinv'ns 

I.ili(>rtv 

I.illlf   IMoiinlain  . 

N'fwhiMT.V 

Salii.ia 

i^aiiliii'l; 

Kpiirtaiiliurs: 

TiiMitnn 

Walhalla 

Wiinislioro  W 

Wintlirop  ('DllcKf 


)  Ma  xiiiiuiu 

■  (  Miiiiniuin. 
i  .Maxinuiin 

•  (  Minimum. 
\  .Maximum 

■  '  .Minimum. 
j  Msi  x'iuinm 

■  )  .Minimum. 
)  iMaximun- 

'  '  Minimum. 

(  Maximum 
'  Mininnun. 
\  M;i  \innnn 
'  Miiiinnnn. 
\  Aiaxinuun 
'  Miniuuuii. 
)  Mivxinuun 
'  Mininnun. 
\  .Maxiumm 
(  Aliuinnnu. 

(  Mi\xinunii 
'  Miniimjm. 
(  Mil  xiinuni 
(  .Minimum. 
(  .Maxinuiin 

'  /  .Miniiiiiini. 
S  Maxiiiuim 
'  Miniinuin. 
)  Ma  xinuiin 

'  I  .Miiiinnnn. 

(  Ma  ximum 
'  '  Minimum. 

1  Ma  xiinum 

'  Minimum. 

\  Maximiin, 

'  iMiniiiuim. 

S  Maxiinum 
'  '  Mininium . 

)  Maximum 
'  '  Minimum. 

\  Maxinunn 
'  Miiiiinum. 
S  Maxiinum 
'  Minimum. 
(  Mnximum 
'  Miuinium. 
)  Maxiinuni 
'  Jiiuimum. 
S  M-\  N'ininm 
I  -Minimum. 


41  42 
fio!  77 
331     3( 


fi2 


9    3: 


f.2  74 

r<7|  sc 

70,  71 

3;)i  3t; 

,  37  40 
Cti 

3S 


32 


52, 

S7      80 


mi 

,S0: 
03] 


70, 
04' 

7,s; 

<2| 

01 


7s!     70. 
07... .1 

79  ....  .... 
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GENERAL  SUMMARY. 

The  month  was  marked  bj'  drought,  especially  to  the  west- 
ward of  the  coa.stal  countie.i,  and  but  two  previous  Mays  have 
had  less  average  rainfall.  Temperatures  ranged  somewhat  below 
normal,  although  the  weatlier  was  abnormally  warm  about 
the  26th. 

Prolonged  drought  and  occasional  periods  of  cool  weather 
have  been  generally  unfavorable  for  satisfactory  crop  develop- 
ment. At  the  close  of  the  month,  the  coastal  plain  and  the 
central  counties  were  about  3  inches  sliort  of  normal  rainfall 
since  April  I,  and  rainfall  was  Jiearly  5  inches  below  normal  in 
the  Piedmont  and  northern  counties.  These  conditions  were 
reflected  in  ver}''  irregular  germination  of  cotton,  corn,  and  the 
]es«er  field  crops,  and  in  extensive  areas  of  the  northwestern 
counties  many  planters  had  not  obtained  stands  at  the  close  of 
the  month,  with  no  inducement  to  replant  or  plant  other  crops 
until  ample  moisture  was  in  the  .■^oil.  Cotton  chopping  began 
on  the  coastal  plain  during  the  second  week,  extending  to  the 
northern  counties,  as  stands  warranted.  While  winter  cereals 
headed  on  short  straw,  tiie  general  output  exceeded  expecta- 
tions. The  white  potato  crop  was  cut  short,  and  sweet  potato 
transplanting  was  very  backward.  Planters  had  great  difficulty 
in  keeping  young  tobacco  alive,  and  many  resorted  to  Avatering. 
The  situation  was  improved  along  the  coast  by  copious  to  heavy 
rains  about  the  20th,  and  fair  showers  occurred  in  the  central 
counties  on  the  27tli  and  28th.  Native  strawberries  of  fine 
quality  were  marketed  during  the  month,  which  closed  with 
early  peaches  on  sale. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29  95  inches.  The  highest  pressure  was  30. .3-1  incliesat 
Due  West  on  the  29th  ;  tlie  lowest  pressure  Mas  29.49  inches  at 
Charlotte,  N.  C.  on  the  10th,  and  in  the  Section  proper.  29. .54 
inches  at  Columbia  on  the  9th  and  at  Greenville  on  the  10th. 


=3z3C 


TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  38  stations,  was  70.6°,  or  0.4°  below  the  normal  'J'he 
highest  temperature  was  103°  at  Camden  and  Cheraw  on  the 
.26th.  'i'he  warm  periods  were  from  the  1st  to  3d,  7th  to  12th, 
and  24th  to  27th,  inclusive.  The  lowest  temperature  was  38° 
at  Caesar's  Head  on  the  16t-h.  I'he  cool  periods  were  generally 
from  the  4th  to  6th,  15th  and  16th,  20th  and  2Ist,  and  28th  to 
31st,  inclusive. 

HUMIDITY. 

The  mean  relative  humidit}',  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  69%:  noon.  44%  :  8  p.  m.,  56%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  over  the  northwestern  counties. 


PRECIPITATION. 

The  average  for  the  Section,  50  ^^i^^ojjsrej^orting,  was 
1.06  inches,  or  2.51  inches  below  the  riomiaTr^'AjThough  ill- 
defined,  there  were  four  periods  of  shoAvers,  the  bulk  of  the 
month's  rainfall  occurring  from  the  11th  to  the  I6th  and  on  the 
20th  to  2 1st.  Just  west  of  the  coastal  region,  the  monthly 
amounts  were  uniformly  below  2  inches.  The  greatest  local 
monthly  amount  was  3.54  inches  at  Garnett ;  least  local  monthly 
amount.  Trace  at  Spartanburg.  The  greatest  24-hour  amount 
at  any  station  was  2.62  inches  at  Beaufort  on  the  20th  and  21st. 
The  number  of  rainy  days  averaged  38%  below  normal. 

Damage  by  Lightning. — During  a  thunderstorm  at  New- 
berry at  11  p.m.,  27th,  lightning  struck  a  large  cotton  iTiill, 
the  resulting  fire  causing  damage  to  equipment  and  stored  cotton 
approximating  $18,000. 

A  small  tornado  near  Aynor,  Horry  County,  during  the 
late  afternoon  of  the  11th  caused  about  $1,000  damage  to  farm 
buildings,  and  uprooted  some  forest  trees.  No  person  was  in- 
jured. 

A  severe  hailstorm  near  Chesterfield  during  the  night  the 
ll-12th  caused  approximately  $-50,000  damage  to  young  crops 
on  about  6,000  acres  of  land.  The  path  was  about  61-2  miles 
wide  and  about  10  miles  long,  and  some  of  the  hailstones  were 
about  half  the  size  of  hen  eggs. 

A  moderate  hailstorm  occurred  at  Central  about  noon  on 
the  10th.     The  hailstones  were  about  the  size  of  marbles. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 8.2 
miles.  The  highest  average  velocity  was  12.5  miles  per  hour  at 
Savannah,  Ga..  and  in  the  Section  proper,  10.6  miles  per  hour 
at  Charleston;  the  lowest  average  was  4.3  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  7.2  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
52  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on  the 
1 0th.  and  in  the  Section  proper,  40  miles  per  hour  from  the 
west  at  Greenville  on  the  9th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  ane- 
mometer records,  was  336.5  hours,  or  78%  of  the  possible 
amount.  The  average  number  of  clear  days  was  21;  partly 
clotuly,  6,  and  cloudy,  4,  as  against  noruials  of  15,  9,  and  7 
days,  respectively. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


May,  1926 


Climatoloerioal  Data  for  May,  1926. 


Stations. 


Counties. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches. 


Kumberof  days. 


a..  *- 


Mastern  Portion. 

Beaufort 

Blaclcville 

Chiirlestou 

Clieraw 


Conway 

Darlington  .. 
KIlinglianK . . 
Ferguson++. . 


Florence  1 . . . 
I'  lorence  '2. . . 

(Jarnett 

Georgetown  . 

Kingstvee 

Mars  Uluff... 
Orangeburg 
Pinopolis  .  .. 
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St.  George 
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Snnnnerville 

Weilgeliehi 
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Aiken 
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Camden 
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2.  62 


1.73 
0.20 
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0.37 
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0.17 
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0.12 
0.12 

0.20 
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11        4 
0      11 


w. 
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Pathologist  Truc's.  Sup.  Co. 
Mrs.  1).  B.  Sand.-rs. 
U.  S.  Weather  Kurean. 
Roland  D.  Powe. 

Paul  Quattlebanm. 
D.C.  McCall. 
Wm.  B.  Gillespie, 
Henry  (;.  Savage. 

II.  IC.  Gilbert. 

Pee  Dee  Kxperinient  Sta. 

Maner  H.  Uohert. 

A.  P.  Hazard. 

Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

li.S.  Fisheries  Station. 

.Miss  K.  P.  Itaveuel. 

Boykin  K.  Cantey. 

R.  L.  ntsey. 
K.  D.  Fields.  .Ir. 
Dr.  WilliaiTi  Simons. 
W   Hampton  Ramsey 
W.  C.  Hutson. 


Krank  1!.  McC'oy. 
II.  U.  Russell. 
Ksther  B.  Owens. 
Cajsar's  Head— P.  Mtu.  Co. 
L,  M.  I'arker. 
Henry  A.  Brown. 

.Tames  C.  Faris. 
George  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  V.  II.  II.  Calhoun. 
11    S.  Weather  Bureau. 

V.  S.  W  B.  Aerological  Sta. 
D.  W.  Sharpe. 
S.  C.  l.t.,  Power  .*  Ry.  Co. 
P.  S.  Weather  lUueau. 
M.  W.  Calhoun. 

.1.  Marvin  Bowers. 
,)ohn  W.  Hamel. 

K.  Hiirtwell  Wilds.  D.D.S. 

L.G.  RoiY. 

Miss  Alberta  Sease. 
John  K.  Baxter, 
.loshua  Y.  .lones. 
AV.  S.  Crout. 
K.  W..leter. 

M.H.Daniel. 
Mrs.S.  K.Long. 
}I.  W.  Brandt. 
Rev.  Oliver  Johnson. 
W.T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  ot.ly  for  snch  sta  ious  a.s  have  f  >'"'•,"  '^'^yXix^^^^  b'  'epres"  "ts  S^ 
determining  section  or  divisioti  means.     Reference  letters  C,  b,  c) ,  appeanug  m  the  table  imiicate  '"""''^^^  of  '  .'^^-f J'  ;^'   ;  • .  "  ,«_'^^^^^^^^^^^        o    t^'edrv  hul       means  are  com- 

t  Also  on  other  .lates.    it  Received  too  late  to  be  included  in  means  and  ■=""7«^"««^,, " ;'f'"I^j^,y".Vir^^^^^^ 
pnted  from  observed  readings.    ttPost-oflice  addresses  of  these  stations  are  as  follows  ■  Of  Gaston  .shoals.  Hlacksburg .  ot  \^  mtniop  i.ouege,  um.w  riio  ,  ui     c  e 
of  Ciesar's  Head,  Greenville.         T   I'recipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


^ 


ERKATA. 

April.  1926.-Kershaw,  prevailing  wind  direction,  page  14,  should  be  east.    Summerville,  mean  temperature,  page  14,  should  be  61.6,  and  mean  minimum  temperature. 


page  16,  should  be 48.5.    Winnsboro,  monthly  maximum  temperature  and  data,  page  14,  should  be  84  on  30th. 
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Daily  Precipitation  for  May,    1926. 


Drainage- 
basins. 

Day  of  month 

Stations. 

1 

2 

3 

4 

0 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22      23 

24      25 

26 

27 

28 

29 

30      31 

0 

FdKlern  PoHioii. 

.10 

'.'6i 

T. 
T. 

T. 

'.'io 

.17 

.18 
T. 

.24 

.01 
.25 

T. 
T. 
T. 
.03 

'.'06 

■;63 

.11 

.25 
.01 
.08 
.09 

.20 
.15 

.20 

i.'9i 

2.  62 
1.53 
.22 
T. 
.83 

3.27 

^liickvillellll 

Charleston  *" 

.03 

'.'io 

.03 

.... 

'.'63 
.10 

.03 

1.81 

Coast 

.01 

2.33 

Pee  ]  )ee 

.12 

.06 

0.54 

Coiiway  llll 

.30 

.40 

1.42 

t 

0.56 

cniutfliani  Ml 

•Vijriisoii   III 

T. 
.14 

.11 
T. 

.02 
.09 

.70 
.58 
.78 
.41 

.23 

.50 
.60 
.65 
.71 
.10 

.82 

.06 
T. 

.11 

55 

1.13 

Santee 

T 

1.30 

.20 
.15 

.03 

'.'io 

.35 
.06 

.10 

.13 
T. 

.08 
.09 

1.21 

do 

0.91 

.Savaniiali  .... 

(Joast 

Black 

Pee  Dee 

K.iisto 

.03 
"60 

'.'65 

'.'67 
T. 

'>35 

.17 

.  77 

2.00 
1.10 

3.54 

ip()rKeto\v!i 

<inj?y.tivHllll 

WarsIUufT 

.25 

2.20 

.10 

.25 
'!34 

1.10 

tV 

.20 
.08 

tV 

'.'i2 

'.'ii 

't.' 

1.30 

1.00 

Jraugfebiirg: 

PiiioDolis 

Kiniiui  nil 

■^t.  (Jeorge 

■^(irit'r  V  i  t  ill  llll 

1.29 

.... 

.10 

2.42 

Santee 

.12 

.40 

1.52 

.15 

.08 
.36 

.08 
.08 
.20 
.32 

'.'62 

'.'io 
"m 

.02 

'.'86 
.45 

.05 

.09 

0.47 

.02 
.08 

.01 
T. 

.05 

.10 

1.48 

iVMilgelielil 

.44 

1.24 

.05 

.02 

■.'65 
T 

.33 

.03 
.10 

.05 

1.57 

2.34 

Weslein    I'orlitin. 
^iUeii 

Kdisto 

Sii.viiuiii\li 

Itioiid 

.31 
.02 

'.'15 

1.73 
.20 
.35 

2.07 
0.60 

AiiclHison 

BInirsllll 

.04 

.... 

0.41 
0.73 
0.20 

"lesars  Heiici  .. 

3alhoiiM  l''ii.lls  III! 

yaliula  

.28 

'.'06 

'."14 

.4:j 

't'.' 

.08 
.'03 

Wateiee 

.30 

T. 

.08 
.18 

.04 

0.52 

:;iitiuv  1)11  ill! 

•IlillMIHllsllli 

'.'65 
'.'65 

.37 

0.55 

05 

.17 

0.30 

.56 

.30 
.13 
.02 

T. 

T.' 

.08 

'.'63 

'!66 
.16 

.20 
.03 
.18 

.03 

f. 
.03 

'.'6i 

.01 

.01 
.15 

'.'03 
T. 

.17 

1.06 

'leiiisoii  College 

nr»liivnV»ia  ♦♦• 

Sa.vaiiii».li 

Conga  ice 

.0.5 
.03 

.01 

0.  33 

.30 

0.00 

riiip  \w^f*** 

0.49 

■:HK.'ii.'M  nil : 

iilSlOllSllDillsllll 

irpf'nville      *" 

0.15 

Hioad 

'.'6i 

.29 

T. 
T. 

.03 

1.07 
.03 

.03 

'.'ii 

'.'67 
.25 
.07 

.04 
.09 

.19 

.05 

1.70 

T. 

'.'i2 
.12 

T. 

T. 

.12 

0.  ,52 

do 

0.23 

li^iilli  Spi-inifS 

CiTslmw  .III 

jHII.II'UIII 

.04 

l"* 

'.'i4 

.20 

'.'.52 
.05 

.02 

'.'03 

0.38 

Lynclies 

Jtioad 

.07 

.15 

T. 

0.44 

.32 

1.09 

.10 

.01 

T 

.06 

.01 

.04 

.07 
.9? 

0.55 

JItle  Moniiliiiii 

1.49 

.... 

T. 

.03 
T. 

.02 

.05 

.03 
.10 
.05 
.02 

.07 

'!6s 

.08 

T. 
T. 

.97 

1.23 

VI/tM-(||l 

<alii<hi 

do 

.10 

.06 
.07 

0.82 

do 

.  no 
T. 

.08 
.03 

T. 

T 

.01 
.07 

0.31 

3<iiitif('k 

ItroiKi  

do  .     . 

T. 

.03 

T, 

0.23 

■^imt'lanlinrs'  {||| 

T. 

Kdislo 

Valhalla  .. 

.10 

.38 

.06 

'.'08 
.21 

.13 

'.'ia 

.  03' . . . . 

.I'' 

.18 

n.  82 

.10 

31 

.'69 

Of 

0.75 

Viiitluo  I)  College 

.25 

l:..i':45 

.46 



1.58 

■■■■{•■•■ 

1 

1 

1         1 

ICxcept  as  otherwise  indicated,  observations  are  (,'Piierally  maile  late  in  the  afternoon,  near  snnset.  and  preeipitation  reroided  is  for  the  24  hours  endiiitr  at  the  "i"*'  " 
observation,  llll  I'recipiiation  measured  in  the  inorniiipri  anionnt  then  recorded  is  forthe  preceding  24  honrs.  ***  lte(riilar  Weather  Hnrean  station;  precipitation  is  for  (In 
24-lioiir  period,  midnight  to  midnight.    *  I'recipitation  included  in  t!ie  next  following  meBsureinent.    t.Separate  dates  of  falls  not  recorded.    T.  Tra<'e.  or  less  than  0.01  iiicli 


COMPARATIVE  DATA  FOR  MAY. 


Year. 


Temperature. 


1887 
)8S8 
18S9 
1890 
1891 
189-2 
1893 
1894 
1895 
1890 
1897 
189S 
1899 
190(1 
1901 
19(12 
1903 
19<)4 
1905 
1906 
1907 


72.5 
70.2 
71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
7.3.8 
7.3.7 
70.2 
71.4 
74.0 
70.7 
70.6 
73.4 
70.7 
70.8 


97 
99 
101 
95 
100 
94 
97 
98 
101 
104 
97 
106 
100 
96 
99 
101 
104 
99 
99 
99 
96 


Precipitation. 


tt.'S  i  V 


"CO  o 


Average  number  of 
days. 


3.17 
7.51 
1.97 
5.44 
3.57 
3.53 
4.13 
3.43 
4.  .36 
2.74 
2.39 
1.,S5 
1.68 
2.37 
7.  .31 
2.69 
2.69 
2.04 
5.70 
3.00 
4.51 


nw. 

sw. 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


sw. 
sw. 
n  w . 


Year. 


Temperature. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

Period 


71.8 
69.5 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
73.8 
66.3 
72.6 
71.0 
67.6 
68.1 
71.0 
68.0 
68.0 
68.  3 
70.6 

71.0 


100 
99 
106 
101 
101 
105 
98 
103 
98 
100 
96 
94 
98 
98 
94 
96 
100 
103 

106 


30 


Precipitation. 


CO  5  B  O 


2.92 
4  26 
4.03 
0.65 
4.08 
2.13 
0.83 
7.20 
2.44 
3.09 
3.48 
5. 23 
1.77 
5.30 
5.89 
6.44 
4.43 


18 


1.06 


Average  n  nm 

)er  of 

days. 

>-i^ 

c8 

■^■c 

■0 

<0 

t,  3 

c 

0 

«° 

0 

CL,  a 

0 

0'6 


4 

sw. 

5 

sw. 

6 

sw. 

3 

lie. 

9 

sw. 

6 

sw. 

3 

sw. 

9 

w. 

4 

sw. 

6 

w. 

4 

sw. 

8 

s. 

6 

ne. 

9 

ne. 

11 

se. 

12 

e. 

7 

w. 

5 

w. 

4 

sw. 

7 

SVl'. 

■.■\>r,-;i>-.-^.,v. 
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Daily  Temperatures  for  May,   1926. 


Stations. 


Kaxtern  Porlinn. 

T>  „,  t     »  >  Maximnin  . 

J^e^iufor' iMiuin.uni.. 

BliiokvillP  )  Maximum. 

"'"■'^''^""' (  Minimum.. 

,,,      I     .^  S  Maximum  . 

'''""'"*''"" i  Minimum.. 

ChpiawA*  >  Maximum  . 

^"'^"'"''>* (  iMiniinum.. 

<^™ ijisr: 

"-'"•«'- ^^ !i;ix;;r; 


Fergnsoii  v^sS 

Floieiu'B  1   

Garnett 

(leometowii 

Kimrstiee 

OianifelHirg  1 


j  Maximum  . 
(  Minimum. . 
I  Maxitnum  . 
)  Minimum. . 
t  Maxinunn  . 
*  Minimnm. . 
S  Maximinn  . 
(  Mininunn. . 
S  .Maximum  . 
(  Mininunn. . 
S  Maximum  . 
i  Minimum. . 


St.  (Jeoige 

Society  llill*sV... 

.Snnniierville 

Wedgefielil 

Vemassee 


)  Maximum  . 
I  Mininunn. . 
\  iNiaxinuim  . 
/  Mininunn. . 
\  iMaxInnnn  . 
i  Minimum. . 
t  Maxinunn  . 
(  Mininunn. . 
)  Maxinunn  . 
/  iMinimnm. . 


IVfslpin  I'oilioii, 


Aiken  

Amierson 

Caesar's  Head 

Callionn  Falls'sW. . . 
Camden  W 

Cliester 

(Jlemson  College  . . 
Columbia 


.Dne  We.it 

Oreenvilln 

f^reenwood   

Meatli  Spiinifs 

Kpr.»;!ia\v 

I.andinm 

Laurens 


l.itllf  Mountain  ... 

Ne\vlieri-.v 

Siiln<)a 

.Santnck 


Spartanhurjr 

Trenton 

Walhalla 

WimisboroM 

Winttirop  (.'oilege  . 


\  Maxinuim  . 
(  Mininunn.. 
t  .Maxinunn  . 
I  ilininuun. . 
)  Maximum  . 
'  Minimum. . 
S  Maximum  . 
(  Mininuim.. 
)  Maximmi:  . 
t  Mininuim. . 

j  Maximimi  . 

)  Minimnu). . 

)  .Maximum  . 

I  Mininunn. . 

)  IMaximinn  . 
'  I  Minimum. . 

S  Maximum  . 

(  Minimnm. . 

S  .Maximnni  . 
'  I  Minimum. . 

)  JIaximum  . 
/  Miniminn. . 
)  Maxinunn  . 

■  )  Minimum. . 
j  Maxinunn  . 

•  )  Minimum. . 
j  Maximum  . 

■  '  Minimum. . 
j  Maxinunn  , 

■  (  Minimum. . 

S  Maximum  . 

■  I  Mininnun. . 
)  Maximuir,  . 

•  )  Mininunn. . 
>  Maxinunn  . 

•  '  Mininuim. . 
j  Maxinunn  . 

■  '  IMinimum. . 

j  Maximum  . 

•  /  Minimuu). . 
j  Maximum  . 

"  '  Miniminn. . 
j  Maximinn  . 

■  (  Minimum. . 
i  Maximum  . 

■  '  Minimum. . 
(  Maximum  . 

■  (  Mininuim. . 


12       3       4       5 


6       7        S        9       10      n      12      13      14      l.i      16       17      18      19      20     21      22      23     24     25      26      27      28      29      30      31      Mean 


90     86 
52     61 


90  «o 
521  6.S1 
85     76 

57I.... 
891  87 
5'^      62 


ii 


86 


54     50 


89     88 
58      60 


80      85 
41      45 


46 

80 
46 
79 
45     45 


50 


8' 

54 

89 

62 

88      89     90 
59      60      5 


76      81 


50  38 

71  85 

53  45 

80|  81 

53  50 


82 


85      82 
57      61 


96 
63 
9' 
61 
98 
54 

101 
56 

101 
59 

98 
58 
95 
52 
98 
68 
97 
59 
95 
05 

93 
60 
96 
54 
98 
62 
91 
67 
99 
55 

ion 

65 
99 
62 
98 
60 

.54 

90 


91      97 
46      56 


86     92 

60 

86 


89 
61 
85 
56 
91 
6     63 


Refereiipe  letters  («,  i>.  <=).  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ^  represents  two  days  missing,  etc. 
SW  Tustrnments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

WBO,  Raleigh,  6-25-26-900 


m 


/^/v^c 
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CLIMATOLOGICAL    DATJ^I 
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fVERSITY  OF  ILLINOIS 


SOUTH   CAf^OLiIJ^fl   SECTI0^1. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vol..  XXIX.         Columbia.  S.  C,  June,  192G. 


No.  6. 


GENERAL  SUMMARY. 

While  precipitation  averaged  somewhat  l)e]ow  normal, 
there  was  an  abundance  on  most  of  the  coastal  plain,  with 
marked  deficiencies  in  the  Piedmont  and  northern  counties  gen- 
erally. Severe  local  storms  were  singularh'  absent.  The  tem- 
perature likewise  averaged  somewhat  below  normal. 

Droughty  conditions  up-State  were  attended  by  slow  and 
very  irregular  germination  of  cotton,  corn,  and  other  field 
crops  until  the  last  decade,  when  drenching  rains  in  most  sec- 
tions materially  improved  the  situation;  in  other  portions  of 
the  State  the  rainfall  was  generally  ample  during  the  last  half 
uf  the  month,  and  crops  responded  accordingly.  Cotton  chop- 
ping continued  up-State  at  the  close  of  the  month,  with  the 
season  there  from  two  to  three  weeks  late.  'J'he  first  cotton 
bloom  was  observed  at  Springfield  on  the  I4th.  'J'he  dry  weather 
west  of  the  coastal  region  greatly  retarded  sweet  potato  trans- 
planting, but  snil-moisture  conditions  later  improved.  The 
white  potato  output  was  disappointing,  incident  to  drought, 
e,\'Cfipt  along  the  lower  coast.  'J'he  winter  grain  harvests  were 
practically  finished  during  the  third  week,  with  results  above 
expectations.  Stubble  lands  were  then  turned  to  late  corn  and 
forage.  'J'obacco  also  siiowed  the  effect  of  drought  in  irregular 
development,  and  the  condition  was  fair  only.  The  strawberry 
season  closed  during  the  early  part  of  the  month,  and  peach 
shipments  were  on  the  increase;  blackberries  were  plentiful, 
and  tomato,  cucuml)er  and  other  vegetable  crops  were  being 
harvested  at  the  end  of  the  month. 


PRECIPITATION. 

'J'he  average  for  the  Section,  49  stations  reporting,  was 
4.41  inches,  or  0.38  inch  below  the  normal.  Precipitation  was 
very  unevenly  distributed  in  area  and  amounts.  The  rainfall 
ranged  from  5  to  nearly  11  inches  on  the  greater  part  of  the 
coastal  plain  and  was  generally  light  in  large  areas  of  the  north- 
ern and  northwestern  counties,  where  the  measurements  ranged 
downward  from  4  inches  to  less  than  1  inch  (southeastern  York 
County).  The  greatest  local  monthly  amount  was  10.72  inches 
at  Garnett,  and  the  least  local  monthly  amount  was  0.90  inch 
at  Catawba.  'J'he  greatest  amount  during  any  24  hours  was 
5.34  inches  at  Florence  No.  1  on  the  27-28th.  The  number  of 
rain3'  days  averaged  1 1  %  below  normal. 


WIND. 

'The  prevailing  wind  was  from  the  west.  'J'he  average 
hourly  velocity,  determined  from  9  anemometer  records,  was  7.5 
miles.  'J'he  highest  average  velocity  was  9.9  miles  per  liour  at 
Savannah,  Ga.,  and  in  the  Section  proper,  9.2  miles  per  hour 
at  Charleston ;  the  lowest  average  was  4.2  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  7.0  miles  per  hour 
at  Columbia.  'I'be  highest  velocity  for  any  5-minute  period  was 
40  miles  per  hour  froin  the  northwest  at  Due  West  on  the  23d, 
and  at  Asheville,  N.  C,  on  the  8th. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.95  inches.  The  highest  pressure  was  30.21  inchesat 
Due  West  on  the  21st;  the  lowest  pressure  was  29.71  inches  at 
Greenville  on  the  6th  and  at  Asheville,  N.  C,  on  the  14th. 


SUNSHINE    AND    CLOUDINESS. 

'j'he  average  monthly  sunshine,  determined  from  9  auto- 
malic  records,  wa"  278.9  hours,  or  64%  of  the  possil)le 
amount.  'J'he  average  number  of  clear  days  was  11;  partly 
cloudy,  7.  and  cloudy,  12,  as  against  norn;als  of  13,  11,  and  6 
days,  respective! J'.  

RIVER  CONDITIONS. 

The  rivers  of  the  Section  were  unusually  low  throughout 
the  month  incident  to  prolonged  dry  weather  up-State.  The 
Conga ree  River  at  Coknnbia  and  the  Pee  Dee  River  at  Cheraw 
were  below  zero  of  the  gage  on  numerous  dates. 


MISCELLANEOUS    PHENOMENA  (dates). 

Hdlns— Liimtr:      Greenville,    23.       Solar:    Columbia, 
Due  West,  1,  2,  3,  8,  14,  26;  Santuck,  17. 


>t)\ 


TEMPERATURE. 

'J'he  monthly  mean  for  the  Section,  determined  from  re- 
ports of  38  stations,  was  77.2°.  or  0.4°  below  the  normal  'J'he 
highest  temperature  was  103°  at  Blackville  on  the  9th  and  13th. 
'J'he  warm  periods  were  on  the  2d  and  3d  and  from  the  8th  to 
loth,  inclusive.  The  lowest  temperature  was  46°  at  Walhalla 
on  the  6th.  'J'he  cool  periods  were  from  the  4th  to  6th,  17th 
to  21st,  and  on  the  27th  and  28th. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  77%:  noon,  57%  ;  8  p.  m.,  69% . 
The  highest  percentages  occurred  in  the  lower  Savannah 
drainage  basin  and  along  the  lower  coast,  and  the  lowest,  over 
the  northwestern  counties. 


ERRATA. 

May,  1926.— Society  Hill,  date  of  highest  temperature,  page  18,  should  be  26. 


MISCELLANEOUS 

DATA  FOR 

JUNE 

1926. 
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relative 

Is 

«;  > 

2 

degrees  I'ahr. 

ino 

les. 

humidity. 

o  = 

Stations. 

S 

QJ 

9 
c 

3 

o 

Oi  -;  o  j- 

be  ^ 
~  S 
'S  E 

c 
o 
c 

a 
p. 

si 

£3 

e 

^ 

c 

^ 

H 

c?; 

■<s^  u 

i-c 

CO 

'''' 

CO 

P, 

Asheville,  N.O.... 

29.  9H 

68  0 

87 

43 

1.85 

0.  6.S 

6.5 

n. 

85 

52 

64 

57 

Augusta.  Oa 

29.  9.T 

79.2 

100 

57 

7.41 

3.10 

5.1 

s. 

78 

56 

VO 

:o 

Charleston.  S.  C. . 

29.  96 

78.6 

96 

60 

5.  65 

2.  91 

9.2 

sw. 

79 

72 

82 

',3 

Charlotte.  N.  (;  . . . 

29  9-4 

7.5.4 

98 

52 

3.  29 

1.21 

4.2 

ue. 

71 

52 

58 

64 

Coluiiiliia.  S.  C 

29.  94 

78.0 

99 

55 

2.47 

0.52 

7.0 

svv. 

76 

5U 

63 

62 

Due  West,  S.C 

29.98 

76.2 

99 

58 

2.47 

0.76 

8.7 

s\v. 

74 

50 

62 

(Jreenville,  S.C.  .. 

29.  9-t 

75.  .S 

9-1 

54 

1.86 

0.54 

8.7 

ne. 

68 

50 

55 

61 

Savannah,  Ga 

29.  96 

78.9 

94 

60 

9.11 

3.15 

9.9 

svv. 

83 

64 

78 

60 

Wilinincton,  N.C. 

29.95 

76.0 

96 

56 

4.60 

1.83 

7.9 

sw. 

82 

63 

82 

.1 

Means  and  ex-  > 

tremes * 

29. 95 

76.2 

100 

43 

4.30 

3.15 

7.5 

SIV. 

77 

57 

69 

64 

b 
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June,  1926 


* 


Climatologrical  Data  for  June,   1926. 


Stations. 


Coufities. 


-c 

^-1 

OJ 

,  ^i 

^ 

"  a; 

o 

>-» 

cz 

bi 

^ 

^ 

■^ 

Temperature,  in  degrees  Fahr. 


Knsla'n  Port  inn. 


Beaufort  . . 
Bliickville  . 
Oharlestoii. 
Clieiaw 


Conway  

Darliugloiitt. 
Kllinghiiiii. . .. 
Ft'igiison+t... 


Kloreiipe  1 .. . 
!•  loreiice  '2. . . 

(laniett 

Georgetown  . 


Kiiigstrpe.. . . 
Mars  I'.lnir... 
Oiangeliuig 
I'iiiopolis  .  .. 
ttiniiiii 


St.  George . . . 
Society  Hill  . 
Siimiiierville 
Weilgelield  . . 
Yeinassue 


Division  means  and 


W'enlerii  I'liilioii. 


Aiken  

Anderson  

Blairs 

Ciesars  IleadK 
<;!illunin  I'alls. 
Camden 


Catawba 

Cliappclls 

<'tiester 

Clcnison  College  . 
Columbia 


Due  West 

Edgelielil  ..   .. 
Gaston  Slioals 

Greenville 

Greenwood 


Little  Jfountain 

New  ben  y 

I'elzer 

Salnda 

Santnek 


Reaufort 

Barnwell 

Charleston  .. 
Cliesterlleld  . 

Horry 

Darlington  .. 
Florence  — 
Orangebnrg . 

I'^lorence  

....do 

Hampton 

Georgetown  . 


Willianisbnrj 
Florence  .  . . . 
Orangeburg  . 
Berkeley  . . . . 
Sumter 


Dorchester  . 
])arlinglon  . 
Dorchester.. 

Sumter 

Hamilton  .. 


xtremes  , 


Aiken  

Anderson  . 
I'Hiriield. . . 
Greenville. 
Abbeville.. 
Kershaw.. . 


York  

Newberry  . 
Chester.  .. 

Oconee 

llichland  . 


21 
'29fi 

4» 
I-H 

25 
175 
IOC 

63 

!;?R 

liW 
82 
18 

."14 

92 

204 

54 


109 
192 

75 
249 

24 


78.6 
78.7 
78.6 
77.0 


'78.2 


77.0 
=  80.9 


79.2 
78.1 


78.0 


78.4 
75.5 


—0.4 
-0.6 
-0.3 
-0.2 

+  1.0 
+  1.4 


0.0 
+2.5 


Heath  Rpring.s  

Kershaw  

I.andrnni 

I/aiu'ens 


Spartanburg 

Trenton 

Walhalla 

Winnsboro 

Winthrop  (lollege  tt.. 


Division  ineaii.s  and    extremes  . 
.Section   means   and    extremes. 


Abbeville  .. 
Kdgelleld  ... 
Cherokee  .. . 
Greenville  .. 
(ireenwood. 


Lancaster 

Kershaw  

Siiarlanbing. 
Laurens  

Newberry 

Newberry  . . . 

Anderson 

Saluda 

Union 


Spartanluirg 
Fdgelield... 

Oconee 

Fairlleld  .  .. 
York 


.527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 


680 
1039 
071 

568 
500 
10i;3 
589 

711 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


76.  6 
77.2 
77.8 
78. 1 

78.0 


7S.1 
76.8 

«68.'4 
77.1 
''78.  4 


94 
103 

96 
102 

93 
"101 


101 

noi 


-0.3 
0.0 


-O.S 
+0.6 


79.2 
"75.8 
78.0 

76.2 


75.3 
77.6 

75.8 
77.1 
74.6 
77.0 

78.  S 
78.4 


-0.3 
-0.1 
+  0.6 
-0.8 

+  0.3 


+0.5 
+  1.2 


+  0.7 


100 
100 


tl3 

to 

13 
13 

8 
13 


10 
tl3 


102 

''96 

100 

97 

103 


ion 

98 

"9i 

102 
''102 


t  3 

"'3 
13 


+  0.5 
-0.1 


-0.3 


+  1.2 
+  0.2 

-0.6 
-0.fi 
-0.2 


+  1.0 
+  0.2 


+  0.9 


100 

»9fi 

99 

99 


94 
100 


101 
98 
102 

102 
100 

ioo 


13 

13 

12 

9 

t  9 


11 

12 

'tio 

13 
12 


54 
157 
55 

58 


6 
6 

t6 

"   6 
t  6 


Precipitation,  in  inches. 


75.9 

'■7-3.' 5 

''77.  4 

77.2 

76.6 

77.2 


-0.1 

--i.'2 

+0.7 
+  1.1 

-0.1 

-0.4 


100 

"99 

'>101 

100 

102 

103 


tl2 

t8 

12 


3 
13 

tl2 

tl2 

12 

12 

12 
12 


12 

12 

tl2 

tl2 

to 


54 
52 

,52 
.52 
48 
51 

52 
53 

",53' 
48 

55 

"46 
''52 
52 

46 

46 


6 
6 

"  6 

t5 

6 


20 


40 

'40' 

''35 

46 

46 

46 


8.31 
7.40 
5.65 
3. 10 

4.81 
4.  55 
5.46 
5.55 

9.21 
6.  20 
10.  72 
4.58 

6.  .50 
4.80 
3.  94 
9.19 
7.93 


3. 12 
6.13 

4.84 
10.37 

6.39 


6.56 
3. 24 
1.85 
1.88 
2.  35 
2.  62 

0.90 
3.57 
3.31 
4.4.=; 
2.47 

2.47 
5.15 
2.31 
1.86 
2.06 

4.03 
3.25 
2.  S3 
2.53 

2.  64 
3.67 
4.44 
2.27 
3.97 

l.,58 

"4.'28 
2.66 
3.10 

3.04 

4.41 


+2.  91 
+  1.76 
-0.31 
-2. 15 

-0.06 
-1.04 
-0.40 
-0.11 

+  3.  94 
+  0.93 


Number  of  days. 


-0.99 

+  1.34 

-0.',5,5 
+  3.40 
+3. 94 


-2.32 
+0.  37 
-0.05 
+  4.38 

■t-0.93 


+  0.82 
-0.51 
-2.62 

-2.' 28' 
-1.86 

-4.00 
-0.50 

-6.''73 
-1.71 

-1..59 
-1.55 
0.00 
-3.23 
-2.50 

-1.17 
-1.93 
-2.34 


-1.62 
-0.55 
+0.19 
-2.72 
-0.09 

-3.10 

-i.'oi' 

-1.63 
-2.  04 

-1.57 

-0.38 


2.38 
1.76 
2.91 
1.16 

2.45 
2.30 
1.85 
1.03 

,5.34 
2.50 
2.45 
1.30 

2.40 
1.90 
1.59 
4.00 
2.07 


1.25 
2.75 
1.70 
3.37 

5.34 


2.91 
1.30 
0.61 
0.76 
0.63 
0.55 

0.  55 
2.  05 
1.01 
1.39 
0.  52 

0.76 
2.00 
1.51 
0.54 
1.03 

1.75 
1.02 
1.35 
1.64 

0.  S2 
0.83 
1.30 
0.62 
3.  63 

0.60 

'i.'si' 

1.24 
2.40 

3.63 

5.34 


0  13 
0  9 
0        6 


Observers. 


IR 

4 

S. 

11 

4 

w. 

9 

6 

12' 

'",5 

sw. 

12 

6 

ne. 

18 

4 

n  w . 

9 

8 

w. 

12 

w. 

Pathologist  Truc's.  Sup.  Co. 
Mr.s.  I).  B.  Sanders. 
r.  S.  Weather  Bureau, 
lioland  D.  Powe. 

Paul  Qnattleliaum. 
I).  C.  M('Call. 
Wni.  B.  Gillespie. 
Heiny  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Kxiieriment  Sta. 

Maner  B.  Uobert. 

A.  P.  Hazard. 

Mrs.  Ellen  Scott. 

J.  L.  Sliaw. 

11. S.  I'isheries  Station. 

Miss  IC.  I'.  Kavenel. 

Boykin  U.  Cantey. 

R.  L.  TTtsey. 
IC.  D.  Fields,  Jr. 
Dr.  William  Simons. 
W   Hampton  Kaiusey 
W.  (;.  Ilulson. 


Frank  B.  McCoy. 
II.  II.  Itussell. 
Father  15.  Owens. 
Ciesar's  Head— P.  Wtn.  Co. 
1,.  M.  Parker. 
Henry  A.  Brown. 

.lames  (".  I'"aris. 

George  V.  Clamp. 

.1.  C.  Cornwell. 

Prof.  !•'.  11.  II.  Calhonn. 

V    S.  Weather  Bureau. 

r.  S.W  B.  Aerological  sta 
D.  W.  Sharps. 
S.  C.  Lt.,  Power  .«  Ky.  Co. 
V.  S.  Weather  Bureau. 
M.  J,l.  Calhoini. 

.1.  IMarvin  Bowers. 

,lohn  W.  Haniel. 

1!   Ihirtwell  Wilds,  D.D.S. 

L.G.Koff. 

Miss  Alberta  Sense. 
John  H.  Baxter, 
.loshna  Y.  .lones. 
W.  S.  Crout. 
F;.  W.  Jeter. 

M.II.DanieL 
Mrs.  S.  IC.  Long. 
H.  W.  Brandt. 
I!ev.  Oliver  Johnson. 
W.T.  Clawson. 


'^tAi;^'on^  E;^n;;,t^s.''Tt^e^;^::i'^o/^^^^p,K^^^^  "Ten,neratnre  data  are  Iro, 

pntPd  from  observe.!  readings.    KPost-ofiice  addresses  of  these  sta.tion- 


^  missing;  'for  example',  l>  represents  two  days  nnssing,  etc, 
'emperatnre  data  are" from  observed  readings  of  the  dry  bnlb;  means  are  coin- 

.  on,ce  anaresses  o,  u.ese  .,. >  ai^  ^^  toliow^:  Of  Ga;;r^;o!us:^ii;cksbnrg;  of  Winthrop  (.>llege.  Rock  Hill ;  of  Ferguson,  Eutawvdle; 

of  C;Vs"a7s  He'ad,' Greenville': '    "  T    Prei'ipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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I 


stations. 


Jinyleni  I'dilioii. 

Beaufort  

HIai-Uvillellll 

Cliarli'Stoii  *•* 

(nicraw  111! 

Conway  ll!l 

Davlinprtoii  illl 

Klllntrliain  Illl 

FiTSiison   Illl 

Florence  1  iiti 

Florence  2 II II 

fliirnett 

(icorfjetoWM 

Kinjrstrcellll 

Mars  Hlntr 

Orangcliurg 

I'iimyoiis 

Uimini  |||| 

St.  (icorge 

Sdcu-ty  Hill  Illl 

Sunnni'i*vi!Ie 

Wcilgelielil 

Yfnias.se.'|||| 


]\'esleni   I'liiUnn. 

Ail;en 

Aniiersim 

RlMrsllll 

Cj'sav's  llead  

CnlhoiMi  I'alls  Illl  ... 
(■nuHlenllll 

rata\vl)a||l| 

CluuMicllsllll 

Clu'stcr 

(Meiiisdii  ('()llct?e. . . . 
Columbia"*  

Due  West*** 

i'.Mt.'Hli,'l.l  nil 

Cii-Uin  Shoals  Illl 

i:ivcnvil!e      ♦*•.... 
tircenwooil  l||| 

Heath  SpviMfifs 

Kershaw  ,111 

I.an.lruni 

l-aiireus 

Liltle  Mountain 

Neuhcr-rv  

IVI/.erllll 

Sahida 

Santuck 

Spartanliurg  |||| 

Trenton 

Wallialla 

Wjnnsliorollll 

\Vintliroi)(;olle(?e. . 


Drainage- 
basins. 


Coast 

Kdisio 

Coast 

I'ee  Dee 

Waccanniw 

Pee  Dee. . . . 
I.ynclies  . . . 

Saiitee 

I'ee  Dee 

do 

Sa.vannah  . 

Coast 

Hhiclc 

Pee  Dee.  . . . 

Kdisto 

Cooper  

Santee 

Kdisto 

Pee  Dee.  . . . 

.Ashley 

Wateree  . . . 
Ashepoo . . . 


ICdisto 

Sa.va.iniali  . 

Uroad  

Saluda  

Savanuali  . 
Wateree  . . . 

Catii.wha  ., 
Sahida  .... 
Hroad  .... 
Savannali  . 
Coiigaree  ., 

Savainiah 
Sa.vaniiali 
liroiid  .... 
Saluda  ... 
do  .... 

Watere(>  . . 
Dviiclies  . . 
Hroad  .... 
Salnda. . . . 


Saluda 

Saluda 

do 

do 

Uroad 

do 

K.disto 

Sa.vaiHiah 
Uroad  .... 
Catawba  . 


Daily  Precipitation  for  June,    1926. 


Day  of  month. 


11      V>      13 


15      16      17      18      19 


•23      24 


2H      29      ;!0 


30 


1.62 
.38 

1.02 
.21 
.94 

.44 


1.00 


.fi7 

2.10 

.30 

90 

45 

1.59 
10 

1.27 


1.42 
.33 
.11 
.05 
.5(1 

.10 
.15 
.1 

.'i3 

.15 

.8 

.20 

'.■21 
.40 


.48    .05 

1.10  .... 

13|.... 

1.  02  3. 37 


.21 


.28 
1.01 
.02 


.52 


.35 


.09 


.40 


.06 


1.60 

is 
is 


1..35 
T. 


1.39 
T 

.11 
.40 
.08 
.51 


,02 


1.76 


.08 


.64  1.31 

,       .01 

.13!.... 


.05 


1.30 
10 


.10 


.92 


.22 


.85 


.58 


, ..  2.38 
.26  1.20 
.17  .10 
l.lfi 
.19 

!.30 
1.85 
1.03 
2.98 
2.50 


1.03 


90 

18 

2.40 

1.90 

1.28 

.25 

1.5i 

'.'is 

.55 
2.' 00 


1.30 


2.91 
,'56 


55 
2.05 


1.01 

.'■23 

.21 

.'■26 
.06 


.80 


1.'25 


.■26 


.18 


T 

.02 

.03    .  07  . . . 


2.45  , 


.36 


.32 

.09 

2.00 

1.^25 

04 

1.03 

.50 
.31 
.12 
.30 

.41 
.67 

1.^20 
30 

1.12 


14 
1.64 

.28 
83 
52 
62 
>.51 

.30 

02    .02 
1.24 

.  07  2.  40 


.04 


.12 


.15 


.09 


.23 
.'6l 

1.75 

.'81 
.02 

.48 
.65 

.'08 
.0' 
.'06 

.'io 


1.58 
.28 


.24 


1.05 

1.60 

1.73 

.21 

.45 

1.16 
1.33 
.41 
5.34 
2.15 


,18  1.65 
.43 


r 

4.00 


.08 
2.75 
1.70 


.'25 

:.  10 

.43 
.62 

1.8^; 


T 
1.14 


.36 


.'20 

'.'29 
.18 

1.15 

1.02 

.12 

.11 

.16 
.20 
.52 
.48 
.11 

.05 

.'•26 


.03 
.10 
.04 

'[30 

.05 
.69 
.48 
.33 
.■25 

.09 

1.30 

55 


.15 


.03 


.34 


.34 


,03 


.  021 . . 
.  05  . . 


8.31 
7.40  ■ 
5.65 
3.10 
4.81 

4.55 
5.46 
5.55 
9.21 
6.^20 

10.  72 
4.58 
6.50 
4.80 
3.94 
9.19 

7.93 

"3.'i2 
6.13 
4.84 
10.37 


6.  56 
3.^24 
1.85 
1  88 
2.3.5 

2.  62 

0.90 

3.  .57 
3.31 
4.45 
2.  47 

2.47 
5.15 
2.31 
1.86 
2.00 

4.03 
3.25 
2.83 
2.53 

2.64 
3.67 
4.44 

2.  27 
3.97 

1.58 

"4.'2R 
2.66 
.3.10 


ICxceiH  as  otherwise  indicated,  observations  are  generally  made  late  in  the  after 
observation.  Illl  Preci|>ilatlon  measured  in  the  morning;  amount  then  i'''''"';''';;'  ;|: 
•24-lionr  period,  midniglit  to  niidniglit.    *  Precipitation  included  111  the  next  lollowi 

COTfflPAKATIVE 


■noon,  near  sunset,  and  precipitation  recorded  is 
for  the  preceding -24  hours.  ***  Regular  Weather 
ng  measurement.     tSeparate  dates  of  falls  not  re( 


for  the  24  lionrs  ending  at  the  time  of 
Uurean  station;  precipitation  is  for  tlie 
■orded.    '1'.  'I'raco.  or  less  tlian  0,01    inch. 


BATA  FOR  JTJNE. 


12 

4 

10 

9 

C 

12 

4 

10 

6 

11 

7 

10 

4 

9 

6 

9 

10 

7 

4 

11 

4 

11 

5 

9 

5 

9 

8 

10 

6 

12 

11 

6 

sw. 

sw. 


w. 
sw. 
sw. 
w. 
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Daily  Temperatures  for  June,   1926. 


Slalioiis. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

20 

27 

28 

29 

30 

31 

Mean. 

Kiialeiii 

I'lirlioii . 

S  Maximum  . . . 

Sf) 

88 

92 

88 

76 

78 

86 

92 

92 

87 

88 

94 

94 

92 

94 

84 

82 

89 

88 

79 

83 

85 

86 

89 

90 

82 

83 

78 

85 

87 

86.0 

Beaufort 

■  *  *  i  &!  iuinnim. . . . 

fii( 

70 

72 

74 

69 

60 

00 

09 

71 

70 

71 

74 

74 

74 

75 

75 

71 

09 

78 

72 

60 

66 

78 

70 

70 

74 

70 

70 

09 

71 

70.  6 

)  Maxinuini  . . . 

92 

57 

98 
67 

100 
69 

84 
70 

70 
65 

82 
56 

90 
01 

9ti 
61 

108 
70 

98 
71 

99 
72 

101 

70 

108 
78 

96 
74 

96 
74 

90 
78 

88 
07 

94 
05 

90 
71 

79 
70 

82 
59 

91 

60 

88 
72 

88 
65 

91 
65 

95 
09 

f^ 

73 
00 

85 
68 

82 
09 

90.8 

Blsickville 

67.1 

*  •  •  /  Minimum. . . . 

)  Maxinuuii  . . . 

S4 

86 

91 

87 

75 

72 

85 

91 

90 

88 

88 

92 

96 

92 

94 

87 

79 

87 

84 

77 

82 

84 

86 

89 

87 

88 

82 

76 

81 

85 

85.5 

Cliiirleston 

••■  /  Minimum 

70 

7 -J 

■74 

71 

68 

60 

67 

78 

72 

71 

74 

70 

77 

77 

78 

72 

09 

68 

78 

70 

64 

73 

76 

73 

75 

77 

70 

70 

71 

73 

71.1; 

(;liora.\vvSis\  

\  Maximum  . . . 

96 

96 

100 

79 

69 

70 

98 

100 

99 

90 

97 

108 

102 

96 

96 

89 

87 

95 

83 

63 

84 

90 

88 

89 

91 

93 

77 

73 

86 

95 

89.  2 

•••  (  Minimum 

fV2 

65 

65 

70 

56 

54 

57 

68 

64 

09 

68 

05 

74 

71 

72 

70 

61 

62 

09 

68 

51 

07 

71 

65 

65 

68 

68 

68 

04 

69 

M.  9 

)  Maximum  . . . 

91 

98 

98 

90 

72 

68 

88 

98 

94 

94 

98 

96 

98 

96 

97 

89 

80 

93 

88 

75 

84 

87 

90 

91 

91 

95 

87 

72 

81 

89 

88 .  C. 

Comviiy 

'  ■  •  '  Minimum. . . . 

fiC 

69 

71 

69 

61 

56 

53 

07 

09 

08 

67 

00 

75 

74 

75 

74 

00 

59 

09 

67 

59 

05 

71 

64 

06 

73 

70 

08 

08 

69 

67.1 

l)arliMKtoiiS^\\ 

^  Maxiuuim  . . . 

91 

94 

99 

92 

71 

90 

98 

97 

97 

98 

100 

101 

96 

95 

90 

80 

93 

89 

66 

84 

89 

88 

89 

92 

94 

86 

70 

85 

92 

•90.  8 

■••  (  iMiuimuni 

65 

68 

72 

72 

"58 

55 

56 

62 

08 

70 

68 

67 

75 

70 

74 

73 

01 

60 

08 

05 

56 

02 

72 

67 

62 

71 

71 

66 

Co 

67 

06.  2 

FerRiisoii  H 

)  Maximum  . .. 

91 

98 

97 

91 

72 

70 

88 

96 

96 

101 

96 

95 

96 

93 

96 

88 

84 

92 

90 

84 

81 

92 

84 

88 

92 

90 

92 

74 

85 

90 

89.2 

•  •  ■  )  Mininuu)! 

67 

68 

72 

70 

65 

60 

59 

66 

69 

66 

70 

70 

73 

75 

78 

74 

66 

65 

69 

64 

60 

62 

71 

69 

66 

72 

70 

70 

08 

69 

68.1 

)  Maximum  . . . 

■  *  •  /  Mininuim. . . . 

\  Maxinunn  . . . 

92 

5C 
92 

96 
69 
94 

100 
71 
100 

90 

96 
56 
97 

99 
74 
99 

95 
72 

90 

99 
72 
97 

100 
70 
96 

101 
76 
97 

97 
74 
95 

95 
76 
98 

97 
75 
92 

90 
02 
85 

101 
70 
95 

93 
09 
97 

70 
60 

85 

88 
58 
84 

92 
63 
92 

90 
73 
91 

91- 
69 

88 

98 
67 
93 

94 
73 
92 

90 
70 
87 

72 
08 
80 

83 
65 
86 

93 

68 
93 

"^93.1 

Kloieiice  1   

"74 
92 

"68.7 

Garnett 

"75 

"so 

"89 

91.0 

■•  •  )  Minimum 

68 

68 

70 

69 

65 

60 

61 

61 

64 

05 

68 

70 

72 

71 

72 

78 

08 

65 

70 

70 

64 

68 

75 

67 

65 

05 

69 

69 

67 

09 

07.4 

)  Maxinuim  . . . 

90 

9C 

98 

91 

75 

70 

86 

95 

94 

92 

94 

99 

lOu 

97 

90 

82 

98 

92 

85 

86 

85 

90 

90 

90 

90 

92 

88 

70 

80 

90 

89.2 

(ieoreetowii 

■  ••  (  Minimum 

6,5 

69 

70 

70 

65 

55 

56 

69 

62 

60 

68 

72 

74 

74 

69 

61 

74 

61 

68 

69 

60 

66 

71 

68 

66 

75 

67 

07 

69 

05 

07.0 

KiiiKstree 

)  iMaxinnnn  . . . 

9,5 

92 

97 

96 

72 

70 

88 

97 

97 

95 

94 

98 

97 

95 

96 

86 

85 

92 

88 

70 

83 

87 

88 

88 

90 

92 

84 

74 

83 

90 

88.7 

■  •■  t  Mininunn 

6.5 

6! 

65 

71 

68 

57 

57 

66 

68 

67 

68 

68 

76 

75 

75 

72 

64 

62 

68 

65 

60 

66 

71 

67 

60 

73 

72 

68 

67 

09 

67.3 

OiaiiKelmig  1.  . . 

)  Maxinuim  . . . 

91 

98 

98 

95 

79 

72 

88 

95 

97 

98 

97 

98 

97 

94 

95 

89 

85 

98 

91 

75 

82 

90 

88 

87 

90 

98 

80 

70 

84 

92 

89.2 

■■  ■  \  Minimum 

58 

66 

70 

70 

64 

56 

61 

65 

70 

68 

70 

70 

76 

74 

78 

74 

67 

64 

72 

63 

61 

66 

72 

66 

65 

08 

70 

69 

67 

69 

67.5 

S  Maximum  . . . 

St.  (ieoige 

•  •  •  1  M  iiiimtun. . . . 

Society  llilMHV.. 

S  Maxinuuii  , .. 

"9-2 

"9,5 

"98 

"87 

"63 

69 

"iii 

"91 

"77 

"% 

"90 

'io2 

'i62 

"97 

"% 

"91 

"so 

"94 

"85 

"66 

"86 

"o\ 

"88 

"89 

"94 

"9.5 

"83 

"76 

"86 

"95 

""88.' 6 

■  •  ■  /  iMiuimuni 

60 

60 

67 

69 

57 

54 

55 

61 

64 

71 

05 

65 

71 

71 

74 

■=2 

61 

02 

65 

64 

57 

58 

67 

07 

lil 

66 

70 

66 

65 

67 

64.6 

)  .Maximum  . . . 

95 
61 

91 
65 

88 
67 

95 
67 

96 
73 

98 
72 

94 
73 

86 
71 

88 
65 

89 
68 

88 
70 

77 
70 

81 

87 

86 

88 

90 

90 

77 

81 

87 

85 

''87.6 

HlilllMlHlville 

•  ■•  /  iMiiiiiinnn 

"64 

"66 

"tI 

"70 

"64 

"57 

'.59 

"62 

"60.8 

Wedgefield 

)  Maximuni  . . . 

92 

94 

98 

88 

75 

70 

89 

97 

99 

96 

98 

100 

95 

92 

94 

91 

88 

90 

79 

83 

"86 

"90 

"8.8 

"iKl 

"94 

"85 

"78 

"ne, 

"90 

'9'2 

89.6 

•  •■  (  Miuimuiii 

6-1 

64 

67 

68 

60 

55 

59 

69 

7*> 

6(! 

65 

08 

69 

72 

72 

73 

64 

63 

61 

58 

71 

68 

65 

66 

68 

70 

62 

67 

68 

69 

66.1 

Yemassee 

)  Miiximuiii  . .. 

H9 

92 

96 

90 

75 

79 

88 

95 

97 

91 

91 

95 

95 

92 

94 

88 

85 

92 

91 

n 

80 

90 

88 

88 

91 

92 

86 

81 

88 

89 

89.1 

'  *  *  f  Minimum . . . . 

02 

65 

70 

68 

69 

58 

62 

64 

64 

04 

67 

70 

72 

72 

72 

72 

67 

64 

09 

69 

63 

68 

69 

68 

64 

69 

68 

68 

67 

68 

07.1 

M'fstfin 

I'm  linn. 

i  Maximum  . . . 

89 

91 

96 

91 

73 

82 

92 

94 

97 

94 

100 

97 

98 

91 

90 

91 

88 

90 

85 

83 

80 

91 

87 

86 

89 

90 

87 

82 

83 

87 

89.1 

Aiken 

67 

8,5 

64 
92 

67 
95 

69 
82 

61 

72 

57 

t)^ 

69 
96 

7] 

66 

67 

09 

76 

64 

70 

78 

6.5 

67 

67 

69 

71 

71 

70 

65 

04 

60 

04 
80 

64 

00 

66 

67.1 

87.8 

•  •  ■  (  lAI  i  ui  mum . . . . 
)  Maxiniuin  . . . 

81 

98 

95 

97 

97 

9" 

97 

86 

94 

91 

84 

90 

89 

73 

78 

84 

87 

86 

90 

89 

76 

80 

91 

Anderson 

■  ■■  1  Minimum 

65 

69 

67 

66 

6( 

54 

63 

69 

67 

65 

70 

67 

72 

69 

70 

69 

04 

68 

70 

01 

58 

65 

64 

64 

61 

71 

06 

64 

64 

68 

05.7 

)  Maximum  . . , 
•  ••  '  Minimum 

76 
5.^ 

84 
59 

87 
62 

64 
57 

78 
55 

74 
51 

84 
59 

89 
64 

91 
60 

78 
,59 

86 
61 

90 
60 

91 

08 

65 

80 
59 

80 
60 

71 

59 

82 
58 

75 
68 

50 
58 

68 
52 

70 
55 

74 
59 

78 
50 

81 
58 

78 
59 

80 
57 

72 
57 

54 

"78.7 

Caesar's  Head.  .. 

",54 

58.  fi 

)  Maximuni  . . . 

88 

9< 

100 

86 

70 

83 

96 

98 

100 

98 

99 

102 

100 

89 

98 

98 

98 

98 

94 

71 

88 

90 

92 

90 

96 

98 

78 

80 

88 

95 

91.7 

Calhoun  l''all.s'i\\V 

■  •  ■  '  Minimum 

61 

62 

59 

68 

58 

58 

58 

03 

05 

68 

05 

66 

68 

08 

08 

68 

08 

66 

66 

68 

55 

50 

64 

68 

58 

63 

66 

04 

60 

01 

02.  5 

)  .Maxiniiiir  . . . 

94 

90 

88 

86 

96 

98 

99 

99 

100 

102 

101 

102 

92 

92 

89 

96 

87 

74 

86 

80 

85 

90 

89 

90 

81 

81 

89 

92 

''91.2 

Camden  W 

•  •  •  /  Minimum 

65 

"C7 

"76 

70 

58 

50 

58 

64 

05 

71 

71 

71 

72 

78 

72 

64 

65 

67 

72 

60 

58 

58 

70 

60 

05 

64 

65 

07 

67 

65 

65.7 

Chester 

(  Maximum  . . . 

92 

94 

92 

90 

91 

82 

94 

95 

96 

96 

97 

100 

100 

91 

95 

94 

94 

94 

95 

86 

87 

91 

90 

91 

92 

93 

93 

79 

78 

80 

91.9 

■  "  /  Mininnnn 

65 

6f 

65 

62 

60 

02 

68 

65 

66 

65 

05 

70 

72 

74 

74 

72 

72 

76 

64 

56 

57 

62 

70 

70 

05 

63 

69 

65 

05 

72 

66.4 

rietnson  College 

)  .Maximum  . . . 

89 

94 

95 

91 

71 

91 

96 

98 

93 

98 

96 

94 

90 

90 

89 

87 

87 

84 

78 

76 

82 

88 

86 

87 

86 

83 

78 

84 

89 

»87.4 

' '    1  iMiniiitum . . . . 

68 

68 

64 

68 

61 

68 

65 

62 

0? 

08 

62 

70 

67 

08 

65 

64 

60 

09 

00 

59 

62 

66 

60 

57 

68 

00 

60 

03 

62 

«64.1 

Columbia 

)  .\iaximum  . . . 

88 

9-2 

97 

85 

66 

"72 

90 

94 

96 

97 

98 

99 

97 

91 

98 

90 

86 

92 

88 

70 

83 

86 

86 

89 

88 

92 

82 

76 

84 

90 

87.7 

■  "  (  Minimum 

66 

68 

68 

66 

58 

55 

68 

71 

72 

68 

75 

72 

77 

70 

75 

73 

66 

70 

70 

01 

60 

71 

67 

67 

09 

71 

09 

06 

69 

71 

68.3 

Due  West 

j  .Maximum  . . . 

85 

92 

94 

77 

69 

81 

92 

97 

95 

94 

95 

99 

98 

86 

92 

91 

82 

91 

87 

09 

80 

80 

89 

86 

89 

91 

75 

78 

86 

91 

87. 1 

"  '  1  Minimum 

nr 

65 

64 

64 

60 

58 

61 

67 

67 

64 

69 

70 

71 

71 

71 

69 

64 

60 

69 

59 

58 

05 

67 

63 

02 

67 

67 

65 

64 

67 

.... 

65.2 

nreenville 

(  .Maxiimim  . . . 

88 
66 

90 
6f 

94 
69 

79 
61 

71 
56 

79 
54 

89 
63 

98 

68 

93 
67 

93 
66 

93 
69 

94 

70 

98 
70 

85 
68 

91 
68 

89 
69 

79 
62 

89 
68 

81 
65 

67 
58 

79 

57 

83 
60 

85 
67 

80 
67 

88 
66 

86 
70 

75 
65 

78 
63 

86 
64 

90 
07 

85.4 

"  '  (  iMiuimum 

05.2 

(ii-eenunod    

S  Maximum  . . . 

90 

87 

98 

97 

S'2 

68 

82 

92 

97 

98 

98 

99 

97 

89 

93 

9H 

92 

95 

90 

68 

85 

89 

86 

88 

94 

98 

77 

83 

89 

89.6 

■  "  '  Miuimiini 

61 

66 

67 

70 

59 

52 

58 

61 

69 

64 

65 

70 

"78 

78 

71 

70 

69 

65 

71 

67 

59 

01 

67 

68 

68 

68 

69 

04 

64 

04 

65.  5 

Heath  Springs  .. 

S  Maximum  . . . 

8'' 

88 

95 

80 

71 

66 

87 

96 

94 

95 

96 

98 

98 

92 

98 

91 

92 

98 

75 

65 

80 

85 

8.^^ 

85 

88 

90 

72 

72 

82 

90 

86.0 

•  ■•  /  Mininnnn 

65 

67 

6( 

71 

55 

52 

58 

69 

04 

67 

68 

69 

74 

73 

74 

70 

68 

63 

02 

58 

55 

66 

70 

65 

65 

67 

66 

64 

65 

70 

65.  5 

Kerslia  ^v , 

S  .Maximum  . . . 

90 

94 

98 

81 

68 

70 

94 

99 

96 

95 

97 

101 

101 

97 
78 

97 

94 

88 

97 
62 

86 

70 

S3 
55 

89 

89 

87 
65 

91 

94 

73 

78 
64 

86 

98 

89.0 

■  •  ■  /  Minimum 

65 

66 

65 

65 

56 

52 

56 

68 

64 

65 

66 

70 

75 

73 

71 

02 

73 

62 

66 

71 

63 

65 

65 

65 

09 

65.2 

r^nndruni 

j  Maximuni  .. . 

88 

88 

91 

85 

66 

77 

88 

90 

88 

92 

97 

98 

97 

85 

90 

92 

90 

92 

83 

71 

80 

87 

88 

85 

89 

88 

79 

82 

88 

95 

86.fi 

1  Miiiimnm 

65 

66 

65 

62 

56 

48 

58 

5< 

68 

63 

61 

62 

68 

66 

60 

67 

68 

65 

70 

59 

56 

59 

64 

03 

01 

68 

65 

61 

60 

00 

62.5 

Laurens 

i  .Maximum  . . . 

8! 
66 

91 
65 

98 
61 

83 
67 

68 
59 

88 
51 

94 
61 

100 
62 

99 
60 

94 
68 

90 
63 

102 
66 

99 
73 

90 
69 

94 
72 

93 
68 

86 
64 

95 
65 

94 
70 

71 
60 

80 
58 

89 
59 

89 
69 

87 
08 

91 
00 

94 

65 

84 
69 

79 
64 

87 
65 

94 
63 

... . 

89.9 

"■•  '  Miuimuin 

64.2 

r.illlf  JIouMlain  . 

j  Maximum  . . . 

89 

94 

88 

98 

88 

83 

93 

97 

98 

97 

100 

102 

98 

89 

95 

97 

89 

97 

89 

71 

80 

90 

89 

88 

91 

93 

80 

74 

86 

92 

90.5 

"  ■■  '  Miuimiini 

62 

65 

66 

66 

5f 

,52 

61 

68 

68 

6.5 

09 

70 

75 

73 

72 

72 

03 

06 

71 

59 

58 

57 

59 

64 

06 

67 

67 

70 

64 

60 

05. 2 

Newheri'y 

S  Maxiniuin  . . . 

89 

9f 

98 

88 

72 

81 

92 

98 

98 

95 

98 

100 

99 

90 

96 

97 

90 

98 

?? 

71 

85 
59 

91 

89 

89 
65 

92 

94 

77 

79 
65 

88 

92 

90.3 

■•  ■  '  Minimum 

64 

65 

64 

69 

59 

53 

62 

69 

67 

65 

68 

71 

74 

75 

78 

71 

66 

06 

71 

61 

68 

67 

62 

fif: 

70 

67 

09 

.... 

66.4 

Saluda 

(  Maximum  . . . 

92 
6f 

91 
66 

94 
63 

94 

70 

72 
60 

82 
53 

98 
64 

93 
69 

93 
66 

96 
68 

97 
67 

97 
73 

100 
73 

92 
74 

97 
73 

97 
.71 

92 
69 

97 
64 

U 

62 

85 
59 

92 
65 

92 
65 

89 
66 

9-^ 
60 

97 
04 

88 
69 

76 
05 

86 
67 

94 

60 

90.  S 

■••  '  Minimum 

60.1 

On  ,,t  ttlA- 

)  !Maximnm  . . . 

94 
65 

82 
68 

80 
65 

89 
66 

94 

05 

■^«1  lU  U(  I\ 

■  ■  ■  '  Miuimuin 

"er 

"64 

"57 

"6.5 

"58 

"49 

"57 

"66 

"5S 

"60 

"63 

"66 

"74 

"72 

"75 

"66 

"65 

"61 

"m 

"60 

"58 

"64 

"59 

"63 

"59 

"'63.'4 

Sparlauburg 

)  Maximum  . . . 

88 

94 

97 

92 

85 

84 

95 

98 

95 

;,'6 

98 

100 

99 

91 

97 

92 

84 

94 

72 

70 

88 

86 

88 

89 

93 

92 

85 

82 

90 

94 

90.3 

•  •  •  '  Minimiun 

58 

62 

58 

64 

57 

49 

55 

66 

00 

62 

68 

02 

70 

65 

69 

65 

62 

62 

02 

62 

00 

58 

60 

63 

59 

63 

66 

60 

62 

60 

01.5 

,,,       . 

)  .Maximum  . . . 

.... 

I  re n ton 

•■  •  1  Miiiiinnm 

Walhalla 

j  .Maximum  ... 

"84 

58 

98 
59 

"97 
58 

"88 
65 

'  '72 
59 

"S2 
46 

"92 

58 

97 
59 

97 
60 

"97 
59 

"96 
59 

99 
00 

96 

68 

"86 
65 

90 
65 

"88 
65 

"83 
07 

"88 
64 

"84 
04 

"73 
62 

57 

"81 
62 

"k4 
62 

"so 

58 

"ss 

55 

"86 

55 

"76 
64 

"si 

59 

"8.5 
61 

"91 
01 

.... 

""87.'2 

"■  I  irinimum 

60.5 

WinnsboroS^^^ 

\  Maxinuuii  . .. 

89 

94 

97 

84 

68 

76 

92 

99 

99 

95 

99 

101 

99 

98 

89 

96 

90 

68 

84 

90 

90 

89 

91 

95 

79 

77 

77 

93 

''88.9 

■  •  •  '  Miuimuni 

68 

65 

66 

72 

56 

,52 

57 

69 

65 

64 

68 

71 

74 

75 

"73 

64 

71 

67 

56 

61 

70 

64 

65 

68 

69 

64 

65 

09 

'•6.5.  8 

Wiiifhrop  College 

(  Maximum  . . . 

97 

95 

98 

88 

68 

76 

98 

99 

95 

98 

99 

100 

100 

93 

96 

"93 

"88 

96 

90 

72 

81 

90 

88 

89 

93 

92 

82 

80 

89 

95 

90.4 

'■•  1  Minimum 

65 

67 

64 

64 

55 

52 

60 

59 

63 

63 

65 

08 

71 

73 

73 

69 

62 

63 

70 

56 

55 

67 

67 

64 

03 

70 

05 

63 

62 

07 

64.1 

Reference  letters  (",  '',  =).  appearing  in  the  table  indicate  n 
I  In.stniments  are 

WBO,  Raleigh,  7  ■26  26-900 


.  ..V .,  .r^.vr,.,  V--,  ■ ,  -,.  n,.i'<;n"'iti  ■'■  •"■c  Kv.^.c  ......v  i---^  .lumber  of  days  missing:  for  example.  ''  represents  two  days  missing,  etc. 

%  In.stniments  are  read  in  the  morning;  the  maximiun  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  alw 


ays  occurs. 
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GENERAL  SUMMARY. 

The  month  was  ^yarmer  than  usual,  and  lieat  records  for 
July  and  for  periods  of  observation  were  broken  at  a  nuniber  of 
stations  on  the'2Ist.  Precipitation  was  somewhat  above  normal, 
luit  the  drought  persisted  in  the  northwestern  counties  until  the 
last  week. 

Irregular  and  badly  distributed  rainfall  was  reflected  in 
the  condition  of  all  crops.  ^Vhile  precipitation  was  generally 
ample  in  most  sections  of  the  eastern,  central,  and  southern 
counties,  the  drought  in  the  northwestern  counties  was  not  re- 
lieved until  the  last  week.  At  the  close  of  the  month,  cotton 
was  vigorous  and  fruiting  well,  except  in  the  Piedmont,  where 
the  crop  was  small  and  very  backward;  there  was  complaint  of 
a  light  bottom  crop;  the  weevil  damage  thus  far  has  been  neg- 
ligible; the  first  open  boll  was  observed  at  Orangeburg  on  the 
28d,  as  compared  with  the  '21st  at  Newberry  last  year.  The 
condition  of  corn  was  similar  to  cotton,  with  "firing"  in  coti- 
sidcrable  areas,  but  the  crop  bad  markedly  improved  by  the 
clo.se  of  the  month.  Sweet  potato  transplanting  was  delayed 
by  drought,  but  late  rains  develc)ped  a  good  growing  crop.  'J'o- 
bacco  never  fully  recovered  from  previous  unfavorable  condi- 
tions; curing  was  in  progre.'^s  at  the  close  of  the  month,  with 
fair  results.  Gardens,  field  crops,  and  fruits  responded  to  the 
late  rains,  and  peaches,  cantaloupes,  and  watermelons  in  large 
quantities  were  being  marketed;  native  apples  were  fairlj' 
plentiful. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  W'eatiier  ]>ureau  stations  in  and  surrounding  the  Sec- 
tion, was  "29.99  inches.  The  highest  pressure  was  30.27  inches  at 
Columbia  and  Due  West  onthel7th  ;  tlielowest  pressure  was29. 61 
inches  at  Savannah,  Ga.,  on  the  28th,  and  in  the  Section 
proper,  29.72  inches  at  Greenville  on  the  8th. 


PRECr 


^^ 


S^ 


The  average  for  tlij^>j3E^ttbn,  48  stations  reporting,  was 
6.24  inches,  or  0.35  iircn  above  the  normal.  Scattered  light 
showers  marked  the  first  three  weeks  generally,  the  month  clos- 
ing with  drenching  rains,  and  the  drought  in  the  Piedmont 
came  to  an  end.  Precipitation  was  very  badly  distributed  in 
area  and  amounts,  with  5  to  nearly  11  inches  from  the  lower 
coast  sections  to  the  northern  border;  elsewhere  the  measure- 
ments ranged  downward  from  5  inches  to  less  than  3  inches. 
The  greatest  local  monthly  amount  was  10  98  inches  at  Due 
\\'est;  least  local  monthly  amount,  2.40  inches  at  Mars  Bluff. 
The  greatest  amount  during  any  24  hours  was  5.31  inches  at 
Due  West  on  the  26-27th.  The  average  number  of  rain.y  days 
was  9%  l)elow  normal. 

Death  by  IJc/htmng. — l.st,  Bessie  Gilliam,  a  negro  girl, 
while  grazing  a  cow  near  Santuck;  tlie  cow  was  also  killed. 

A  rather  severe  windstorm  occurred  about  7  miles  south  of 
Due  West  on  the  22d.    A  negro  woman  was  injured  by  an  over- 
turned buggy.     Small  hail  in  a  short  path  about  one-half  mile 
i  wide  caused  about  $200  damage. 

j  A  small  tornado  in  a  short  path  passed  north  of  Wedgefield 

on  the  28th,  with  no  great  damage. 

A  severe  windstorm  approaching  tornadic  proportions 
caused  about  $400  damage  to  barns  and  outbuildings  in  Chester 
on  the  21  st,  and  two  barns  in  the  country  were  fired  liy  light- 
ning and  destroyed,  with  a  loss  of  about  $1,000. 

A  windstorm  in  western  Orangeburg  County  on  the  28th 
demolished  a  rural  residence  and  caused  other  damage  esti- 
mated at  about  $2,000. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  'I'he  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 7.4 
miles.  The  highest  average  velocity  was  11.6  miles  per  hour  at 
Savannah,  Ga..  and  in  the  Section  proper,  9.9  miles  per  hour 
at  Charleston  ;  the  lowest  average  was  3.7  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  6.7  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
54  miles  per  hour  from  the  southeast  at  Charleston  on  the  28th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  38  stations,  was  80.5°.  or  0.7°  above  the  normal  The 
highest  temperature  was  108°  at  Calfioun  Falls,  Greenwood, 
Little  Mountain,  Newberrj-,  Saluda,  Society  Hill,  and  Winns- 
boro  on  the  21st.  and  the  maximum  temperature  records  for 
July  and  other  months  were  broken  at  a  number  of  stations  in 
the  central  counties.  Temperatures  were  near  or  aV)Ove  normal 
from  the  1st  to  the  lOth  and  from  the  19th  to  the  25th,  in- 
clusive, and  ranged  from  5  to  11  degrees  above  normal  on  16 
dates.  The  lowest  temperature  was  50°  at  Caesar's  Head  on 
the  15th,  16th,  17th  and  18th.  The  cool  periods  were  from 
the  nth  to  18th  and  from  the  26th  to  28th,  inclusive. 

HUMIDITY. 

The  mean  relative  humidity,  detertr)ined  from  reports  of  9 
regular  W'eatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  80%  :  noon.  58%  :  8  p.  m.,  70%. 
The  highest  percentages  occurred  over  the  eastern  and  southern 
lections,  and  the  lowest,  over  the  northwestern  counties. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  wa«  288.5  hours,  or  66%  of  the  possil)le 
amount.  'J'he  average  number  of  clear  days  was  14;  partly 
cloudy,  10,  and  cloudy,  7,  as  against  norn'.als  of  13,  11,  and  7 
days,  respectively. 
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stations. 


Counties. 


Ennlein  Portion. 

Beaufort 

BlacUville 

Cliarleston...   

Clieiaw 


Conway  ■■■■■■ 
DarlingtoiiTT. 

Klliugliaiii 

I'Vigiisoiitt... 


Florenpe  1 

r<  loien<'e  2 

Ganiett 

Georgetown  . .. 


Kiiigsti-pp 

Mars  ISlult 

Orangelim-g      ... 

Pinoi>olis 

liiniiiii 

St.  George 

Society  Hill 

fimnnierville 

Wedgelield 

Yeinassee 


Beaufort 

Barnwell 

Cliarleston  . 
CliesterlieUl 

Iforry  

Darlington  . 
I'^lorence  ... 
Orangeburg 


Klorence  

....do 

Hamilton 

Georgetown  . . 

Willianisliurg 

Florence  

Orangeburg  .. 

BerUeloy 

Sumter 


Division  means  and 


1IV.<i^^ni  Portion. 


AiUen 

Anderson  

Blairs -j^.-. 

Ciesars  neaci++... 

Calhoun  i''alls 

Camden 


Dorchester  . . 
Darlington  .. 
Dorchester.. . 

Sumter 

iliiniDton  ... 


extremes  . 


Catawba 

Cliain>ells 

Chester , 

Clemson  College  , 
Columbia 


Due  West 

KdgetieM 

Gaston  Shoals ; 

Greenville 

Greenwood 


Ailten 

Anderson  . 
l''airlield. . . 
Greenville. 
Abbeville.. 
Kershaw.. . 


Yorlc  

Newberry 
Cliester.  .. 
Oconee  . . . 
Richland  . 


Heatli  Springs 

Kershaw 

Landrum 

Danrens 


Little  Mountain. 

New  ben  y 

I'plzer 

Saluda 

Sautuck  


I,ancaster 

Kershaw 

Spartanburg . 
Laurens 


Newberry  . 
Newberry  . 
Anderson. 

Saluda 

Union 
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Temperature,  in  degrees  Fahr. 


.Mjlieville 

EdgeHeld 

Cherokee 

(Jreenville 

(ireenwood.  . .. 


.Spartanlinrg 

Trenton 

Walhalla 

Winnsboro 

Wiiithrop  (College  tt... 

Division  means  and 

Section  means  and 
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Kdgelield 

Oconee 

Fairlield  .... 
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extremes  , 
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2yfi 

H4 


25      36 
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97 
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75 
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105 
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Precipitation,  in  inches. 


Number  of  days. 
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222 
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12 

12 
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23 
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42 
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42 
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24 
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10 
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11 
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8 
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59 

57 
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63 
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16 
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Paul  Quatlleliaum. 
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Wm.  B.  Gillespie. 
Henry  C.  Savage. 
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K.D.  Fields,  Jr. 
Dr.  William  Simons. 
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Daily  Precipitation  for  July,   1926 


Stations 


Ka.<tein  Portion 

eau  f ort  

I;icl;ville,. 
harlesroii  '**. 
he  raw 
onway 

uriinsrtoii 
,tlin!?liam   I 
ei'fruson 
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24-lioin-  perioil.  midnight  to  niidnigl 


s;':!^»?srSK,tS3S=S5^^ 


it.    *  Precipitation  inclnded  in  the  next 


COMPARATIVE  DATA  FOR   JULY 


Year. 


Temperature. 


1887 . . . . 
18SS.... 
18H9 . . . . 
1890.... 
1801.... 
1892.... 
1893.... 
1894.... 
1895 . . . . 
189fi.... 
1897..., 
1898..., 
1899... 
1900... 
1901 . . . 
190-2... 
1903... 
1901... 
190.T... 
190f.... 
1907... 


82.0 
78.9 
79.5 

78.4 
77.9 
78.9 
82.0 
77.7 
79.  .5 
80.7 
80.2 
80.0 
80.0 
81.2 
81.4 
80.8 
80.4 
79.4 
80.4 
78.4 
81.4 


no 

108 
102 
104 
93 
102 
101 
100 
102 
lO.'i 
107 
102 
105 
104 
102 
107 
103 
105 
101 
100 
106 


60 
53 
51 
52 
56 
51 

f;o 

55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 
60 
56 
56 


I'recipi 

tation 

6 

6C 

a; 

C 

u 

11 

t> 

t- 

^••r-. 

•" 

< 

< 

'CO 

s 

Average  nnmb 
days. 


er  of 


7.49. 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8. 24 
4.17 
8.17 
5.01 
7.81 
4.03 
4,08 
4.52 
3.79 
3.59 
5.  96 
6.16 
8.40 
5.06 


14 
8 
13 
12 


9 

16 

8 

13 

11 

14 

9 

9 

10 

9 

8 

12 

12 

16 

11 


13 

8 

10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 

5 
13 


14 
12 
15 
13 
12 
10 
11 

n 

12 
11 
9 
12 
10 
17 
13 


11 
8 
6 

5 
4 
6 
8 
9 
5 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


Year. 


1908.... 
1909.... 
1910.... 
1911.... 
1912.... 
1913.... 
1914.... 
1915..., 
1916... 
1917... 
1918... 
1919... 
1920... 
1921... 
1922... 
1923.  .. 
1924... 
1925... 
1926... 


Period. . 


79.8 

78.6 

79.4 

79.1 

79.6 

81.9 

80.0 

80.9 

77.8 

79.9 

77.5 

79.3 

78.9 

79.6 

79.9 

79.0 

78.6 

81.5 

80.5 

79.8 


100 
104 
102 
102 
102 
109 
107 
106 

99 
102 
103 
103 
102 
101 
101 
104 
103 
106 

108 

108 


52 
50 
51 
53 
60 
58 
57 
5B 
56 
45 

45 


5.43 
4.92 
5.83 
3.79 
5.  22 
4.78 
5.16 
3.26 
14.69 
6.56 
5. 02 
8.86 
5.60 
7.44 
7.20 
4.50 
6.93 
3.19 
6.24 

5.89 


12 
10 
13 
10 
11 
9 
9 
8 
17 
12 
11 
13 
11 
14 
13 
9 
12 
6 
10 


12 
13 

9 
12 
14 
15 
14 
18 

5 
14 
15 
13 
13 

9 
12 
15 
14 
15 
14 


13 
12 


15 
13 

6 

10 

7 

9 

7 

13 

4 

10 

3 

12 

14 

9 

8 

9 

/ 

8 

10 

10 

8 

13 

9 

13 

6 

8 

8 

9 

8 

11 

5 

10 

7 

11 

7     1 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


sw. 


I 


28 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


July,  1926 


Daily  Temperatures  for  July,   1926. 

static 

IS. 

1 

2 

3 

i 

5 

6 

7 

S, 

9 

10 

11 

12 

14 

15      16 

17 

IS 

19 

20 

21 

22 

23 

24      25 

26 

27 

2S 

29 

30 

31 

Mean. 

Eastern  Portion. 

Beaufort 

(  Maximum  . . . 

87 

85 

87 

89 

89 

.    88 

.    90 

91 

91 

96 

92 

84 

86 

70 

83 

82 

81 

83 

92      94 

94 

87 

81 

89 

90 

88 

86 

81 

83 

85 

88 

87.1 

■  (  Winininni 

74 

75 

74 

75 

77 

75 

74 

74 

72 

72 

74 

71 

73 

74 

68 

68 

71 

72 

701     73 

74 

76 

70 

71 

76 

75 

75 

74 

73 

78 

73.4 

Blackville 

S  ilaximum  . . . 

92 

90 

94 

93 

91 

96 

90 

94 

93 

94 

99 

91 

89 

92 

80 

82 

86 

89;     Oil  100 

103 

105 

100 

00 

92 

95 

90 

90 

80 

88 

94 

02. 2 

•  (  .Minimum 

70 

69 

71 

72 

72 

72 

72 

71 

73 

73 

73 

62 

70 

71 

61 

60 

60 

65 

68j     71 

72 

74 

70 

70 

72 

70 

70 

72 

70 

74 

73 

69.7 

Charleston 

)  Maximum  . . . 

8:i 

81 

85 

8b 

90 

90 

92 

88 

93 

97 

93 

82 

89 

83 

70 

80 

82 

82 

92 

94 

05 

88 

83 

87 

91 

87 

85 

82 

84 

86 

80 

87.0 

■  1  Jlinimum 

7(i 

76 

75 

78 

79 

77 

76 

71 

76 

78 

73 

74 

77 

72 

67 

70 

72 

74 

73 

76 

78 

79 

77 

74 

77 

77 

77 

73 

75 

70 

80 

75.5 

Clieraw'sS'S 

*  iMaximnm  .. . 

93 

93 

92 

95 

95 

95 

93 

95 

97 

100 

85 

90 

92 

75 

82 

86 

80 

06 

101 

105 

105 

100 

93 

83 

93 

83 

80 

85 

88 

00 

01.2 

•  (  Miuinunii 

69 

70 

70 

69 

74 

70 

69 

72 

72 

73 

76 

64 

68 

70 

61 

66 

58 

60 

56 

7U 

72 

73 

71 

73 

70 

73 

69 

72 

72 

74 

73 

69.0 

Conway 

)  Maximum  ... 

87 

86 

90 

92 

93 

91 

91 

91 

9^ 

Oh 

90 

85 

90 

S3 

79 

85 

83 

00 

00 

00 

09 

93 

90 

88 

91 

84 

86 

85 

86 

80 

80 

80.8 

■  1  Minimum 

70 

69 

72 

70 

73 

73 

75 

71 

71 

71 

71 

66 

68 

73 

67 

59 

60 

67 

60 

73 

73 

73 

68 

75 

71 

71 

69 

75 

74 

76 

74 

70.5 

Darlington  % 

\  Maxinnnn  . . . 

92 

92 

92 

93 

94 

92 

94 

95 

99 

101 

89 

9C 

93 

78 

81 

88 

90 

04 

101 

104 

106 

102 

07 

86 

95 

86 

88 

85 

00 

92 

91 

92.6 

■  /  Minimum 

70 

67 

72 

72 

72 

75 

75 

72 

74 

75 

76 

65 

66 

70 

63 

57 

60 

62 

70 

71 

71 

72 

71 

72 

72 

73 

70 

74 

74 

74 

74 

70.3 

Ferguson  S^sS 

(  Maximum  . . . 

90 

89 

91 

93 

■   93 

90 

92 

93 

95 

93 

92 

94 

01 

82 

80 

86 

86 

90 

91 

101 

102 

98 

91 

92 

93 

90 

88 

81 

87 

SO 

88.1 

•  (  Minimum 

70 

68 

71 

70 

71 

73 

74 

72 

72 

71 

74 

66 

70 

72 

64 

60 

60 

66 

72 

70 

70 

71 

65 

71 

70 

71 

70 

73 

71 

74 

"ii 

60.  7 

Florence  1   

j  Maxinuim  . . , 

94 

95 

95 

96 

98 

91 

97 

98 

100 

101 

88 

93 

02 

81 

84 

88 

02 

07 

98 

104 

105 

101 

95 

00 

95 

89 

93 

84 

92 

91 

80 

03.  7 

■  )  Minimum 

72 

70 

71 

73 

75 

75 

.75 

73 

75 

76 

76 

66 

70 

71 

64 

63 

64 

66 

71. 

75,     74 

75 

73 

74 

75 

75 

72 

76 

73 

75 

72.3 

Garnett 

)  Maximum  . . . 

92 

90 

9( 

93 

95 

90 

92 

94 

94 

99 

93 

90 

04 

80 

86 

89 

85 

02 

90 

102!  104 

98 

82 

94 

97 

92 

94 

oil 

03 

'•92.  6 

•  /  JNIininunn 

e« 

69 

69 

71 

72 

71 

72 

72 

7J 

75 

I'i' 

70 

70 

70 

64 

60 

61 

681     66 

60|     71 

72 

62 

72 

74 

72 

72 

74 

72 

■^60.  8 

(lOorgetowii 

)  Maxinnnn  . . . 

80 

84 

91 

91 

91 

90!    90 

92 

94 

98 

95 

SS 

90 

81 

82 

88 

,85 

891     98 

100  100 

94 

92 

90 

95 

90 

88 

"84 

"89 

90 

93 

00.4 

•  (  Mininnnn 

70 

68 

70 

71 

■}■> 

72|    73 

72 

72 

/2 

72 

68 

72 

73 

60 

60 

60 

68 

68 

73,     74 

74 

68 

73 

74 

74 

73 

71 

72 

72 

74 

70.5 

Kincstree 

j  Maxinnnn  . . . 

87 

88 

90 

93 

94 

88l    90 

91 

94 

96 

90 

86 

92 

86 

80 

87 

86 

•  02 

08 

100 

101 

05 

SO 

01 

96 

91 

85 

83 

87 

88 

92 

00.5 

•  (  Mininunn 

70 

63 

71 

71 

73 

73 

74 

72 

73 

72 

-5 

68 

69 

74 

64 

57 

60 

67 

69 

72 

79 

73 

60 

75 

75 

73 

72 

75 

74 

76 

74 

70.8 

Orangi'lnirg  1 

j  Maxinnnn  . . . 

90 

89 

95 

98 

96 

96 

94 

95 

96 

98 

07 

97 

95 

91 

86 

86 

01 

90 

103 

104 

99 

89 

80 

95 

87 

sol     78!     87 

92 

93 

'03.  0 

■  )  Minimum 

69 

69 

70 

-  72 

72 

73 

73 

72 

73 

76 

75 

67 

71 

70 

"ei 

57 

57 

58 

67 

70 

71 

72 

68 

73 

73 

72 

72 

74 

73 

74 

74 

60.9 

j  Maximum  ... 

..'. 

fet.  George 

•  )  Minimum 

.'.'.'. 

Society  llilU^\\ 

S  Maxinnnn  . . . 

"94 

"93 

"94 

"93 

"94 

"92 

"94 

"9s 

"99 

'163 

"86 

"96 

"95 

"77 

"83 

"87 

;'95 

'ioi 

'16,5 

'm 

'm 

"98 

"S7 

"9.5 

"82 

"86 

"92 

"89 

"di 

"92 

"'«03.'2 

•  (  Mininunn 

70 

71 

70 

72 

74 

75 

731     71 

73 

75 

76 

65 

67 

67 

/.;5 

58 

",5S 

58 

70 

71 

71 

71 

72 

71 

73 

70 

71 

73 

73 

74 

"60.  9 

Sunnuei'vi  1  le 

)  Jiaxinnim  . . . 

84 

84 

87 

89 

88 

87 

88 

901     91 

91 

89 

84 

88 

81 

79 

«3 

82 

"87 

,  94 

96 

97 

91 

83 

88|     01 

90 

88 

81 

85 

88 

90 

.87.5 

•  /  .Mininunn 

72 
93 

711     72 

71 
95 

72 
00 

69 

88 

711 
80 

73 
79 

65 
83 

60 

87 

.62 
88 

60      68 

72 
.  102 

71 
105 

98 

70 
92 

74 

87 

70 
94 

74 
90 

72 
87 

74 

78 

74 

88 

76 
SO 

74 
92 

^71.  0 

Wedgefielil 

j  Maxinnnn  . . . 

"92 

"9i 

"94 

"94 

"94 

"is 

04 

95 

03 

98 

OK  2 

•  i  Mininunn 

70 

69 

72 

74 

73 

74!    73 

71 

67 

73 

73 

66 

68 

67 

61 

60 

62 

65 

60 

73 

74 

74 

70 

73 

73 

70 

72 

70 

85 

74 

74 

70.  6 

Vetnassee 

j  Maxinnnn  ... 

89 

87 

89 

91 

92 

87 

91 

91 

91 

96 

91 

87 

00 

80 

84 

86 

84 

87 

95 

97 

90 

02 

83 

92 

94 

90 

88 

81 

81', 

80 

02 

89.4 

■  (  iMininujm 

68 

69 

69 

70 

71 

70 

72 

72 

72 

74 

71 

60 

00 

60 

64 

59 

60 

67 

65 

68 

70 

70 

68 

71 

73 

70 

71 

74 

73 

74 

73 

09.5 

\l'eslfrii  1 

iiitinii. 

AiUeir 

\  .Maxinuim  . . . 

91 

90 

90 

89 

90 

89     90 

90 

90 

95 

91 

87 

89 

86 

83 

84 

86 

03 

96i  101 

102 

101 

94 

88 

94 

91 

88 

78 

80 

89 

88 

90.1 

•  (  Mininunn 

7K 

67 

71 

73 

74 

•  73! :  7.r 

71 

72 

73 

74 

65 

74 

6(i 

60 

62 

63 

6(i|     69|     72 

73 

75 

71 

71 

73 

68 

69 

72 

71 

70 

60 

70.  2 

Anderson 

j  .Maximinn  . . . 

93 

93 

92 

95 

92 

92 

9a 

94 

93 

98 

92 

88 

00 

00 

86 

88 

90 

93 

100    103 

106 

102 

96 

91 

99 

88 

85 

74 

78 

86 

85 

01.8 

•  (  Mininunn 

68 

68 

73 

71 

72 

74 

72 

70 

74 

74 

71 

65 

68 

70 

60 

62 

64 

65 

69     72 

73 

74 

69 

75 

73 

69 

68 

68 

70 

70 

72 

60.0 

CaesaPs  i!fead'.'..... 

\  Ma:<iminn  . .. 

8.5 

85 

85 

84 

82 

68 

SO 

85 

-  87 

89 

78 

78 

78 

80 

73 

77 

80 

86 

85     95 

07 

05 

85 

87 

90 

78 

70 

68 

71 

■f? 

*6 

81.7 

•  )  .Mininunn 

f).^ 

55 

66 

60 

62 

62;     62 

62 

62 

62 

63 

53 

53 

,53 

50 

50 

50 

50 

68      69 

69 

60 

64 

64 

64 

63 

63 

62 

62 

63 

62 

60.  4 

Callionn  If'allss'isS 

(  .Mnxinnim  . . . 

89 

94 

96 

98 

97 

95     95 

99 

99 

102 

93 

91 

96 

05 

88 

01 

96 

98 

104i   107 

108 

104 

04 

99 

101 

94 

90 

77 

81 

88 

90 

05.  9 

•  /  Mininuun 

66 

65 

67 

68 

68 

70     70 

68 

68 

7(1 

70 

63 

64 

65 

58 

50 

59 

50 

62 

63 

70 

71 

65 

65 

60 

66 

64 

66 

68 

68 

08 

65.  0 

Camden  lJ\^ 

S  Maxinunr  . . . 

94 

95 

97 

•98 

94  .... 

97 

98 

100 

04 

82 

85 

98 

104 

106 

97 

98 

90 

04 

"■95.  6 

•  (  iiininunn 

6.5 

66 

66 

72 

,    74 

75     74 

74 

71 

76 

"76 

"71 

71 

69 

65 

"50 

"61 

65 

"i\ 

"71 

76 

75 

75 

"72 

71 

71 

"72 

"73 

"73 

"74 

74 

70.  0 

Chester 

S  Maximum  ... 

95 

95 

95 

96 

95 

95 

96 

98 

101 

101 

98 

96 

96 

96 

94 

80 

89 

100 

101  ,  606 

100 

100 

88 

88 

87 

94 

93 

84 

90 

90 

90 

95.6 

1  Mininunn 

6,5 

66 

73 

75 

75 

76 

79 

80 

79 

7S 

66 

65 

65 

67 

65 

60 

60 

62 

63l  ■  74I     74 

75 

70 

71 

68 

68 

76 

71 

71 

72 

73 

70.4 

(;ienison  College 

j  .Maxinuim  . . . 

91 

91 

90 

92 

90 

88 

90 

93 

93 

92 

93 

90 

88 

88 

85 

85 

88 

92 

99'  102    104 

103 

95 

92 

95 

88 

84 

76 

78 

85 

86 

90.5 

)  Mininuuii 

65 

65 

71 

68 

69 

74 

71 

69 

72 

73 

72 

67 

62 

68 

53 

51 

61 

59 

621     65 

60 

70 

67 

70 

70 

72 

70 

68 

70 

69 

71 

67.  2 

Columbia 

)  iNiaxinnnu  . . . 
'  1  Minimum 

91 
72 

88 
72 

90 
74 

92 

74 

93 
74 

90!    93 

74!     74 

93 
72 

94 
73 

98 
76 

90 
71 

84 
68 

88 
73 

74 
67 

82 
62 

86 
62 

88 
65 

91 
66 

99|  104 

71      76 

102 
78 

97 

89 
74 

86 
73 

94 

74 

87 
72 

86 
74 

78 
74 

86 
72 

89 
76 

89 
74 

00.0 

72.1 

Pne  West 

)  IMaximnm  ... 

92 

94 

94 

95 

94 

93 

93 

97 

96 

99 

90 

85 

89 

85 

83 

85 

89 

03 

1001  104 

105 

100 

03 

91 

08 

87 

87 

74 

78 

87 

86 

91.5 

(  Mininunn 

67 

67 

74 

72 

73 

74 

73 

70 

72 

70 

71 

65 

69 

67 

61 

62 

62 

64 

671     72 

72 

72 

68 

76 

71 

70 

68 

68 

71 

71 

70 

69.3 

Greenville 

(  Maxinnnn  . . . 

93 

91 

90 

92 

91 

88 

92 

93 

92 

05 

90 

87 

87 

86 

82 

85 

88 

93 

100!  102 

103 

101 

02 

80 

95 

81 

83 

72 

79      87 

86 

89.8 

■  (  Mininunn 

70 

68 

73 

70 

73 

73 

71 

71 

72 

73 

71 

63 

69 

67 

62 

63 

67 

63 

72 

74 

77 

74 

70 

75 

71 

70 

67 

66 

60 

70 

71 

09.8 

Greenwood    

j  Maxinnnn  . . . 

93 

93 

96 

95 

94 

93 

93 

95 

99 

97 

100 

92 

90 

00 

82 

85 

90 

83 

97 

103 

107 

108 

102 

04 

95 

99 

02 

89 

76 

81 

80 

93.3 

(  iMininunn 

67 

66 

73 

72 

72 

73 

73 

69 

72 

75 

60 

65 

66 

67 

58 

58 

60 

61 

69     72 

74 

75 

71 

72 

73 

69 

69 

71 

72 

70 

72 

60. 2 

Ileatli  Springs 

i  Maxinnnn  . . . 

91 

90 

90 

93 

93 

90 

89 

95 

96 

97 

82 

84 

89 

84 

79 

82 

84 

92 

97i  103 

105 

101 

04 

82 

89 

84 

78 

78 

84 

85 

86 

89  2 

(  Mininuun 

70 

69 

71 

72 

73 

74 

73 

72 

72 

69 

73 

62 

71 

66 

58 

58 

60 

63 

72;     75 

76 

73 

71 

71 

68 

60 

69 

71 

72 

75 

73 

60.7 

Kershaw 

j  Maxinuim  . .. 

93 

92 

94 

94 

.    96 

95 

91 

95 

95 

100 

86 

80 

92 

83 

81 

86 

88 

94 

101'  106 

107 

105 

98 

81 

92 

84 

83 

83      86 

88 

88 

91.8 

■  (  Minimum 

71 

71 

72 

72 

62 

75 

73 

72 

72 

74 

72 

64 

71 

68 

51 

58 

59 

62 

70     73 

72 

74 

73 

71 

60 

70 

70 

72 

72 

75 

74 

60.8 

Tjaiidi'inn 

j  Maximum  ... 

'  Minimum 

(  Maximum  . . . 

96 
68 
96 

95 
64 

95 
66 
95 

92 

68 
95 

94 

70 
96 

91 

70 
95 

92 

68 
96 

95 
70 
98 

97 
70 
99 

00 
70 
101 

92 
74 
92 

90 
58 
9'> 

"94 

"00 

56 
S3 

10 

90 
72 
92 

82 
68 
100 

80 
70 
88 

79 

68 
88 

73 
66 
74 

82 
69 
80 

87 
71 
92 

87 
72 
90 

'85.8 

168.0 

Laurens 

"88 

"oi 

"95 

'ioii'io5 

'167 

'i66 

07 

°03.  8 

■  (  Minimum 

66 

65 

73 

74 

74 

73 

70 

73 

78 

72 

65 

68 

68 

56 

57 

57 

58 

65      68 

69 

70 

60 

60 

70 

69 

72 

70 

72 

72 

72 

"68.5 

Liltlf  Slountaiii 

j  Maxinuim  . . . 

89 

92 

90 

95 

92 

91 

95 

98 

99 

101 

94 

89 

94 

88 

86 

87 

92 

98 

102    107 

108 

105 

96 

80 

94 

89 

86 

76 

82 

86 

88 

02.8 

■  '  Mininnmi 

68 

65 

68 

70 

72 

71 

70 

73 

70 

75 

70 

66 

70 

65 

57 

60 

67 

69 

72|     75 

76 

75 

73 

71 

70 

60 

70 

73 

72 

72 

72 

60.0 

Newherry 

(  Maximun,  . .. 

94 

94 

94 

95 

95 

93 

94 

98 

9.^ 

un 

94 

89 

93 

82 

85 

89 

91 

97 

lOSi  107 

108 

105 

95 

00 

97 

00 

88 

77 

83 

90 

90 

03.  5 

■  '  Mininuun 

70 

67 

73 

73 

74 

74 

74 

71 

73 

77 

73 

68 

73 

69 

59 

58 

59 

■    61 

68      76 

73 

74 

73 

71 

73 

70 

72 

73 

73 

74 

72 

70.6 

Salnda 

j  Maximum  . .. 

90 

93 

96 

98 

98 

96 

92 

95 

91 

101 

91 

89 

94 

91 

84 

8S 

91 

94 

1021  105 

108 

104 

06 

01 

f.7 

86 

89 

77 

79 

89 

88 

02.8 

■  '  Minimnni 

67 

65 

72 

71 

73 

74 

73 

71 

72 

74 

73 

67 

71 

66 

50 

56 

57 

50 

68      73 

71 

70 

72 

71 

74 

60 

70 

73 

73 

74 

72 

60.4 

Santnck 

j  Maxinuim  . . . 

96 

93 

93 

95 

96 

96 

95 

101 

100 

102 

94 

00 

93 

87 

82 

86 

80 

03 

100    105|  106 

104 

05 

85 

94 

85 

82 

77 

82 

90 

ss; 

02.  7 

•  '  Mininium 

66 

64 

70 

73 

74 

75 

74 

70 

74 

77 

74 

64 

6S 

69 

08 

57 

57 

59 

63 

68 

66 

69 

73 

71 

70 

68 

72 

71 

72 

72 

72 

68.7 

Spartanl)nrg 

)  Maxiiuum  . . . 

101 
64 

103 
70 

101 
70 

"68 

"70 

94 
64 

on 

69 

"54 

88 
56 

"eo 

95 
65 

103 
66 

105 
65 

106 
67 

106 
68 

"67 

'  60 

"6i 

"68 

S3 
68 

73 
58 

82 
65 

93 
64 

91 

70 

"94.6 

■  1  Miiiiimim 

"64 

"64 

"68 

"69 

"76 

"68 

"70 

65.5 

Trenton 

S  Miiximuin  ... 

i . . . 

•  '  Mininunn 

Wallialla 

\  Miiximuin  . . . 
■  /  ^^illilnum 

"94 
62 

"9.5 
63 

"93 
68 

"90 

67 

"93 
65 

"8« 
65 

"9i 

68 

"94 

65 

"94 

69 

"% 
70 

"03 
69 

"rs 

59 

"so 

60 

"89 
61 

"84 
51 

"86 
53 

"90 
61 

"95 
50 

'ioo 

'io5 

106 
67 

'io2 

68 

"94 
73 

"93 
69 

"97 
67 

"86 
67 

"si 

68 

"75 
66 

"77 

68 

"85 
68 

"S5 
68 

""oi.'.s 

60      64 

64.  5 

WinnshoroM 

>  Maximum  . . . 

96 

94 

94 

95 

97 

95 

95 

95 

98 

100 

91 

88 

01 

79 

81 

87 

90 

05 

102    105 

108 

105 

96 

84 

03 

88 

86 

75 

85 

88 

90 

92.5 

■  '  Mininunn 

6g 

68 

72 

72 

73 

73      74 

72 

72 

76 

72 

65 

65 

68 

59 

60 

62 

63 

70      74 

74 

76 

72 

71 

71 

60 

79 

73 

72 

72 

71 

70.0 

Winthrop  College  .. 

S  .Mnximnm  . . . 

96 

90 

95 

96 

97 

95 

95 

94    100 

101 

95 

92 

93 

87 

81 

87 

91 

07 

102    106!  106 

105 

OS 

87 

95 

80 

81 

77 

85 

90 

88 

9:!.0 

'  '  .Mininunn 

70 

67 

72 

70 

71 

72 

72 

71 

71 

72 

62 

61 

60 

69 

59 

59 

61 

62 

68 

72 

72 

78 

73 

69 

08 

68 

70 

70 

68 

73 

71 

69.0 

Reference  letters  (»,  '',  c).  appearing  in  the  table  indicate  immber  of  days  missing:  for  exaini>le,  '  represents  two  days  missing,  etc. 
S^S'i  Instruments  are  read  in  the  niorning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
W  B  0,  Raleigh,  8-26  26-900 


7V/SC 


U.  S.  DEPARTMENT  OF  AGRICULTUEE,i«ll(^THER  BUREAU. 

CHARLES  F.  OB^vJ 


JJE^ 


CLIMATOLQGICAL    DATA 


SOUTH  CflROLilNfl  SECTIO^l. 


RICHARD  H.  SULLIVAN.  Meteorologrist. 


Vol..  XXIX.       Columbia.  S.  C,  August,  1926. 


No.  8. 


GENERAL  SUMMARY. 

While  there  were  no  marked  extremes,  the  dail.y  mean  tem- 
peratures were  decidedly  above  normal,  except  during  a  few 
short  periods  of  relatively  cool  weather,  and  the  monthly  average 
was  considerably  above  normal.  Precipitation  was  much  below 
the  normal,  on  the  wiiole,  and  rather  poorly  distributed. 

White  the  showers  were  more  or  less  scattered  during  the 
early  part  of  the  month,  all  crops  showed  general  improvement, 
although  early  corn  in  the  old  drought  area  was  practically  a 
failure.  Corn  fodder  pulling  made  good  progress.  Tobacco 
curing  was  finished  about  the  middle  of  the  month.  The  back- 
ward cotton  crop  in  the  northwestern  counties  made  rapid  pro- 
gress, and  timely  rains  during  the  last  half  of  the  month  further 
improved  growth,  blooming  and  fruiting,  with  comparatively 
little  weevil  damage,  but  the  hopper  or  tiea  was  active  in  some 
sections;  elsewhere,  the  crop  made  about  average  advance,  with 
generally  light  weevil  damage,  except  near  swamps  and  large 
wooded  areas;  there  was  comparatively  little  shedding  and  no 
marked  deterioration  ;  the  first  bale  was  ginned  at  Ridgeland  on 
the  7th.  Large  quantities  of  watermelons,  cantaloupes,  and 
peaches  were  marketed,  and  pears,  apples,  grapes,  and  field  and 
garden  vegetables  were  fairly  plentiful  at  the  end  of  the  month. 

PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  liureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  04inciies.  The  highest  pressure  was  30. 2'2  inches  at 
Charleston  on  the  14th;  the  lowest  pressure  was  29.81  inches  at 
Columbia  on  the  5th  and  at  Charlotte,  N.  C,  on  the  19th. 


poorly  distributed,  ranging  downward  from  5  inches  to  less 
than  2  itiches.  The  greatest  local  monthly  amount  was  6.05 
inches  at  Edgefield;  least  local  monthly  amount,  1.51  inches  at 
Little  Mountain.  The  greatest  24-hour  rainfall  was  2.74  inches 
at  Due  West  on  the  24-25th.  The  average  number  of  ramy 
days  was  30%  below  normal. 

Killed  by  Lightning —}>h-s.  James  Cantrell,  near  Salem, 
evening,  11th;  two  men  were  injured.  Mr.  Wiley  Campbell, 
in  Nation  section,  near  Abbeville,  afternoon,  20th.  Arthur 
Byars,  negro  boy,  in  Charleston,  afternoon,  20th.  Mrs.  Minnie 
Jones,  in  Jonesville,  20th. 

Severe  Storms,  Lightning  and  Hail.— A  series  of  rather  se- 
vere thunderstorms  traversed  sections  of  Spartanburg,  York, 
Lancaster,  and  Kershaw  Counties  during  the  evening  and  night 
of  the  20th.  A  cow  valued  at  about  $75  was  killed  by  lightning 
near  Clover,  and  another  cow  of  about  the  same  value  was 
killed  near  Woodrufl:';  several  small  fires  were  started  by  light- 
ning at  .several  points,  but  with  slight  damage.  Light  hail  at 
Walhalla  on  the  11th  caused  little  or  no  damage. 

vriND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourlv  velocitv,  determined  from  9  anemometer  records,  was 
6.1  niiles.  The  highest  average  was  8.3  miles  per  hour  at 
Savannah,  Ga..  and  in  the  Section  proper,  8.0  miles  per  hour 
at  Charleston;  the  lowest  average  was  3.2  miles  per  hour  at 
Charlotte,  N.  C,  and  in  the  Section  proper.  5.9  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
54  miles  per  hour  from  the  west  at  Greenville. 


TEMPERATURE. 

'I'he  monthlv  mean  for  the  Section,  determined  from  re- 
ports of  35  stations,  was  80.7°.  or  1.8°  above  the  40-year 
normal  The  highest  tempernture  was  100°  at  Little  INfountain 
and  Saluda  on  the  20th.  This  figure  was  exceeded  many  times 
in  previous  Augusts.  The  daily  mean  temperntures  were  de- 
cidedly above  normal  on  20  dates  and  wereat  normal  or  slightly 
below  during  a  few  short  periods  only,  'i'he  lowest  temperature 
was  55°  at  Hog  Back  Mountain  on  the  24th. 


HUMIDITY. 

The  mean  relative  humidity,  deterntined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  87%  :  noon.  62%  :  8  p.  m.,  76%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  northern  interior. 

PRECIPITATION. 

The  average  for  the  Section,  43  stations  reporting,  was 
|3.46  inches,  or  2.36  inches  below  the  40-year  normal.^  Rain- 
fall was  recorded  every  day  in  some  part  of  the  Section,  ex- 
cept the  28th,  29th,  and  SOth,  but  concentrated  showers  were 
jonfined  principally  to  two  periods  during  the  last  half  of  the 
lonth.  Excepting  a  small  area  in  Edgefield  County,  the  total 
'monthly  amounts  were  uniformly  below   normal  and   rather 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa«  301.8  hours,  or  73%  of  the^  possible 
amount.  The  average  number  of  clear  days  was  17;  partly 
cloudy,  10.  and  cloudy.  4,  as  against  norn;als  of  13,  11,  and  , 
days,  respect ivel J'.  __^ 

RIVER  CONDITIONS. 

Aside  from  moderate  freshet  conditions  in  the  Santee  River 
at  Rimini  and  Ferguson  and  at  Mars  Bluff,  on  the  Pee  Dee 
River,  during  the  early  part  of  the  month,  the  rivers  of  the 
Section  were  low  during  most  of  the  month. 

MISCELLANEOUS   PHENOMENA  (dates). 

TJnlos- Lunar:  Columbia,  19,  24,  26.  Solar:  Columbia, 
24,  31 ;  Due  West,  3,  4,  25,  26,  31 ;  Greenville,  31 ;  Santuck,  30. 


MISCELLANEOUS  DATA  FOR  AUGUST,  1986. 


Stations. 


Asbeville.  N.C.... 

Aiigii?tii.(ia 

Cliai-le.«ton,  S.C... 
Charlotte.  N.  C  ... 
Coliiiiibia.  S.  C... 

niie  West,  S.C 

Greeiiville,  S.C... 

Ssiviiiiiiah.  Ga 

Wilniiiistoii.  N.C. 

Means  and  ex- ) 

treniej:  . . . .. .  i 


Temperature, 
degrees  Falir. 


30.  P4 
SO.  08 
30.05 
30  03 
30.03 
30.07 
30.  03 
30.05 
30.04 


30.04 


74.2 

82. S 
83.  3 
80.  V 
82.4 
80.2 
;9.2 
82.8 
81.5 

80.8 


59 


rrecipita- 
tion, 
iiiplies. 


H  2 

a.  — 
C?i 


Wind. 


J)  t-i  .• 
O)  ^  o  c 


4.00 
l.fi2 
2.38 
5.52 
2.fiS 
3.47 

4.  nfi 

4.07 
8.94 

4  08 


1..55 
0.59 
0.99 
1.95 
1.4H 
2.74 
l.fi9 
1.9fi 
3.58 

3.  r>» 


5.3 
3.7 

8.0 
3.2 
5.9 
6.7 
7.1 
8.3 
6.6 

fi.l 


Mean 

relative 

liMiiiidity.  ■ 

g 

O 

B 

c3 

O 

p. 

cr> 

•A 

QO 

SW. 

sw. 

SW 

sw. 
sw. 
sw 
sw. 


94 

59 

78 

87 

62 

76 

83 

71 

81 

84 

56 

68 

87 

58 

68 

87 

60 

85 

62 

73 

88 

67 

84 

84 

60 

82 

87 

62 

76 

i\ 


P.0 
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Climatolog-ical  Data  for  August,   1926. 


.Stations. 


Counties. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inche.s. 


Number  of  davs. 


K/ififern   Vitfl'mn. 

Beaufort 

liliicl;ville 

Charlnst(i\i 

Clu-raiv 

Conway 

Darlingtontt 

I<:iling:liaiii 

I'erwiisoni? 


I'lorenop  I . . . 
M(Hvn<'e  -1... 

naniett 

(u'orgelouM  . 

Kiiigf^trpp 

Mar.s  lUutr... 
OraiiKclmrg' 
I'iuoiKilis  .  . . 
liimini 


.St.  (leorgf 

Society  11  ill  ... 
Siiimiii'rviije  . . 

Wedsflield 

Yi'iiia.ssee 


r.oaufort 

Jlai  iiwcll 

Cliarle>toii  .. 
Chi'.-cterlield  . 

Horry 

Darlington  .. 

Florence  

Oranseljiirg  , 


KlorPMCp  

do 

Hamilton 

(ii'orgptou  11  , 


Williaiiislmif 
Florence  .  . . . 
OiangetiiMg  . 
Herkpley  .... 
Siiinter 

Dorchester  . . 
Darlington  .. 
Doix'liesler.. . 

Sniiiter 

IlinnptoH   ... 


Division  means  and  'cxticnips 


IlV-.s-^r//  /'»)//, 


Ailicii 

Anderson  

HIairs 

C;rsars  Head  t-J. 
Cnliionn  I'alis.. 
Caiiideir 


Ailicn 

Anderson  . 
Kairtield... 
Greenville. 
Al.lip\ille.. 
Kershaw.. . 


Catawha 

Chaiiiiplls.. 

Cliestcrtt 

I'Icnison  Collegp 
Columbia 


Dne  West 

Kdgeliclil  ..    . 
fiaston  Shoals i lit..! 

■(ireenville 

(•lepiiwood 

Heath  Springs  

Hogback  Mountain  ! 

Kersliaw 

l.aridrnm 

I. aureus 

Little  Mountain 

iNewlieny  . . . 

ivizp,-..; ;;;;; 

Sahida 

Santiicic 


Si>artanl)nrgtt 

Trenton  . 

Walhalla '^^^'.'.'.'.'.'. 

Wiinislioro 

^Ninthrop  College  ft]!! 

Division  means  and 


York  

Newljerrv 
Chester.  .. 
Oconee  . . . 
liicliland  . 


Abbeville 

Kdgelicld 

(MieroUep 

(ireenville 

(ireenwood.  . . . 


Lancaster. 


Section   means   and    extremes 


Kershau'  . . . 
Snai'tanbni  J 
l.aurens 

Newberry  .. 
New  berry  . . 
Anderson. . . 

Saluda 

Cidoii 


Spiirtanburg 
Kdgetield... 

Oconee 

Kairtield  .  . . 
York 


e.'jtremes  , 


21 
29fi 

4S 
1 44 

25 
175 
lOfi 

63 

ISfi 
136 

82 
IS 

.54 

92 

264 

54 

97 

109 
192 

75 
249 

24 


.527 
764 
293 
31  IS 
5()K 


562 
402 
487 
8.50 
351 


680 
1030 
071 

568 


.500 
1063 
589 

711 
502 
850 
536 
612 

8-75 
620 
1061 
515 
690 


S3. 6 
83.3 
80.2 


81.0 
82,0 


"S3.  0 


82.  7 

'si'.' 2' 


+3.1 
+2.3 
+  1.6 

+2.5 


+2.6 
f2.4 


+3.2 
+2.' 5' 


"81.  H 
81.0 
80.4 
81.4 

81.9 


81.4 
79.5 

'76]6' 

80.8 

"83.4 


'■82.2 
78.  8 
82.4 


+3.  .'5 
+  1.6 

+2.6 
+  1.4 

+2.4 


+2.  6 
+  1.1 


+  4.5 


+  1.4 
+2.  8 


'1.9 


79.2 

80.8 

79.6 
'73.6 
81.2 
79.0 
80.9 

81.9 
81.8 


82.2 
80.8 


79.4 


78.0 
81.5 
80.3 


80.7 


+  3.4 

+2.4 


+  0.8 


+  2.  6 

+2.  7 


+2.  6 
+2.3 


+  3.0 

+2.  3 


+  1.9 


"98 
92 
98 
96 

99 


92 
96 

95 
'S4 
9S 
95 
97 

100 
98 


100 
98 


95 


+  1.6 
+3.4 
+  1.9 

+  1.6 

+  1.8 


94 

97 
98 

100 

100 


„ 

^ 

«^  s 

'  6 

«-  ^ 

'-'  ^ 

Z.  — 

^  '^ 

5 

&^ 

c 

T  — 

3 

i  -  - 


65 


23 

21 
+24 


t23 


t24 
22 


31 

'ti'O 


19 

t3 

19 

31 

t  1 


t  5 
11 


13 

tio 


10 
21 

19 
13 
19 
13 
tl3 

20 

20 


tlO 


tlO 
21 
20 

20 

20 


"OS 


29  ;   "30 


t23 
"23' 


27 
23 

22 
t24 


20 
21 

'+23  ■ 
t>6 
t24 


t21 
20 


26 

28 

t2fi 

24 

til 


63 


22 


t21 
29 
30 

24 

24 


"30 


33 


."0 


3.04 
2.  .38 
5.65 


3.  30 
5.49 

2.  96 
2. 23 
3.39 


-2,  63 

-4. ,59 
-0.95 

-2.  86 


-2.80 
-1.35 


-3.59 
-3. 32 


4.. 56 
2.  00 
1.57 

'.3.' 79 


3.40 
3.09 
3.  65 
4.11 

3.47 


3.  23 
4.60 

2.  60 
4.71 
2.67 
3.70 

3.18 
4.61 

3.  61 

3.  40 
2.  68 

3.47 
6.  05 
6. 88 

4 .  06 
4.44 


3.83 


2.  75 
5.16 
2. 05 

1.51 
2.40 
3.12 
2.  24 

2.73 

6.40 


4.  .55 
2.83 
3.46 

.3.  46 

3.46 


-1.74 

-3.' 35 

-'i'oo 


-2,  30 
-1.33 

-2.  ,86 
-2.38 

-2.83 


-2.20 
-0.  73 
-2.  50 


-2.54 
-1.76 


—2.  03 
+0.10 


-1.86 
—4.10 

-1.20 
+2.  13 
+  0.47 
-1.82 
-0.75 

-1.67 


1.22 

0.99 
1.87 


1.30 
2.48 

1.58 
1.13 
1.40 


-1.32 
+0. 35 


--3.67 
—2.96 
-1.71 
-3.10 
-3.00 

+  1.81 


-1.72 
-2.  .51 
-2.23 

-1.94 

-2.30 


2.00 
1.00 
0.  OS 


0.98 
1.13 
1.75 
1.24 

2.48 


1.05 
1.60 
1.13 

1.  ,50 
1.10 
1.35 

1.78 
1.89 
2.01 
0.85 
1.48 

2.  74 
2.10 
2. 05 
1.69 
1.64 

2.00 
1.26 
1.93 
1.21 
0.  69 

0,76 
1.55 
1.40 
1.19 
0.97 

2.00 


6      24 


0      11 

0  I 


1.47 
2.00 
1.40 

2.74 

2.74 


Observers. 


sw. 
w. 


sw. 


sw. 
sw. 
sw. 

sw. 

sw. 


Pathologist  Truc's.  Sup.  Co 
Mis.D.  li.saiidei>. 
V .  S.  Weather  Bureau. 
Ivolaiid  D.  Poue. 

Paul  Quattlebauni. 
D.  v..  McCall. 
Will.  B.  Cillespie, 
Henry  C.  .Savage. 

H.  K.Cilbert. 

Pee  Dee  Kxiieriment  Sta. 

Mailer  B.  Il<d)ert. 

A.  i'.  Hazard. 

Mrs.  Ellen  Scott. 

J.  L.Shaw. 

r.S.  Fisheries  Station. 

Mi.ss  K.  P.  linvenel. 

Boykin  K.  Caiitey. 

R.  I,.  Utsev. 
K.  D.  Fields.  .7r. 
Dr.  William  Simons. 
\V   Hampton  Itamsey 
W.  (,'.  nulsoii. 


Frank  B.  McCoy. 
H.  II.  liu.ssell. 
Kstlier  B.  Owens. 
Cii'sar's  llcacl- P.  31tn.  C( 
L.  M.  Parker. 
Henry  A.  IJiowii. 

.lames  C.  laris. 
(Jeorge  V.  Clamp. 
.1.  C.  Cornuell. 
Prof.  1''.  II.  11.  Calhoun. 
P   .S.  Weallier  Bureau. 

F.  S.W  B.  AeroloKical  St 
D.  W.  Sliarpe. 
S.  C.  Lt..  Power,*  liy.  Vt 
F.  S.  Weather  Bureau. 
^\.  ?,1.  Calhoun. 

.1.  Marvin  Bowers. 


i 


.bdin  W.  Hamel. 

K.  Hartwell  Wilds.  D.D.I 

L.G.  KotT. 

Miss  Alberta  Sease. 
John  n.  Baxter, 
.loshua  Y.  .lones. 
W.  S.  Cront. 
K.  VV..Ielei-. 

M.H.  Daniel. 
Mrs.  S.  F.  Long. 
11.  W.  Brandt. 
Pev.  Oliver  Johnson. 
W.  T.  Clawson. 


1  he  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  siicli  stations  as  have  ten  orniore  yeaisof  record,  but  all  complete  reports  are  used  in 
<leterminiiig  section  or  division  means.      Keference  letters  (",  ''.  c),  appearing  in  tlie  table  indicate  number  of  days  missing;  for  example,  l'  represents  two  <iays  missing,  etc. 

T  Also  on  other  dates.  +T  Keceived  too  late  to  be  included  in  means  and  summaries.  *•  Temperature  data  are  from  oliserved  readings  of  tlie  dry  bulb:  means  are  com- 
puteti  irom  ob.served  readings,  |t  Post-office  addresses  of  these  stations  are  as  follows  ■  Of  Oa.ston  Shoals,  mackshnrg:  of  Winthrop  ('ollege.  Kock  Hill ;  of  Ferguson,  Eutawville : 
of  Ca'sar  s  Head,  Greenville.         T   Precipitation  is  less  than  0.01  incli  of  rain  or  melted  snow.        || Other  directions  also. 


ERRATA. 

June,  1926.— Florence  No.  1,  monthly  mean  temperature,  page  22,  should  be  SO. 8;  mean  maximum  temperature,  page  24,  should  be  92.8. 
July.  1926.— Walhalla,  monthly  mean  temperature,  page  20,  should  be  7S.0:  mean  minimum  tempcrataro.  page  28,  should  be  64. S. 


i^lix 


August,  1926 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SIiCTION 


P>1 


Daily  Precipitation  for  August,   1926. 


i^tations. 

Prainaffe- 
uasiiis. 

Day 

of  month. 

I 

2 

3 

1 
1  ■* 

1 
a 

6 

7 

8 

9 

10     u 

12 

13 

1 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

2S 

29 

30 

31 

c: 

Kdi'leni  I'lirtioji. 
Beaufort  

(;oast  !   -    - 

1.22 

Uhu-kviliellli 

I'Jdisio 

Coasf 

1  'ee  Dee 

Waccaiiiau- ... 

Tee  Dee 

'.'6J 

1 
1 

.U 
.0» 

1 

.22 

'.'O'j 

't. 

'.'Ofi 
.31 
.44 

.20 

T. 

.23 

.23 

.44 

1   ''3 

'.'45 
.78 

1.20 
.37 
.73 

1.30 

.... 



3,  04 
2.38 
6.65 
4  36 

C'iiaiicslon  *" 

T. 

1 . .  .  . 

T. 

1.87 
.1* 

.90 

.11 

Clieraw  llli  

'.6i> 

1  .55 

i 

.34 

Coinvay  illl 

.0! 

.25 

.35 

.05 

.69 

Darliiifftoii  !!|| 

ICniiiifhani   Ml 

Lynches 

1.01 
"53 

.50 
T. 

.07 
T. 

T. 

1.30 

2.48 
.74 
.55 

.01 

".'io 

3.39 
5.49 

Pt'i'sriisoii   Hi 

Santee 

I'ee  Dee 

(Id 

.If) 

.04 

.05 

.05 

1'"" 

.08 

.33 

1.02 

1 

fioreiice  1  Hi 

1   5S 

Florence  2  III! 

55 

1.13 

.28 

.84 

.... 

2.  23 
3.39 

(JariiPtt 

<Ji'or(;et<)UM 

Savannah  

Coast 

.10 

.31 

1.4( 

.18 

2t 

.01 

T. 



U'iiigsti<'»>!|ll 

Klaek 

.4e 

.10 

2.00 

•T) 

1.75 
1.00 
.68 

4.56 
2  00 

Mars  HlufT 

Pee  Dee 

.li 

't'.' 

1.00 
.36 

Oraiiscliiirs 

I'Mistd 

('ooper 

.05 

.07 

.15 

.  15 

.... 

T. 

T. 

1  57 

l'ilK)l)l)lis    

liiiniui  111! 

Sanlee 

.22 

1.42 

.60 

.60 

.40 

3.79 

xt.  (ieorge 

Kdisto 

■S'li-icly  llili  !il| 

Pee  Dee 

53 

.90 

30 

.60 
1.13 

i."24 

.10 
.30 
1.13 

.98 
.21 

i.'73 
.20 

.09 

... 


.... 

3  40 

.Siiiiinii'rvillii 

Ashley 

.04 

.01 

.73 

'tV 

'.'io 

.71 

.21 
.52 

'.'so 

1   03 

'.'62 

.02 

.03 
1.75 

3  09 

VWdjrelmId 

Yeiiiasset'llll 

Wateree 

Asliepoo 

.30 

'.'ig 

.  55 
33 

'.'6,3 

.85 

i.'oo 

1.05 
95 

3.  65 
4  11 

U'e,^fprn    f'lirffott. 
Aiken 

Kdisto 

3.23 
4  00 

Allilersoil 

Sa,va.iinah 

I'.road 

Saluda  

Savannah  

Wateree 

Catawba  

Saluda 

Hroad 

•:o. 

.4S 

'.'si 

.10 
.02 

•:33 

.03 

'.'io 

'.'i.5 

.22 

.  30 

'.'62 

.80 

.10 
.12 

Blaii-slill 

.20 
1   50 

.68 

2  60 

Ciosar's  Head 

55 

.08 
.18 

.26 

'>5 

.83 

4  71 

Callioiiii  I'alls  ilil  .'..." 

03 

'.'ir> 

.04 

.14 

'.'64 
.20 

2.'oi 

.05 
,.4S 

.11 


"Ai 
2.00 

.40 

'.'is 
.10 

.'25 

'97 

i.'io 

1.78 
1.09 
.... 
.85 

.14 
1.15 
.31 

'.'si 
'.'is 

1.93 
1.09 
.19 

.76 
.29 
.02 
33 
.59 

.4li 

2.00! 

28 

.25 
'.'65 

.24 

'.'62 

'"   i 

■••■1 

i.'io'.'i6 

....  1.35 

.31    .27 
.  59  1 . 89 

■.'2o];]' 

.11    .02 

.161  .05 
2.I0I  .60 

.331.01 
I.60!  .01 

2.67 

Oaiiideii  li[| 

.... 

'.'oS 
2.  61 
'.'74 

'.'60 
.'25 

i 

.33 

'.'fiO 

.10 
.05 

't'.' 

.02 

"As 



.31 

3.70 
3  IS 

t'atawbiillll  .    

.'46 

T. 

':oi 

— 

.... 

::;.! 
i 

T. 
f.' 

T.' 

.47 

'.'26 

2.' 05 

.'ii 

'.'i3 

'.'3H 
.'67 

;":' 

.'14! 

.1(1 

.... 

''Iiai)r.ellsi;i| 

<'liester 

..69 

.33 

.'io 

09 

i.'oo 

.28 

4.61 
3  61 

<  'lejiisdii  Coili'j/e 

Sa  \"a  una  h  .... 
Conirai'ee 

Savannali 

Sava nna !i  .... 

Hroad 

Saluda 

....(Id ' 

Wateree 

■Lynches 

liniad 

Saluda 

■  "'"'- 

.on 

. . .  .1 

.IS, 
.411 

.  ll>: 

...     1 
1 

.03 
.  .Vil 
.21 

( 

.04 

.03 
.SO 
.60 
.04 
.10, 

.'•24 

.12 

.02 

T. 

.'is 

i 

— 

.... 

.04 

t'.' 

1 
. . .  .1 

'.'90 

T. 

i.'o,5 

'.'i5 

f.' 

T. 

.30 

'.'ii 

IS 

.71 

.02 

3  40 

Columbia*"  .. 

2.  OR 

Hue  West***. 

KdsT.dieid  ii;i  ....;.".";■■ 

(iiislDii  Shoals  111! 
fireeiivillc      ♦".....'."; 

'.'01 
.01 

•  w 

T. 

.02 

'f. 
.07 

.OS 
.16 
.03 

'.'C9 
'^20 

T. 
.  35 

.14 

'.'or. 

.... 

'.'45 
'.'32 

'.'50 

'.'07 

'."35 
'.61 

't.' 

.  15 

3.47 
6.  05 
5.  8S 
4.06 

(ireeiiwood  1!|| 

1  641  -  '^"^ 

.07 
.01 

4  44 

Ili-adi  S^iH-liiifS  

Ho.?l)ack  Mountaiii. 

K'lsliau-  ,111 

l/aii.lniiii 

'.'67 

. . . .  i 

.... 
1 

.  05; 


.60 

'.'is 
'.'64 

'.'40 
.is 

'.'05| 
T.  [ 

... 

'.'is 

T,' 

.... 

.... 
■  ■  1 

.38 

. . . . 

1.00 
.10 

'.'69 

.58 
1..5o 
1.40 
1.19 

.11| 

.80 

.16 
1.26 

.33 
1.21 

.09 

.17 

.ISj 
..50 
.36 
.50 

?  00 

3.83 

"•i.'75 
5. 16 

l-aurens 

••■■ 

2.05 
1   51 

tJllle  Moiiiilaiu    . . . 

Saluda 

NHwherry 

I'.d/.er  nil 

Saluda ,['_ 

Saluda 1 

'i" 

....do 

liroad 

....do ' 

Kdisto 

Savannah  . . . . j 

I'.nrad j 

Catauha I 

'1'    ' 

.-M 

.81 

1 

.20 
'.2l> 

.  i4 

1 

■  - 1 

'.'36 

.'03 

2.40 
3.12 
3.24 
2  73 

Snailaid, lire:  nil 

.so:.... 

.'6i 

i.'47' 

i 

.18' 

'"1 

....1 

'.■35 

't.' 

'.'25 

.04 

'.'65 

6  40 

'I'renldii ! 

Walhalla 

Wiiiiistiorollll 

.'27 

'.'3?    .'23 
.17    .14 
.50    .32 



.... 
.10 

E 

1 

"4. '.5.5 
'>  83 

\\  iiitlirdpCdllede 

j 

1 

.5.; 

.     i 

1 

I.40I 

" ' '  *  1 

';4o! 

3  46 

• 

i 

i 

1 

1 

1 

i 

... 

■■      1 

1   ••■1 

K.\cei)t  as  other\MSe  indicated,  oliservalions  are  prenerally  made  late  in  the  arternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endiufr  at  the  lime  of 
ol)?ervalion.  ||!i  Precipilation  nicasni('(l  in  tlie  niorninff:  ani(iui\t  then  recoi'ded  is  for  the  l>recedin(r  24  hours.  *"■*  Kca-idar  Weather  Hureau  stalion;  precinitalion  is  fin-  Ihe 
24-h()ur  period,  miduisrhl  to  niidnik'lit.     *  Precir^itation  included  in  the  next  followinj;  measurement.     tSeparate  dates  of  falls  not  rec(U-de(l.    '1'.  Trace,  or  less  than  O.nl    incii. 

COMPAKATIVE  DATA  FOR  AUGUST. 


Year. 


1887. 

IS.S'^. 

18S9. 
1890. 
1801. 

\m>. 

1893. 
189). 
1895. 
1896. 
1897. 
1898. 
1899. 
1»W. 
19'11 . 
1902. 
1903. 
19»14. 
1905. 
19'>6. 
1907. 


'I'l 

niperature. 

Precipitation. 

.\verag 

e  num 

he  r  of 

'J  6 

.»    t- 

■^^1 

2J 

To 

J. 

6 

Si--  i  I, 

>'ik 

>. 

^ 

0 

t  E=  i 

t^ 

cij2 

5 

a,  T 

''• 

-^ 

-■ 

^ 

<^d3 

^ 

e-  - 

0 

^.M 

77.8 

101 
102 
97 
96 
98 
96 

49 
50 
45 
51 
55 
59 

6.  ,54 

4.25 
8.  79 

11 
10 

12 
9 

74.4 

se. 
s. 

sw. 
sw. 

77.1 

78.9 

79.5 

4.42 



77.  5 

1)7 

57 

12.  45 

13 

10 

9 

12 

ne. 

77.9 

102 

55 

7.28 

11 

10 

13 

8 

sw. 

79.4 

101 

55 

7.  95 

13 

q 

14 

8 

sw. 

80.4 

105 

52 

4.14 

14 

12 

5 

sw. 

78.0 

102 

57 

.5.16 

9 

13 

9 

9 

sw. 

78.  7 

99 

57 

9.81 

IS 

8 

11 

12 

sw. 

81.2 

103 

59 

6. 26 

10 

12 

11 

8 

sw. 

83.  0 

106 

60 

2.  13 

5 

21 

9 

1 

sw. 

78.  6 

97 

57 

9.01 

15 

/ 

14 

10 

s. 

78.6 

104 

55 

5.07 

12 

14 

10 

7 

sw. 

80.6 

105 

60 

7.15 

12 

15 

9 

sw. 

77.6 

102 

54 

8.47 

14 

12 

9 

10 

sw.       1 

77.9 

107 

46 

5.  m 

11 

15 

8 

8 

sw.       1 

80.6 

100 

60 

6.  62 

15 

17 

sw.       1 

79.4 

101 

54 

5.41 

9 

13 

13 

5 

sw.        1 

Year. 


Temperature. 


Preciiiilation. 


03  S  C  C 


1908.. 
Ut09.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 
1916.. 
1917.. 
1918.. 
1919.. 
1920.. 
1921.. 
1922.. 
1923.  . 
1924.. 
1925.. 
1920.. 


Period. 


78. 6 

100 

78.8 

104 

79.0 

101 

♦     80. 0 

104 

79.2 

104 

78.9 

104 

79.0 

101 

78.8 

102 

79.  6 

100 

78.5 

102 

80.  2 

106 

78.5 

103 

77.7 

100 

78.2 

102 

76.4 

98 

79.3 

101 

80.4 

105 

80.2 

109 

80.7 

100 

7S.9 

109 

49 

9.11 

53 

4.83 

60 

6.  00 

51 

6.  05 

54 

3.  69 

52 

3.  76 

56 

5.88 

.52 

7.62 

58 

3  ''7 

49 

3.23 

52 

4.45 

,53 

5.  OS 

56 

8.08 

56 

4.14 

49 

5.07 

54 

7.  44 

53 

2.  86 

53 

1.48 

55 

3.46 

45 

5.  8') 

Average  11  n  m  her  of 
days. 


11 

12 
12 
15 
8 
9 
15 
11 
10 
10 

11 
12 
10 

8 
11 

9 


lie. 

Uv!. 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

hW. 

sw. 

sw. 

lie. 

ne. 

sw. 

w. 

ne. 

sw. 


1^ 


32 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


August,  1926 


Daily  Temperatures  for  Augrust,   1926. 


Stations. 


Eaulern  rorlinn. 

\  Maxiriuiin  . 

Beaufort j  MiniimiMi.. 

,     .,,  )  Maxiiiuiin  . 

BliU'kville ,  iMiuimum.. 

i  Maximum  . 

Cliiirlestoii j  Minimum.. 

,,  \  Maximum  . 

CheiawvSsN ,  Minimum.. 

)  Maxinuim  . 
<-oinvay /  Minimum.. 

DarhnstonS^'S (Minimum.. 

„                ,,  S  Maximum  . 

FergusouW hlininunii.. 

)  Maximum  . 

Hoieuce  1  )  Minimum.. 

^           ^  )  Jlaximum  . 

fafitit' (  Minimum.. 

i  .Maxinuun  . 
GeorerPtown ,  Mininunn.. 

i  Maxinuim  . 

Kinitslree j  Mininnuu., 

„            ,          ,  )  MaxinuMii 

OiauReburg  1 i  Miiiiiiuuii. 


St.  fieorge 

Sociely  Hill  W 

Huunnervllle 

SVe<1gt>n('l(1 

Yemassce 


(  Maximum  . 
\  Minimum. . 
i  Maxinnnn  . 
I  Mlninujin. . 
)  Maxinuun  . 
i  Mininunn.. 
I  iMaxinunn  . 
)  .Minhnum. . 
i  Maxinuun  . 
j  Miniimnn. 


Wexleni  I'oiiion. 


vMlcmi 

An<ieison 

^Caesar's  Head 

Callmnn  FallsM... 
CamitenW 


j  .Maxinuun  . 
I  Mininunn. . 
I  iMaxinnnn  . 
I  Mininunn.. 
\  Maxinuun  . 
'  Minimum. . 
j  Miixinuun  , 
I  .Mininunn. 
)  Maxinuur 
/  Mininunn. 


.Cliester 

<^'l(>mson  Colli'iie  . . 

'Columbia 

Due  West 

'flreenville 

fireiUMvood    

Heath  Spi'lngs 

Hogback  Mountain. 

'Ker.shaw 

Lamlium 

'T.aurens 

r.itt'lf  ^Monntiiin 

Newlioi'tsy 

Salnda 

Santnek 

Spartanburg 

Tre^>to•n 

■Wallialla 

WinnsitjoroSW 

Wliittirop  (College  . . 


S  Maximum  . . 

■  I  Minimum. . . 
]  Maximiuii  . . 

'  /  Mluinuuu. . . 
)  Maxinuun  . , 

■  I  Miuinuun. . , 
)  .Maxinuun  ., 

'  /  Minimum. . 

\  Maxinnnn  . 

"  /  Minimum. . 

j  Maxinnmi  . 
" '  )  Mininunn'.* 

)  .Maxunum  . 
"  ■  /  .Mininunn. . 

\  Maxhnum  . 

'  Minlni'uti*. . 

(  Maxinnnn  .' 

I  .MIninnnn. . 

)  Maxinuun  . 

!  Mininunn. . 

(  Maximum  . 

*  .Minimum. . 
j  iMaxinunn  . 
'  .Minimum. . 
j  Maxin\uni  . 
'  Minhnum. . 
S  Maxinuun  . 
'  Minimum. . 
)  Maxinnnn  . 
'  Mininunn. . 

j  Maximum  . 
)  Minimum. . 
(  Mil xi mum  . 

*  Mlnninim. . 
j  Maximum  . 
'  Minimum. . 
(  Maximum  . 

'  '  Mininuim. . 
•S  Maxinuim  . 
(  iMiiilmiun. . 


95|    94 
71 


19      20 


■22      23      24      25 


Mean. 


9S|  931 
lf,\  75, 
88      92 


'.V 


91 


93 

73 

8ol  89 
70  71 
78      8n 

m   (ii 


92      92 


911     89 
73      72 


881 
72 
8R#  851     89 


*§n  >71 


90 
71 
79 

95 
6fi 


94      91 


93  92 

71  75 

93  91 

71  71 


90     93 


6S1     70 

881     i*R     93 
f,9!     72     71 


8fii     92 
72 


89      87 
65      66 


90,  94 

74|  75 

92;  93 

73  74 


93| 
74 
85 
75 
82 

-=*    94 
69 


95 
68 
96 
74      75 


93  94 

73  74 

93  94 

72  73 


97 


95 
73  ... . 

89!  91 
70j  72 
93;  93 
70;  72 
93  83  93 
69      71      Tl 


fiSi     68 

...      95 
77     77 


93     86 


89  91 
fifil  68 
9*11  92 
69 

90  93 
681  71 


85  9o!  94 
72  701  69 
91 1 

73 


90 1  0.1 
69  71 


96   95 


94  95 
73  70 

95  95 

72  71 


93  93 


69 


74 


94  94 

75  75 

96  96 
71 


96  . 

76|... 

91   ' 

70 

93 

75 

92 


90 
73 

94 

72 

82j  82 
70 1  69 
961  97 


95  94 


96  97 

72! 


991  98 


89 
731  69 


98  93 


87  95 
70 

89  88 

70  72 


90 
68 
90 
72 

80| 
68 
97   96 


69!  69 
95  92 
72   68 


92  95 
74  65 
Hli  91 


68 


90  92 


95  94 

70  71 


91   91 1  88 


82   81 
60!  60 

9: 

6- 


681 

96  97 

73   74 


87  88 
67  66 

88  87 
71  67 
87  90 
67  69 
92  90 

68 


90 

66 
89 
65 
87  93 


92 1  92 
67   71 


95  97 

70  70 

96  ion 

71  73 
95  98 

72  73 

97  100 
74 
98 
71 


71 

7i 

91 

97 

72 

71 

95 

93 

72 

70 

90 

"92 

68 

67 

91 

95 

71 

73 

92 

95 

71 

70 

961  90 

69|  69 

861  84 

651  OS 

721  70 

60S  59 

851  Sn 

65  6 

83  86 

65  70 


85  88 
69  67 


88 

8 

70 

78 

59 

96 

6S 

92 

72 

94 

68 
85 
71 
8S 
71 
88 
69 
8' 
70 

90 

68 
84 
65 
70 
64 
85 
68 
86 
69 

91 
69 
90 
66 
91 
71 
90 


94  96 

68  70] 
85|  82 

69  70' 
92l  87 
731  74 


96  95 


85  81 
69  68 


68  70 
88  81 
70  71 


88  85' 
66 
88 
73  75 
87  85 
66  68 


69      67 


94 
70 
88 
70 
82 
59 
9(1 
65 
96 
70 

96 
65 
89 
66 
93 
73 
89 
70 
89 
68 

90 

6' 
94 
68 
79 
60 
90 
68 
90 
65 

91 

6 

9 

69 

9-2 

69 

93 

68 

92 

65 

91 
66 


94 
65 
93 
66i    68 


84 
65 
80 
0|     69 


93     9S 


99 1     90 
73 


89 


lleferenoe  letters  («.  ».  c).  appearing  in  the  table  iudioate  number  of  days  missing:  for  example.  »  represents  t;vo  days  missing  etc. 
SW  Instruments  are  read  in  the  .noruing;  the  maxinuim  temperature  then  read  i.  charged  to  the  prece.hng  day,  on  which  ,t  almost  always  occurs. 
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GENERAL  SUMMARY. 

Tlie  n)onth  was  unusually  warm,  the  daily  mean  tempera- 
tures falling  below  normal  on  but  three  days.  Rainfall,  on  the 
whole,  was  decidedly  below  the  Septeiriber  average. 

Cotton,  while  somewhat  backward  in  the  Piedmont,  ma- 
tured rapidl.v,  and  generallj-  maintained  good  condition  through- 
out the  month.  Weevil  activity  was  lield  in  abeyance  by  the 
prevailing  dry  weather,  l)nt  worms,  caterpillars,  and  iiees  caused 
considerable  damage  in  some  sections,  especially  in  northwestern 
districts.  Picking  was  somewhat  retarded  by  scarcity'  of  labor, 
but  was  making  satisfactory  progress  during  the  closing  dajs. 
A  fairly  good  corn  crop  practically  had  lieen  made  by  the  end 
of  the  month,  and  sweet  potatoes  and  peanuts  were  being  har- 
vested. jNIolasses  making  was  begun  in  some  of  the  western 
counties.  Due  to  hard,  drj-  soil,  plowing  and  planting  of  winter 
cereals  were  suspended,  except  in  scattered  local  areas,  where 
moisture  conditions  were  favorable.  Gardens  and  pastures 
were  deteriorating  rapidly  and  were  becoming  parched  during 
the  latter  half  of  the  month.  Apples  and  pears  were  plentiful 
and  of  good  quality.  .i.  v.  .t. 

PRESSURE. 

Tlie  mean  sea-level  pressni'e.  detei'mined  from  reports  of  9 
regular  Weather  Bureau  slat'ons  in  and  surrounding  the  Sec- 
tion, was  30  08  inches.  The  liighest  pressure  was  80.32  inchesat 
Charlotte,  N.  C,  on  the  27th,  and  in  the  Section  proper,  30.29 
jh-eli.es  at  Due  West  on  the  same  date;  the  lowest  pressure  was 
29.87  inches  at  Charleston  on  the  13th. 


PRECIRIIATION. 

The  average  for  the  Section,  49  stations  reporting,  was 
2.29  inches,  or  1.67  inches  below  the  normal.  Rainfall  Avas 
light,  scattered,  and  unevenly  distributed,  and  occurred  princi- 
pally during  the  first  eleven  days.  Except  in  a  considerable 
area  of  the  coastal  plain  and  in  a  sn)al]  area  of  the  higher  eleva- 
tions of  the  Piedmont,  rainfall  was  below  normal  over  the  Sec- 
tion, the  amounts  ranging  downward  from  over  o  inchesin  por- 
tions of  Dorchester,  Horry,  and  upper  Spartanburg  Counties, 
to  less  than  one-half  incli  in  Lancaster,  York,  Cherokee,  and 
lower  Spartanliurg  Counties.  T!ie  greatest  local  montlily 
amount  was  6.52  inches  at  Caesar's  Head;  least  local  monthly 
amount,  O.lS  inch'Kf  ul^'Afi^O^^Hl'^'lif'  greatest  24-honr 
rainfall  was  4.30  inches  at  Hogback  Mountain  on  the  11th. 
I  The  average  number  of  minj' xlays  was  43%  below  normal. 


The  piPvailUUj^ifl^i^iy*  (/'f '/ik'/ftflP^"^''''"''^-  '""'  ''l''^''^*-'*' 
hourly  velocity,  determined  fron'*'^'3wHiometer  records,  was 
().l  miles.  'J'he  highest  average  was  9.3  miles  i)er  hour  at 
Charle,«ton;  the  lowest  average  was  3.3  miles  per  hour  at 
Charlotte.  N.  C,  and  in  the  Section  proper.  5.1  miles  per  hour 
at  Columbia.  'I'lie  highest  velocity  for  any  5-minute  period  Avas 
36  miles  per  hour  from  the  east  at  Savannah,  Ga.,  on  the  ]8th. 
aiid  in  the  Section  proper,  34  miles  per  hour  from  the  east  at 
Charleston  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  montlily  sunshine,  determined  from  9  auto- 
matic records,  wa«  251.4  hours,  or  68%  of  the  possil)le 
amoimt.  'I'he  average  nnndier  of  clear  days  was  17;  partly 
cloudy,  7,  and  cloudy.  (>,  as  against  normals  of  16.  8,  and  6 
days,  respectively. 

RIVER  CONDITIONS. 

'IMie  various  rivers  of  the  Section  reflected  the  prevailing 
dry  weather,  tlie  stages  falling  below  zero  at  Columbia  and 
Cheraw  toward  the  close  of  the  month. 


TEMPERATURE. 

'J'lie  monlhly  m(>an  for  the  Section,  determined  fi-om  re- 
ports of  39  stations,  was  77.0°,  or  2.6°  above  the  normal  The 
highest  temperature  was  101°  at  Garnett  on  the  3d.  The  lowest 
temperature  was  52°  at  Caesar's  Head  on  the  27th  and  28th. 
Temperat vires  ranged  from  5°  to  13°  above  normal  on  all  but 
three  days  of  the  month,  the  only  appreciable  cool  period 
occurring  on  the  27th,  when  temperatures  were  from  5°  to  10° 
below  normal. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:   8  a.m.,  86%  :  noon,  61  %  ;  8  p.  m.,  72% .  I 
The    liighest    percentages  occurred    along   the   coast    and     the 
lowest  in  the  interior.  1 


MISCELLANEOUS    PHENOMENA   (dates). 

TldJo.^— Lminr:  Charleston,  16;  Columbia,  17,  19;  Due 
West,  17.  19:  Greenville,  19.  Snhir:  Columbia,  20;  i)ue 
West,  7,  19,  20;  Greenville.  19,  20. 


ERRATA. 

.\ugiist,  Iflu'C— Spartanburg,  total  montlily  precipitation,  pages  30  and  :'.l ,  should  be  C,.:17 


MISCELLANEOUS  DATA  FOR  SEPTEMBER,  1926. 


SliiliiiHS. 


'IVinpf-rature. 
flPKiVfS  l''abr. 


Asbeville,  N.C.... 

Au.Erusra.'ia 

Charleston.  S.  C. . 
Cliarlotte,  N.O  ... 

rolunil)ia.S.  (' 

Due  West,  S.C 

Oreenville,  S.  C.  . . 

.'!avaiinali,  Oa 

Wilminstou.  N.C. 

Means  and  ex-  ) 

treme.~ ( 


.W.  10 

71.5 

sr. 

.so.  01) 

WI.O 

97 

30.  Of. 

79.4 

95 

30  09 

Vfi.  3 

94 

30.  08 

7S.  (i 

9R 

30.  1 1 

77.0 

95 

.W.  (W 

7.").  8 

92 

30.  0.5 

79.fi 

97 

30.09 

76.5 

97 

30.  PS 

77.2 

9R 

I'reciiiita- 
tioii, 
iiiehes. 


Wind. 


Mean 

relative 

liniiiidit.v. 


0.94 
0.96 
2.(1(1 
0.  05 
1.09 
0.69 
1.44 
6  01 
1.70 


54      1.73 


0. 25 
0.48 
0.  S5 
0.01 
0.  50 
0.40 
0.  82 
2.  75 
1.20 

?.  75 


ne. 
ne. 


94 

85 
83 
84 
86 
87 
85 
87 
86 

86 


1  --^ 
Ci, 


|;« 


72  I  68 


y^ 


CLIMATOLOCICAL  DATA:    SOUTH  CAROLINA  SECTION 


Septembeb,  192C, 
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IVe  Dee  ICxperjiiieiil  .sta. 

Mailer  1'..  Hobert. 

A.  1'.  Hazard. 

Mrs.  KUen  Scott. 

J.  L.  Shaw. 

(i.S.  I'isheries  Station. 

Miss  IC.  1'.  itaveiiel. 

Boykin  R.  Caiiley. 

R.  I,.  Ut.sey. 
K.  D.  Ki.-lds.Jr. 
Dr.  William  Simons. 
W    llainptoii  j{aiiisey 
W.  (;.  iiiilsoii. 


Kraiik  B.  McCoy. 
II.  II.  Itiissell. 
Kstlier  H.  Owens 
Cu'sars  Head— P.  Mtn.Co. 
1,.  M.  I'aiker. 
Henry  A.  Brown. 

.lames  (■.  Karis. 
(Jeorge  V.  (;ianip. 
,I.C.  Corn  well. 
I'rof.  I''.  11.  H.  Calhoun. 
tl   .S.  Weather  Bureau. 

n.  S.W  B.  AerologicalSta. 
]).  W.  Sharpe. 
S.  (;.  1,1.,  Power  ,»  l!y.  Co. 
U.  S.  Weather  Bureau. 
M.  Jl.  Calhoiiii. 

,1.  IMarvin  Bowers. 

•iohn  W.  liaiiiel. 

R.  llartwell  Wilds,  D.D.S. 
L.G.RolV. 

Miss  .\lberta  Sease. 
John  H,  Baxter, 
.loshiia  Y.  .lones. 
W.  S.  Crout. 
K.  W..leter. 

M.  H.  Daniel. 
Mrs.  S.  K.  Long. 
M,\V,  liiandt. 
Rev.  Oliver  .Johnson. 
\\.  T,  Clawson. 


I  he  departures  from  tlie  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  Iia  ve  ten  or  more  years  of  record,  but  all  complete  reports  are  u.sed  in 

determining  section  or  division  means.     Reference  letters  (».  1),  <■-)_  appearing  in  the  table  indicate  number  of  days  missing;  (or  e.vample,  l'  represents  two  days  missing  etc 

T  .viso  on  other  dates.    TT  Received  too  late  to  be  included  in  means  and  summaries,    ••  'J'emperatnre  data  are  from  ob.served  readings  of  the  ilry  bulb-  means  are  com- 

piiten  iroin  ol>sprved  readings.    ttPost-omcp  addresses  of  these  stations  are  as  follows  ■  Of  Oaston  Slinals.  Blacksbnrg;  nf  Winthrop  College.  Roclc  Hill :  of  Ferguson  Eutawville  • 

01  Cicsar  s  Head,  Greenville.  1    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow.        !I  Other  directions  also 


■■•j'??wm. 


September,  1926 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  September,   1926. 
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I'.xcept  as  otlieiwise  indicated,  ohs(>rv»llon>  are  KeiiPiHll.v  made  late  in  the  afternoon,  near  .snnspt.  and  prcpinitation  rccoidcd  is  for  the  24  lioiiis  pudiiii?  at  tin- 
oliseivatioii.  |,ll  Precipitation  nicasiuvd  in  the  morning:  amount  then  ippofdcd  is  for  the  prppedins24  hours.  ***  lipsidnr  Wpathcr  Hmpaii  stalioii:  iirpcipitiilioii  is 
24-hour  period,  midnight  to  midiiig-ht.    *  I"rppii)itiU.i(ni  included  in  thp  ne.yt  following  nipasureinpnt.     tSpparatc  datps  of  falls  not  roconled.    '1'.  Trace,  or  less  than  O.i 


liiiiH 

of 

lor  1 
d    iiK 

■\i. 

COMPARATIVE  DATA  FOR  SEPTKMBEK. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


September,  192( 


Daily  Temperatures  for  September,   1926. 
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6S|  '68 


88...    I     93;  86^ 

59i     60!....  64, 

831     85i     881  87 

69      fiji     63|  68 

89l     881     94  88 


84| 
681 
90I 

90 1 

70'     69I     (12 


67  i 


83 
60 
81 
64 

85 
68!     63 


93;     85;     89'     92!     90i     84 


68;     64 


8S| 

i;9 

901  89 

6Si  71 

8li  77 

60|  63 

921  93 

66|  66 

931  ■'" 

72.  70 


911 

71| 
90 1 

''}} 
T9| 

631 

96i 

661 


91 
72i 

8lj 

i! 

92; 

6Sl 
951  93 
70 


8S|.... 
691.... 
91      88 


71 
89l 
69l 
87! 

67j 

90! 

6Si 
88| 
68 1 
78 
61 
92' 


69'     69 


83, 
731 
781 
681 
72! 
fill 
931 
67! 
90I 
69! 


62      65;     6i! 


90 
78 
89 
64 
78 
58 
92 
60 
90l    9-1 


93]  91 

62;  61 

90;  89 

6«!  69;  69j 

90;  91 1  92 

69!  72J  70 

8S|  88!  92 

691  711  68 

921  SI  i  87 

69  67;  72 


95!  90 
631  62 
92|     88 


861    90 
63! 


89      92 


63! 

85 
66 


90|  9 
fioi  65 
89     93 


89!     93 


61 


60 


90     91 

591     63 
87;     93 


89!     90: 
681     66; 


871     82 
671     69 


66 
P0|  84 
73I  68 
891  90 
7?1     67 

90 
0      58 


82 


72 

90; 


6S| 
91! 
fi8| 
90! 


711     63 


891 
671 


91 1     86 
7^;     69 


65;     6:" 


94 
60! 

90J  95 

61  65 

891  84 

61 1  65 


90 

86 

70 

67 

85 

80 

71 

66 

75 

(■■<^ 

58 

58 

94 

85 

64 1     66 
90|     88 


88     95 
61      61 


82    s: 


85 
63 
8II  86 
691  62 
94,  84 
711  69 
83!  88 
71!     64 


82! 


90 
60 

8St    91 
68 


90|     801 
70;     68! 


85     89 

58;  61 
771  87l 
681  711 
80!  87] 
62 1  68 
85J 
71; 


89 
71 1 
881 
66i 

^, 

m 

66 
83! 
64! 


62!     63 


S3      921     89 


66 
91 


63l     6(' 
8' 


63  681 
85I  90 
63i     71 


92 1     85 
69 


91 

63 
89 
66 
SO 
62 
93|     80 


59!     fiS      6S 


851     81 
63;     62 


89 
62 
88 1 
60; 
89 
621 
87} 
621 
SO; 
65 

88 
61 


88! 

05!     661     61 


90;  85| 

68!  63 

87  82 

67  61 


81 
63! 
81j 
63 

.5(; 

86! 

64| 
89 

64 


82 
68 
86 
69! 
82 
67! 


82      84 
67l     72 


94      93 


89!  89 

68  6! 

92  92 

90  90 

6:i!  56 


93 

64 
93!     91 

67      6-2 

88;     88 


88  90 
66      71 

89  88 


66 


78*-   73 


85 
59 
82 
64 
85 
62 
87 
69     63 


61 


79!     81 
66     69 


85 1  8' 

70,  08 

891  89 

721  69 

88!  87 

70|  67 


87!     86; 


82;     85,     8' 
71      70;     69 


84 
6fl 
88 
60 
83 
69 

a7.- 
60 

89 
591 


90      81 
611     63 


901  82 

63|  65 

94!  80 

fiSJ  (-^ 


60 


85 
71 
92!  93 
69      69 


85      88 
66;     69 


79;  79  81 1  81 

62|  621  681  70 

85!  87|  91  93 

6OI  64  671  69 

96      8fij     85'  85  -891  94 


6'; 


■  60 


62!    6: 


68 


68!  65 

76;  76 

63|  65 

94!  93 

6S!  66 


85      84 


90 

93 

70 

67 

89 

91 

65 

67 

92 

91 

72 

70 

84 

84 

71 

68 

92 

9? 

65 

64 

93 
66 
89 
69 
90 
67 
86 
65 
I  91 
I     62 


89,     88 
68      65 


93!     78 
64      58 


Reference  letters  (".  '',  c).  aiipearin?  in  the  table  indieatR  mimlier  of  days  mis.sing:  for  example.  ^  represents  two  days  iiiissinpr,  etc. 
\W  Tnstrnment.s  are  read  in  tlie  moniinsr:  tlie  maxiiniim  temperature  then  read  is  rhar^ed  to  the  preepdiusr  day.  on  whieh  it  almost  always  orours. 

WHO,  lialeig-h,  10-27  26-9(10 
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SOUTJ-l   Cnf^OIil^fl  SECTIOIsI.. 


RICEARD  H.  SUL,L,IVAN.  Meteorologist. 


'or..  XXIX.      Columbia.  S.  C.  October,  1926. 


No.  10. 


GENERAL  SUBIMARY. 

The  month  was  considerablj^  wnrtner  tfian  usual,  with  daily 
iipan  temperatures  ranging  from  5°  to  15°  above  normal  on  18 
ates.     The  rainfall  averaged  less  tlian  half  the  normal. 

The  generally  dr3'  weather  was  favorable  for  developing  the 
otton  crop;  picking  made  good  progress,  and  about  75%  of  the 
rop  was  picked  by  the  close  of  the  month,  but  ginning  was 
oniparatively  slow.  On  the  other  hand,  the  hard,  dry  soil 
revented  the  usual  preparations  for  fall  aiid  winter  crops,  and 
'inter  grain  planting  was  delayed.  However,  fair  showers  in 
lie  western  portion  about  the  17ih  and  generally  about  the 
t-27th  improved  soil  and  germinating  conditions,  and  fall  and 
■inter  truck  showed  more  vigorous  growth.  Sweet  potatoes  ma- 
ired,  and  corn  was  practically  harvested  by  the  15th. 
[olasses  making  proceeded  satisfactoril3'  during  the  last 
alf  of  the  month.  As  most  crops  were  lieyond  danger,  no 
aniaging  frosts  occurred. 


PRESSURE. 

'I'lie  mean  sea-level  pressure,  determined  frou!  reports  of  9 
■gubii'  Weather  ]?ureau  stat'ons  in  and  surrounding  the  See- 
on,  was  30  (YI  inches.  'I'he  highest  pressure  was  ;50.'58  inches  at 
lUnniiia  on  the  '28th;  the  lowest  pressure  was  29.42  inches  at 
shevilleand  Charlotte,  N.  C.  on  the  24t!i,  and  in  the  Section 
roper,  29. 4G  inches  at  CTreenville  on  the  same  (h)te. 


measurements  ranged  from  o  to  over  4  inches,  and  elsewhere, 
the  measurenipnts  ranged  downward  from  2  inches  to  none 
(Rimini) .  I'lfe  greatjiHilV<ifl'Bht)it'ii!y  amount  was  4.51  inches 
at  Hogback  Rlountain;  least  local  monthly  amount,  0.00  inch 
at  Rimini.  'i'i«taigi'eatest  24-hour  amount  at  any  station  was 
2.20  inches  at  Ca'p'sar's  Head.  The  average  number  of  rainy 
days  was  practically  normal. 

Snow  flurries  occurred  at  manv  points  in  the  interior  on 
the2Gth.  '_ 

V/IND. 

The  prevailing  wind  was  from  tlie  southwest.  'J'lie  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.6  miles.  The  liighest  average  velocity  was  9.3  miles  per  hour 
at  Savannah,  CJa.,and  in  the  Section  proper,  8.6  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  3.6  miles  perliour 
at  Charlotte,  N.  C,  and  in  the  Section  proper.  5.6  miles  per  hour 
at  Colnml)ia.  The  higliest  vejocity  for  any  5-minute  period  was 
44  miles  per  hour  from  the  west  at  Savannah,  Ga.,  on  the  25th, 
and  in  the  Section  proper,  37  miles  per  hour  from  the  west  at 
Due  West  on  the  24th.    

SUNSHINE    AND    CLOUDINESS. 

'I'he  average  monthly  smishine,  determined  from  9  auto- 
matic records,  wa^  230.4  hours,  or  65%  of  the  possible 
amount.  The  average  number  of  clear  days  was  17;  partly 
cloudy,  7,  and  cloudy.  7,  as  against  normals  of  18,  6,  and  7 
days,  respectively. 


TEMPERATURE. 
The   monthly  mean   for  tlie  Section,  determined    from 
nrts  of  38  stations,  v\-as65,l°.  or  1 .5°  above  the  normal 
ighest  temperature  was  96°  at  Calhoun  Falls  on  the  1st. 
arm  pfM-iods  were  from   the  1st  to  5th,  lUh  to  20th,  and 
ie  30th  and  3lst.     The  lowest  temperature  was  2(5°  at  Caes; 
"pad  on  tiip  26tli.      'i'he  cool  period.'^  were  from  the  7th  to 
id  from   the   25th    to  the   28th,  inclusive.      Heavy  to   kill 
o«ts  were  quite  general  in   the  interior   from  the  25th  to 
■<tli,  inclusive. 


re- 
The 
■J'he 

on 
^r's 
9th 
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HUMIDITY. 

The  mean  relative  humidity,  detevmined  from  reports  of  9 
■gular  ^Veatiler  Bureau  stations  in  and  surrounding  the  Sec- 
nn,  Avas  as  follows:  8  a.m..  82%  :  noon.  55%  ;  8  p.  ni.,  69%. 
lie  liighest  percentages  occurred  in  the  Savannah  drainage 
•ea  and  along  the  coast,  and  the  lowest,  in  the  north-central 
iterior. 

PRECIPITATION. 

The   average   for   the   Section,   53  stations  reporting,   was 

44   inches,   or   1.51    inches  below  the  normal.     The  rain.fall 

fis  generally  light  and   more  or  less   scattered,   with  amounts 

idly  distributed;  in  the  northwestern  edge  of  the  Section,  the 


RIVER  CONDITIONS. 

On  account  of  comparatively  light  rainfall,  the  rivers  of 
the  Section  were  uniforndy  low  during;  the  month.  The  Con- 
garee  River  at  Columbia  was  below  zero  of  the  gage  on  all  but 
four  dates,  and  the  Pee  Dee  River  at  Cheraw  was  below  zero 
during  the  entire  month. 

MISCELLANEOUS    PHENOMENA  (dates). 

Frost,  Jc'iUing,  or  freezing  if  mpe'mtn.re. — 25th,  1  station;  26th, 
10;  27th,  3;  28th,  I'l . 

TTdJoR—  Lunar:  Due  West,  14,  17.  Solar:  Due  West,  7, 
10,  14.  15,  20;  Greenville,  7. 

Sled. — Georgetown,  26. 

ERRATA. 

September,  192R.— Aiken,  minimum  temperature,  page  34,  should  be  CI  on  27th. 
Saluda,  maximum  temperature,  page  34,  should  be  99  on  3d. 


MISCELLANEOUS  DATA   EOR   OCTOBER,   1926. 
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83 

30 
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88 

58 

74 

51 

An^Mistii.  (la 

30.  OL' 

P..5.3 

92 

37 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


October,  1926 


stations. 


Counties. 


KdKlern   Vortioii. 

Beaufort 

Black  vi  lie 

Cliiirlpstou 

Ctieiaw 

Cotnvay 

Dailiiigtou 

KdiiigliaiiK 

1'Vigu.souM 


I'^lorenre  1. .. 
I'  loi't'iice  2. . . 

(iiiniett 

Cieoigetowii  . 

Kiiigstvpo 

Mars  Hlutr... 
Oiaiigeliiug 
Hiiiopolis  . .. 
Uiiiiiiii 


St.  (leorgp 

Society  Hill  ., 
Huiiinicrville  , 
Wedgeiield  .. 
Yemassee 


Beaufort 

Hariiuell 

Cliarli'stoii  . . 
Clieslerlielil  . 

Horry 

Parlingtou  .. 

I'^loreiu'e  

Orangeburg . 


Kloreuce  

....do 

Hampton 

Cieorgetown  .. 

Williainshurg 

Florence 

Orangeburg  . . 

lierkclcy 

Suinter 


Dordiester  . . 
Darlington  .. 
Dorchester.. . 

Sinnter 

Hampton   ... 


Division  means  and 


IlV.sVnii  I'inlioii. 


Aiken 

Anderson  

Blairs  

Cxsars  Head  +t 

Ciillioun  I'alls 

Camden 

Catawba 

Cliappells 

Chester 

Clenison  College 

Columbia 

Due  West 

Kdgelield 

Enoree 

Oaston  Shoals  tut 

Greenville 

(I'reemvood 

Heath  .Springs  

Hogback  Mountain  . . 

Kershaw 

I.andnnn 

Laurens 

Little  Mountain 

Lockhart 

New  berry 

I'clzer 

Saluda 

.Santnck 

Spartanburg 

Tienton  

VValhalla 

Wiunsboro 

Winthrop  College  tt.. 

Division  meaiLs  and 

Section  means  and 


'xtremes  . 


Aiken  

Anderson  . 
Kairfield... 
Greenville. 
Abbeville.. 
Kershaw.. . 

York  

Newberry  . 
Chester.  ... 

0<'onee 

Richland  .. 


Abbeville  .. 
Kdgelield... 

(Jherokee  .. . 
Oreenville .. 
Greenwood. 


I,ancasler 

C-ireenville 

Kershaw  

Spartanburg. 
Lainens 


Newberrj'  . 

Union 

Newberry  . 
Anderson. 

Salnda 

Union 


Spartanburg- 
Kdge  field.... 

Oconee 

l<>irlield  .... 
York 


extremes  . 
extremes . 


Climatologrical  Data  for  October,  1926. 


Temperature,  in  degrees  Fahr. 
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82 

IS 

54 
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97 
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1039 
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850 
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63.2 
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Precipitation,  in  inches. 


Number  of  days 
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"63.8 


67.9 
65.8 
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65.7 
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64.3 

67.4 

66.2 


67.6 
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+3.0 
+2.  2 
+  1.  I 
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-0.3 
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+2.1 
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67.0 


64.0 
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3 

t5 

2 
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28 
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28 

28 
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+  1.2 
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"■91 
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90 


88 


2 

t  1 

3 
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3 

t3 
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t3 
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35 


t26 
27 


3 

t3 
20 

1 

1 


29 
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32 

26 

26 
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26 
26 
28 
28 

26 
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26       41 
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40 
46 
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1.05 
0.85 
0.72 

1.07 

0.  52 

1.  22 
0.92 

0.65 

0.50 
1.42 
2.14 

0.74 
0.85 
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0.48 
0.55 
0.98 
0.96 

0.90 


0.80 
3.32 
0.48 
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-2.  92 

-1.87 
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-1.06 
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0.68 
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0.36 
1.07 
0.18 
2.20 
1.40 
0.30 

0.20 
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0.10 

1.82 
0.43 

0.47 
1.10 
0.  ,58 
0.42 
0.97 
0.83 

1.00 
1.70 
0.67 
1.14 
0.47 

0.51 
0.46 
0.43 
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0.53 
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22       3 
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sw. 
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e. 
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Pathologist  Truc's.  Sup.  Co. 
Mrs.  I).  B.  Sanders. 
V.  S.  Weather  Bureau, 
lioland  1).  I'owe. 

Paul  Qiiatllebanm. 
I).  C.  McCall. 
W'm.  B.  Gillespie. 
Henr.v  C.  Savage. 

H.  K.Gilbert. 

I'ee  Dee  Kxiiernnent  (StR. 

Miiner  U.  liobert. 

A.  P.  Hazard. 

Mrs.  Ellen  Scott. 
J.  L.Shaw. 

li.S.  fisheries  Station. 
Miss  IC.  P.  Uavenel. 
Boy  kin  It.  tUiutey. 

U.  I,.  I'tsey. 
K.  1).  Fields,, Ir. 
Dr.  William  Simons. 
\V    Hampton  Ramsey 
\V.  C.  Hulson. 


I'rank  B.  McCoy. 
11.  H.  Russell. 
I'.sther  B.  Owens. 
Casar's  Head— P.  Mtn.  Co. 
I,.  M.  Parker. 
Henry  A.  Brown. 

.bimes  (;.  Paris. 
George  V.  ("lamp. 
.1.  C.  Coriiwell. 
Prof.  I'".  II.  11.  Calhoun. 
11   S.Wi'alher  Bin-eaii. 

n.S.W  B.  Aerological  Sta. 
D.  W.  Sharpe. 
Broad  River  Power  Co. 
S.  C.  l,t..  Power  ,»  R.V.  Co. 
P.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Powers. 
P.lue  Ridge  Forests  Co. 
.lohn  W.  llamel. 
It.  Ilarlwell  Wilds.  D.D.S. 
L.G.  Koff. 

Miss  Alberta  Sease. 
Broad  River  Power  Co. 
Jolm  H.  Baxter. 
.loshua  Y.  .lones. 
W.  S.  Cront. 
IC.  W..Ieter. 

M.H.Daniel. 
Mrs.  S.  K.  Long. 
H.  W.  Brandt. 
Kev.  Oliver  Johnson. 
W.  T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  teuormore  years  of  record,  but  all  cotnplete  reports  are  use.!  in 
deten,  iningsecAo  °or  divisroTn'^^^^^^^^  letter?  (a.  b,  c,.  appearing  in  the  table  indicate  .nnnber  of  days  ■''i^^'!'':-  '"7,';'""';  "• '' Hlir 

t  Also  on  other  dates     tt  Received  too  late  to  be  included  in  means  and  summaries.    "  Tenuwrature  <lata  are  from  observed  readings  of  te   In  bulb,  means  aie  <om- 
Piited  f"om  obien'^'ia.liUr  ttPost.oV,^^  of  these  stations  are  as  follows  ■  Of  Gaston  Sho«ls   Blackshurg;  of  Winthrop  College,  Rock  Hill ;  of  Ferguson,  kutawviUe : 

of  Cajsar's  Head,  Greenville.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow.        || Other  directions  also. 
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Daily  Precipitation  for  October,   1926. 


Drainage- 
basins. 

Day  of  month 

Stations. 

1 

2 

3 

4 

0 

6 

7 

8 

9 

10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

c    . 

Kantern  Ptn'tiaii. 

ufort  

ckvillellll 

irleston  *** 

rawllll  

nviiy  llll 

■lirifftoiillll 

iik'liiiiii  1 II 

;,'iisoii   III 

reiice  llll 

reiice  2  llll 

iiett 

jiaetown 

iKslrn^  llll 

rs  Hliiff 

iiRf  i)urgr 

(Joast  

Ivlisto 

Coast 

Pee  Dee 

Waccaiiiinv  .. . 

Pee  Dee 

Lynches 

Saiitee 

I'ee  llee 

tV 

.32 
".'il 

T.' 
'.'61 

't.' 

't.' 
't'.' 

'.'■ii 
'tV 

.04 

't.' 
.10 

T. 
T. 

'.'63 

T  ■ 

't.' 
'.'63 

']6i 

■.'56 

'.'■io 

.12 

.22 
.42 
.76 
.37 
.24 

.09 

'.'56 
.40 
.50 

'^si 
.02 

.41 
■.'63 

'.'36 

■.'32 

.09 

.03 

T. 

.10 

.09 

.10 

't.' 

T. 

.45 
.10 

".'6i 

.03 
T. 

'.'20 

'.'06 
.10 

.21 
.22 
T 

'.'06 
.21 

.17 

t" 

.04 
.01 

't. 

.10 
.27 
'.'25 

'.'io 

'.'26 

't.' 

.25 
.17 
.05 
.16 
.16 

'.'65 
".\h 

'.'60 

'.'31 
.04 

T. 

T. 

.•25 
T 

't.' 

.05 

'i.05 
0.85 
0. 72 
1.07 

0.52 
1.'22 
0.  92 
0.65 
0.50 

Savannah  

Coast 

lilack 

I'ee  Dee 

ICdisto 

Cooper  

SaiitPO 

Krtisto 

.52 
.25 

T, 

.25 

't.' 

'."io 

't" 

.04 

'i'.' 

't'.' 

■^io 

T. 

.45 
'.'76 

.33 
1.29 
.20 

■f.' 

1.42 
2.14 
0.74 

0.85 
0.65 
1.05 

opolis  

linillll 

(leoige 

ifty  Hill  III! 

iiiiiervillu 

(Iprelielil 

imssfellll 

Wedevii   I'Dvliim. 
oil 

Icisou 

'.'20 

'.'is 

'.'is 

.15 

'.'is 
i.'46 

.23 

.20 
.14 

".in 

'.'50 

■.■08 

0.00 

"n.'is 
0.55 

0.98 
0.96 

Ashley 

VVatei-ee 

.01 

.02 

'.'i« 

T. 

T.' 

.'in 

... . 

.... 

'.'26 

.'ill 
.34 

.06 

'.'32 
'-'59 

.03 
.97 

'.'63 

'.'32 
.05 

'.'22 

'.'42 
'.'22 

'.'65 

.03 

'.'32 

.04 

■'i'V 

'.'oi 

.03 
.03 

'.'64 
'.'6i 

'.'■is 

.02 
.30 

'.'03 
.14 
.0» 

.01 

'.'63 

.04 
.06 

1.00 
.07 

.03 

'.'os 

■;io 

■f. 

.05 
1.07 

'^20 

'.'21 
.47 
'.'58 
'.'67 

.12 
1.70 

.29 

.15 

■.'39 
.02 
.27 
.20 

■■96 

'.'f.8 
.41 

'.'08 
.48 

1.20 
.30 

'!83 

i'.io 
'.'64 

.•ii 

.15 

".ii% 

'.ii 
■.'20 

.30 

'.'26 

'.'•24 

.02 
T. 

Krtisto 

Savannah  

I!  mini 

Salurta  

Savaininh 

Waleree 

('alawlia 

Sahida. 

Hioiirt  

SaA'aiina.h 

Coiigaiee 

Savannah  

Savannah 

Enoree 

ISroail 

'!6fi 

.36 

.47 

'.■'24 

'■i 

.04 

'.'62 

■.■24 
.03 

.36 

'.'08 
.04 
.08 

0.80 
3. 32 
0.48 

ir-sllll 

't.' 

.10 

■r. 

'!ii 

.03 
T. 

'.'63 
.04 
.OS 

2.20 

■.'06 
.20 

1.82 
.43 

.39 

'.'i2 

.97 

3.73 

<iir  s  Heart  

iHiiin  I'-iillslill 

't'.' 

T. 

't. 

3.17 

0.87 

iiulmllll 

iPP'-llsllll 

l-StcT 

iiisdU  <!(illHi;e 

I!  West*** 

ifiifidiiii ;; 

)ree 

-mil  Shoals  llll 

^Hiivllle      *** 

■emvooii  llll 

itli  SpriiiffS  

grback  Mountain  .  , . 

0.20 
1.32 
0.36 
2.73 
0.99 

1.49 
1.10 
1.60 
0.78 
2.46 
1.37 

1.80 

do 

Wateiee 

liroart 

Lynches 

.83 

.or 

.26 

.74 

.03 

■.■•23 

.01 

1.33 

'.■47 

.10 
.if 
.26 

■.'fl.'i 

.03 
.67 
1.14 

.51 

'.'30 

'.'06 

4.51 

.63 

.15 
1.12 

.28 
.10 

'.'si 

.18 

1.51 

■sluiw  ,111 

i.lniin 

liens 

tU'  iM<iiiiiti\iii 

•khart 

wliiTiy 

/'•i-llll 

.14 
.37 

.10 
.18 
.43 
.18 
.07 
.19 

'.'?8 
?P 

.'if 

3.14 
1.63 

.17 

1.41 

Broad  

Siihida 

do 

....do 

.... 

'.'63 
'.'62 

.'32 

.28 



'.'62 
T. 
.02 
.Ob 

.15 
.06 

'.'ii 

.11 

.05 
.22 
T 
.06 

■.'62 

.03 
.06 

.10 

1.10 
1.52 
1.06 
1.59 
1.20 

iitick 

liroaii 

do 

.08 

.10 

'.'63 

.13 

i.'4^ 

.40 
5f 

.03 
.33 

".k 

.If 

.... 

1.1-1  n  Dliiii'Qr  llll 

0.76 

•MiOII 

Ihalla 

iiiislioi-oljll 

iithn)i)(:oll<'(»(! 

Kdisto 

'.40 

.... 

".ik 

'.'63 

'.'48 

■.'69 

"3.' 99 

liroad 

Cataulia 

.... 

.  03  . . . . 

.If 

1.21 

.11 

'.  It 

1      9f 

0.57 

. . . . 

f    .    H.|     - 

' 

' 

Except  as 
shservalioii 
J4luiur  iveii 


otherwise  indicated  observations  are  generally  made  late  in  tlie  afternoon,  near  sniiset.  and  precipitation  recorded  is  for  the  24  horns  en<|iiw  at  the 
.  nil  I'l-ccipitation  lucasiired  in  tlie  iiioniii.!?;  ainonnt  then  recorded  is  for  the  precediiii? 24  hours.  ***  Keernlar  Weather  Hnreaii  station:  precipitatinn  is 
od.  iiiidnight  to  iiiidniKht.    *  Precipitation  inchided  in  the  next  following  measurement.    tSeparate  dates  ot  falls  not  recorded.     1 .  Irace,  or  less  than  0 

COMPAKATIVE  DATA  FOR  OCTOBEK. 


time  of 

for  the 

01    inch. 


Year. 


iiV 

« 
!iO 
91 
92 
93 
91 
95 
96 
97 
98 
99 
00 
i)l 
1)2 
03 
04 
05 
06 
07 


61.4 
.59.  3 
60.8 
63.0 
60.2 
63.  8 
64.4 
64.2 
61.3 
61.3 
65.8 
6-2.9 
01.2 
67.6 
62.4 
63.  2 
6'2.0 
62.  4 
64.2 
61.9 
61.2 


mperaUire. 

4J 

Lowest. 

91 

30 

88 

31 

88 

27 

90 

22 

92 

28 

89 

27 

90 

■25 

98 

33 

95 

28 

91 

28 

9fi 

35 

90 

28 

91 

34 

95 

33 

92 

29 

95 

30 

93 

25 

98 

26 

93 

29 

90 

•24 

91 

28 

Precipitation. 


5.  96 
4.18 
1.65 
4.06 
1.63 
0.60 
4.  92 
4.95 
1.15 
1.41 
3. '23 
3.82 
5.00 
3.  65 
0.89 
,4.40 

2.  63 
1.10 
1.97 

3.  69 
0.73 


Averapre  nuni  her  of 
days. 


ne. 
lie. 


Year. 


Temperature. 


1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

19-23 

19-24 

19-25 

1926...    . 

Period 


02.  0 
61.2 
66.5 
67.5 
65.0 
62.  5 
64.7 
67.0 
64.0 
59.3 
67.3 
73.7 
64.1 
62.  6 
64.5 

62.  9 
62.2 

63.  9 
65.1 


63.  C 


89 
90 

100 
99 
94 
95 
9-2 
93 
92 
90 
93 

101 
92 
90 
91 
90 
89 
98 
96 

101 


I'recipitation. 


4.22 
2.43 
4.39 
5.89 
2.21 
3.56 
3.44 
4.95 
•2.54 
1.,50 
3.75 
2.53 
0.76 
1.79 
5.57 
1.14 
1.50 
2.93 
1.44 

2.95 


«  j;  a  c 

0-    '•  ^  C 


Average  11 11  m  her  of 
days. 


^k. 


ne. 

ne. 

sw. 

ne. 

sw. 

ne. 

re. 

o. 

lie. 

ne. 

ne. 

sw. 


li 
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Daily  Temperatures  for  October,    1926. 


V2      1 


i.T  j   16 


17      IS      19     20  Ml  I  ■>: 


2-A     24      25      20      27      2S      29      SO      31      Mean 


Kdslrrii  I'dvtioii. 


Beaufort 

Blackvillt) 

Chiu-lfstoii 

ClierjuvvW 

Comviiy 

DarliiiKloii  % 

FBrKiison  % 

l''l<)reiu'i»  I   

Ganit'tt 

fieoi'iri^lown 

KiiiKslrcH 

Oriiiisjchiirg  I 

St.  fieoigi; 

.Socicly  llills\\V... 

Siiiiiiiicrvilie 

Wfdeelicld 

VfiiiiLssfe 


j  Ma.xinuiin  . 

■  i  Miuiiiiinn. , 
)  Jla.xiiiiiiin  . 

•  (  Jliiiiiiuim. . 
\  MaxiiTiuiri  . 

■  (  Miiiimiiin. , 
\  .\Ia.\iiiuiiii  . 

■  (  Miiiiniuiii. . 
)  .Maxiinuiii  . 

■  '  .Miiiiinuni. . 
;  .Mii.xiimini  . 

■  /  .Miiiinuiiii. . 

)  Ma,"i!imini  . 

■  /  Minimiiui. . 
j  Maxiimiiii  . 

'  )  iMiiiiiiuiiii. . 
)  Maxiiiuiin  . 

•  '  Miiiiimiiii. . 
\  -MaxiiJUiiii  . 

'  (  Miniiimiii. . 
\  Maxiniuiii  . 
/  .Miiiiiniuii. . 
)  M;i.xiimiiii  . 
\  Mliiiiiiuiii.. 

(  Maxiimiiii  . 
(  iMiiiiiimm. . 
)  Mil  xi  Dium  . 
t  Aiiiiiiiiiiiii. . 
)  ilaxiiiiuiii  . 
(  .Mjniimiiii. . 
\  .MaxliiHim '. 
(  .MiiiiiiHini. . 
\  .Mil  xiiniiiii  . 
/  .Miiiiimiiii.. 


Western  I'oilion 


AikHM 

AmliMSdii 

Cae.sar'.s  lload.  .. 
(Jallioiiii  Fall,s'i\\'i. 
('inii(l(Mi\W 

CIlPStlM- 

'•JHiMsdii  Collccp 

Columbia 

Due  West 

'lrc(Mivili(» 

'Ivpi'invnoil    

IIphHi  Kpriiigs  ... 


S  Maxiiiuiin  . 
'  /  .Miiiiinuni. . 

(  .Mil  xiiiiiiin  . 
■  '  .Miiiiniuin. . 

)  .Miiximmii  . 

'.Mi  iiiinuiii . . 

\  .M  a  x  i  1 1  m  1 1 1  . 

'  .Miniiiiuiii . . 

)  .Maxiiiiuir  . 

I  -Miiiijuuiii. . 

)  Maxiimiiii  . 
'  .Miiiimiiiii. . 
)  .Miixiiimiii  . 
'  .M  i  1 1  i  n  H  n  1 1 . . 
\-iMiixininiii  . 
I  .Miiiiinuni. . 
*  Mivxiinum  . 
'  Miiiiiiiinii. , 
]  Maxiiiiiiiii  . 
(  .Miiiiiiuiiii. . 

t  Miixiiunm  . 
'  .Miniiiiiiiii. . 
)  .Mil  xiiinnn  . 
'  .Miiiiniiiiii. . 


Hogback  Mountain    \  ^';ixiiii:iiii 
'  JMiiiiiiinin  , 


IC^TSIUMV 

r.aiKlnim 


)  Mil  xiiiiiini 
'  Miiiiniinn. 
\  Miiximiiin 
'  .Miuiiiunu. 


I.anriMi'! S  Maxiinnm  . . 

'  Miiiiuiiiin. . . 

I.illlf   Moiiiitiiiii  )  Miiximuiii  .. 

'  .Miiiiiniiiii.  . . 

NpwhiM-ry  'l  ^'''  xiriiiiii,  . . 

'  Miiiiiiiuin. . . 

i=:alni1a *  .Mii  xiiiiiiin  .. 

i^   J  .  \i  '  .Miiiinuiiii. . . 

""^^^^  **-*''"SrtWffl<'1f  ....  !  '»'a  xiViium  . . 

'  Miiiiimim. . . 

■'^PiirtiniliiH-fr  S  Miiximuni  .. 

'  Miiiininiii . . . 

TiviitOM  ...  *  Miixitmim  . . 

'  MiiiMiiiini. . . 

Wallialla *  Miixiiiiinn  .. 

'  '^niiiiiiuni. . . 
WiinisborosW  \  ^'aximmn  .. 

'  Miiiiinuni. . . 

Wiiidiiop  Collcrp         *  ■^liixiiimiii  .. 
'  ■ '  /  .Miiiiniuni. . . 


91) 
(19 
«n 
75 
7(; 
f.8 
84 
69 
79 
67 

91 
61 
8S 
68 
95 
66 
85 

m 

86 
70 
89 
6' 


78 
66 
8K 

4' 

6S 


93  95 
6.7  61 
84J  84 
7;i|  74 
88j  87 
63  63 
90!  88 
65!  65 

94  94      92 
63  63      67 


911  90 

59!  62 

92  95 

6C|  66 

91]  92 

661  65 
8fij 

63'  63 

92,  93 


91 
67 
83 
69;     66| 

■  90  I 


60l  60 
88 
60 


69  66 
93  86  901 
66      68      65' 


69 

66 

82 

87 

66 

67 

89 

SS 

69 

65 

85 

86 

66 

^:: 

62 
9-1 
66      65 


02 


62 

88 
66 
91 
65, 
S9l 

63]  ..  , 
9St  ■  00 
62      63 


80j     89      8S      87 
66!     60i     62      60' 


83      85 
46      51 


80!  87  92 

67  66J  67 
871  ,8.si  8) 

68  6fi 


92l     90 


66      66 


44 
68 
52 

68| 
481 
80      81 
49      43 


75     73     80 
43      431     45 


75;  80 

43[  45 

77 1  7 

48  40 

75.  81 

46      45  49 


73   72 
48   56 


89 
(iO 
78 
76 
80 
64 
82 
64 
84 
64 

88 

60 

85 

64 

85 

66 

86 

601  60 

82!  85 

6«|  62 

88  86 

66  65 


831  «2 

63,  59 

78, 

671 

74 

50 

80 

56 

81 

53 


63 

85   81 

63 

7f' 

65 

88 

C2 


74 
61 
84 
64 
78 
64 
74 
63i  65 


81 


58 
71 
61 

82 
64 

78 
62 
82 
63!  67 
841  85 
60!  65 
'  ■  8|_j^3 
581  64 

75  78 
60  63 


85  85 
66  60 
85  S3 
61 
86 


81!... 
61   60 
SO  81 
55  67 


78 
59 
80 
63 
80 
62 
78 
01 

90 
60 
75 
60 
70 
5i 
79 
60 
81 
59 

81 

60 

81 

62   60 

86  84 


83;  91 
48  59 


85  92 
42   43 


55   61 


78   82 
49  43 


85 


59 


S8i  83 


39 


60 
76 
42|  58 


83 


46i  59  45 


44   54 


79 
41 
86 
39 

78 
49 

75|  72i 
501  50 ; 


60i  70 


38 


35 


33 
74 
36 

75 
44 
71 
43 
74 
46 
71 
41 
70 
40 

67 
42 
71 
37 
67 
47 
76 
43 
72 
44 

73 
44 
66 
41 
75 
41 
72 
41 
^■74 
39 

75 
34 
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Reference  letters  («,  6,  e).  appeariner  in  the  table  indicate  miniber  of  days 


frS  TiLstrnme 


ents  are  read  in  the  mornins:  tlie  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  \vh 
WBO,  Raleigh,  11-24  26-900 


ssing:  for  example,  ^  represents  two  days  nn'ssing,  etc. 

ich  it  almost  always  occurs. 


h/^c 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 

CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA 


SOUTH   Cflf^OIilN^   SECTION. 


RICHARD  H.  SUIiLIVAN.  Meteorologrist. 


Vol.  XXIX.     Columria.  S.  C.  November,  1926. 


No.  U. 


GENERAL.  SUMMARY. 

The  month  was  uiiusuallj^  cold,  on  tlie  whole,  Imt  one  pre- 
vious November  having  hiid  a  lower  mean  temperature.  Tlie 
rainfall  averaged  conpideral)ly  above  normal. 

Changeable  weather  and  comparatively  light  rainfall  until 
about  the  15-16th,  with  low  temperature.s  predominating,  was 
g>^nerally  unfavorable  for  seasonable  development  of  winter 
cereals;'toward  the  end  of  the  month,  however,  the  prevailing 
mild  weather  materially  improved  plowing,  seeding,  and  ger- 
minating conditions.  Hardy  winter  truck  in  the  interior  and 
tender  winter  truck  along  the  coast  showed  corresponding  pro- 
gress. Cotton  picking  was  practically  finished  during  the  month, 
except  in  the  northwestern  counties,  where  the  crop  was  gener- 
ally late  and  picking  rather  slow.  The  sweet  potato  and  peanut 
harvests  were  completed  toward  the  middle  of  the  montli.  and 
molasses  making  was  finislipd  during  tlie  latter  part.  Staple 
crops  were  beyond  danger  of  damage  by  the  freezes  of  the  f>CAh 
and  1 1th,  e.xcept  some  top  cotton  in  the  northwestern  counties. 
'j'he  woods  were  generally  hare  by  the  l.oth. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  froTn  reports  of  0 
regular  Weather  lUireau  stations  in  and  surrounding  the  Sec- 
tion, wasSO  14  inches.  The  highest  pressure  was  80.6-2  inchesat 
Due  West  on  the  i2th:  the  lowest  pressure  was  29.50  inches  at 
Charlotte.  N.  C.  on  the  16th,  and  in  the  Section  proper,  29.55 
inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  50.0°.  or  8.6°  below  normal  and  but 
1  8°  above  the  lowest  November  average  of  1901.  The  highest 
temperature  was  85°  at  Georgetown  on  the  8th.  'J'he  warm  pe- 
riods were  on  the  8-9th  and  14-1 5th  and  during  the  last  week. 
'J'he  lowest  temperature  was  17°  at  Santuck  on  the  12th.  The 
cold  periods  were  from  the  1st  to  7th,  l()th  to  18th,  and  16th 
to  28d.  inclusive.  'J1ie  line  of  first  general  autumnal  killing 
frosts  extended  nearly  to  the  lower  coast  hy  the  1  1th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regidar  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  81  %  :  noon.  60%  :  8  p.  m.,  69%. 
The  highest  percentages  occurred  in  the  coastal  region  and 
the  western  tier  of  counties,  and  the  lowest,  in  the  north- 
central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was 
3.05  inches,  or  0.74  inch  above  the  normal.  Precipitation  oc- 
curred in  five  fairly  well  defined  periods,  but  the  bulk  of  the 
month's  rainfall  occurred  between  the  15th  and  18th.     The 


amounts  -^vere  badly  distributed,  ranging  from  over  6  inches  in 
northern  Greenville  County  and  over  6  inches  at  Georgetown  to 
less  than  2  inches  at  Charleston  and  in  a  considerable  area  of 
the  interior.  The  greatest  local  monthly  amount  was  6.11 
inches  at  Caesar's  Head;  least  local  monthly  atnount,  1.36 
inches  at  Aiken.  The  greatest  amount  during  any  24  hours 
was  3.04  inches  at  Caesar's  Head  on  the  15th.  The  rainy  days 
averaged  40%  above  normal.  There  was  no  snowfall.  Sleet 
occurred  at  Greenville  and  Walhalla  on  the  21st. 

A  series  of  severe  thunderstorms  traversed  the  northern 
tier  of  counties  during  the  afternoon  of  the  26th,  culminating 
in  a  violent  wind-squall  of  tornadic  proportions  at  Rock  Hill 
altout  4:30  p.m.;  the  path  of  greatest  destruction  was  200  to 
300  yards  wide  in  the  southeastern  part  of  the  city,  with  damage 
estimated  at  probably  $850,000;  one  person,  Joe  Crockett, 
negro,  was  killed,  and  12  persons  were  injured.  In  the  vicinity  of 
Sharon,  the  damage  approximated  $1,500,  with  hail  one-fourth 
inch  or  more  in  diameter.  At  Walhalla,  the  hailstones  ranged 
from  0.5  to  2.0  inches  in  size,  and  at  Roebuck  the  hailstones 
^vere  the  size  of  guinea  eggs.  The  monetary  damage  in  the  vi- 
cinity of  Greenville  approximated  $15,000.  The  various  storms 
came  from  the  west  generally,  and  moved  toward  the  east. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.9  miles.  The  highest  average  velocity  was  11 .0  miles  per  hour 
at  Savannah,  Ga.,and  in  the  Section  proper,  9.2  miles  per  hour 
at  Charleston  ;  the  lowest  average  velocity  was  4.6  miles  per  hour 
at  Charlotte,  N.  C. ,  and  in  the  Section  proper.  6.2  miles  per  hour 
at  Columbia.  The  highest  velocity  for  any  5-minute  period  was 
44  miles  per  hour  from  the  southwest  at  Greenville  on  the  26th. 

SUNSHINE    AND    CLOUDINESS. 

'I'he  average  monthlv  sunshine,  determined  from  9  auto- 
matic recor.ls.J4f4  i9|||fiiours,  or  63%  of  tbe^  possil>le 
amount.  'J'he  average  mimber  of  clear  days  was  17;  partly 
cloudv,  5.  aiid  cloudv.  8.  asjwaiwst  norn'.als  of  17,  6,  and  7 
days,  resPlyv^n^lt  f  U^  tkMlyim 

RIVER  CONDITIONS. 

Moderate  rises  occurred  in  the  various  streams  after  the 
copious  to  heavv  rains  of  the  15-1 6th;  otlierwise,  all  rivers  con- 
tinued relatively  low,  with  readings  below  zero  of  the  gage  on 
manv  dates  at  Clieraw  and  Columbia. 


MISCELLANEOUS  DATA 

FOR  NOVEMBER, 

1926. 

Teniperatnre, 
(lesrees  Kahr. 

Precipita- 
tion, 
inches. 

Wind. 

Mean 

relative 

hnmidity. 

Stiilioiis. 

5 

a- 

1 

6 
c 

"3 

c 

i- 

So 

Si; 

Averase 

h  0  n  r  1  y 

velocity, 

miles. 

6j^ 

o 
o 
'A 

s 

ci 

00 

Asheville,  N.C.... 

30.16 

41.4 

f.S 

18 

3.51 

1.72 

10.5 

nw. 

83 

60 

67 

54 

AllKUStH.  Oil 

.10.15 

52. 5 

78 

30 

1.74 

1.03 

5.4 

nw. 

8/ 

68 

68 

Charleston.  S.  (,'... 

30.18 

S,").  « 

7r> 

36 

1.  90 

0.  62 

9.2 

ne. 

(9 

6h 

74 

65 

Charlotte,  N.  C  ... 

30  14 

47.8 

73 

26 

2.87 

1.51 

4.6 

ne. 

'/8 

52 

61 

Colmnliia.S.  C 

30. 16 

51.2 

79 

2S 

1..58 

1.10 

6.2 

n 

82 

54 

60 

62 

Due  West,  S.C 

30.16 

47.fi 

72 

26 

3.02 

1.87 

8.5 

vr. 

84 

M 

66 

(irepiiviHe,  .S.  C.  . . 

30.  13 

47.2 

68 

27 

4.63 

2.  93 

8.7 

lis. 

V/ 

58 

65 

65 

Savannah, Ga 

30.13 

.56.4 

78 

33 

3.78 

2.46 

11.0 

ne. 

80 

62 

■,o 

58 

Wilniintrton,  N.C. 

30.  M 

53.6 

77 

30 

3.86 

1.74 

7.2 

n. 

82 

58 

/4 

73 

Mean.s  and  ex-  I 

tremep \ 

30.14 

50.  4 

79 

18 

2,88 

2.93 

7.9    1  ne. 

81 

60 

69 

63 

;i 
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Climatolog-ical  Data  for  November,   1926. 


Stations. 


Counties. 


Temperature,  in  degrees  Fahr. 


Eaiitevn  VorHoii. 


Beaufort 

HUieliville 

(Miiirlestou 

Clieraw 


Oiiiway 

Darlingloii  . . 
lOlliiigliiiiii. . . 
KcrgusoiiW.. 


I'^lorence  1 .. . . 
I'loiHiire  2.... 


tiCOlffflOW  II  . 

Kiiigstiop 

Mar.s  I'.luir... 
Oiiingchiirg 
I'inoiKilis  .  .. 
liiiiiiiii  


St.  George 

Society  Hill 

Siiiiniii'r\'llie 

\VfM)g|.|iel(l 

Veiiiiissi'e 


Division  iiiciuis  anil 


We^trnt  t'lnliim 


Ailo'ii 

Anileison  

lilairs 

Cirsars  Head  +?-. . 

<';illinuil    I'alls... 
Caiiiileii 


fatawha   .... 

Cliapii.'lls 

Chester 

CIciiison  College 
Columbia 


Due  West 

KilgHliehl 

li^iioree 

'iiiMon  Shoals  IHt'.'.'. 

(ir-'eiivlllc 

lireeuwooii 


Heath  Springs 
Ilogbaclf  Jlountaiii ' 

KiTshiiw 

I.anilnim 

l.aureiis 

-Tattle  Mountain 

Loekliart 

.N'ew  ii(.ny '  " 

i'ei/er 

Saluda .'.";.'" 

Sauluck  


Siiartauliurg 

'J'rentoii  .. 

Walhalla '^.V.'.'.'.'.'.'. 

Wiiiushoro  ... 
WiulhroD  College  it!.'' 

Division  iiieaii.s  and 

S>'cliou   means   and 


Beaufort 

Barnwell 

(/'harleston  . 
(Jheslerlield 


Horry 

Darlington  . 
I''loreni-e  ... 
Oj-aiigelHiig 


Kloreiiee  

do 

Ilauii'ton 

Cieorgetown 


Williamshnrg 

Florenee  

Oraiigi'liiiig  . . , 

IterUeli'y 

Suiiiti'r 


Dorehester  . . 
Darlington  .. 
Dorchester.. . 

Sumter 

Hamilton   ... 


■xtrenies 


Ail<cn 

Anderson   

Kairlield 

tireenville 

AhI.eville 

Kershaw 


York  

Newberry 
Chester.  .. 
Oconee  ... 
Richland  . 


Abheville 
Kdgetiekl  . 


(;iierol;ee  ., . 
(ireenville  .. 
(ireenwood. 


r.aneas'er.. . 
Creenville. . 
I\ersha\\'  . . . 
Siiartanlnnf 
l.aurens 

Newberry  . . 

Cnion 

Newberry  . . 
Anderson, . . 

Saluda 

I'nion 


Spartanliurp 
KdgeHeld... 

Oconee- 

Fairlielil  .  . . 
Vorl; 


'.\tremes  . 


21  45 

■m\  42 

48  55 

144  44 


25 
175 
lOH 

C3 

l:W 
l:!() 

82 
IS 

51 

92 

2Ci4 

54 


109 
192 


249 
24 


.527 
7(14 

■im 

lill.S 
6(18 
222 

5f.2 
41)2 
487 
8.50 
■Ab\ 


987 
f;80 
10:!9 
(171 

SUM 
3025 

501) 
IOCS 

589 

711 
3:10 
5112 
850 
5:i(i 
512 

875 
CriO 
lOlil 
515 
690 


53.0 
55.8 
48.4 

53.6 


51.6 
50.8 


54.7 
55.  2 


51.2 


53.  3 
54.2 


49. 2 
"53.  7 
51.0 
55.0 

52.  9 


52.  3 

"48.6 


40.0 


47.7 
51.2 


47.2 
4S.2 

48.  4 
41.3 
60.  4 
46.  8 
47.6 

51.8 

'49.' 6 


49.4 
47.6 

46.8 
"49.2 

46.0 
•^M.  7 

48.9 

48.1 
50.0 


-2.3 
-2.3 
-3.8 


-3.5 
-3.1 


-0.9 
-0.5 


-1.1 
-0.2 


-3.0 
-1.9 
-2.  9 
-0.  5 

-1.8 


-1.8 
-4.2 


-3.0 
-2.8 


-2.4 
-3.8 


-3.5 


-2.2 

-4.8 


-2.1 
-■i'f 


-3.3 
-.3.6 

-3.  9 
-5.  8 
-4.8 
-2.2 

-2.8 

-4.2 
-3.6 


tl4 
9 
14 


85 


60 


25 


27 
"26 


tu 


15 
15 

15 
tl4 
t9 

15 
tl4 

15 

8 


12 
til 


12 

20 

20 

tl2 


20 


II 
12 

12 
11 
12 
12 
12 

tu 


12 

12 

20 
12 
tl2 
12 
11 


Precipitation,  in  inches.    IXumber  of  days. 


33 


3. 33 

2.  65 
1.84 
3.49 

3.  26 


1.36 
3.31 
1.60 
6.  II 
4.25 
2.38 

2.99 
2.24 


4.  30 

1.58 

3.02 
1.35 
2.86 
2.61 
4.63 
3.27 

2.01 
5.29 
2.54 
4.06 
2.  67 

1.37 
1.99 
1.48 
4.24 
1.41 

2.  01 

3.  32 
1.41 
4.95 
2.  30 
2.86 

2.  92 

3.05 


-1-1, 


+  1.16 
-1-0.  37 
-0.38 
-fl.43 

-i-1.13 


-1.21 

-1-0.  (d 
-0.  66 


+  1.84 
4-0.03 


4-0.59 
-1-0. 03 


-1-1.56 
-0.65 

4-1.16 
-0.77 

-'a' 07 
-1-1.. 53 
-1-0.58 


-1-0.  63 
-t-0.98 


-0.99 

-i.'o.V 

-(-1.67 
-0.95 
-0.  73 

-fO.  49 
-0.97 
4-2.  07 
-f  0.  21 
-1-0.  67 

-fn.41 

-fO.74 


1.  60 

2.  87 
1.63 

1.49 


2.41 
1.02 

2.10 
2.49 
1.80 
2.05 

1.46 
1.80 
1.12 
1.30 
1.45 


1.96 
1.20 
0.54 
1.47 

2.87 


0.67 
2.  00 
1.00 
3.04 
2.  80 
1.30 


1.68 
0.90 


2.  66 
1.10 

1.87 
1.00 
1.46 
1.28 
2.03 
1.80 

0.98 
1.75 
1.42 
1.46 
0.76 

0.40 
0.97 

0.  i;o 

2.70 

0.  55 

0.84 

1..50 
0.85 
2.  50 

1 .  26 
1.10 

3.04 

3.04 


uw . 
lie. 


Observers. 


Pathologi.st  True's.  Sup. Co. 
Mrs.  1>.  li.  Sander.^. 
('.  S.  Weather  Unreau. 
IvOland  1).  I'owe. 

I'aiil  Quattlebauni. 
D.  C.  McCall. 
Will.  n.(Jillespie. 
Henry  C.  Savage. 

H.  K.Cilbert. 

I'ci'  Dee  ICxperiiucid  .'sta. 

.Mailer   li.  l;obeit. 

A.  I'.  Hazard. 

Mrs.  Kllen  Spott. 

J.  I,.  Shaw. 

U.S.   Msheries  Slathiii. 

Miss  !■;.  I'.  Itavt 1. 

Boykin  U.  Caiitey. 

K.  I,.  tU.sey. 
K.  D.  Kiclds.,7r. 
Dr.  William  Simons. 
\V   Hamilton  Kaiiisey 
W.  C.  lluixin. 


I'rank  li.  McCny, 
H.  II.  l!iissell. 
ICsllier  1'..  Owen*. 
Ciesars  Head— r.  Jltn.  Co 
1,.  iM.  I'arUer. 
Henry  A.  Iii(n\  u. 

.lames  C.  Karis. 
(leorge  V.  ('lamp. 
.1.  C.  Cornwell. 
I'rof.  K.  II.  II.  CalluiiiH. 
11    S.  Weather  Huieiiu. 


n.  S.W  H.  Aerological  Sta. 
D.  AV.  Sharpe. 
Broad  River  Power  Co. 
S.  C.  I.t.,  Power  ,5  K.v-  Co. 
V.  S.  Weather  liureau. 
M.  M.  Calhoun. 

.1.  Marvin  liowers. 

Blue  Ridge  Forests  Co. 

.lohu  W.  Ilamel. 

li.  Harl.wcll  Wilds.  D.DS. 

L.G.Kolf. 

Miss  .Mberta  Sense. 
Broad  Biver  Power  Co. 
.lohu  H.  liaxter. 
.losliua  Y.  .lones. 
W.S.  Crout. 
F.  W..lelcr. 

IM.  H.Daniel. 
Mrs.  S.  10.  Long. 
li.  W.  lirandt. 
Itev.  Oliver  Johnson. 
W.T.  Clawson. 


The  departures  from  the  normal  temperature  and  precipitation  are  pompnted  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 

(lelerniiniiig  section  or  <liyision  means.     Beference  letters  (»,  '',  <^) ,  appearing  in  the  table  indicate  numbei'  of  days  missing:  for  example,  •'  represents  two  days  missing,  etc. 

t  Also  on  other  dales,    tt  Received  too  late  to  be  included  in  means  and  summaries.     '*  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  cnni- 

puted  from  observed  readings.    Jtl'ost-ollice  addresses  of  these  stations  iire  as  follows-  Of  Oaston  SIiomIs.  Rlacksliurg:  of  Wjiillii-op  Colli'gi>.  Rock  Hill ;  of  Ferguson,  Eutawvillo; 

of  Ciiesar's  Head,  Greenville.         T   Precipitation  i.s  less  than  0.01  inch  of  rain  or  melted  snow.        ||  Other  directions  also. 


ERRATA. 

October,  1926.— Chester,  greatest  24-hour  precipitation,  page  38.  should  be  0.20;  Greenwood,  highest  temperature,  page  38,  should  be  93  on  the  Ith;  AVinthrop  College, 
prevailing  wind  direclion,  page  38,  should  be  south. 
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Daily  Precipitation  for  November,    1926. 


Drainage- 
iiasins. 

3ay  of  month. 

stations. 

I 

2 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21      22 

23 

24 

25 

26 

27 

28 

29      30 

31 

c 

Kiifli'in  I'm ti oil. 

aufort  

lu-lcvillelHI 

Coast  

Kilisio 

Coast 

'.'ii) 

tv 

.09 

.06 

'.'56 

.41 
.31 
.39 

.60 
.62 
.23 

'.'io 
'.'m 

1.7t 

'.'57 
T. 

13 

i.'oo 

.  10 
1.63 
1.49 

.i5 

'f.' 

'.'65 

.... 

't.' 

'.'.'.'.  ".'lb 
14 

3.  35 
l.i.O 

2.  68 

Hwiiy  i!!l 

Waccaniaw  .. . 
IVe  Doe 

T. 

.so 

4.10 



Lyiiciit's 

T. 

.2'.) 
.54 

.'iy 

.84 
.30 
.4fi 
.  30 
..50 
.60 

.50 

.22 

T. 

".h\ 

.61 
.45 

".\'i 
.  lr> 

'.'ii 
1.02 

.25 
1.00 

'!i3 
.05 

1.30 
.05 
.35 

.21 
.03 

.  66 
1.02 

'.'6s 
i.'oj 

.40 
'.'58 

.10 

'.'•Ji 
.35 

.22 

2.  05 

.05 

2.41 
1.22 

2.' 49 

1.80 
2.  03 
1.46 
1.80 
1.12 
.05 

1.45 

i.'go 

T. 

'.'io 

T 

03 



.49 

.87 

2.10 

.54 

,  39 

4.01 

.03 

3.68 

iiviice  Mil 

I'oe  l)iii> 

do 

.ns 
T. 

t' ■ 

.'6i 

.M 

.03 
.2.5 

.'ni 

.20 

2.  66 

3.  CO 

riiott 

i-^avaiiiiali 

(oast 

Itlack 

Vea  Deo 

K.ji.sto 

Coopi'i- 

Satil(>H 

Kdisto 

I'.v  D.jtt 

Asillev 

.01 

T. 

3.90 

.... 

.  20 
.80 
.50 
..52 
.  57 

80 

5.28 

iisrslfccllll 

3.81 

irs  liliiir. 

3.00 

aMffi'liiii-g- 

I.i'pniis    

mini  ||ll 

(■'I'orgH 

i-ii-ly  Hill  nil 

T 

1.30 

'.'os 

1.20 
.40 

.07 
2.00 

3.' 04 

.01 



2.34 
3.47 

2.75 

'.'65 

'.'65 

.28 
43 

"3.' 33 

iiniit'rvill(! 

2.05 

Bilfri'lielil 

Waleree 

Aslii'ixio 

.20 

.45 
1.47 

.67 
53 

T. 

.54 

1.S4 

IMilSSwIIII 

.  77 

.36 

'.'ii'l 

'.'20 
.20 

.15 
.22 

04 

.16 

'ios 

'.'45 
.15 

'.'os 

.'10 

3.  49 

Wn'ln-,,   l;„li,ii,. 

lltMl 

I'Misto 

Sa\'a.ii  iiali  . . . . 

i!i-oa,'l 

Saluda  

S'a.',  aniiali 

Watcice 

Calawlia  

Saluda. 

I'.road 

.  :!0 
.in 

.4.T 

.'is 

'.'io 

.13 

'.'30 
'.'90 

'.'07 
.39 

'."is 

.13 

'.'i4 
'.'25 

.15 
.07 

1.S6 
3.31 

'i'--;  nil. :;:::;:::::::: 

'<iir's  Uead  . 
liionii  l''ii;is  III! 

IIMICII    iill 

Inui.alHI 

:i| lis  nil... 

1.00 

2.' 80 
1.30 

1.68 
.90 

.17 
.  72 
'.45 
.04 

.25 
.45 

'.'62 
.06 

1.60 
6.11 

4.25 
2.3S 

'.'62 

2. 99 
2.24 

ester 

•niSOM    ()(t|!(')r(i 

.Savanna  li 

(.'ouffa.ri'e 

Savainuili 

Sa vannali  .... 

E'aon-e 

livoad 

Saluda 

".\i 
.20 

".M 

.01 
'.'02 

.03 

.31 

".h\ 

.\» 

.06 

.23 
.69 

.... 

■f  ' 
.04 
'.'06 
'.'63 

'.'oi 

.02 

'.'62 
.04 
T 
.04 

'.'io 

2.  66 
I  06 

1.87 

2."93 

.98 
1.00 

.44 
.06 

.46 
.'i2 

T 
T. 

.03 

T. 
'.'26 

.45 
T. 

.08 
T. 

'f.' 

.05 

'.'io 
'.'ifi 

.21 
.15 

T 

.13 

'.'is 
'.'09 

.28 

.28 

19 

4.30 

>lumbia  "♦ 

.04 

i.'oo 

1.46 
1.28 

i.'so 

i'75 

T 

'.'45 

1.58 

e  West"** 

3.  02 

aeii,.i,i||;| 

on;e 

tV 

lis 

T. 

.26 

T. 

'.'33 

']i2 

1.35 
2.  86 

stdMShoiilsllll.... 

.  62 
'.'64 

2.61 

•ein'ille     *•• 

T. 

.43 

.48 

.19 

65 

T. 

T. 

.05 
.04 

'.'ii 

.79 
.07 

.30 
.70 

4.  63 

eoinvooti  |||| 

Mill  Suriiiers  

;?ha(>k  Mountain .  .. 

....do 

WatPVt'O 

Broad  

.32 

3.27 

2.01 
5.29 

i-siiaw  ,111 

Lynches 

:'.roa<I 

Saluila 

Saluda 

.04 

2=i 

.25 
.'22 

.05 
.12 
.11 
.04 
.07 
.29 

.10 
T 
80 

.17 

1.42 
1.46 
.59 

.40 
.97 

2.' 70 
.55 
.82 

1.50 
.85 
.07 

1  ''fi 

.22 

2.54 

ii.lriiMi 

.'l2 
.10 
.17 

m 

.1:? 

.13 

.2S 

.05 
.OS 

:1^ 

'.'62 

.04 

■.'63 

f.' 
T 

'.'04 

1.30 
.76 

35 

59 

.71 
.37 

'.'05 

4.(fl 

uruus 

.34 

T. 

.15 
'  '.05 

't. 

T. 

.03 

2.67 

Up  ;\Iniiii(aiu 

1.37 

'khart 

IJroad 

Sa,luda 

do 

.15 

'.'26 

.01 
.60 

't.' 

.02 

't.' 

2.50 

.49 
.28 
.42 
.26 
.40 

50 

.03 

'.'03 

'.'04 
.  12 
.02 
.20 

.20 
.07 
.50 

'.'42 

.15 
'.'42 

.10 
.11 
.  1'' 
.31 

1.99 

wluM'IV 

.01 

'.'l4 

1.48 

Z.Tllll 

4.24 

Il.lil 

do 

1.41 

iliick  ... 

Hroad 

do 

Kdislo 

.20 

.... 

T. 
'f.' 

.05 

T. 

.08 

2.01 

u-taiiliiM-ff  nil     ... 

.40 

.30 

.  0" 
.1- 
.1^ 
.2' 
.  13 

3.32 

'iiloll  . . . 

.32 
.63 
.18 
.41 

. . . . 

T. 
T 

T. 
.06 

1.41 

Savanna  li 

Ui-oad 

('alawiia 

1 

".2k 

.04....! 
.?fi 

.09 

T. 

4.95 

nisliorojlll 

.04 
.06, 

.1? 

.16 

2.30 

iiiiKipColicprp 

.'rai  .05 

....,...., 

.10 

.38 

1.10 

2,86 

1 

. . .  .| 

I'^xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  lionrs  endinir  at  the  lime  of 
Jhservalion.  ||||  I'recipilation  measured  in  the  moiinnsr;  amount  thiui  recorded  is  for  the  precedins24  hours.  ***  liennlar  Weather  Bureau  stalion:  precipitation  is  for  the 
!4-hoiM-  period,  midnight  to  midniprht.    *  Precipitation  iucluiled  in  the  next  folloxving  measurement.    tSeparate  dates  of  falls  not  reconled.    '1'.  Trace,  or  less  than  O.o!   inch. 

COMPARATIVE  DATA  FOE,  NOVEMEEK. 


Year. 


'I'emperalure. 


.9 

'0 
il 
12 
13 
M 
15 
16 

IS 

III 
1 

2 
3, 
4. 
5 
6. 


52.3 
52.  7 
54.8 
5S.  4 
51.9 
53.9 
52.  9 
52.  3 
54.4 
59.  1 
55.  3 
51.0 
55.  0 
55.  6 
4S.2 
59.  2 
50.9 
51.6 
54.  5 
53.8 
52.  2 


I'recipitation. 


Averapre  n  n  m  her  of 
days. 


0.  82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.  U 
2.  02 
2.35 
4.00 
1.99 
4.72 
2.41 
3.32 
1.01 
3.. SO 
1.40 
2.78 
1.31 
0.96 
4.13 


sw. 
ne. 
nw. 
ne. 
ne. 


S\v 

ne. 

ne. 


Year. 


Temperatin-e. 


190S 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1920...    . 

Period 


56.  6 
58.  3 
51.1 
51.2 
.52. 1 
5.3.5 
52.4 
56.  3 
54.5 
50.  4 
53.0 
.56.  6 
,52.  3 
56.9 
54.8 
51.1 
54.4 
50.4 
50.0 

53.  6 


Precipitation. 


1.60 
0.97 
1.04 
3.  30 
2.71 
1.79 
3.33 

2.  36 
1.21 
0.82 

3.  13 
0.86 
3.  62 
3.11 

0.  61 
2.  79 

1 .  35 
3.81 
3.05 

2.31 


Average  n  u  m  her  of 
days. 


G 
I-  c 


16 

10 

18 

9 

20 

6 

13 

7 

22 

4 

21 

6 

19 

4 

22 

4 

18 

5 

21 

4 

18 

3 

18 

6 

18 

4 

13 

6 

20 

5 

16 

5 

23 

4 

14 

5 

17 

5 

17 

6 

ne. 
ne. 
ne. 
w. 
nt . 
ne. 
w. 
re. 
ne. 


/:]i 


44 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


NOVEMBEK.    1926 


Daily  Temperatures  for  November, 

19 

26. 

Still  ions. 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

.Mt-aii. 

Kii^lerii  I'd 

■lidii. 

Beaufort 

1  Maxiiiuiin  . . . 

I  Miiiinuiiii 

)  .Ma.xiiniini  . . . 

1  .Minimum 

i  .Ma.\imum  . . . 

(  Miuimiim 

S  .Mii.ximiim  . , . 

(  .Minimum 

)  Ma,ximnm  . . . 
'  iMiniiiuim 

lifi 

60 

"eo 

"oi 

"05 

'68 

'71 

"74 

"78 

"t'lil' 

"56 

"55 

70 

"so 

""so 

"59 

'"6,5 

'  '06; 

"52 

"57 

57 

"56 

"C5 

07 

"72; 

"73 

"eii 

"74 

"70 

'09 

"  "es.'i 

Klsickville 

45 

45 

43 

36 

34 

83 

30 

52 

59 

40i 

31 

25 

34 

45 

50 

47 

32 

48 

32 

27 

32 

38 

45 

45 

51 

62 

41 

36 

43 

37 

40.  5 

(JliarlnslDii 

(i6 
53 

01 
52 

57 
47 

63 
46 

65 
46 

65 
47 

69 
50 

74 
59 

76 
57 

60! 
46 

50 
37 

54 

36 

63 
44 

71 
56 

71 
62 

66 
40 

00 
4o 

69 
47 

52 
39 

50 
37 

62 
40 

55 
46 

58 
49 

73 
49 

65j 

65 

72 
59 

64 
49 

60 
41 

09 
52 

02 
51 

63.0 

48.1 

(>! 

56 

56 

60 

60 

61 

67 

6.2 

75 

57 

46 

50 

6.2 

70 

70 

57 

60 

61 

52 

60 

43 

50 

00 

00 

00 

70 

00 

52 

08 

09 

59.9 

(JheniwSs^  

Conway 

71 
■15 

3t) 
6(1 
39 

41 
59 
41 

30 
63 
32 

32 
66 
34 

28 
68 
31 

29 
3d 

52 

81 
51 

55 
76 
58 

43 
71 
47 

27 
52 
31 

22 
55 
26 

32 
71 
35 

38 
77 
49 

58 
76 
58 

51 

74 
65 

31 
02 
35 

43 
73 
44 

oU 
63 
36 

25 
54 
29 

25 
59 
30 

25 
62 
31 

27 
03 
35 

48 
■15 

48 
07 
42 

65 
49 

44 

70 
50 

27 

00 
31 

33 
73 
41 

33 
07 
52 

37.0 
CO.  8 
40.5 

l)a.rliiiKtoii\\i^ 

^  .MuxiiiHini  . . . 

(  iMinimiim.... 
\  Maximum  . . . 

fi7 

60 

65 

66 

65 

67 

70 

70 

70 

68 

56 

55 

66 

70 

72 

00 

05 

00 

54 

58 

52 

58 

CO 

03 

73 

75 

70 

72 

70 

70 

65.1 

FcrKiisoii  S'S^ 

i  At  i  iiiimini . . . . 

4J 

37 

39 

33 

33i 

30 

33 

37 

42 

42 

33 

29 

31 

40 

40 

45 

34 

40 

33 

30 

29 

31 

34 

45 

47 

45 

41 

43 

48 

50 

38.1 

\  Alaxi minn  ... 

(i.-* 

66 

50 

52 

61 

70 

68 

70 

64 

43 

43 

50 

70 

74 

59 

64 

04 

65 

54 

62 

48 

61 

04 

70 

08 

72 

74 

70 

68 

04 

01.9 

HloiHiice  I    

f  iMininnnn .... 

■15 

42 

43 

34 

36 

34 

35 

49 

41 

30 

25 

25 

30 

48 

53 

62 

34 

40 

33 

28' 

29 

30 

32 

49 

49 

49 

44 

49 

40 

48! 

39.  0 

J  Maximum  ... 

70 

.59 

63 

68 

67 

70 

69 

78 

82 

68 

53 

66 

06 

83 

81 

71 

05 

07 

51 

66 

.01 

03 

OS 

70 

"?i 

76 

09 

65 

73 

60| 

67 . 6 

Qariiftt 

1  .Minimum.,.. 

4K 

46 

47 

33 

33 

31 

36 

50 

60 

44 

33 

29 

38 

51 

59 

49 

32 

47 

32 

28i 

28 

43: 

40 

43 

4,-)! 

40 

45 

35 

48 

■5o' 

41.8 

\  Maximum  . . . 

80 

76 

60 

62 

68 

71 

70 

85 

70 

66 

65 

68 

70 

75 

77i 

74 

04 

70 

61 

59 

04 

53I 

64 

73 

70 

78 

77 

01 

76 

78' 

70.  0 

(aeoreelowii 

'  Minimum.... 

4f> 

50 

40 

32 

34 

32 

3S 

54 

,58 

29 

29 

27 

35 

35 

58 

64 

34 

44 

34 

30 

29 

38 

39 

42 

52 

51 

40 

32 

40 

53 

40.5 

\  .Mii.\i nnnn  . . . 

71 

62 

60 

61 

65 

69 

08 

81 

77 

68 

55 

55 

69 

77 

73 

71 

03 

08 

56 

50 

59 

61 

00 

70 

00 

75 

71 

61 

74 

08 



6(i.  3 

KinttstiVH 

t  .M  i  n  i  u  n  n  1 ! . . . . 

47 

42 

43 

33 

36 

30 

34 

54 

60 

46 

31 

27 

38 

51 

60 

52 

34 

40 

34 

28 

30 

35 

37 

49 

52 

54 

47 

34 

42 

53 

42.  0 

\  iMa.xinuim  . . . 

09 

60 

60 

66 

62 

61 

70 

69 

79 

70 

53 

54 

62 

.  79 

81 

74 

03 

04 

64 

54 

56 

50 

63 

07 

09 

74 

71 

59 

73 

07 

65.1 

OraiiKt'lHirtr  ! 

1  IMiniinum 

i      \I  '1   V  1  Tl  1  1  It  tl 

46 

42 

44 

33 

34 

31 

33 

52 

5S 

43 

31 

20 

39 

47 

60 

50 

33 

47 

33 

28 

37 

38 

37 

47 

61 

50 

45 

35 

42 

64 

41.5 

St.  (I't'orge 

1     .Mil  AlllllIIII    ... 

/  .Minimum 

\  M a  .X i miMn 

"64 

'  .57 

61 

65 

65 

69 

71 

"65 

"so 

di 

""■1,8 

"52 

"  "oo 

"81 

'72 

'"oi 

"05 

"64 

"55 

'  '53 

"47 

"54 

'02 

"09 

"g,5 

"74 

"63 

"55 

"71 

"64 

""63.' 3 

Society  IliiiS^S'i 

i  M  iniimnn. . . . 
)  .Ma  xi  nnnn  ... 

44 
fi9 

40 
61 

39 
58 

29 
69 

30 

28 
67 

28 
66 

37 
77 

41 

76 

45 
67 

27 
54 

23 

54 

24 
69 

34 

78 

56 
76 

53 
70 

32 
63 

32 
09 

34 
59 

25 
55 

25 
(iO 

27 
65 

28 
06 

28 
70 

42 
69 

51 
75 

40 
00 

30 
05 

36 
75 

40 
05 

3.  51 
'(iO.  1 

SlMllllH'rvillt' 

1  .M  i  ni  nnim  . . , . 

48 

45 

44 

35 

37 

32 

39 

57 

59 

45 

33 

32 

42 

57 

58 

52 

34 

47 

34 

29 

32 

41 

43 

45 

53 

52 

'45 

35 

45 

55 

43.5 

\  .Ma  xi  nnnn  ... 

54 

52 

55 

52 

5n!    60 

63 

65 

68 

67 

53 

40 

52 

08 

70 

70 

53 

77 

05 

54 

63 

52 

66 

6,8 

66 

73 

08 

58 

68 

60 

60.  8 

\Ve(ls?efiel(i 

1  .M  ininuim .... 

4.5 

40 

42 

38 

38      33 

44 

50 

75 

43 

29 

24 

33 

45 

60 

49 

33 

44 

32 

27 

28 

29 

35 

48 

,52 

51 

13 

32 

43 

52 

41.2 

\  .^la  ximnm  . . . 

7"2 

64 

63 

67 

67      69 

67 

78 

81 

71 

54 

57 

6.8 

79 

80 

70 

64 

67 

54 

58 

01 

50 

68 

69 

75 

78 

70 

66 

77 

06 

67.  9 

Vpinji.sst'C 

1  S\  iniinnni .... 

47 

45 

45 

33 

35 

31 

37 

50 

61 

45 

32 

28 

41 

51 

58 

51 

31 

41 

32 

28 

31 

43 

45 

43 

48 

47 

44 

35 

47 

55 

42.  0 

Ail<.Mi 

ilinii. 

i  Maximum  . . . 
/  .Minimum.... 

r.i) 

44 

60 
46 

59 
43 

63 
43 

61 
36 

62 
41 

60 
42 

6S 
43 

li 

66 

40 

53 
31 

50 
2S 

57 
45 

77 
47 

79 
41 

09 
46 

62 
35 

58 
49 

52 
29 

50 
27 

52 
37 

,50 
30 

62 
41 

S^ 

70 
54 

72 
.52 

70 
43 

60 
36 

69 
43 

66 
,50 

62.  9 
41.7 

\  M  a  .X  i  m  n  m  ... 

fi'i 

53 

57 

63 

61 

65 

61 

57 

fi7 

58 

57 

47 

45 

71 

70 

03 

56 

50 

57 

43 

,50 

59 

00 

51 

7(1 

05 

54 

01 

66 

"58.  7 

AikIhi-soii 

'Mi  nimum .... 

3fl 

41 

40 

36 
43 

34 

34 

37 

49 

52 

30 

28 

26 

32 

43 

57 

41 

43 

30 

27 

33 

28 

35 

45 

46 

40 

41 

35 

40 

41 

"38.4 

)  Maxinuun  . , . 

48 

49 

40 

53 

65 

55 

58 

59 

44 

40 

43 

48 

60 

49 

50 

52 

43 

"42 

40 

43 

3X 

54 

67 

63 

5?, 

54 

40 

48 

58 

49.2 

Caesar's  Head 

.Cliillioiiii  I'^iillss^^V... 
Ciimdeii^^S^ 

'  .Minimum 

'<  .Maximum  . . . 

35 

42 

33 

25 

28 

29 

39 

45 

47 

28 

18 

22 

25 

27 

36 

30 

32 

40 

21 

20 

20 

21 

21 

35 

40 

40 



34 

29 

'■^^ 

29 

30.  9 

'  .MiniuHim 

)  .Maxinnnr  . . . 
/  .Mininuim 

"42 

"46 

"37 

"33 

"34 

"30 

"30 

'"35 

'  '■12 

"43 

"31 

"27 

"29 

"38 

"50 

"'50 

35 

"35 

35 



"28 

29 

"28 

"30 

"40 

"45 

"48 

"45 

"32 

"33 

"■io 

36.5 

/.I     »•'-■*  f     '(•'  '*., 

*(telaximuin  . .. 



'npiiisoii  Collefii^  . . . 

(  Minimiun 

\  .M  a  X  i  I )  n  n  n 

fiS 

'59 

.55 

64 

61 

'bo 

"oi 

59 

"67 

"60 

"45 

"47 

"49 

"69 

"70 

'  62 

"59 

'  '.55 

"52 

"55 

".52 

"48 

,59 

"03 

"58 

"0,9 

"04 

"74 

',55 

"63 

""59.'3 

'  Mininunn 

.)  ;\iaximum  . . . 
1  Mi niimnn . . . . 

:^B 

38 

42 

32 

29 

29 

31 

40 

55 

37 

24 

22 

29 

43 

58 

45 

39 

44 

29 

22 

30 

24 

26 

40 

41 

47 

39 

35 

38 

38 

36.  1 

iQQfjjipVJa  ..:..-. .-.  .• 

48 

57 
44 

59 
42 

65 
40 

61 
39 

64 
33 

68 
37 

61 

57 

73 
51 

58 
39 

46 
32 

50 
28 

50 
39 

76 
42 

79 
61 

60 
41 

61 
36 

61 
40 

51 
34 

55 
29 

48 
32 

49 
33 

62 
39 

65 
49 

on 

53 

72 
53 

63 
46 

56 

35 

69 
41 

64 

50 

61.  0 
41.4 

Due  West 

)  .Maxinunn  . . . 
i  ^[inimum. . . . 

40 

52 
41 

55 
41 

61 
37 

60 
31 

62 
36 

64 
37 

57 
50 

68 
50 

45 

35 

44 
28 

47 
27 

45 
34 

72 
41 

72 
54 

54 
38 

60 
33 

54 

38 

48 
30 

52 
20 

€ 

48 
30 

59 
38 

59 
45 

52 

45 

71 

4S- 

62 

40 

52 
35 

64 
41 

64 
43 

."^7.2 
.38.1 

'I'ipciivilli? 

^  Ma  ximnm  . . . 

59 

53 

56 

60 

59 

61 

62 

56 

66 

51 

45 

46 

44 

65 

68 

55 

58 

55 

48 

52 

42 

48 

58 

62 

51 

66 

61 

50 

53 

63 

55.  8 

/  Mininuim 

44 

41 

39 

38 

37 

40 

41 

50 

49 

34 

27 

28 

33 

43 

55 

39 

36 

37 

30 

30 

33 

29 

34 

44 

40 

46 

41 

35 

41 

46 

38.7 

\  ^[axilmun  . . . 

7r 

63 

54 

57 

62 

61 

65 

70 

67 

78 

56 

49 

53 

47 

76 

74 

54 

63 

55 

49 

53 

45 

50 

60 

01 

50 

71 

04 

57 

69 

.... 

60.  5 

It  I'fM'Il  WOOll      

'  Mininuim  . . . . 

38 

4f 

4S 

36 

33 

32 

35 

35 

49 

38 

27 

22 

23 

37 

44 

45 

33 

35 

30 

28 

29 

28 

31 

42 

46 

il 

41 

33 

35 

42 



35 . 8 

Ilf'ntli  Spj-iitgs 

)  Ma  ximnm  . . . 
'  Minimum . . . . 

f,9 
4S 

56 
42 

5f 
39 

60 
36 

60 
36 

62 
36 

62 
37 

61 
36 

70 
56 

59 
42 

46 

26 

47 
22 

53 
29 

75 
41 

70 
59 

60 
47 

58 
31 

56 
45 

,52 
32 

50 
27 

44 

27 

40 
27 

59 
34 

63 
43 

60 
46 

65 
51 

60 
42 

51 
30 

60 
37 

62 

48 

5^.  6 
38,2 

Hogback  Mountain 

j  .Maxiimim  . . . 
'  Minimum. . . . 

51 

46 
3f 

47 
32 

52 
31 

49 
29 

52 
32 

44 
33 

55 
35 

58 
48 

51 
27 

37 
20 

40 
22 

49 
30 

56 
43 

60 
52 

57 
37 

49 
32 

48 
35 

41 
22 

43 
24 

36 
26 

40 
22 

5? 
30 

59 
38 

55 
40 

65 
JO 

56 

43 

■30 

47 
34 

54 
40 

49.  8 
.32.  8 

ICi'i-.>;li:i  w 

i  Ma  ximnm  . . . 

t'i<l 

55 

66 

64 

61 

66 

70 

60 

73 

61 

47 

57 

1     '^f 

79 

73 

69 

62 

63 

52 

52 

44 

5.3 

63 

67 

59 

70 

68 

53 

71 

72 

.... 

62.  2 

/  .Minimum . . . . 

4-2 

49 

38 

33 

37 

35 

35 

50 

58 

42 

28 

23 

31 

44 

59 

42 

31 

46 

32 

25 

25 

25 

32 

45 

41 

50 

42 

29 

37 

42 

38.  4 

^  Maximum  . . . 

(1I 

5f 

57 

61 

60 

63 

65 

54 

67 

59 

44 

47 

41 

64 

68 

60 

64 

59 

50 

53 

45 

41 

62 

02 

64 

63 

63 

52 

.^0 

62 

57. 3 

I. a  iioi'nin 

•  '  .Miniuium 

35 

38 

41 

33 

39 

32 

32 

46 

54 

38 

25 

21 

28 

40 

55 

47 

49 

28 

32 

33 

30 

25 

26 

32 

39 

45 

42 

30 

32 

44 

36. 4 

r,aiiroiis 

J  ^^a ximnm  . . . 

fi 

52 

60 

65 

61 

66 

68 

S*" 

68 

57 

46 

48 

44 

74 

74 

65 

6.' 

60 

51 

54 

45 

52 

60 

64 

54 

70 

63 

53 

63 

64 

F9.  5 

'  '  Minimum . . . . 

38 

37 

41 

32 

28 

31 

31 

47 

56 

37 

•jr 

22 

?,■> 

41 

56 

41 

31 

30 

31 

27 

32 

30 

33 

38 

40 

47 

38 

33 

32 

37 

35.  f 

I.illlt  Moiiiitiiin 

^  Ma ximuni 

57 

56 

58 

62 

60 

61 

56 

64 

64 

63 

43 

44 

55 

66 

74 

65 

59 

56 

53 

t 

46 

50 

56 

58 

58 

66 

62 

54 

62 

62 

64.  5 

■  '  Minimum . . . . 

4fi 

An 

39 

38 

36 

34 

34 

38 

53 

1     4" 

27 

33 

4( 

50 

55 

44 

33 

32 

30 

27 

27 

27 

40 

46 

48 

45 

48 

32 

36 

47 

39. 2 

Ni'ul)(>rry 

\  ^fa xiinun. 

ri8 

5f 

60 

6.i 

61 

65 

68 

60 

76 

57 

1     47 

51 

5( 

78 

78 

64 

63 

69 

51 

54 

46 

51 

63 

64 

56 

72 

07 

5( 

71 

fl!^ 

61.2 

'  ^  f  i  11  i  m  I  u  n . . . . 

41 

4r 

41 

34 

33 

36 

32 

49 

56 

39 

29 

23 

32 

43 

58 

42 

31 

45 

30 

24 

29 

28 

36 

47 

45 

47 

4f 

34 

38 

46 

38. 1 

Siihida 

\  !\Ia ximiim  . . . 

T? 

58 

58 

'.     64 

60 

62 

67 

62 

72 

6f 

54 

50 

51 

76 

" 

71 

57 

68 

51 

54 

50 

47 

56 

66 

64 

72 

70 

57 

70 

06 

62.  ( 

■  '  Minimum. . . . 

4'' 

46 

49 

32 

31 

28 

27 

49 

58 

31 

27 

I*' 

1    2« 

38 

1     t 

46 

29 

41 

S( 

24 

30 

28 

35 

45 

47 

45 

42 

30 

37 

46 

36.9 

Siiiilnclc 

)  .Maximnni  . . , 

fiS 

54 

61 

64 

61 

66 

68 

5^ 

76 
57 

65 
39 

49 
22 

4<' 
17 

48 
25 

76 
43 

1     '''' 
52 

76 
48 

61 
28 

on 
41 

52 
29 

51 
21 

41 
26 

52 
21 

62 
28 

6,= 
42 

58 
40 

71 
44 

63 
41 

57 
28 

67 
26 

67 
42 

61. 1 
34.1 

•  '  Jfiuiimim 

3<- 

34 

42 

29 

27 

26 

2f 

44 

SpartiiTitiiirf? 

\  l^raxiimnii 

7n 

62 

58 

61 

60 

62 

66 

67 

68 

.52 

52 

s.'- 

56 

7f 

74 

62 

66 

58 

54 

52 

48 

56 

66 

62 

66 

68 

66 

PC 

;^n 

64 

60.2 

^  Minimum. . . . 

35 

36 

40 

31 

29 

9S 

36 

46 

5n 

46 

i     '-^' 

21 

30 

3' 

46 

4.= 

28 

3,= 

26 

23 

2- 

24 

26 

33 

3F 

4r 

42 

30 

33 

38 

33.' 

TfPiitoii 

^  Maximum  . . . 

57 

40 

63 

'     29 

61 
39 
60 
26 

66 
37 
64 

.36 

7f 
41 
64 
3f 

66 
54 
59 
42 

71 
51 
68 
53 

63 
3f 
58 
34 

■     52 

t     31 

47 

22 

59 
27 
47 
21 

51 
3f 
51" 
21 

7? 

6f 
41 

61 
56 

4f 
6f 
41 

63 
34 
5f 
3f 

5f 

48 
54 
3« 

4r 

i     5? 
1     2- 

54 

1     36 
5t 
21 

51 
36 
A^ 
2> 

51 
3: 
5f 
2.' 

5" 

4r 

61 
2^ 

62 
4f 
64 
3- 

6f 
53 
51 
3' 

71 

51 
0' 

68 
4: 
6' 
3,'^ 

5f 
3f 
5" 
3L 

6r 

53 
9f 

64 
4f 
63 
3^ 

... 
... 
... 

'■59.  ( 
■•38.  f 
.58.1 
33.  f 
"62.  • 

'  .Minimum 

Wallialla 

(  Maximum  . . . 
*  f  ^Ti nimum. . . . 

'"r3 
3'i 

".53 
3" 

".57 
40 

)  Maximum  . .. 
*  '  "Nrinimum. . . . 

fi4 
41 

56 
43 

61 

40 

1     69 
36 

63 
35 

67 
37 

38 

66 
41 

7; 

53 

5f 
1     46 

^, 

56 
24 

,51 
36 

?.f 

86 
46 

5- 
4' 

6 
3.' 

6f 
)     4f 

'!•■• 

6 

04 

4r 

5' 
4 

7f 
■•      4f 

^      6'. 
41 

5' 
>      3' 

71 

>    sr 

63 

1      4( 

... 

Wimistioro^W 

1    3 

"38.' 

Wiiitlu-op  ('oIIhjtp  . . 

i  "^faximum 

f,2 

^■ 

60 

64 

62 

6- 

71 

5S 

76 

63 

4P 

4r 

41 

7." 

7.C 

6f 

<      6f 

1      6 

5 

5r 

"k- 

>    ^: 

»  "6' 

>      6' 

6 

•      0 

^      6 

5 

6 

>      0' 

00.4 

■  1  .Minimum 

38 

40 

40 

33 

33 

33 

3f 

48 

5f 

3f 

2.= 

2f 

2? 

4C 

Of 

4, 

)      3: 

i      4' 

>      3( 

1     2f 

2 

'    2 

'      3 

■>      4 

?      4 

1      4 

■      3' 

'      3 

1     3 

=      4 

37.4 

Kefpi-euop  Ipttcvs  (».  0.  c>,  aptieariiur  in  tlie  table  imlicate  nnmbor  of  days  missinpr:  for  pxamnle,  "  rpprp.<;pnts  two  days  inissiufi:.  Pto. 
SW  Instrnmputs  are  read  in  the  morning:  tbp  inaxinium  temperature  tbeu  read  is  obarfred  to  tbe  iirccpdius  day,  on  uiiicb  it  almost  always  oceurs. 

WBO,  Raleigh,  12-29-20-900 
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jJEJ^Jl'MENT  OF  AGRICULTURE,  WEATHER  BUREAU. 

%    *  CHARLES  F.  MARVIN,  Chief. 


CEfM''Af&*LOGICAL    DATA 


SOUT^   CflJ^OLilflA   SECTION. 


KICHARD  H.  SULLIVAN.  Meteorologist. 


Vor..  XXIX.     CoLUMRiA.  S.  C,  December,  1926. 


No.  12. 


GENERAL  SUMMARY. 

The  month  averaged  considerahly  warmer  than  upual,  with 
hut  one  series  of  rather  hard  freezes.  The  rainfall  was  some- 
wliat  ahove  normal. 

The  generally  mild  weather  was  favorable  for  normal  de- 
velopment of  wheat,  oats,  rye,  winter  truck,  and  pastures, 
although  growth  was  checked  by  rather  hard  freezes  about  the 
close  of  the  second  decade.  Winter  cereal  sowiTig  was  delayed 
by  hard  soil  incident  to  previous  dry  weather,  but  copious  rains 
ibout  the  Uth  and  toward  the  end  of  the  month  materially  im- 
proved germination,  and  generally  good  stands  resulted.  Cotton 
picking,  which  had  l)ecome  more  or  less  desultory,  was  practi- 
cally finished  by  the  close  of  the  month.  Considerable  hog- 
killing  was  done,  interrupted  occasionally  by  abnormally  warm 
weather. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  ]5urean  stat'ons  in  and  surrounding  the  Sec- 
tion, was  30.  14  inches.  The  highest  pressure  was  30.66  inehesat 
Columbia  and  Due  West  on  the  19th;  the  lowest  pressure  was 
29.62  inches  at  Asheville,  N.  C.  on  the  2.5th,  and  in  the  Sec- 
tion proper,  29.71  inches  at  Columbia  on  the  28th  and  at 
Greenville  on  the  11th.   

TEMPERATURE. 

Tlie  nioutldy  mean  for  the  Section,  determined  from  re- 
ports of  38  stations,  was48.7°,  or  2.1°  aliove  the  normal.  'J'he 
highest  temperature  was  82°  at  Georgetown  on  the  22d  The 
warm  periods  were  generallj'  on  the  4th  and  5th,  from  the  8th 
to  the  14th,  and  from  the  20th  to  the  26th,  inclusive.  The 
lowest  temperature  was  13°  at  Caesar's  Head  on  the  lOth  and 
17th.  The  cold  periods  were  on  the  6th  and  7th,  from  the  ir)th 
Lo  19th,  inclusive,  and  at  the  end  of  the  month,  when  the  daily 
mean  temperatures  ranged  from  5°  to  18°  below  normal. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weatiier  liureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  81%:  noon.  65%;  8  p.m.,  72%. 
The  highest  percentages  occurred  in  the  lower  Savannah 
rlrainage  basin  and  the  southern  coast  counties,  and  the  lowest, 
in  the  central  interior.     

PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
?.59  inches,  or  0.12  inch  above  the  normal.  Precipitation  was 
general  in  three  periods  and  was  badly  distributed  as  to  area 
xnd  amounts.     The  rainfall  ranged  from  4  to  8  inches  in  the 


Piedmont  and  ranged  downward  from  3  inches  to  less  than  1 
inch  toward  the  coasi.  The  greatest  local  monthly  amount  was 
8.00  inches  at  Caesar's  Head;  least  local  monthly  amount, 
0.69  inch  at  Summerville.  The  greatest  amount  during  any 
24  hours  was  4.40  inches  at  Chester  on  the  27lh  and  28th.  The 
average  number  of  rainy  days  was  normal. 

Snow  flurries  occurred  at  Columl)ia  on  the  30th,  and  sleet 
occurred  at  Hogback  Mountain  on  the  15th. 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.4  Tuiles.  The  highest  average  velocity  was  12.3  miles  per  hour 
at  Savannah,  Ga. ,  and  in  the  Section  proper,  10.4  miles  per  hour 
at  Charleston  ;  the  lowest  average  velocity  was  5.2  miles  per  hour 
at  Charlotte,  N.  C. ,  and  in  the  Section  proper.  7.2  miles  per  liour 
at  Colundiia.  The  highest  velocity  for  any  5-minute  period  was 
38  miles  per  hour  from  the  west  at  Due  West  on  the  26th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine.  determiTied  from  9  auto- 
matic records,  wa'J  175.6  hours,  or  57%  of  the  possible 
amount.  'The  average  nund)er  of  clear  days  Avas  14;  partly 
cloudy,  5,  and  cloudy.  12,  as  against  normals  of  13,  7,  and  11 
days,  respectively. 

RIVER  CONDITIONS. 

Moderate  freshet  conditions  prevailed  in  the  upper  Saluda 
River  on  the  14th.  and  in  the  Broad,  Saluda,  Savannah,  and 
Santee  Rivers  about  the  close  of  the  month;  during  the  re- 
maining period,  all  streams  of  the  Section  were  relatively  low. 


MISCELLANEOUS   PHENOMENA  (dates). 

JTdhfi—Luvnr:  Charleston,  13;  Columbia.  11.  14,  21; 
Greenville.  11;  Laurens,  11;  Santuck.  20;  Walhalla.  11,27. 
Solar:    Due  West.  4,  1 1 ,  14,  21 ,  22,  27,  31 ;  Greenville.  11 ,  20. 

Fog,  deme .—Cii\hmn  Falls,  9;  Charleston.  1.8;  Columbia, 
9;  Due  West,  9,  24,  25;  Greenville,  9,  14;  Rimini,  9,  21,  25; 
Saludn,  9;  Santuck,  8;  Walhalla,  9. 

T/n/H^e?-sto7??.s.  — Charleston,  10;  Columbia,  14;  Due  West, 
13,  14;  Santuck,  13.       

ERRATA. 

November,  192fi.— Conway,  greatest  24-hour  precipitation,  page  42,  should  be  1.70. 
Wedgefield,  minimum  temperature,  page  42,  should  be  24  on  the  12th.  Enoree.  S.  C, 
station  designation  changed  to  Crescent,  S.  C. 


MISCELLANEOUS   DATA 

FOR  DECEMEER,  1926. 

.       _ 

I'recipita- 

Mean 

°  oi 

Temperature, 

Wind. 

re 

la  live 

^c 

t  > 

degrees  Fahr. 

inc 

les. 

lunnidity. 

0^  i2 

Stations. 

^ 

...  m 

S^U„- 

to  J 

SS 

g 

c 

0) 

a; 
c 

o 

cS  >_.t:  a 

in 

g 

a 
o 
o 

H 
p. 

f2 

cc 

^ 

^ 

iJ 

c?; 

<J^> 

i-c 

c/D 

'A 

CO 

(i. 

Asheville,  N.C.... 

30.14 

40.4 

r.7 

17 

.3.19 

1.30 

10.2 

Srf. 

84 

66 

71 

42 

Augusta.  (Ja 

TO.  14 

ftl.fi 

79 

26 

1.75 

0.48 

5.6 

nw. 

8: 

'/2 

77 

V2 

Charleston.  S.  (;.. . 

30.14 

54.4 

79 

28 

0.92 

0.36 

10.4 

svv. 

82 

69 

80 

65 

Charlotte,  N.  C  ... 

30  14 

44.4 

70 

18 

3.8fi 

1.61 

5.2 

sw. 

79 

64 

69 

bU 

Columbia.  S.C.... 

30.15 

50.4 

76 

23 

1.74 

1.14 

7.2 

w. 

79 

57 

62 

54 

Due  West,  S.C 

30.  17 

45.8 

(19 

22 

4.24 

1.88 

8.5 

sw. 

84 

64 

5h 

Oreenviile,  S.C.  .. 

30.  12 

45.4 

fi9 

20 

fi.  ,5fi 

2.74 

8.8 

ne. 

78 

66 

VCI 

52 

Snvauuali,  Ga 

30.14 

5K.4 

78 

31 

0.77 

0.39 

12.3 

ne. 

81 

64 

69 

60 

Wilmington,  N.C. 

30.14 

50.8 

74 

19 

1.42 

0.70 

7.5 

sw. 

79 

62 

74 

68 

Means  and  ex-  ) 

tremes ( 

30.14 

48.8 

79 

17 

2.72 

2.74 

8.4 

sw. 

81 

65 

72     57 

46 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


December,  1926 


Climatolog-ieal  Data  for  December,   1926. 


Stations. 


Counties. 


Knulern  Portion. 

Baaufort 

Bliwlsville 

(Jliarleston 

(y'lieraw 


Conway 

Darlington  .. 
i:iiiiigii!ui». . . 

rergiisoiitt. . 


Florence  1 

I'  lorence  2 

(iarnett 

tieorgetown 


Kingstree 

Mars  liliill... 
Oiangeljnrg 
I'Inoiiolis  .  .. 
Uiiiiini 


St.  (ieorge 

Society  Hill 

Siuiiuiervilie 


Beaufort 

Barnwell 

Charleston  . . 
(Miesterlield  . 


Horry 

Darlington  .. 

Florence  

Orangeburg  . 


Florence  

....do 

Hampton 

tieorgetown  . . , 

\Villiani.«lnirg 

Florence 

Orangeburg  . . 

lierlielcy 

Sumter 


Dorclie.ster 

Darlington 

Dorc-hester 


Wedgelieia Sumter  .  . 

Yemassee Hamilton 


Division  means  and 


Wealerii  r<niinii. 


Ailten 

Anderson  

Klairs 

Ciesars  Head  W- 
Callioun  Falls. 
CaliKten 


Catawba  

Cliappells 

(Jliester 

Clems<ni  College  . . . 
Columbia 


Crescent 

Due  West 

Kdgelield 

Caslon  SlioalstHf.... 

fireeiiville 

'Jreenwood 


Ileatli  Springs 

Hogback  Mountain  . . 

Kersliaw 

lyandrum 

Latu'ens 


Aiken  

Anderson  .. 
Fairlielil.... 
Greenville.. 
Abbeville. . . 
Kersliaw 


York  

Newberry  . . . 

(;iiester 

Oconee 

liichland 


Spartanburg  . 
Abbeville  ..., 

KdgeHeld 

Clieroki'e 

Oreenville  .. . 
Greenwoo<l.  . 


Little  Mountain. 

Lockhart 

Newberry 

Pelzer 

Saluda 

Santuck  


Spartanburg 

Trenton 

Walballa 

Winnsboro 

Wintlirop  College  tt... 

Division  means  and 

.Section  means  and 


Lancaster 

Greenville 

Kersliaw 

Si)artanl)urg. 
Lamens 


Newberry 

Union 

Newberry  . 
.Anderson. 

Saluda 

Union 


Spartanburg 
Fdgetield.... 

Oconee 

Fainlel.l 

York 


extremes  . 
extremes. 


'21 
■29fi 

"18 
14-1 

25 
175 
106 

G3 

13fi 
IHtl 
82 

18 

r>4 

92 

2t)-l 

54 

97 

109 
192 

75 
249 

21 


Temperature,  in  degrees  Fahr. 


52.0 
54.4 
47.2 

52.  6 
"48.0 


49.6 


53.8 
54.9 


52.  6 
51.9 


527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 


711 

'680 
1039 
671 

.568 
3025 

500 
1063 

589 

711 
.336 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


"47.6 

'54.1 

51.6 

54.6 

51.9 


52.8 
46.8 


+4.6 
+2.7 
+3.4 

+  5.1 

+2.8 


+4.7 

+  G.'0 
+  6.1 

+  3.' 2 

+4.7 


39.4 
'56.' 2 


46.4 

50.4 


45.8 


45.4 
46.2 

46.8 
40.4 
47.9 
45.2 
46.5 

46.5 

'48.' 6 

'49.0 
47  6 

44.4 
40.6 
44.8 
46.8 
45.8 

46.7 

48.7 


+2.8 
+  .5.  2 
+  4.1 
+  6.7 

+2.7 


+  .5.5 
+3.0 


76 

"77 

78 

81 


+2.1 


+  3.7 
+  3.2 


H-0.2 


+3.2 
+  3.2 


+4.6 


+1.9 
+  1.2 


+0.9 

+  4.' 3' 

+  3.'6' 
+  4  5 

+3.5 
+3.  5 
+  1.5 
+4.1 
+2.8 

+2.5 

+2.1 


64 
78 


69 


t5 
22 
25 

tl3 
25 

■"9' 

22 

'  '25' 

22 

25 

"'25' 
t9 


22 
t4 
25 


23 


"20 
"22 
21 
23 


t4 
4 


t  4 
26 


25 


22 
t  1 

tl" 

4 

25 

1-4 

4 

t20 
"25 

"is 
22 

10 

25 

t  4 

25 

22 


22 


1  a 


Precipitation,  in  inches. 


Number  of  days. 


19 
19 
19 

19 

19 

"ii' 

19 

31 
tl7 

19 

"ig 

16 


tl6 
17 
19 


19 

"is' 

tl9 

19 
16 
19 
19 

tl7 

19 
"i7 

"iit' 

18 

19 
19 
19 
19 
19 

tl6 

tl6 


3.  ,55 
0.92 
3.08 

1.30 
2.47 

1.98 
1.82 

1.82 
2.  52 
1.34 
0.97 

0.76 
2.00 
1.23 
1.60 
1.60 


2.60 
0.69 
1.25 
1.69 


54        1. 76 

i 


1.81 
4.74 
3.  85 
8.00 
5. 68 
3.14 

4.20 
4.25 
7.51 
7.  .55 
1.74 

4.29 
4.24 
2.45 

3.80 
6.56 
5.15 

3.  33 
6.15 
3.0s 
6.01 
4.40 

4.68 
3.94 
4.83 
5.36 
4.23 
4.75 

6.87 
2.23 
7.96 
3.67 
4.64 

4.70 

3.59 


+  0.32 
-2. 23 
-0.06 

-1.91 
-0.  34 
-1.15 
-1.15 

-1.13 
-0.43 

-2.'48 

-2.  29 

— i.'ii 

--1.3S 
-1.50 


-0.  .50 
-2.66 
-1.94 
-1.43 

-1.32 


-1.80 
-0,13 
-0.05 


-0.88 
-0.  86 


+0.  21 
-0.20 


+2.33 
-1.16 


-0.49 
-0.63 
-0.74 
-1.78 
+  0.  72 

—0.40 

+6.06 
+0.93 


+  1.39 

+6."  52' 

-0.02 
+0.  33 
+0.59 

+2.  63 
-1.57 
+2.  69 
+0.26 
+0.39 

+  0.32 


1.50 
0.  36 
1.03 

0.39 
1.74 
1.15 
1.10 

1.29 
1.80 
0.75 
0.50 

0.30 
1.10 
0.55 
1.00 
0.  so 


1.56 
0.  62 
0.45 
1.00 

1.80 


0.47 
1.77 
1.74 
2. 00 
2.10 
2.04 

2.11 
1.65 
4.40 
2.50 
1.14 

1.25 
1.88 
1.00 
1.22 
2.74 
2.00 

1.74 
2. 20 
1.26 
2.  24 
1.89 

3.00 
1.46 
1.67 
1.38 
2.57 
1.82 

1..50 
0.94 
2.  20 
1.22 
1.50 

4.40 


+  0.12      4.40 


0      14 
T.       10 


0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

T. 

T. 


0     11 


12       9 
4     15 


n\v. 
sw. 


Observers. 


Pathologist  Truc's.  Sup.  Co. 
Mrs.  I).  H.  Sandf-rs. 
('.  S.  Weather  liureaii. 
Roland  D.  Powe. 

Paul  Qnattlebaum. 
D.  C.  McCall. 
\Vm.  B.  (Jillesiiie, 
Uemy  C.  Savage. 

H.  K.Gilbert. 

Pee  Dee  Kxiierimeiit  Stft. 

Mant^r  J'..  Kobert. 

A.  P.  Hazard. 

Jfrs.  Ellen  Scott. 

J.  L.  Shaw. 

I  .S.  I'isberies  Station. 

Miss  10.  P.  liavenid. 

lioykin  K.  Cantey. 

R.  L.  Iltsey. 
F:.1).  Fields, .Ir. 
Dr.  William  Simons. 
W   Hampton  Hamsey 
W.  C.  Unison. 


Frank  H.  McCoy. 
II.  II.  Knssell. 
Fsther  B.  Owens. 
Cu'sar's  Head— P.  Mtn.  Co 
I,.  M .  Parker. 
Henry  A.  Brown. 

.lames  ('..  Faris. 

George  V.  (Manip. 

.1.  C.  Cornwell. 

Prof.  F.  11.  11.  Calhoun. 

II    S.  Weather  Bureau. 

Broad  River  Power  Co. 
II.  S.  W    li.  Aerological  Sta. 
D.  \V.  Sharpe. 
S.  C.  l.t..  I'ower  .»  I!y.  Co. 
U.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.7.  Marvin  Bowers. 
Blue  Kidge  Forests  Co. 
.lohn  W.  llamel. 
K.  Ilartwell  Wilds.  1)1)  S. 
L.G.  KoH. 

Miss  Alberta  Sease. 
Broad  River  Power  Co. 
John  H.  Baxter, 
.loshua  Y.  .lones. 
\V.  S.  Crout. 
K.  \V..leter. 

M.  H.  Daniel. 
Mrs.  S.  IC.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson. 
\V.  T.  Clawson. 


The  departures  front  the  normal  temperature  and  precipitation  are  computed  only  for  sti.ch  stations  as  have  tf '' f ';)"':';  J^^/'f  oj  ■'f.^^^^^  V/;',?,' es^IIi^lwo'd^^^^^ 
<lotBr.„!niM<r  spptinti  or  division  means      Reference  letters  (»,  '',  c),  appearing  in  the  table  indicate  number  of  days  niissiiig;  for  example,     lepresenisiuo  (lajs  missing,  eic. 
t  A  so        other  d"tes     tt  Rece    ed  ioo  Ut^to  be  include,   in   iieans  aii.l  summaries.    "  Temperature  ,lata  are  from  observed  rea.iiugs  of  the  dry  bulb:  means  are  ••om- 
pute^  f"oi,i  observed  reading^    «l'ostomce  addresses  of  these  stations  are  as  follows :  Of  Gaston  Shoals.  Blacksburg;  of  Wluthrop  Cillege,  Rock  Fl.ll ;  of  Ferguson,  LutawvUle ; 
of  Cicsar's  Head,  Greenville.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ECEMBER,    1926 


Stations. 


Prainage- 
basiiis. 


AVlS^fTH    I'llltillll. 

lufort  

ickvillHllll 

iirlestoii  ••* 

:Tawl||| 

iiway  illl 

rliiiKtoii  nil 

iiik'liaiii  Illl 

rgiisoii   III! 

n-eiico  I  illl 

ireiice  illil 

iliett 

IHKI'IOWII 

ii6rstiv.'llli 

.rs  iiliilt 

iiigelMirg 

ioiiolis 

mini  nil 

Oeoige 

I'lL-ty  Mill  nil 

miiicrville 

'(Ijrelii'ld 

iiiiUiseellll 

Wfflrnt    I'mliiiii. 

Iteii 

IcltMSdll 

lirsllll 

■sar's  Ifead  

'Iimiii  I'lillslllj  .... 
IM.I..111III 

Ia\vl)a|||| 

:u>i"Misiiii : 

n'stcr 

^iiisiiii  C.iiWi'iie 

>Iuiiibia  ***  

escent 

le  West***..   .. 
It,'"li('l.l  III! 

SlOllSlKlillsllll 

eciivillo     **• 

oeiiwood  Illl 

■atli  Svriiius  

igback  Mountain  . 

•i-.-iliaw  .III 

.n.lniiii 

.IIIIMIS 

Illc  IMoiiiitaiii 

irkliart 

Mvl'IMiy 

■lz.M-1111 

liiila 

iitucU 

KirfiuiliiirR  nil 

Hiilon 

ivlhallii 

iinislHiiollll 

liiiliro|)(!i)lle)Fe. . . 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


47 


Daily  Precipitation  for  December,    1926. 


Day  of  month. 


(;oast  

Ivlisio 

(least 

Pee  Dee 

Waccaiiiaw  ... 

l"ee  Dee 

LyiK'lies 

Sanlee 

IVb  I  )ee 

do 

Savannah  

Coast 

Ulaclc 

I'ee  Dee 

I'Misto 

Cooper  

Sanlee 

ICdisto 

IVe  Dee 

Asliley 

Watei-ee 

Aslieiioo 


Kdisto 

Savaiinali  . 

liioiid 

Saluda 

S:i\iiini:i|]  . 
Wale  I'ee  . . . 

('alaul>a  .. 

Saliiila 

Uroiid  

Siivaniiiili  . 
(,'onKarce  .. 

Enoree  ,  . . . 
Savaiiiiali  . 
Siivniiaali  . 

liioad 

Saluda 

do 

Wateiee  . . . 

Broad  

I.ynclies  . . . 

Iti-oad 

Saluda 

Saluda 

Broad  

Saluda 

do 

do 

liioac! 

do 

l';disto 

Savanuali  . 

Broad  

(;atawl)a  .. 


.08 


9      10 


12     13 


U      15      16      1'      IS      19      20      21 


23      24 


25      26      27 


28      29 


.12 


T.    . 


.08 


.0-2 


05 


.1 
1.00 


.30    .10 
.03   .01 


.09 


.10 
.10 

.'l-l 
.05 
.11 


.IJ 


T. 


.02 


4' 
1.78 


.30 


.02 


.13 


1.50 
.22 
.9'. 
.22 

1.74 
1.15 

i.'io 

1.80 

.35 
.50 
.03 
1.10 
.29 
.  10 

.28 

i.'sc, 

■  OS 
.•45 


.3fi 

.08 
.18 

.10 
.10 
I.IC 


.4'^  1.50 
.  04  2.  04 


.fi5 
.35 
.23 
?4  2.  50 
.01    .21 


1.10 
30 


70 
l.fii 
.78 
.24 
.9:- 


.44 
1.00 

.2 

.18 
1.48 


.17 
.43 

i.'io 

1.83 
.3fi 

.38 
.89 
.  2fi 
.98 
.40 

.15 
.70  .48 
.15  1.50 
1.38  .40 
.132.57 
.64    .41 


.80 


1.00 


1..50 
T      T 

,55,1.8fi 
...  .35 
,351  .3fi 


.38 
.25 
.41 
.40 

3.00 
.30 
.43 
.36 
.19 


.06 


.60 
.94 
.10 
1.2? 
.49 


.33 


.11 


.10  .... 


-08 


.09 


.0- 


.10 


.33 


.40 


.03 


.25 


.45 
.05 

1,.5(1 
.10 


.12 
1.10 
.32 


.1? 
.14    T 

.20    .30 
.30 


.50 


.03 


.20 


.10 


.04 


.08 


.4? 
.03 
.06 

.50 

i.oo 

.03 
38    .20 


.20 


.01 
1.03 
.05 

.40 
T 


30      31 


.35 


.50 
1.90 
T 


2.  II 


35 
1. 

15 
2.00 
.20 
.15    .60 

22  2.11 
.12  1.22 
4.40 
.10 
.37 


34  1.25 
T.    1.88 

.53 
.8'' 
.22 

1.74 
2.20 
12 
2.24 
1.89 


28 

1.6 

..36 

.53 

1.82 


.50 


5 
1.01 


2.00 


1.26 
.12 
.01 

.82 
1.46 

i.'34 
.27 
.45 


.,50  1.50 

.75 
2.20I 

.16  1.15 
1.50    .75 


3.55 
0.92 
3  08 
1.30 

2.47 
1.98 
1.82 
1.82 
2.  52 

1.34 

0.97 
0.76 
2.00 
1.23 
1.60 

1.60 

'•i.'oo 

0.  69 
1.25 
1.69 


1.81 
4.74 
3.  85 
8.00 
5.  68 
3.14 

4.20 
4.25 
7.51 
7.55 
1.74 

4.29 
4.24 
2.45 

3.80 
6.56 
5.15 

3.33 
6.15 
3.08 
6.01 
4.40 

4.68 
3.94 
4.83 
5.  36 
4. 23 
4.75 

6.87 
2.23 
7.96 
3.67 
4.64 


ICx..e,.t  as  otherwise  indicated,  ol.servations  are  generally  made  late  iu  the  a  ternoo  .  near  sm.se  and  P'<^''>,^,i"  '"  .^7":!^  J^  1  ure  u  «?at  o"  nr".'  r  t^d  on  i'  V.  the 
ohservation.  |||i  ITecipitation  measured  in  the  morniner:  amount  then  recorded  iS  for  the  pre<.pdin£,'  24  hours. ,  *? J<f 'V  ^^lV  m  rec.S^  T  TrV(v  o r  le"  than  O.Ol  inch. 
24.lionr  period   midnight  to  midnight.    *  Precii.itatiou  included  in  the  next  follounig  measurement.    ISeparate  dates  ot  lalls  not  ie(  oided.     1.  luxe, 01  le.ssinan 


COMPARATIVE  DATA  FOR  DECEMBEK. 


Year. 


Temperature. 


% 

J 

c 

■^ 

« 

tc 

0 

f^l 

K 

K-l 

I'recipitation. 


A  verage  u  u  m  her  of 
days. 


187 
188 
!89 
190 
S91 
i92 
(93 
(94 
(95 
(96 
(97 
(98 
(99 
WO 
Wl 

xw 

W3 
J04 

305 
306 
;K)7 


44.9 
42.7 
55.4 
45.9 
49,9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.6 
4.5.5 
44.0 
46.8 
41.0 
45.5 
46.2 
48.0 
46.2 


4.65 
3.56 
0.  53 

2.  25 
1.91 
2.45 

3.  05 
2.56 
3.04 
3.55 
2.40 
2.84 
2.  33 
5.64 
5.01 
4.26 
1.95 
2.79 
7.25 
3.25 
5.81 


oj'r 


svv 

n\v. 

n\v. 

ne. 

ne 

nw. 

nw. 

n 

n. 

nw. 


Year. 


Temperature. 


1908 

1909 

1910,.... 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

19-23 

1924 

ig'iS 

1926...    . 

Period 


50.6 
42.8 
42.0 
49.8 
48.8 
47.8 
43.9 
44.2 
46.7 
37.7 
50.8 
46.5 
46.1 
50.3 
51.0 
52.5 
47.6 
44.4 
48.7 

46.6 


Precipitation. 


-^,So  o 


Average  n  u  m  her  of 
days. 


23 
7 
12 
18 
18 
16 
11 
17 
II 
-6 
17 
15 
18 
20 
22 
23 
12 
1 
13 

-6 


2.84 
2.81 
2.36 
4.94 
2.88 
4.  25 
4.80 
3.27 
2.43 
1.47 
5.35 
3.45 
4.01 
1.54 
4.90 
4.12 
5.54 
3.  26 
3.59 

3.47 


;3  ^ 


w. 
nw. 


ne. 
sw. 
ne. 


(% 
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December,  1926 


Daily  Temperatures  for 

December, 

1926. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

K(tnterii  Portion. 

Beaufort 

(  .Miniinmn 

i  iMaxiiiuuTi  . . . 

"69 

'"59 

"76 

73 

""78 

""eo 

"47 

76 

77 

74 

"'6'2 

73 

""■78 

78 

"53 

""49 

4S 

'4s 

"44 

"63 

""70 

77 

""75 

""69 

""65 

""55 

""45 

"42 

""56 

""si 

""59 

""""6'2.",5 

Blackvillo 

(  Minimum 

i  P^iaximmn 

37 
65 

35 
54 

31 
60 

48 
72 

56 
75 

54 

63 

31 
50 

45 

72 

43 

55 

50 

44 

52 

65 

48 

30 

25 

30 

23 

25 

54 

61 

48 

48 

37 

35 

41 

35 

35 

39 

29 

41.6 

74 

71 

65 

64 

71 

68 

63 

46 

52 

48 

44 

59 

70 

79 

56 

60 

73 

67 

52 

70 

66 

48 

57 

62.4 

Charleston 

t  Miuinunn. . . . 

46 

42 

43 

52 

57 

41 

34 

50 

57 

62 

52 

52 

61 

63 

46 

37 

38 

33 

28 

36 

54 

54 

50 

49 

53 

47 

42 

48 

42 

37 

36 

46.5 

i  Maximum  . . . 
t  Minimum . . . . 

65 

51 

60 

71 

52 

48 

45 

58 

68 

73 

61 

58 

73 

68 

45 

42 

52 

42 

42 

63 

72 

72 

52 

48 

78 

62 

50 

49 

50 

48 

56 

57.2 

(JlieniWiSs^ 

3-1 

29 

26 

33 

41 

41 

23 

39 

46 

58 

52 

39 

48 

58 

43 

25 

20 

24 

16 

20 

42 

62 

43 

41 

43 

46 

30 

36 

40 

29 

24 

37.1 

)  Maximiun  . . . 

65 

59 

62 

73 

68 

66 

57 

73 

74 

72 

70 

61 

77 

72 

69 

45 

53 

44 

46 

67 

74 

77 

65 

61 

77 

71 

59 

74 

69 

54 

59 

64.9 

(/'onuivy 

'  Miniuuun. . . . 

35 

33 

28 

39 

50 

42 

26 

40 

52 

59 

51 

40 

53 

64 

43 

30 

22 

26 

IS 

22 

41 

61 

44 

40 

45 

54 

38 

45 

48 

34 

25 

40.3 

)  Maxinuim  . . . 

6S 

55 

64 

73 

67 

50 

51 

63 

75 

74 

64 

74 

73 

52 

46 

55 

45 

42 

64 

76 

77 

52 

54 

78 

62 

43 

51 

54 

47 

59 

•60.3 

I)arliMj,'toiiS\\'i 

/  Minimum 

34 

30 

26 

30 

45 

44 

25 

32 

42 

"48 

54 

40 

46 

45 

27 

21 

23 

17 

19 

32 

51 

45 

43 

42 

47 

34 

36 

40 

30 

27 

'35.  8 

)  Blaximum  . . . 
t  A! i  ninnnn . . . . 

72 

67 

65 
34 
61 

71 
33 
67 

76 
40 
72 

""55 
74 

69 
52 
64 

"46 
65 

72 

71 

""49 
49 

46 
32 
41 

55 
24 
52 

50 
28 
41 

48 
26 
38 

68 
23 
66 

58 
33 
42 

51 
37 
49 

58 
26 
56 

''62.3 

FerRnson  ifsS 

""38 
72 

""47 
67 

■"50 
49 

"'36 
40 

""36 
73 

""si 

76 

"  "46 
51 

""43 
50 

""43 
75 

""34 
62 

'"si 

54 

""30 
44 

"37.2 

)  Maxinnnn  . . . 

"67 

""si 

""■73 

""64 

58.4 

Kloience  1    

1  Minimum 

36 

34 

30 

45 

51 

46 

27 

40 

48 

60 

55 

43 

48 

62 

49 

30 

24 

30 

19 

23 

45 

62 

46 

44 

44 

48 

36 

41 

41 

33 

27 

40.9 

\  Maximum  . . . 

69 

59 

69 

74 

76 

73 

55 

74 

79 

75 

69 

66 

76 

71 

66 

56 

56 

51 

49 

68 

76 

76 

65 

62 

80 

72 

54 

74 

71 

48 

59 

6().  7 

Qarnett 

1  iNlinimum 

34 

34 

30 

39 

48 

43 

31 

43 

46 

58 

51 

42 

54 

64 

50 

35 

25 

28 

24 

24 

44 

60 

45 

47 

45 

43 

38 

43 

44 

29 

23 

40.8 

)  Maxinnnn  . . . 

68 

63 

67 

76 

77 

69 

48 

74 

77 

72 

72 

60 

78 

75 

77 

49 

57 

48 

69 

75 

53 

82 

74 

65 

77 

61 

62 

75 

68 

65 

69 

67.5 

Hoorirotowu 

(  Minimum 

54 

34 

33 

39 

51 

44 

27 

41 

49 

59 

55 

42 

53 

51 

46 

30 

21 

26 

21 

45 

46 

60 

45 

43 

45 

51 

37 

46 

47 

33 

37 

42.  3 

\  Maximum  . . . 

69 

59 

65 

74 

75 

71 

51 

74 

75 

70 

68 

58 

75 

74 

73 

48 

54 

45 

45 

68 

76 

75 

67 

60 

78 

70 

55 

65 

68 

53 

59 

65!  1 

Kincrst.it'H 

1  Mininunn 

36 

35 

30 

42 

53 

44 

30 

44 

54 

60 

56 

43 

52 

64 

46 

32 

22 

28 

20 

22 

46 

63 

48 

45 

43 

48 

37 

44 

46 

34 

26 

11.7 

)  Maxinnmi  . . . 

6S 

60 

61 

71 

76 

72 

48 

72 

72 

71 

68 

59 

77 

74 

70 

51 

53 

48 

44 

66 

76 

74 

62 

56 

78 

70 

58 

56 

64 

50 

59 

64.0 

OranRi'liurs  1 

'.  Minimum 

i  ^ia  xi  nnun  . . . 

36 

34 

28 

41 

56 

46 

30 

41 

47 

60 

44 

45 

54 

62 

51 

35 

25 

29 

23 

24 

45 

62 

48 

46 

43 

42 

37 

42 

43 

35 

27 

41.3 

.St.  (I'eoige 

1  .Minimum 

SociHl.v  Ilills^^ 

\  Maxinnnn  . . . 

67 

"".54 

"62 

"73 

62 

.49 

""48 

""60 

""70 

75 

""64 

""60 

""■74 

■70 

""56 

""44 

"",54 

"43 

""43 

"63 

74 

""■76 

"b\ 

""50 

""■76 

""58 

'"43 

"",5i 

""si 

""48 

""55 

""'"58."(> 

(  Mininnnn 

3> 

31 

26 

26 

43 

43 

25 

■  26 

40 

47 

46 

40 

44 

54 

47 

20 

21 

22 

53 

44 

42 

43 

47 

35 

34 

38 

31 

27 

'^^36.7 

SnnniiiMvillH 

)  iMaximum  . . . 

67 

58 

67 

77 

75 

72 

51 

73 

77 

73 

70 

75 

73 

69 

""55 

52 

""47 

""■is 

69 

74 

77 

65 

63 

77 

70 

66 

75 

51 

60 

•■66. 1 

1  Mininnnn 

36 

35 

32 

45 

53 

49 

30 

44 

51 

60 

55 

45 

■  63 

50 

34 

26 

29     22 

25 

46 

59 

49 

47 

49 

47 

38 

44 

32 

'27 

''42.1 

Wedgnlield 

)  Maxinnnn  . . . 

67 

59 

63 

73 

72 

63 

48 

65 

75 

73 

65 

'"55 

75 

75 

68 

50 

54      45 

43 

64 

74 

75 

60 

52 

78 

70 

62 

52 

"53 

47 

56 

62.  3 

1  Mininujm 

38 

32 

32 

45 

55 

43 

27 

41 

44 

62 

52 

44 

52 

62 

49 

32 

25     29 

21 

26 

46 

58 

46 

44 

43 

42 

34 

38 

43 

31 

28 

40.8 

Viiinas.see 

1  iMaximum  . . . 

70 

62 

68 

74 

78 

69 

53 

76 

78 

74 

70 

65 

78 

72 

67 

54 

57 

50 

50 

69 

78 

77 

70 

64 

81 

70 

53 

77 

68 

49 

59 

67.1 

/  Klininnjm 

35 

33 

30 

40 

51 

51 

32 

42 

52 

58 

55 

42 

55 

61 

52 

38 

26 

30 

23 

24 

43 

61 

56 

46 

45 

43 

38 

43 

45 

28 

24 

42.0 

Wexleni  1' 

utioii. 

S  Maxinnnn  . . . 

67 

64 

64 

72 

75 

72 

49 

69 

75 

70 

66 

60 

76 

75 

69 

51 

56 

51 

49 

65 

73 

72 

lU 

57 

78 

76 

53 

49 

54 

48 

49 

63.5 

Aiken 

1  Mininnnn 

t  .Maxinnnn  . . . 

34 

58 

42 
70 

58 
60 

48 
59 

30 
45 

44 
49 

49 
59 

60 
69 

47 
59 

46 
50 

58 
59 

61 
70 

49 
59 

29 

28 

31 

23 

28 

50 

57 

45 

44 

45 

41 

36i 

39 

40 

26 

39 

42.0 

39 
65 

35 
60 

45 

45 

48 

45 

59 

65 

69 

59 

45 

68 

65 

45 

4i 

51 

45 

52 

56. 1 

AiKler.son 

(  .Mininnnn 

35 

31 

34 

42 

43 

42 

28 

36 

48 

54 

41 

42 

43 

56 

43 

25 

24 

28 

22 

28 

46 

48 

41 

43 

45 

36 

33 

36, 

36 

24 

30 

37.5 

)  Ma.vinnnn  . . . 

5K 

48 

63 

64 

56 

48 

48 

54 

55 

■64 

53 

50 

62 

58 

40 

35 

46 

40 

40 

50 

58 

63 

44 

.52 

56 

42 

44 

46 

39 

37 

45 

50.3 

Caesar's  IFeari 

'  Minimum 

39 

27 

27 

29 

40 

30 

20 

20 

42 

46 

34 

34 

34 

34 

35 

13 

13 

17 

16 

16 

20 

41 

36 

31 

31 

31 

26 

38 

28 

16 

46 

2,8.4 

\  Ma  X i nnim 

66 
28 

72 
29 

62 

42 

58 
47 

48 
25 

52 
26 

62 
39 

64 
44 

61 
47 

62 
44 

66 
40 

"43 

50 
44 

50 
21 

18 

50 

.... 

62 
19 

67 
27 

"'46 

48 
42 

68 
37 

41 

31 

"".31 

50 
33 

48 
21 

55 
22 

(-"allionn  Kalls^is^ 

'  Mininnnn 

"si 

"29 

19      19 

""38 

"'36 

""    "4'2."4 

\  Maxinunr  . . . 

69 

63 

64 

75 

67 

61 

78 

75 

73 

70 

74 

73 

73 

52 

51 

51 

50 

51 

67 

78 

74 

60 

67 

76 

64 

45 

63 

59 

51 

58 

64.2 

(!aniili'n  W 

Ctiestcr 

(  Minimum 

i  Maxi nnim 

33 

33 

30 

32 

45 

5.5 

26 

27 

44 

50 

50 

42 

47 

46 

45 

29 

24 

26 

19 

20 

24 

46 

43 

41 

41 

44 

34 

34 

39 

31 

24 

36.3 

'  M  i  ni nnim . . . 

f'iiMnson  Colli'Ke 

S  Maximum  . . . 

"66 

"64 

"".59 

71 

""62 

"eo 

"48 

""49 

"63 

'"70 

"lii 

""53 

"",56 

"■71 

"62 

"46 

""5.5 

"'48 

""4i 

""58 

""i59 

""7i 

"66 

""46 

""57 

""64 

""52 

""45 

"",53 

""46 

"",5i 

"■"■.57."2 

'  Mininunn 

sn 

27 

29 

34 

44 

44 

29 

40 

45 

55 

43 

40 

44 

53 

43 

22 

19 

21 

20 

23 

44 

52 

43 

40 

44 

37 

31 

31 

34 

22 

25 

35.7 

Columbia 

)  .\iaxinunn  . . 

68 

56 

60 

72 

67 

62 

47 

62 

74 

73 

62 

56 

75 

73 

60 

45 

55 

44 

43 

63 

7S 

73 

49 

49 

76 

66 

42 

48 

51 

46 

56 

59.5 

/  Mininnnn. . . 

39 

37 

38 

48 

54 

34 

29 

45 

48 

60 

48 

46 

56 

60 

42 

32 

28 

30 

23 

28 

50 

49 

46 

44 

44 

40 

36 

39 

40 

32 

31 

41.1 

line  West 

j  .Maxinnnn  . . . 

65 

55 

59 

68 

59 

59 

45 

48 

62 

69 

57 

49 

63 

64 

50 

43 

,52 

45 

42 

59 

66 

68 

50 

44 

69 

54 

40 

42 

48 

44 

52 

,54.7 

)  Mininnnn. . . 

37 

30 

34 

41 

44 

35 

29 

40 

46 

49 

42 

42 

44 

50 

34 

27 

24 

29 

•22 

28 

47 

49 

43 

41 

44 

36 

34 

35 

35 

27 

30 

37.0 

Hreenville 

]  Maximum  . . 
)  Minimum. . . 

63 
41 

56 
38 

57 
38 

69 
45 

57 
41 

55 
33 

42 
28 

48 
40 

59 
47 

67 

48 

59 
43 

47 
41 

57 
42 

69 
52 

52 
31 

43 
26 

52 
30 

45 

28 

41 
20 

55 
32 

64 
50 

69 

48 

48 
41 

45 
39 

63 
44 

54 
37 

40 
33 

41 

34 

46 
34 

43 
26 

49 
27 

53.4 
37.3 

Cieetnvooil    

)  Maxinnnn  . . 

71 

66 

57 

62 

67 

62 

51 

50 

50 

64 

70 

56 

50 

66 

70 

48 

44 

,52 

48 

45 

60 

68 

68 

47 

46 

71 

56 

40 

42 

49 

44 

,56.1 

'  Mininnnn. . . 

4" 

30 

31 

31 

47 

47 

28 

29 

42 

49 

43 

42 

44 

47 

46 

26 

24 

26 

21 

21 

33 

50 

45 

41 

40 

35 

33 

33 

36 

28 

27 

,36.2 

Ileatli  Hpiinss 

)  Maxinuim  . . 

60 

59 

66 

68 

60 

48 

45 

50 

59 

70 

66 

61 

70 

60 

51 

44 

43 

41 

40 

65 

69 

70 

47 

44 

73 

60 

57 

59 

58 

,52 

51 

,57.0 

'  iMininnnn. . . 

38 

31 

31 

32 

35 

38 

24 

39 

48 

58 

46 

41 

46 

45 

41 

24 

26 

24 

18 

28 

38 

58 

43 

41 

42 

38 

39 

31 

32 

28 

27 

36. 5 

Hogback  Mountain 

S  .Maxinnnn  . . 
'  Minimum. .. 

55 
38 

50 
29 

51 
35 

63 
38 

61 
40 

54 
30 

36 
20 

56 
29 

58 
50 

62 
46 

46 
32 

47 
37 

62 
39 

60 
47 

53 
26 

29 
14 

43 
22 

36 
25 

37 
16 

53 
26 

54 
43 

59 

47 

47 
35 

45 
33 

40 
32 

56 
27 

36 
24 

42 
32 

45 
25 

37 

18 

46 

49.0 
31  7 

ICersliaw 

j  .Maxinnnn  . . 

65 

54 

61 

71 

61 

61 

46 

54 

64 

73 

73 

58 

71 

68 

59 

44 

52 

43 

44 

51 

72 

73 

49 

45 

75 

69 

52 

45 

50 

44 

54 

,58.1 

•  }  Minimum. . . 

38 

32 

29 

43 

45 

32 

24 

41 

47 

60 

46 

42 

4f 

57 

36 

27 

23 

28 

17 

25 

48 

46 

44 

43 

43 

42 

33 

37 

40 

29 

27 

37.7 

I.anilrnm 

S  Maxinnnn  . . 

65 

59 

60 

71 

61 

57 

45 

52 

53 

71 

60 

49 

61 

59 

62 

39 

52 

46 

42 

60 

61 

65 

59 

44 

49 

62 

62 

39 

45 

44 

,50 

55.  0 

■  '  Mininnnn. . . 

38 

31 

27 

34 

42 

41 

26 

35 

47 

52 

43 

38 

40 

39 

26 

24 

19 

26 

17 

27 

49 

53 

43 

40 

44 

37 

30 

34 

36 

28 

27 

35.3 

I.nurens 

j  Maxinnnn  . . 

68 

55 

60 

73 

63 

61 

44 

49 

59 

72 

60 

51 

61 

71 

60 

44 

53 

45 

42 

58 

66 

72 

52 

44 

70 

69 

46 

42 

49 

46 

51 

56.6 

■  /  Mininunn. . . 

31 

38 

2^ 

35 

35 

40 

28 

41 

47 

59 

43 

40 

44 

58 

42 

25 

20 

23 

20 

22 

42 

52 

44 

40 

42 

36 

33 

35 

36 

25 

28 

36.4 

I.iltif  Mountain 

S  Maxinnnn  . . 

59 

58 

55 

64 

64 

56 

43 

5f 

65 

65 

65 

60 

58 

60 

5(i 

48 

45 

44 

41 

56 

60 

62 

62 

58 

70 

70 

51 

43 

45 

45 

42 

,55.  7 

■  '  Mininuim. . . 

39 

32 

36 

44 

46 

36 

25 

40 

43 

49 

48 

43 

41 

40 

38 

32 

24 

27 

19 

28 

48 

56 

39 

45 

48 

38 

31 

35 

30 

•i') 

28 

37.  3 

N'M\'hprry 

j  Maxinuim  . . 

67 

56 

62 

72 

62 

63 

48 

51 

67 

72 

59 

52 

72 

71 

58 

45 

53 

47 

45 

61 

72 

71 

54 

46 

73 

71 

49 

46 

53 

46 

55 

,58.7 

•  '  Minimum. . . 

34 

33 

30 

38 

48 

38 

28 

43 

46 

59 

45 

43 

47 

57 

42 

36 

23 

25 

21 

26 

46 

53 

45 

42 

45 

39 

33 

36 

39 

28 

25 

38.5 

Salni?!!  

S  Maximum  . . 

67 

61 

61 

71 

65 

64 

47 

58 

67 

71 

65 

55 

75 

67 

67 

50 

49 

49 

43 

55 

62 

62 

62 

57 

73 

73 

65 

45 

51 

48 

,53 

,59.6 

•  '  Minimum. . . 

3'> 

27 

27 

35 

51 

44 

29 

43 

43 

60 

46 

42 

48 

61 

47 

i.' 

23 

24 

22 

24 

41 

58 

44 

42 

44 

38 

33 

37 

40 

28 

28 

38.3 

Rantiiclj 

j  Maxinuim  . . 

65 

57 

60 

72 

65 

55 

49 

61 

68 

72 

65 

65 
45 

72 

63 

45 

fe 

46 
20 

44 

16 

61 
21 

64 
29 

68 
41 

73 
57 

64 
45 

46 
41 

68 
43 

68 
38 

52 
32 

43 
36 

52 
39 

46 
27 

54 
'22 

59.  2 
36.0 

•  '  Minimum. . . 

■29 

25 

25 

3( 

43 

40 

41 

4( 

50 

59 

38 

58 

41 

22 

18 

Spaiiantiurs 

j  Jraximuni  .. 

63 

55 

60 

6.^ 

60 

51 

46 

52 

54 

70 

58 

48 

58 

68 

42 

41 

50 

,52 

40 

55 

65 

70 

60 

54 

65 

53 

48 

41 

48 

44 

60 

,54.  5 

■  '  Afininuim. . . 

31 

27 

28 

34 

42 

41 

2f 

30 

44 

50 

40 

38 

42 

44 

42 

25 

18 

22 

17 

22 

42 

51 

43 

40 

41 

40 

32 

35 

34 

22 

23 

34.4 

Trenton 

)  Maximum  . . 

65 

58 

63 

70 

70 

53 

63 

72 

72 

69 

64 

55 

74 

71 

65 

48 

53 

47 

46 

62 

72 

70 

65 

55 

76 

71 

50 

50 

,50 

46 

61 

61.5 

•  '  Minimum. . . 

42 

34 

35 

44 

43 

49 

40 

49 

49 

60 

44 

44 

54 

63 

48 

29 

27 

27 

22 

27 

42 

57 

45 

42 

46 

28 

33 

34 

38 

28 

30 

39.  S 

Wathalla 

(  Maxinuim  . . 

67 

54 

59 

70 

60 

61 

45 

48 

62 

70 

61 

48 

67 

70 

59 

45 

55 

46 

42 

57 

57 

70 

51 

46 

61 

62 

47 

42 

46 

45 

54 

65.4 

•  /  Minimum. . . 

31 

25 

28 

35 

43 

41 

27 

37 

43 

53 

39 

38 

38 

49 

41 

20 

18 

22 

17 

24 

43 

51 

42 

38 

42 

33 

28 

33 

32 

21 

24 

34.1 

WInnsboroM 

j  Maximum  .. 

64 

.55 

61 

72 

63 

47 

49 

52 

69 

72 

59 

61 

72 

68 

47 

42 

51 

44 

44 

61 

6? 

71 

48 

4.'i 

74 

57 

42 

49 

56 

44 

54 

56.  f 

■  '  i\rinimum. . . 

36 

32 

32 

36 

47 

42 

26 

27 

44 

50 

46 

43 

45 

58 

45 

27 

25 

28 

19 

26 

82 

54 

4.^ 

43 

42 

4f 

31 

33 

37 

2« 

2? 

36.  f 

Wititbrop  Collecre  . . 

S  Maximum  . . . 

65 

51 

59 

71 

64 

51 

44 

58 

.59 

73 

66 

50 

60 

70 

61 

44 

56 

M^ 

41 

58 

58 

I'l 

5,' 

iy 

68 

6,= 

41 

44 

48 

4,'i 

51 

56.  f 

(  .Minimum 

33 

29 

33 

40 

43 

36 

23 

36 

47 

37 

40 

40 

43 

57 

36 

24 

23 

28 

17 

2." 

4f 

54 

41 

4f 

41 

3f 

3( 

34 

3f 

2" 

2f 

35. e 

Ueferenee  letters  (».  '>,  c),  appearini?  in  the  table  indicate  number  of  days  missing:  for  example.  ^  repre.sents  two  days  missing,  etc. 
\W  Instruments  are  read  in  the  morning:  the  maximum  temperatiu-e  then  read  is  rharged  to  the  preceiiing  day,  on  whieh  it  almost  always  occurs. 

WBO,  Raleigh,  1-24-27-900 


rVS 


l^i 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUMAU.'  ^   ^ 

CHARLES  F.  MARVIN,  Chief. 


..  i/ 


CLIMATOLOGICAL    DATA. 


SOUTH   CAl^OLilNfl   SECTION- 


RICHARD  H.  SULLIVAN.  Meteoroloerist. 


Vol.  XXIX.       Columbia,  S.  C,  Year,  1926. 


No.  13. 


GENERAL  SUMMARY. 

Tlie  notable  features  of  tlie  year  1926  were  unui^ually  cold 
weather  during  March  and  November,  record-breaking  heat  in 
July,  very  light  rainfall  in  INIay,  August,  September,  and  Octo- 
ber, remarkably  low  water  in  the  rivers  at  Columbia  and  Cheraw 
during  May,  June,  Septend)er,  October,  and  November,  and  a 
growing  season  nearly  three  weeks  short  of  the  normal.  The 
meai\  annual  temperature  was  somewhat  below  normal,  and 
the  total  annual  precipitation  was  considerably  below  the  aver- 
age. Tornadoes  occurred  in  April,  May.  and  July,  with  injury 
to  two  persons  and  property  damage  appro.ximating  $13,000. 
Lightning  caused  the  death  of  five  persons  and  injured  three 
persons  in  July  and  August.  Li  addition,  severe  windstorms, 
iiail,  and  lightning  caused  approximately  $438,260  damage  to 
property  in  May,  July,  August,  and  Novend)er,  the  most  disas- 
trous series  of  storms  culminating  at  Rock  Hill  on  November  26, 
when  one  per.son  was  killed,  twelve  were  injured,  and  property 
damaged  at  appro.ximately  $350,000. 

(irowthof  win  tercerealsandiiardy  truck  was  rather  slow  during 
January,  incident  to  rather  cold,  wet  weather  and  much  cloudi- 
ness. Move  favoralile  growing  weather  prevailed  during  Feb- 
ruary; the  first  peach  l)looni  was  noted  on  the  23id,  and  tree  fruit 
blooms  increased  toward  theend  of  the  motuh.  Cold,  raw  weathei' 
and  wet  soil  during  March  were  unfavorable  for  growth  of  winter 
crops,  and  spring  plowing  was  retarded;  tree  fruits  were  held 
in  check.  Crop  growth  improved  during  April,  and  cotton  and 
corn  [)lanting  became  general  during  the  first  week:  the  woods 
were  green  in  the  central  counties  by  the  14th.  Drought  marked 
]\Iay,  resulting  in  irregular  germination  of  cotton,  corn,  and 
other  field  crops,  and  ti)e  grain  crops  headed  on  short  straw: 
cotton  chopping  began  on  the  coastal  plain  during  the  second 
week.  Drought  persisted  up-State  during  June,  ami  tobacco 
star\ds  were  irregular;  cotton  chopping  continued  up-State, 
and  the  first  cotton  bloom  was  observed  at  Springfield  on  the 
14th;  cereal  harvests  were  completed  during  the  tliird  week, 
with  resultsaboveexpectations.  Irregular  and  Iiadly  distributed 
rains  during  July  were  unfavorable,  as  a  whole,  except  in  locali- 
ties, and  excessive  heat  at  intervals  aggravated  drought  condi- 
tions in  the  northwestern  counties:  the  first  open  cotton  boll 
was  picked  at  Orangeburg  on  the  23rd  ;  tobacco  curing  began 
toward  the  etid  of  the  month.  Summer  crops  made  good  progress 
during  August,  except  that  cotton  continued  backward  in  the 
northwestern  counties :  the  first  corton  bale  was  ginned  at  Ridge- 
land  on  the  7th;  tobacco  curing  ended  about  the  middle  of  the 
month;  truck  and  fruit  were  generally  plentiful.  Although 
the  weather  was  unusually  warm  and  precipitation  deficient 
during  Septend>er,  all  cropa  continued  to  advance,  but  fall 
plowing  wa«  retarded.  Winter  cereal  plowing  and  planting 
M'ere  delaved  by  hard,  dry  soil  during  October.  Changeable 
w-ather  during  November  was  unfavorable  for  develoment  of 
fall  and  winter  <n'ops;  excepting  late  cotton  in  the  northwestern 
counties,  all  staple  crops  were  bej'ond  danger  from  frost;   the 


woods  were  generally  bare  by  the  15th.  Mild  December  weather, 
as  a  whole,  facilitated  winter  cereal  seeding,  with  good  stands 
generally,  and  winter  truck  was  in  good  condition. 

The  last  general  spring  killing  frosts  occurred  about  March 
27  in  the  eastern  and  about  April  8  in  the  western  portion,  and 
the  first  in  autumn  occurred  about  Novem))er  2  generally.  The 
average  latest  spring  killing  frost  date  for  1926  was  April 
3,  or  11  days  later  than  normal,  and  the  average  earliest 
autunsnal  killing  frost  date  was  November  2.  or  8  days  earlier 
than  normal.  'I'he  growing  season  was  213  days  in  length,  or 
19  days  shorter  than  normal. 

'i'he  mean  annual  temperature  was  62.7°,  or  0.3°  bek>w 
tiormal.  The  warmest  month  was  August,  with  a  mean  of  80.7°; 
coldest  month,  January,  with  a  mean  of  44.1°.  The  highest 
annual  mean  at  any  station  was  66.0°  at  Charleston;  lowest 
amiual  n)ean,  53.6°  at  Caesar's  Plead.  The  highest  temperature 
was  108°  at  Calhoun  Falls,  Greenwood,  Little  Mountain.  New- 
berry, Saluda,  Society  Hill,  and  \\'iinisboro  on  July  21  ;  lowest 
temperature,  6°  above  zero  at  Caesar's  Head  on  INIarch  14. 

Seasonal  temperatures,  with  departures  fiom  the  40-year 
normals:  Winter.— 45.9°,  -0.5°;  spring.  59.9°,  -2.8°, 
.summer,  79.5°,  -f 0.7°;  autumn,  64.0°,  -f0.1°. 

The  average  annual  precipitation  was  42.63  inches,  or 
5.03  inches  below  the  norn:al.  The  greatest  annual  amount 
at  any  station  was  59.-58  inches  at  Caesar's  Head:  least  annual 
amount.  31.20  inches  at  Mars  Bluff.  The  greatest  monthly 
amount  at  any  station  was  10.98  inches  at  Due  West  in  3x^]\  \ 
least  munthy  amount,  0.00  inch  at  Rimini  in  October.  The 
average  number  of  rainy  days  was  85;  greatest  number  at  any 
station,  106  at  Columi)ia,  "  Greenville,  and  Walhalla ;  least 
number,  51  at  Mars  Bluff.      Average  annual  snowfall,  0.2  inch. 

Snowfall,  ranging  from  Traces  to  12.0  inches,  occured  at 
atanuiTiberofstationson  January  8,  9,  25,  26,  and  27  and  Feb- 
luary  10  and  27,  and  quite  generally  on  IMarch  11,  13.  and  15, 

During  the  growing  season.  IMarch  to  September,  inclusive, 
the  total  rainfall  was  24.38  inches  or  6.57  inches  below  the 
normal. 

Seasonal  precipitation,  with  departures  from  the  40-year 
normal;  ^Vinter.— 13  43,  +1.99  inches:  spring,  7.98.  —'^■^\ 
inches;  sunnner.  14.11  inches,  —2.39  inches;  autumn,  (>. 78 
inches,  — 2.44  inches. 

Freshets  in  the  Santee  River  District  with  material  damage 
occurred  in  January;  moderate  freshets  also  occurred  in  Feb- 
ruary, IMarch,  April,  July,   August,  and  December. 

'I'heaverage  annual  atmospheric  pressure  was  30.04  inches. 
The  highest  pressure  was30. 66  inches  at  Columbia  on  December 
19;  the  lowest  pressure  was  29.32  inches  at  Wilmington,  N.  C, 
on  March  26,  and  in  the  Section  proper,  29.34  inches  at 
Charleston  on  the  same  date. 

'I'he  average  annual  sunshine  was  65%  of  the  possible 
amount.  The  average  annual  number  of  clear  days  was  189; 
partly  cloudy.  82,  and  cloudy,  94,  as  against  normals  of  173, 
98,  and  94  days,  respectively. 

The  average  annual  relative  humidity  at  8  a.  m.  was  79%  ; 
noon,  58%,  and  8  p.  m..  68%. 

'I'he  prevailing  wind  was  from  the  southwest.  The  average 
annual  hourly  velocity  M'a«8.1  miles.  The  highest  velocity  for 
any  5-minute  period  was  51  miles  per  hour  from  the  southwest 
at  Greenville  on  IMarch  31.  from  the  southeast  at  Charleston  on 
.July  28,  and  from  the  west  at  Greenville  on  August  20. 

(CONTTXrEI)  ON  PAGE  52.) 
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+  On  other  dates  also. 

**  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
tt  Postoffice  addresses  of  these  stations  are  as  follows:  Of  Gaston  Shoals,  Blacksburg;  of  Winthrop  College,  Rock  Hill. 
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Sumter  County  on  the  28th.  Rather  severe  wind,  hail,  and 
thunderstorms  occurred  in  various  sections  on  the  1st,  21st, 
22d.  and  28th,  with  the  death  of  one  person  on  the  1st  and 
injury  to  one  person  on  the  22d,  and  a  general  loss  estimated 
at  about  $3,600. 

August. — Considerably  warmer  weather  than  usual  pre- 
vailed, and  the  precipitation  averaged  inuch  below  normal. 
Four  persons  were  killed  and  two  persons  were  injured  by 
lightningon  the  nth  and  20th,  and  rather  severe  thunderstorms 
traversed  sections  of  the  north-central  counties  on  tne  20th. 
Moderate  freshets  occurred  in  several  streanisduring  the  month. 

September. — Unusually  warm  weather  prevailed,  with  daily 
mean  temperatures  below  normal  on  Init  three  days.  The  rain- 
fall was  decidedly  below  normal. 

October.— The  rainfall  was  le.ss  than  half  the  normal.  The 
month  was  considerably  warmer  than  usual,  with  daily  mean 
temperatures  5°  to  15°  above  normal  on  18  dates.  Snow  flurries 
occurred  at  many  points  in  the  interior  on  the  26th.  Heavy 
to  killing  frosts  were  quite  general  in  the  interior  from  the  2oth 
to  the  28th,  inclusive. 

November. — The  month  was  abnormally  cold,  but  one  pre- 
vious November  being  colder.  Precipitation  was  considerably 
above  normal.  The  line  of  first  autumnal  killing  frosts  ex- 
tended nearly  to  the  lower  coast  by  the  11th.  Severe  local 
thunderstorm's  during  the  afternoon  of  the  26th  in  the  northern 
tier  of  counties  culminated  at  Rock  Hill  in  the  death  of  one 
person,  injury  to  12,  and  property  damage  estimated  at 
$350,000,  with  $15,000  loss  near  Greenville,  and  $1,500  loss 
near  Sharon. 

December. — A  generally  mild  month,  with  rainfall  some- 
what above  normal.  Snow  flurries  occurred  at  several  stations 
on  the  1.5th  and  30th. 

ERKATA. 

July,  1926. —Extreme  maximum  temperature  for  period  in  Comparative  Data,  page 
27.  should  be  110. 
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1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924   

1925 

1926 

Annual 


Temperature. 


Precipitation 


Average  number  of 

days. 


62.3 
61.8 
62.0 
64.4 
63.0 
62.4 
63.0 
63.5 
61.9 
63.9 
63.3 
63. 2 
62.  8 
63.2 
61.1 
62.6 
62. 2 
61.7 
62.6 
63.3 
63.3 
63.7 
63.4 
62.7 
64.9 
62.5 
63.8 
62.5 
62.9 
63.4 
61.4 
6.3.2 
64.1 
61.9 
64.8 
64.0 
63.1 
61.7 
64.2 
62.7 
63.0 


110 

5 

108 

13 

102 

10 

104 

11 

13 

102 

6 

104 

3 

105 

-  1 

105 

-  6 

104 

5 

107 

3 

106 

8 

105 

-u 

106 

1 

102 

2 

107 

10 

105 

10 

105 

8 

107 

0 

102 

11 

106 

12 

100 

12 

105 

/ 

103 

11 

106 

16 

109 

6 

109 

16 

lOK 

11 

106 

17 

103 

10 

102 

-  5 

106 

-  2 

103 

8 

105 

6 

104 

17 

101 

14 

104 

11 

105 

1 

111 

1 

108 

6 

111 

-11 

43.  43 
54.63 
46.76 
42. 29 
47.  52 
47.36 
53.68 
50.49 
48.99 

44.  95 
46.40 
49.26 
46.76 
49.79 
54.98 
46.43 
50.87 
40.98 
45.10 
54.81 
47.79 

53.  .33 
44.61 
45.31 
39.80 

54.  32 
47.57 
43.  39 
48.89 
43.91 
43.  49 
46.48 
46.  79 
52.24 
42.  83 
58.17 
46.  60 
56.99 
35.82 
42.63 
47.66 


>>  13  C 


101 
104 
86 


98 

105 
88 
86 
99 

107 
95 
96 

10() 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
90 
93 
93 
97 
94 
88 
93 
90 

112 
98 
97 
81 
85 
96 


154 
1,54 
163 

158 
143 
158 
167 
167 
172 
166 
188 
169 
1.59 
1.57 
169 
178 
181 
161 
177 
181 
163 
190 
184 
192 
186 
189 
183 
178 
163 
176 
196 
195 
189 
173 


123 
116 
119 
102 
111 
104 
99 
102 
99 
95 
87 
85 
103 
123 
114 
113 
111 
120 
70 
81 
110 
92 
97 
85 
85 
88 
83 
97 
91 
85 
71 
80 
82 


95 
84 
105 
111 
103 
99 
96 
94 
104 
91 
111 
93 


73 

73 

84 

119 

103 

92 

83 

85 

88 

94 

88 

100 

90 

111 

104 

99 

90 

94 

94 


s\v. 
se.  t 
sw. 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

w. 

w. 

sw. 

sw. 

sw, 

ne. 

ne. 

w. 

ne. 

sw. 

w. 

s.t 

sw. 

sw. 


MONTHLY  AND  ANNtTAL  CLIMATOLOGICAL  DATA  FOB 
SOUTH  CAROLINA,  YEAR   1926. 


<o    >, 

Temperature. 

Precipitation. 

S   3 

o 

Number 
of  days. 

Wind. 

Mouths. 

O  ^ 

g 

dig 

o     . 

>- 

>> 

si 

o 

o. 

•c 

3 

tft 

cn 

«-a 

00 

^f. 

00 

? 

s 

O    . 

be  S 

1 

QJ 

«  fc 

0) 

c; 

f? 

o 

z-^ 

(A 

t4 

p. 

0) 

2 

p. 

em 

0) 

0) 

>> 

s 

t. 

OS  a) 
i"5 

OJ 

n 

> 

o 

> 

> 

a>  (/J 

a 

ri 

y  - 

S 

o 

K 

.-) 

< 

ft 

o!= 

< 

<!   < 

Ci. 

K 

o 

p.. 

U 

< 

p. 

January 

44.1 

—1.4 

76 

12 

6.18 

+2.52 

9.52 

82  67 

Tl 

43 

11 

11 

6 

14   8.6 

w. 

Febmary. .. 

49.3 

+2.1 

78 

12 

3.99 

-0.32 

5.70 

80  59 

64 

64 

6 

lb 

6 

7|ll).8j  W. 

March 

48.8 

—6.0 

83 

6 

4.49 

+0.69 

6.8C 

74  54 

62 

66 

8 

IV 

V 

7;10.4j  S\.'. 

April 

60.  3 

-2.1 

94 

26 

2.43 

-0.59 

5.09 

72|53 

60 

73 

t; 

18 

6      b 

9.21  sw. 

May 

70.6 

-0.4 

lOH 

38 

1.06 

-2.  51 

3.54 

69144 

56 

78 

5 

21 

e!   4 

8.2    SW. 

June 

77.2 

-0.4 

103 

46 

4.41 

-0.  38 

10.721  77167 

69 

64 

« 

11 

7!  12 

7.5   w. 

July 

80.5 

+0.7 

108 

50 

6.24 

+  0.  35 

10.98    80:58 

70 

6.5 

10 

14 

10     7 

7.  4    SW. 

August 

80.7 

+  1.8 

100 

55 

3.46 

-2.  36 

6.05!  87162 

V6 

73 

7 

IV 

10      4 

6.11  SW. 

September  . 

77.0 

+2.6 

101 

52 

2.29 

-1.67 

6.  52|  86161 

72 

68 

4 

17 

7     6|  G.li  ne. 

October 

65.1 

+  1.5 

961  26 

1.44 

-1.51 

4.51    82;55 

69 

65 

5 

IV 

7'     7 

6.61  SW. 

November . . 

.50.0 

-3.6 

85 

17 

3.05 

+0.74 

6.12|  81:60 

69 

63 

7 

5 

8 

7.9   ne. 

December  . . 

48.7 

+2.1 

82 

13 

3.  .59 

+0.12 

8.00!  81;65 

72 

67 

8 

14 

5 

12 

8.4:   w. 

Annual . . . 

62.7 

*-0.  3 

108 

6 

42.63 

*-5.03 

10.981  79158 

1       t 

68 

65 

85 

189 

82 

94 

8.1,  sw. 

•  From  40-year  averages. 


KILLING  FROST  OB  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


Last  in 
spring. 


First  in 
autumn. 


K.\.sTKUN'  Portion. 
I  Beaufort  

lllaclcville 

]  Charleston  

!  Cheraw 

I  Conway 

Darlington 

I  Ferguson 

1  Florence  No.  1 

Garnett 

Georgetown 

Kingstree 

Orangeburg 

Pinopolis 

St.  George 

Society  Hill 

Sunimerville 

Wedgefield 

Yemassee 


Normal 

Averages  for  1926 Mch. 


Mch. 
Mch. 
Mch, 
Apr. 
Apr. 
Apr. 
Mch, 


Mch.  18 
Apr.  20 
Mch.  18 
Mch.  17 
Mch.  19 
Mch.  18 
Apr.  20 
Mch.  18 
Mch.  16 
Mch.  18 


Western  Portion. 

Aiken  

Anderson 

Caesar's  Head 

Calhoun  Falls 

Camden 

Chester 

Clemson  College 

Colnmbia 

Due  West 

Greenville 

Greenwood 

Heatli  Springs 

Hogback  Mountain 

ICershaw 

Landrum 

Laurens 

Little  Mountain 

Newberry 

Saluda 

Santuck  

Spartanburg 

Trenton 

Walhalla 

Winnsboro  

Winthrop  College 


Normal 

Averages  for  1920 

Section  Normal 

Section  averages  for  1926. 


Mch. 
Mch. 
Apr. 
Apr. 
Mch. 
Apr. 
Apr. 
Mch. 
Mch. 
Mch. 
Mch. 
Apr. 


Apr. 
Apr. 
Apr. 
Mch 
Apr. 
Apr. 
Apr. 


Mch. 
.\pr. 
\-pT. 
Apr. 


Apr. 


Apr. 


Nov.  11 
Dec.  19 
Oct.  26 
Oct.  28 
Oct.  28 
Nov.  6 
Oct.  28 
Oct.  28 
Oct.  28 
Oct.  28 
Oct.  28 
Nov.  6 

Oct."  26' 
Oct.  28 
Nov.  11 
Oct.  28 


Nov.  2 

Nov.  11 
Oct.  27 
Oct.  26 
Oct.  26 
Nov.  11 
Oct.  28 
Nov.  6 
Nov.  11 
Nov.  5 
Nov.  11 
Nov.  6 
Oct.  26 
Oct.  25 
Oct.  26 
Oct.  28 
Oct.  26 
Oct.  26 
Nov.  6 
Oct.  28 
Oct.  26 
Oct.  27 
Nov.  11 
Oct.  27 
Nov.  11 
Oct.  26 


Nov.  1 
Nov.  2 


Averages— all  records. 


Last 
spring 
date. 


First 
autumn 

date. 


Feb.  24 
Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Mch.  10 
Mch.  16 


Mch.  6 
Mch.  11 
Mch.  22 
Mch.  15 
Mch.  22 
Mch.  13 

Mch.  17 


Mch.  16 
Mch.  27 


Mch.  11 


Apr.  2 
Mch.  18 
Mch,  21 
Apr.  3 
Mch.  25 
Mch.  29 


Mch.  25 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Dec.  1 
Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 
Nov.  11 


Nov.  18 
Nov.  15 


Nov.  26 
Nov.  13 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 
Nov.  5 


Nov.  11 


Nov.  3 
Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov.  4 


Nov.  11 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.  5 

Nov.  7 


Nov.  10 


280 
237 
293 
219 
230 
216 
224 
233 


253 
244 


265 
247 
231 
244 
242 
244 

241 

220 

247 
223 


245 


215 
245 
234 

213 
228 
220 


231 
219 
204 
211 
216 
238 
204 
230 
221 

225 
207 

232 
213 


t  Also  other  directions. 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow :  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  number  of  growing  days  is  the  difference  between 
the  average  spring  and  autumn  killing  frost  dates. 


Year,  1926 
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Monthly  and  Annual  Precipitation  for  the  Year  1926,  with  Departures  from  the  Normal. 


Stations. 


January. 


February. 


March. 


April. 


May. 


June. 


July. 


August. 


September. 


October. 


November. 


December. 


Annual. 


KASI'KR.X   POItTION. 

Beaufort  ...  . 
HlacUville  ... 
Charleston . . . 
C'heriiw 


("onway 

Darlington.. 

KlliuKhain  . . 
Fersiison  . . . 

Florence  1. .. 
Florence 'i. . . 

( farnett 

(ieorgetown. 

KhiRstree  . .. 
Mars  Blnff... 
Orantrebiirsr. 
Pinonoli.s  . . . 
iliuiiui 


St.  (ieorse. . . . 
Societ.v  Hill.. 
Snniinerville . 
W'ed-feiield  . . . 
"i  enias.see  . . . . 


Division  means  and 
depart  iires. 


WICSTKRN    rolMION. 

Aiken 

Anderson 

Blairs 

Cicsars  Head 

Callinnn  Falls 

t'aniden 

Catawba 

Chaupells 

Chester 

(-"lenison  College 

Colombia 

Due  West 

ICdgelield 

Enoree 

(Jastoii  Shoal.s  

(Greenville 

Greenwood   

Heath  Springs 

Hogback  Mounta  in . 

Kershaw 

I.andrnni 

I.anrens 

Little  Mountain 

Loekhart 

Newherry 

I'elzer 

Saluda 

Santuok 

Spartanburg 

Trenton 

Wallialla 

Winnsboro  

Winthrop  College. . . 

Division  means  and 

departures. 
Section  means  and 

departures. 


«.  .52 
».H 
.■).  0-2 
5.  4U 

6.57 
5.9r 
6.14 
-1. 96 


o  2 

7.00 

6.21 

5.  II 
5.50 
5.79 

5.' 03 


f3.79 

3  69 

+  5.79 

3  79 

+  1.57 

3.08 

+2.  50 

4.28 

+3. 10 

4.64 

+3.  42 

4.16 

+2.  78 

3.68 

+  1.3» 

4.24 

+2.' 47 

'3!47 

4.37 

+2.ii 

5.70 

+2.05 

3.90 

3.55 

+0.  r 

-0.4 

-0.38 

+0.17 

+  0.28 
+0.  29 
-1.26 
+0.35 


-0.68 
+  i.'56 


+2.03    4. 21 ; +0.76 


+2.05i  4.42  +0.6' 


4.  67  +0.  .58 
6.0l|+3.01 
5.24i  +  1.18 
6.  69: +3. 27 
5.39+2.62 

.5.  86. +2.  79 


7.75|+4.!7 
7.00!+3.O7i 
5..50;+2.02 

8.13' I 

I  i 

6.. 56 1 +2.  56 
7.771  +  4.391 
4.  89' +  1.42: 


4. 15 
4.  16 
1.66 
3.  05 


H.  781+0.43'  2  04 
4.61l  +  l.2yl  4.48 
3.6li-0.  11  2.48 
3.97+0.381  5.05 


4.  23l  +0.  64 
3.211+0.20 
3.631+0.  16 
3. 85  +0.  40 


2.81  -0.36 

3.  82 

2.38  -1.13 


4.00 
2. 8.5: 
4.00 
4.  15 
3.  52 


+0.60 
+0.  44 

+0.  oa 
— 0.  ;j6 


1.'26 
5.45 
1.89 
2.  89 

3  88 
3.75 
3.10 
1.91 

1.66 
I, 
2.  43 
2.  82 
1.95 


+0.34    3.83  +0.42. 
-0.251  3.  33' +0.06 


-2.49 
■1.05 


4.30|+0.  46 
-0.23 


3.  36  -0.  69 
4.76  -3.3 
4.15  +0.34 
5. 26 

I 
3.05  -2.31 

4.  17  +0.20 
5.45  +1.12 


6.191+2.871  2.70,-1.14 


8.  46 
6  11 


I  6.05 

+3.54i  4.  39: -0.99 
+2.82i  3. 16; -1.43 
6.121+2.49;  3.  7S|-2.02 
5.8-51+2.05:  4.5O1+O.33 
!         i 

+2.''2.5  3.'8rti-0.25 
+  3.22  4.  58t-0.  6' 
+  1.81:  3.891-0.83 


6.21 
7.  73, 
5.  59 


4.  57: +0.98    3.901+0.10 


4.38+0.64 

3.  71 1 -1.71 
4.2Ij 

4.  24! -0.23 


4.47 

+  0.07 

6.  54 

+  0.71 

5.  94 

+  1.04 

5.30 

+  1.92 

6.60 

+2j';i 

7.68 

+3.30 

6.  10 

+2.  45 

5.38 

+  1.68 

7.42 

+  3.  61 

6.27 

+2.91 

9.  .52 

+4.73 

4.78 

+  1.40 

4.99 

+  1.48 

6.41 

+2.65 

6.18 

+2.52 

4.28 
4.72 
4.30 
4.45 


+  0.09 
+0.10 
-  0.  34 
-0.34 


4.17  +0.41 
3.31  -1.75 
4.  78  -0.  52 

4.25-0,09 
3.  74|-0.32 

4.12  -0.49 

3.99  -0.32 


2.  34 
3.43 

3.  69 

3.66 


—  0.9,11 
--0.  13 

+0. 20I 


-0.27 
-1.  19 
-0.51 
-2.U 

-1.84 

+2. 26 
- 1 .43 
+0.02 

+  1.05 

+0.  92 


-1.15 

-6.38 
-0 
-0.  92 


3.27  +0.12  8.31 

1.81  -1.69  7.40 

2.33  -1.14  ,5.65 

0.54  -2.96  3.  Ici 


1.42 
0.56 
1.13 
1.30 


-2. 14 
-2.  78 
-2.40 
-2.  8' 


4.81 
4.. 55 
5.46 
5.55 


I.21I-2.49    9.21 
0.911-2.79    6.211 

3.54 10.72 

2.20-1.24    4.58 


1.101-2.09 

1.001 

1.29!-  2.20 
2.42I-I.24 
I. ,521-2.711 


6.  ,50 
4.80 
3. 94 
9.19 
7.93 


4.44  +1.  18    0.471-2.831  ,3.12 


3.65+0.24 
2.351-0.71 
1.67-1.35 


+0.161  2.76,-0.28 


5.75I+I.79  1.28  -1.81 
.5.  U  +0.511  1..54:-1.64 
5.091  +  1.391  1.461-1.  10 
4.97 1  3.43' 


5.16+0.241  2.62 


5.03  +l.H;-i 

4.  83] +0,72 
6.  72j-  0. 15 

6.091..      . 
5.971  +  1. 00 
5.001  +  1.30 
4.54I-O.2I 
6.80  +2.61 


3.44 
1.54 
2.65 


-0.90 
+  0.30 
-1.45 
+  0.  12 


1.48-1.84 
1.24]-2.09 
2.34J-1.  16 

1.47: -2. 02 


2.071- 
0.60: 
0.  4 1 1  ■ 
0.73J 

0.20- 
0.  52  ■ 
0..55 
0.301 


6.  13 
4.84 
10.  37 


-1..S9  6.  .56 
-2.44  3.24 
-2.46  1.85 
1.88 


2.23 1.06| 

2.10  -1.61  0.33  ■ 
1.941-0.92  0.60; 
1.681-1.  33:  0.491 
I.O5I-I.47    0.161 


4.85  +0.09  2.021-1.27 
5.  17  -0  -'2'  2.081  -1..57 
5.  171  +  1.  15|  2.431-0.46 
4.741  +  1  25'  2.41.-0.63 


4.99 
4.  63 
4.41 
5. 00 


3.  38 
4.98 


,5.091 
I.89|- 

'■-! 

+  1.34    1-89 


+  1.631 
-1.091 


0.41  2-Sfi 

+0.  20  'i  '0 

■5.581  +  1   ,'57  1.84 

5.33  +0.90  ',^-00 


3.  51 
6.08 
5.81 
4.63 
5.51 

5.09 

4.49 


-1..3 

+  1.79 
+0.78 


1.61 
2.  59 


+  0.731  1-43 
+  1.64J  1-82 

+0.73    2.19 

+0.,59   2.43 


-1.47 
-3.  26 


-1.19 


-0.26 
-1.04 
-0.84 
-1.22 


-1.74 
-2.  06 
-1.25 
-1.30 

-1.08 

-0.59 


1.701- 
0.251 
0.231 
0.38' 


-3.76 

-2.  69 
-3.15 
-2.  38 


-3.28 
-2.  ,59 
-3.  55 
-3.  19 


-1.48 
-4.06 
-3.  32 


2.35 
2.  62 
0.90 
3.57 

3.3! 

4.45 
2.4 
2.4 
5.1 


2.31 
1.86 
2.06 


0.44 
1.09| 
0.  55 
1.49 


-2.981  3.25 


-4.2: 


1.23 
0.89 
0.31 
0  23 


-2.  03 
-2.92 
-2.51 
-2.83 


T.  1-4.09 


0.821 
0.751 

1.58 


-2.  94 
-2.  34 
-2.  62 

-2.70 


2.  S3 
2.53 
2.64 


3.67 
4.44 
2.27 
3.97 

1..58 

4.28 
2.66 
3.10 

3.04 


0.69! 
1.061-2.511  4.41 


+2.91! 
-^1.76 
-0.31 
-2.  15 

-0.06 
-1.04 
-0.  40 
-0.11 

+  3.94 
+0.93 


+  1.34 

-6.' .5.5 
+3.46 
+3.94 


-2.  .32 

+  0.3 
-0.05 

+4. 

fO.93 


f0.S2 
-0.51 
-2.62 


-2.  28 
- 1 .  86 
-4  00 
-0.50 


7.751  +  1.59 
8.  58  +3.  05 
4.291-2.97 

6.  Oil -0.13 

7.  61 1+0.  80 
2.68—2.88 
4.55  -1.21 

10.35  +3.71 


3.83 
3.16 
6.82 
3.18 

4.00 
2.  40 
4  76 

f.'-iSi 


3.  92 
3.  62 
8.45 
7.76 


-2.02 
-2.69 

-4.'22 

-2.  52 

■^2.' 41 

■^6.' 90 


-2.  51 
-3.  04 
+  3.43 
+  0.90 


5.71-0.61 


-0.  73 
-1.71 
-1.59 
-1.55 


9.76 
6.21 
8.23 
6.11 

,5.97 
5,34 
(i.  96 
5.91 


+  4.92 
+  1.17 

+2.  89 


+0. 45 
+0.11 
+0.48 
+0.60 


9.84 

3.79  -1.39 

8.791+2.73 
10.981+6.1 
6.80+1.40 


0.00 
-3.23 
-2.  ,50i 
-1.17 


-1.9.3 
-2.34 


4.631—0, 
4.29I-I. 
.5.  85|+0. 
6.261+0. 


4.,58|-0 
6.93J-I-0. 
6.35|.... 
8.81  +0. 


-0.55:  6.31 


+0.19 
-2. 72 
-0.09 


6.72 
6.34 
5.85 


+  1.16    2.40 
+0.73    3.12 


+  1.25 


3.04 

2.  38 
5.65 

4.36 

'3.' 30 
5.49 

2.96 
2. 23 

3.  39 


4.56 
2. 00 
1.57 

.3.' 79 


,3.40 
3.09 
3.  65 
4.11 

3.47 


3.23 
4.60 

2.  60 
4.71 

2.67 

3.  70 
,3.18 
4.61 

3.61 
3.40 

2.68 
3.4 


-2.  63 
-4.59 
-0.  95 

-2.  86 

-2.' 80 
-1.S5 


2.  35 

2.  66 

3.  03 

5.03 
2.64 
2.08 
4.64 


-3. ,59  1.93 
-3.32  2.45 
1.68 
4.19 


-1.74 
-3.' 35 


-2.0(1 


-2.  30 
+  1.33 
-2.  86 
-2.  38 

-2.83 


4.60 
1.70 
1.06 
3.90 
2.62 


1.66 
5.08 
3.  93 
1.47 

2.94 


-1.73j  1.051- 
-2.80!  0.851" 
-0.64    0.72' 


+0.24 
-1.30 
-1.93 

+  0.86 


i.07 
0.52 
1.22 
0.92 


2.16    0.65 

1.54    0.50 

1.42 

+0.03|  2.14 

+0.50    0.74 
0.85 


-1.83  3.35+1.35 
-3.081  1.  901-0.  97 
-1.09   2.  68. +0.57: 

-2.15   4.101  +  1.89 

-2.59 1 

-1.76    4.011  +  1.91 

-1.95   3.68+1.51 


3.  .55 +0.32 
0.92; -2. 23 
3.08-0.06 


-2.01 


0.68    1.05 


-1.19 


2.32    0.48 
fO.  64    0.55 


0.65 


0.00 


+0.46 
-2.6- 


-1.  r 


-2.20   2.31 
-0.73    0.73- 
1.45- 
6.  ,52' . 

1 


-2.54 
-1.76 
-2.  03 
+0. 16 


-1.86 
-4.10 
-  1 .  20 


6.051+2.13 


2.24 


+0.  74;  2.  73 


-3.10  4.83  +0.14    6.40 

-i.'oii  5.'87;-6.',55r4.'.55 

-1.631  7.14|+2.23i  2.83 

-2.041  5.751+0.19    3.46 


-1.57:  6.591  +  1.24 

i 

-0.38;  6.24  +0.35 


3.46 
3.  46 


0.98 
0.96 


0.90 


-3.41 
-2.  .56 


-1.04 


2.66 
3.  66 
3.90 
5.28 


+  0.29 
+  1.29 


+2.  83 


-2.11    3.81  +1.76  0.76-2.29 

3.  CO  2.00] 

-1.37    2.34+0.84  1.23-1.71 

-1.99    3. 47:  +  1.03  1.601--1.38 

-2.46    2.75'  +  l.  151  1.601-1.50 


52.72  +  6.33 
35.  12' -16.  95 
43.  61i-  3.15 


1.30!-1.91i40.40  -  4.01 

2.  47|-0.34 1 

1.98j-l.  1539.071    -9.81 
1.82-1.1549.691    +0.78 


1.821-1.13 
2.52  -0.4; 
1.34 
0.97  -2.48 


3t..  91 
51.  10 


40.74 
31.20 
33.  27 

42.01 


3.  33I  + 1.161  2.  6O!-  0.  50136.  92 
0.69-2.66  36.18 


-2.5' 

-2.92    2.651  +  0.3' 


—2.96 
-1.71 
-3.  10 
-3.00 


1.05 
2.16 
0.75 
2.07 


2.96 
1.09 
0.69 
0.  55 


0.50 
1.44 
0.95 
0.18 

5.70 
0.89 
5.  75 
0.64 
2.56 


2.34 
1.40 
2.76 
1.21 


+  1.81J  0.25 

-i.''72i  .3.'62 
-2.5i;  0.8' 
-2.23    0.3; 


-1.94 


1.85 


-2.36.  2.29 


-1.07 
-2.26 
-1.36 


-  2.  85 
-1.,50 
-2.  68 
•1.07 


-1.00 
-2.  36 
-2.17 
-2.17 


-1.87 
-1.88 


-2.08 


0.80  -1.83 
3.321+0.54 
0.48  -2.08 
3.73 


3.17 

0.87 
0.20 
1.32 


+0.11 
-1.75 
-3.41 
-1.26 


1.84 
3.49 


3.  26 


0.38    1.25; 
+1.43|  1.69 

+  I.13I  1.76 


-1.94^41.70 
-1.43  47.24 


-1.32 


1.36|-1.21  1.81  -1.80 
3.  31I  +  O.6II  4.74-0.13 
1.60:-0.  66    3.  85J-0.05 

6.11' S.OOj 

i 
4.251  +  1.84    5.68,-0.88 
2.381+0.03   3.14-0.86 
2.991  +  0.591  4.20!+0.21 
2.241  +  0.03    4.25i-0.'2C 


0.36 

2.73  -0.64  4.301+1.56 

0.99  -1.86  1.  ,58  -0.65 

1.49  -0.25  3.021  +  1.  16 

1.10,-1.58  l.,35i-0. 


-0.28 


-0..53 
-2.  04 
-0.  32 
-2.  15 


60'. 

78;- 

46  - 
37- 
80  - 

I 
51'. 
51|- 
141- 
63,. 
41 


2.16 
0.74 
1.47 
0.65 


0.60 
1.06 


-1.49 


l.lOj 

1.521-1.04 
1.96;-1.64 
1.591-1.44 
1.20  -2.04 


2.  86' 
1  .20; 
4.631 
3.271 
2.01: 

5. 29; 
2.  541 
4.  06i 
2.67 

1.37: 


-0.07 
+  1.,53 
+  0.  .58 
-0.18 


+0.  63 
+0.98 


-0.99 


7.511. .. 

7.551  +  2.33  01. 
1.74|  -l.163f, 
4.29-0.49142. 
2.45-0.63J42. 


41.99! 


-8.60 

-5.70 
-9.  15 

-4.' is 


-10.19 

-14.36 

+3.  37 

-0.78 

-5.53 


46.04  +0.70 
45.16  -2.18 
36.67  -6.18 
59.  58 


-8.56 

-3.40 

-12.18 

-0.92 


4.29 I.  .... 

3.80  -0.7439.15 
6.56  -1.78145. 11 
5.15+0.72140.40 


3.  33J— 0.  40 

6  15^ 

3'.  08!  + 6.' 06 

6.O1I  +  O.93 

4.40' 

4.68.  +  1.89 


37.44 


40.  SO 


3.03    0.76 


-1.35 

-2.47 
-2.67 


3.99 
1.21 
0.57 


-2.03    1.79 
-1.67    1.44 


1.99' 3.94!.. 

1.481-1.08  4.831+0.52  40  60 

4.24'  +  1.67  5.361-0.02148.14 

1.411-0.95  4.23+0.33.38.9' 

2.011-0.73  4.751  +  0.59  39.11 


--2.05i  3.32-1-0.49 

!  1.41 1-0. 97; 

+0.  5ll  4.95;+2.07 

-1.89'  2.30+0.21 

-2. -28  2.86+0.67 


-1.24 
-1.51 


6.87+2.63 
2.23-1.57 
7.96+2.69 
3.67|+0.26 
4.64  +0.39 


2.92+0.41 
3.05.  +  0.74 


4.70+0.32  42.86 
3.59+0.12  42.63 


58.74 
36.  .52 
38.  37 


-3.16 
-9.93 
-  2 .  99 
+  0.11 


-5.90 
-9.41 
-7.10 
-6.60 


-,5.22 
-11.89 


-2.32 


-4.38 
—3.  '29 
-6.  61 
-8.31 


-1.03 
-6.54 
-8.09 

-6.00 

-5.03 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION 


Year,  1926 


JDIonthly  and  Annual  Mean  Temperatures  for  the  Year  1926.  with  Departures  from  the  Normal. 


Stations. 


January. 

6 

!3 

« 

cS 

3 

a 

b 

O, 

o 

<u 

H 

a 

February. 


KA.STERN   POKTION. 

r.ea,i]iort 

lilnckville 

Cluirleston 

Clieraw  


'48.  K 
4(j.  0 
4S.fi 
4H.  » 


Conway  

Darlington  . 
Ferguson .  . . 
Florence  1 . . 


4S.  7 
44.1' 
44.  y 


Garnett 

(iforsetown  . 
King.stree  .  . 
Orangeburg  . 
I'inopolis 


.'<t.  (Jeorge 

.'<ofiety  Hill  . 
SuninierviUe 
Weflgefield  . . 
Yenia.s.see. . .. 


^47.;? 
47.  (5 
47.  (i 
47.1 


Division  moans  and 
ileparture.s. 

WICSTF.n.V   PORTION. 

AiUen  

Anderson 

Tsesar's  Mead 

Calhoun  Falls 

Ciundeu 


Chester 

Cleiusoii  College  . . . 

Columbia 

Due  West 

(ireenville 


Green  U'ooil 

Heat'i  .'springs 

Hogback  Mountain  , 

Kershaw 

Landruni 


Laurens 

Liltlo  -Mountain  . . 

Xew  berry 

Saluda 

Santuck  


.'Spartan  burs 

'I'renton 

Walhalla 

W'innsboro 

Wintlirop  College 

Division  means  and 

ileiiartures. 
Section  means  and 

departures. 


46.4 
'43.  U 
'47.2 

40, 

48.  2 

46.5 


47.2 
42.  0 
'36.  (J 
4(t, 
44 


43.1 
45.6 
42.4 
42. 0 

41  5 
43.  4 


-3.0 
-1.5 
-1.3 
+0.  1 

—1.3 
-1.5 
-2.4 


-1.2 
-0.  1 
+0.2 


-1.1 
-1.1 
-2.2 

+0.7 
-0.1 

-1.3 


53.  ■! 
.52.2 
.52.  <) 
49. 2 

52.  2 
49.2 
51.2 


',53.  5 
53.1 
53.  2 
51.0 


51.3 
MO.  4 
"53.0 
51.2 
53.  2 

51.7 


+  l.li 

-2.3; 


51.0 
48.2 

.i  47.0 

R-  48.6 

i 

.!'1J9.6 


+  0.  5|  48.4 

-0.4  .50.4 

-1.41  4 

+  1.7!  46.8 

-1.4  46.1 

0.0|  46, 


43.21   -0.9    48. 2 
40.3    -1.9    45.4 


42.2 
44.4 

44.0 
44.3 
40.6 

40,8 
45.7 
40.6 
42.2 
42.2 

42.fi 

41.1 


March. 


April. 


May. 


+2.3 
+  4.2 
+0.5 
+4.4 


53.  Oj 

50. 2' 
52.4! 
47.2! 


+4.4  50.4] 
+  3.9  47.8; 
+3.4  150.5 


+  4.0 
+5.7 
+0.8 


+3.1 
+  1.6 
+  3.5 
+2.9 
+4.2 


+  5.0 
+3.5 


I 

1 

-5.41  63.9 

-7.5'  62.6 

-5.0t  62.8 

-6.2I  00.0 

-5.9!  6l.fi 
6.6    64.4 
ifi4.4 
«61.4 


-5.5i 


'51. 4'. 

'Sl.fil 
50.8! 
50.  8i 
4S.7| 

49.7! 
"48.  li 
51. oj 
49.8' 
51. 4| 


-5.9 
-5.8 
-6.2 


-8.0 
-6.fi 
-7,2 

-5, 


50.3    -6.3 


+0.8 


+5.2 
+2.2 
+2.8 
+3.5 

+2.  fi 
+3.7 


+  1.7 
+  2.2 


-0.81 
-1.1 
-2.  5I 


47.  K 
49.4 
4K.S 
49.fi 
45.4 


-n.  S  4fi.  7 
-0.9|  51.0 
-1.01  45,9 
-2.  Ol'47.0 
-1.3;  47.2 


-1.0 

-1.4 


47.7 
49.3 


+  3.(' 
+  3.5 
+3.  0 
+■2.2 

+  3.9 
+4.8 
+2 
+  1.9 
■h3.  8 

+•2.8 

+2.1 


51.6 
46.  1 
■38.2 
44.  ii 
48.8 


4fi.  4 
48.4 
4.5.4 
45.0 

45.1 
45.6 


46.8 
42.8 

46.2 
47.2 
47.  2 
47.2 
"43.  0 

44,6 

48,4 
'■44.4 
'47,8 

45.  0 

4 

48.8 


-l.l!  72.7 
-1.8i  72.9 
-1.7  72.1 
-1.5    70.9 


-1.0 
-1.5' 
+2.  3' 
-1.2 


'64.  8| 
63.51 
02.31 
62.4 
60.0 


'58.5 


0.0 
-0.91 
-•2.2; 

-2.1 


70.  C 
•71.4 
73.1 
73.8 

72.8 
71.0 
71.8 
71.8 
68 


June. 

July. 

6 

0^' 

3 

<v 

3 

«j 

r. 

E3 

^. 

3 

V 

<x> 

•g 

S 

a 

a. 

S 

a 

a 

<o 

« 

H      . 

a 

E- 

0 

August. 


-0.81  78.fi 

-0.4i  78.7 

-0.  1|  78.fi 

+  0.2|  77.0 

-0.31  77.« 
+  0.21"78.2 
+  1.9J  77.0 
+  1.61"80.9 


-1.2 

0.0 

+  1.5 

-1.9 


79.2 

78.1 
78.0 
78.4 
75.5 


■3.3    69.81   -1.0    76.fi 


fil.6    -1,9 ! 1177.2 

61.9    -0.5(  72.4;  +I.2I  77.8 
63.0    -O.s;  71.4    -1.2    78.  1 


O'J.  1     -0.9 


-3.fi]  63.2 
-7.9I  59.5 
....!  51.8 

57.6 

-55!  59.9 


....I  00.2 
-6.0I  58.  S 
-fi.8  62.  I 
-0.  fil  59.0 
-4.9!  59.0 

-7.fi!  58.3 
-7.8:159.4 


-8.21  .59.fi 
-8.6    56.0 


59.2 
59.9 
60.  0 
59.8 
55  1 


71.6'  -0.2I  78.0 


+0.2    73.2'  +1.8 
1.9    70.31   +0.4 

>H4. 3; 

69.  8 

72.2    +2.7 


-■2.0 


-0,8 
-1. 21 

-1.7! 
+0.41 

-2.8] 
-1.0' 


71.5 
69.81 
72,  fi 
69.  7I 
09.7 

70.8 
"69.2 


-.3.1 
-4.0I 


70.8 
00.2 


-8.2 

^ 
-9.6} 

1 

-6.  .51, 
-7,0  62.2] 
-6.9!  .57.7 
-5.7''.58.2J 
59,2, 


...  I"fi9.8 
-1.9|  71,5 
-2.2!  71.6 
-2.5:  70.0 
-5.3 


-0.0 
-6.0 


..    ,  '06.4 
•O..5I.  .    . 
-0.5!  67.9 
-•2.  9!  "08.  4 
-1.7i  70. .» 


58.9:   -2. '2   09.9 


60.3 


-2.1;  70.6 


-t-0.  9 

+0.8; 

-0.3' 

+  1.5; 

I 

-0.  II 

-1.0! 


78.1 
76,8 

"08.4 
77.  1 

''78. 4 

79.2 

■175,  8 
78.0 
76. 2 
75.3 

77.0 
75.8 


+  1.7 
-0.6 


77.1 
74.6 


-0.4: 
+0.4 
-1.1 


-3.0 


+0.  0 
~2.fi 
+0, 

-0.5 

-0.4 


—0.4!  80.2 

-O.OJ  81.0 

-0.3  81  2 

-0.2  80.1 

+  1.0  80.2 

+  1.4  81.4 

0.0  78.9 

+■2.5  83.0 


''81.2 

80,4 
80.0 
81.4 


-0.3 
0.0 
-0. 
+0.6 


-0.3  '81.6 
-0.  1|'79.2 
+  0.  fi!  80.9 
-0.81  79.4 

+  0.3    80.6 


+0.5 
+  1.2 


+0.7 


+0.5 
-0.  1 
-0.3 
+  1.2 

+0.2 
-0.0 


-0.6 
-0.2 


80.2 
80.  K 
71.0 
80.9 
83.0 

83.0 
78.8 
81.0 
80.4 
79.8 

81  2 
79.  4 


-1.2 
-0.5 
-0.1 
+0.2 

+0.4 
+  1.5 
-0.5 
+  1  8 


83.fi 
83.3 
8U.2 


81.0 
8'2.e 


....|''83.0 
-0.11.. 

O.ol  82, 
-1.4    8-2.2 


September 


October. 


November  December. 


Annual. 


+3.1 
+2.3 
+  1.6 

+2.5 


+•2.0 
1-2.4 


+3.2 
+2.5 


+■2. 2! ''81.? 
-0.51  81,0 


+0.2 


+  0. 1 
+  1.2 


+  1.0 
+0. 2 
+  0.  9i  81.1 


81.0 
i81.2 

81.2 
81.4 
82.  0 


,5.9    -0.1 


76.6 
77.2 


80.0 


-■1.2  77.9 
+0.7  81.2 
+  1.1|  81.0 

-0.1!  80.4 

-0.4;  80.5 


+3. 0! 


+  1.1 
+0.1 
+  1.3 
+2.9 

+  1.6 
0.0 


+2,0 
+4.6 


81.9 


81.4 
79.5 
70.0 
80.8 
"83.4 

"82. 2 
78.8 
8^2.4 
80.2 
79.2 

80.8 
79,0 
173.0 
SI. 2 
79.0 


+  3.3 
+  1,6 
+2.  fi 
+  1.4 

+•2.4 


+•2.6 
+  1.1 


•i-4.5 


+  1,4 
+  2.'^ 
+  1.9 
+3.4 

+  2.4 

+  0.8 

'  +2.  fi 
+  2. 


80.9 

+  1.1  81. 9i  +-2.6 
+  1.3;  81.8  +2.3 
+  1.1  82,21  +3.0 
+  1.1J  80.8    +'2.3 

+  0.9;  79.4    +1.9 


79.0 
79.4 
76.0 


+  3.4  68.0  +3.0!  ^•^■^' 
+2.  8!  70. 0  +2.  2!  55.  81 
+•2.9    63.2    +1.11  48.4 


77.0  +3.4'  00.8  +1.9 

78.1  +4.1  66.01  +'2.3, 
76.4  +2.4  65.5  +1.3! 
78.2!  +3,6  "63,8  -0.3 


80.1 

76.3  +0.4 
78.  ll  +3,8 
78.  0!  +-2.5 
75.61  +1.6 


76,9 
77.6 
78.5 
78.6 


67.9 
65,8 
67.4 
67. 2 
65.7 


-0.5 
+2.  9 
+  1.4 
+  1.3 


+  3.  S ''64.0 
+2.  9  '••fifi,  9 
+  4.fij  fi4.3 
+  3.3 


+3.3 


60.2 


79.2    +.5.r    67.6 
77.  1;   +3.4 ''6,5.5 

07.4 1  .56.4 

78, 2| !''67.4 

79.fi    +5.81.  .... 


53.6 

isi.'fi 
60.8 

64.7 
55.2 
.54.  2 
53.  3 
54.2 


-2.3 
-2.3 
-3.8 


-3.5 
-3.1 


52.0 
54.4 
47.2 

5'2.6 
'48.0 


49.0 


63.8 
-0.9  54.9 
-0.5  53.4 
-1,1  .52,6 
-0,2    51.9 


+  1.4  49.2; 
+  1.2 ',53.71 
+0.6  61,0 
+  1.8!  55.0 

i 
+  1.41  52.  91  -1.8 


3. 0  ••47.  fi 


-1.9 
-2.9 
-0.5 


+  3.8!  52.3 
+•2.  l'»48.  (' 
40.0 


7fi.  4 
78.6 
77.0 
75.8 


78.2 
75.9 
68. 


-1.8 
-4.2 


''54.1 
51.6 
54.6 

51.9 


52.8 
46.8 
.39.4 


+  4.6 
+2.7 
+3.4 

+5.1 
+•2.8 


+4.; 


+0.0 

+0.1 

+  3.2 
+4. 


04.9;  +0.3 
60.  0  0.  0 
01.9     +0.1 


64.3 


6.5.8 


05,0 
64.7 


+•2.8 

+  .5.2; 
+  4.1 
+  6.7 

+2.7 


+  .5.5 
+3.0 


50. '2    +2.1 


6.3.9 
65.1 


+0.8 


+  1.8 
+0.9 


+  0.9 
+  0.5 


04.3;    +0.3 


6.5.11 
60.8 
53.6 


+  1.7 
-1.0 


+4.  21^63.  ^2; 
+  4.  1;  07.0 
+  3.  fil  64,0 
+  4.8;  03.4 


+  .5.11  05.2 
+2.  8l  04.0] 
1  57.  0] 

78.0;  +3.8  66. 0; 

76.0    +4,1  62.5 


+  l.fil 
f2.  7I 
+  l,6l 
+  3.2! 
i 
+3.0 
+2.2 


-3.0 
-•2.8 
-0,0 


40.41  +.3.7  61,  !■  +0,7 
.50.4  +.3.2  64.01  +0.4 
45.8    +0.2    61.2;    -0.8 


2.4    45.4    +3.2,  60. 


77.  2 

77.5  +'2. 
78.8    +4. 

77.6  +3, 
77.2    +4. 


+  0.9  78.0  +1.0 
+  1.0  81. 5|  +3.4 
+  1.9    8G.3!   +1.9 


+  1.1 
-fO.7 


79.9 


+  1.0 
+  1.8 


74.0 


+2,  0; 
0.0; 


48.2 
48.  4 
41.3 

.50.4, 
40.8 


-3.8 
-3.5 


•2.2 

-4.8 


0    64, 


0    +0, 
2    +2 

^    +1 
+2 


h-2.0i  03.0 


,,l  47.6;, 
0]  51,8] 
fi]  49.  6j 
4    49.4 
31  47.61 


+  1.6 


+  3.2'  fil.fi:    +0  2 
+4.61  61.2:        0.0 


46.2 

46.8 

40,4 

47.9    +1.9,  62.5     -0.1 

45.2    +1.2    59.7,    -0.4 


46.5 
-•2.1 1  40..- 
-2.7  48.0 
-3.3  49.0 
-3.6    47  6 


7.5.7  +4 
78.2]  +5. 
76.6]  +4. 


9!  62. 
lil''00. 
0    65. 


0  +1, 
2  +1, 
2    +2, 


76.5:  +3.3!  64.2 
77.  P;  +2.6!  6.5.1 


9  46.8 
.  ''49,2 
2I  46,0 
8  •'50.  71 
8;  48.9! 


+  1.6J  48.1! 
+  1.5!  50.  o| 


-3.9 
-5.8 
-4.8 
-2.2 
-•2.8 

-4.2 

-3.6 


44,4 

40.fi 

44,8 

4fi 

45.8 

46.7 

48. 


I  61.7    

+0.91  62.9,    -0.  1 

+  4.3;  03  ll    H-0.  5 
+  3.O1  &2.S         0.0 

+4  61... 


+  3.51. 
+  3.  ,5]. 


+  1,5 
+4.1 
+■2.8 


59.5'  -0.2 
02.1;  +0.4 
01.7     +0.5 


+2.5    01. 6|    -0.2 
+  2.1    6^2.7     -0.3 


The  departures  from  the  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  C.  '',  ''),  appearing  in  the  table  indicate  number  of  days  missing:  For  example.  ''  represents  two  days  missing,  etc. 


(CONTrNlIKD  FHOM  PAGE  49.) 


WEATHEK  BY  MONTHS. 

Jaaiiarij. — Tlie  month  wan  iirmsiKilly  wet,  and  teinperatures 
avpraged  somewhat  helow  normal.  Measural)lp  snowfall  was 
oonfiried  principally  to  tiie  northern  counties.  Freshets  occurred 
in  several  streams  on  the  17th  and  IStli. 

Fehrnari/. — Comparatively  mild  weather  prevailed,  with 
precipitation  somewhat  below  normal.  Scattered  snow  flur- 
ries occurred  on  the  10th  and  27th.  Moderate  floods  occurred 
in  several  streams  during  the  month. 

Murch. — The  temperature  was  abnormally  low,  and  precipi- 
tation averaged  somewhat  above  normal.  Snowfall  was  quite 
general  on  the  11th,  13th,  and  loth  .  Moderate  freshets  occurred 
in  several  streams  during  the  month. 

April. — The  month  was  considerably  cooler  than  usual, 
and  precipitation  was  somewhat  below  normal.  One  damaging 
tornado  occurred  near  Lexington  on  the  7th,  and  two  persons 


were  injured.  Late  spring  killing  frosts  -vvere  general  in  the 
central  and  northern  counties  on  the  2()lh.  The  Pee  Dee  anil 
Santee  Rivers  were  in  flood  at  several  stationsduring  the  month. 

]\Iay. — Drought  marked  the  month,  especially  in  the  north- 
!  western  counties,  and  temperatures  averaged  somewhat  below 
normal.  A  damaging  tornado  occurred  near  Ay  nor  on  the  ]  1  th. 
Hailstorm  and  lightning  damage  in  Chesterfieid,  Pickens,  and 
Newberrv  Counties  on  the  11th,  r2th,  and  27th  approximated 
$G8,000." 

June. — Temperature  and  precipitation  averaged  somewhat 
below  normal,  and  precipitation  was  verj' badly  distributed, 
with  persistent  drought  in  the  northwestern  counties.  'J'here 
was  a  singular  absence  of  severe  local  storms. 

July. — While  precipitation  averaged  above  normal,  drought 
per.-^isted  in  the  northwestern  counties.  Temperatures  ranged 
somewhat  above  normal,  and  heat  records  were  broken  at  a 
number  of  stations  on  the  21st.     A  small  tornado  Avas  noted  in 
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GENEKAl.  SUMMARY. 

Although  the  temperature  average  was  near  norma],  maxi- 
mum records  were  equaled  or  broken  at  a  number  of  stations 
about  t})e  'J4th,  and  a  decided  cold  wave  occurred  about  the 
IGth.  Precipitation  was  verj- light,  but  one  previous  Januarj- 
having  a  smaller  average. 

Sustained  dry  weather  retarded  winter  plowing.  Tem- 
peratures were  favorable  for  normal  development  of  winter 
cereals,  truck  and  fruit,  and  the  hardest  freeze  of  the  winter 
al)out  the  16th  was  attended  by  no  great  loss.  Abnormal  heat 
l)etween  the  IHth  and  25th,  inclusive,  was  favorable  for  winter 
cereals  and  truck,  and  a  second  cold  period  on  tlie  26th,  27th, 
and  2Sth  prevetited  too  rapid  advance  in  fruit  buds.  Outdoor 
work  was  confined  principally  to  hog  butchering  and  ordinary 
chores.  

PRESSURE. 

The  mean  sea-level  pressure,  deterniinod  fron>  reports  of  9 
regular  Weather  liureau  stat'ons  in  and  surrounding  the  Sec- 
tion, was  30  23  inches.  The  highest  pressure  was  30.87  inchesat 
Charlotte.  N.  C  ,  on  the  27th,  and  in  the  Section  proper,  30.86 
inches  at  Due  West  ou  the  same  date;  the  lowest  pressure  was 
20. .58  inches  at  Asheville.  N.  C.  on  the  4th,  and  in  the  Sec- 
tion proper,  29.63  inches  at  Greenville  on  the  same  date. 


greatest  local  monthly  ainount  was  1.63  inches  at  Caesar's 
Head;  least  local  monthly  amount.  0.16  inch  at  Mars  Bluff. 
The  greatest  amount  during  any  24-hours  was  0.81  inch  at  Fer- 
gu.son  on  26-27th.  The  average  number  of  rainy  days  was  50% 
below  norTnal. 

Snowfall,  ranging  from  Traces  to  2.7  inches,  occurred  in 
various  parts  of  the  Section  on  the  4th,  9th,  10th,  26th,  27th, 
and  28th,  the  greatest  measurements  being  generally  on^the 
10th.  Sleet  occurred  at  numerous  stations  on  the  26th,  27th, 
and  28th.  

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.6  miles.  The  highest  average  velocity  was  12  6  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  9.8  miles  per  hour 
at  Greenville ;  the  lowest  average  velocity  was  5.5  n)iles  per  hour 
at  Augusta,  Ga..  and  in  the  Section  proper.  6.8  miles  per  hour 
at  Columbia.  The  higliest  velocity  for  any  5-minute  period  was 
48  miles  per  hour  from  the  northwest  at  Savannah,  Ga.,  on  the 
10th.  and  in  the  Section  proper,  40  miles  per  hour  from  the 
northeast  at  Charleston  on  the  26th. 


TEMPERATURE. 

The  montiily  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was 45.7°.  or  0.2°  al)Ove  the  normal.  The 
liighest  temperature  was  81°  at  Yemassee  on  the  20th.  at  Aiken 
on  the  23d,  at  Georgetown  on  the  23d  and  24th,  and  at  Laurens, 
Orangeburg,  and  Wedgefield  on  the  24th.  The  warm  periods 
were  from  the  3d  to  the  6th,  18th  to  25th,  and  29th  to  31st, 
inclusive,  when  the  daily  mean  temperatures  ranged  from  5°  to 
30°  above  normal.  1'he  lowest  temperature  was  2°  above  zero 
at  Caesar's  Head  on  the  16th.  The  cold  periods  were  on  the 
1st  and  2d.  from  the  8th  to  the  1  7th,  and  from  the  26th  to  28th. 
inclusive,  with  subnormal  temperature  departures  of  5°  to  21° 
per  day.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows;  8  a.m..  79%;  noon.  60%;  8  p.m.,  66%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  interior. 

PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 
0.98  inch,  or  2.61  inches  below  the  normal.  Fairly  well  dis- 
tributed precipitation  occurred  in  four  periods  in  the  eastern 
portion  and  in  two  periods  in  the  western.  In  most  of  the 
Piedmont  and  on  the  upper  coastal  plain,  the  amounts  were 
over  one  inch,  tapering  downward  to  one-half  inch  or  less  in 
the  extreme  northeast  and  along  the  extreme  lower  coast.     The 


SUNSHINE    AND    CLOUDINESS. 

'I'he  average  monthly  sunshine,  determined  from  9  auto- 
matic records.  wa«  194.4  hours,  or  62%  of  the_  possible 
amount.  'J'he  average  n\nnber  of  clear  days  was  17;  partly 
cloudy.  6;  cloudy.  8,  as  against  norn>als  of  13,  7,  and  11  days, 
respect  ivelj'. 

RIVER  CONDITIONS. 

The  Santee  River  at  Rimini  and  Ferguson  and  the  Pee  Dee 
River  at  Mars  Bluff  were  at  or  close  to  flood  gtages  during  the 
early  part  of  the  month;  otherwise,  the  rivers  of  the  Section 
were  relatively  low. 

MISCELLANEOUS    PHENOMENA  (dates). 

}Talo!<—In'nnv:  Charleston.  17;  Columbia,  17;  Due  West, 
16,17,18;  Greenville,  17.  22;  Santuck,  19,  20.  Sohv:  Co- 
lumbia. 19;  DueWest.  14,20,21,22,  23;  Greenville,  16,  18,20. 

7^0^,  rfer?.se.— Calhoun  Falls,  22,  23,  25;  Catawba,  20,  21, 
22,  23,  21,  25;  Charleston,  14,  19,  20,  21,  25,  26,  28,  30;  Co- 
lumbia, 20,  21,  22;  DueWest,  14,  20,  21.  22,  23;  Garnett,14; 
Greenville.  21,  22,23,29;  Kershaw,  21;  Landrum,14;  Pelzer, 
21-  Rimini,  18,  19,  20,  21,  22,  25,  26;  Saluda,  21 ,  25;  San- 
tuck, 21;  Trenton,  20,  21,  22,  25,  26;  Walhalla,  22;  Winns- 
boro.  21.22. 


MISCELLANEOUS  DATA  FOR  JANUAkY,   1927. 

4)   > 

i 

Tpinperatiiie. 
(leRiees  l'"alir. 
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p. 

Aslieville.  N.C.... 

AuKiista.  Oa 

Charle.'Jtoii,  S.  0... 
(Uiarlotte.  N.  C  ... 
rohiinljia.S.  C... 

One  Wost.  S.C 

f-ireenville.  S.C... 

Siiviiiiiiali.  Cia 

WilmiiiKtoii.  N.C. 
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30.22 
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44.0 
43.9 
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46.6 
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73 

78 
78 
75 
79 
75 
74 
78 
76 

79 

2 
1,5 
19 
10 
14 
11 
12 
21 
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1.16 
0.85 
0.63 
1.05 
0.97 
0.91 
1.25 
0  31 
1.20 

0.93 

0.47 
0.66 
0.38 
0.33 
0.61 
0.45 
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0.54 

0.66 
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9.7 
6.0 
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nw 
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sw. 
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w. 
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82 
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80 
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60 
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54 
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Climatologrieal  Data  for  January,  1927. 


Stations. 


Observers. 


Eautein  I'ortinn. 

Beaufort  (near)  W  .  ... 

BhickviUe 

Cliiiileston 

Clieriiw 

Conway 

Darlinglon 

l';iliMgliaiii. 

KeigiisonJf 

Florence  1 

I-  lorenre  2 

(ianiett 

Cieorgt'lowii 

Kingstreo 

Mars  lilnlf 

Orangeburg 

I'inoiiolis 

lliiiiini 

Society  Hill  .... 
Siiiiniu'rville 
Weilgelicld 
Yeniassee. . 


Mrs.  R.  I,.  Pripp. 
Mis.  1).  li.  SiiMil.-rs. 
V.  S.  W'Hatlier  Bureau. 
liolanil  i).  Powe. 

Paul  Quatllehanni. 
1).  (;.  McCall. 
Win.  B.C^illesuie, 
llenr.v-(;.  .Savage. 

II.  K.C.'ilhert. 

I'ee  Dee  ICvperiiiunit  Sta. 

Maner  I'..  Uoliert. 

A.  1'.  Hazard. 

Mrs.  Ellen  Scott. 

J.  L.  Shaw. 

(i.S.  Kislieries  Station. 

Mi.ss  K.  I'.  Uaveuel. 

Hoyliin  H.  Caiitey. 

K.D.rii'lils.,Tr. 
Dr.  William  Simons. 
W    llauipton  Kamsey 
\V.  C.  llulson. 


Ailten 

Au<lers()n  

lilairs _.... 

Caesars  HeadM.. . 
Callioun  I'alls.... 
Camden 

('ataul)a  , 

Cliappells 

Chester 

Clemsoii  College 
Columbia 

Crescent 

Due  West 

Kde'iMleld 

Oaston  Shoals  1 

Cii'eeuville 

(ireenwood 

Heath  Springs 

Hogback  Mountain 

Kershaw 

I.andrnni 

I.aurens 

Little  Mountain 

Loclchart 

New  ben 
fVlzer  . . 
Saluda  . 
Santuck 

Spartanburg 

'J'reuton 
Walhalla 

Wiunsboro 

Whitlirop  College  tt.. . 


Krauk  H.  Mc(!oy. 
H.  II.  Kussell. 
Esther  15.  Owens. 
Ca>sar's  Head— P.  Mtn.  Co 
I,.  iM.  I'aiker, 
Henry  A.  Brown. 

■lames  C.  Faris. 
(leorge  V.  Clamp. 
.1.  C.  Cornwell. 
Prof.  K.  11.  ll.Callioun. 
II   S.  Weather  Bureau. 

Broad  River  Power  Co. 
II.  S.  W    B.  Aerological  Sta. 
D.  W.  Sharpe. 
S.  C.  l,t..  Power  .»  l!y.  Co. 
|i.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Bowers. 

Blue  Ridge  Forests  Co. 

,)ohn  W.  llamel. 

R.  )l»rtweil  Wilds,  D.D.S. 

L.G.RolY. 

Miss  Alberta  Sease. 
Broad  River  PowirCo. 
John  H.  Baxter, 
.loshua  Y.  .lonos. 
W.S.Crout. 
K.  W..leler. 

M.H.Daniel. 
Mrs.  S.  K.  Long. 
II.  W.  Brandt. 
I{ev.  Oliver  Johnson. 
W.  T.  Clawson. 


ERRATA. 

4c  oi,^„i^  Ko -^ci  ^„  onth  ■  Chester  number  of  rainv  days,  page  46,  should  be  8 ;  Heath  Springs,  maximum  tem- 
December,  19-26.— Ferguson,  minimum  temperature,  page  46,  should  be  i.-i  on  2Utn ,  cnesier,  numoer  oi  lauij  ud-j  s,  nagi-     , 
perature,  page  1G,  should  be  7:i  on  iSth;  Winthrop  College,  maximum  temperature,  page  46,  should  be  73  on  10th. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  January,    1927. 


Stations. 


Drainage- 
basins. 


Kdslfni  I'drlidii. 

'aiifort(npar) 

iickvillellll 

larlestou  "* 

n'raw  nil 

inway  III! 

irliugtou  nil 

tinnrliaiii  llll 

Tsriison   nil 

oronce  1 1  li 

oreiice  2  llll 

iriiPtt 

^or(?Hl()U'ii 

NKsriwIlll 

urs  lilull" 

aiiselmig 

iKilxilis   

mini  |||| 

'Ciely  Hill  nil 

imiriHrville 

c'(lgern>l(l 

'iii:iss(!i(|l|l 

Wcslrni   I'orliim. 

ken 

iili'ison 

airs  llll 

R.sar's  Head  

illionn  V»\U  nil  .... 
iin.l,!ii  nil 

ilawhallll 

iiu>i">iisiiii : 

lestcr 

riiiscin  Colli.jjy 

slumbia'**  

escent 

le  Wi'sl*** 

iwiii'iii iin .....'.'" 

istdiiShoiiisllll 

■eenvillH      •*• 

vonwood  nil 

Milli  Sprinifs  

:>gl)aek  Mountain . 

•r.shaw  ,111 

iii.lniiii 

umuis 


Itle  !\lniiiilaiii  , 

)rkhart 

^uixTrv 

•Izernil 

liKla 

Mliick  


)artaMliiirpt  |||| 

eiltoil 

alliallii 

innsliorollll 

iTillirDiiCiillene... 


Coast 

Kdisio 

( :oast 

Pee  Dee 

Waceaiiiaw 

I'ee  Dee 

l.yiK'hes 

Santee 

I'ee  Dee 

do 

Savannali  . 

Ooa.'-'t 

Black 

Pee  Dee.  . . . 

ICdisto 

('ooper  .... 

Santee 

Pee  i)ee 

.Ashley 

W'a teree  . . . 
Asliepoo. .. 


Kdisio 

Savannali  . 

Itroiid 

SaliKla  

Savannali  . 
Wateree  . . . 

('atawlia  . . 
Siiluda  .... 

Broad  

Savannali  , 
(.'ongaree  .. 

Enoree  .  . . . 
Savannah  . 
Savannah  . 

Iii()a<i 

Sahida 

....do 

Waleree  . . . 

Broad  

Lynches  . . , 

liroad 

Saluda 


Day  of  month. 


10     U 


VI      1 


14      15     16      17      18 


19      20     21      22      23 


24     25     26 


Salnila 
I'.road  . 
Siiluda. 

do  . 

do  . 

Broad  . 


do 

I'Misto 

Savannah  . 

Broad  

Calawha  .. 


.30  . 


.02 


.05 


.06 


.36 


.65 


.02 


T. 


.11 


.OS 


,03 


.43 


.04 


.56 


.02 


.40 


.50 


.60 


.10 

.40 

.23 

.35 

.19 

.62 

.39 

.45 


30      31 


.03j.... 

.08|.... 
.  04  . . . . 


.2^1... 

.16;... 

.'■?4l... 
.05   T. 


.03   T. 
.  29  . . . . 


.IPI... 
.21;... 
.29|... 
.  39  . . . 


.20 
.10 
.46 
.np    .02 
.10 


.05 


0.50 
0.75 
0.  63 
0.44 
1.12 

1.08 
0.7H 
1.U 
0.53 
0.S3 

0.70 
0.  y2 
0.72 
0.16 
0.f4 
0.i)2 

0.  72 
1.25 
l.UiS 
0.  63 
0.73 


0.97 
l.C'i 
0.99 
1.63 
1.10 
1.03 

l.OS 
I.IS 
0.70 
l.Oil 
0.97 

1.05 
0.91 
1.10 
1.01 
1.25 
1.10 

i.n 

1.2S 
1.29 
1.20 
1.11 

1.57 
0.91 
,  0.9S 
1.12 
1.39 
1.18 

0.95 
0.70 
1.41 
1.23 
1.24 


>  of 

K  24  hours.    "'""  KeKUiar  «  earner  iiiireini  miuhhi.  !.■'->  .i...... ■     ■    :      J*' 

*  Precinitation  included  in  the  next  follonins  mensnrenient.    tSerara.te  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  o.ni   men. 


Kxcept  as  otherwise  indicated,  ohservalions  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  'f-',!'""'^*;''']!'.'^,"'; .VT,  Vor 
ohservatiini.  ||||  Prccipilation  nicnsured  in  the  nioruiii?;  anioiint  tlien  recorded  is  for  the  precediiiK24  hours.  ***  P.eKular  W  eather  Bureau  station.  P^«  iPit'.liou  i^s  loi^ 
24-liour  period,  iiiidniprht  to  inidniKht 


COMPARATIVE  DATA   FOK  JANUARY. 


Year. 


Teniperatnre. 


W7.. 
!SH.. 
W9.. 
190 . . 
(91.. 
\9>.. 
(93 . . 
S9).. 
S9i.. 
i96.. 
*97.. 
!9S.. 
i99.. 
)Otl . . 
)  )1 . . 
XL'.. 
W3.. 
)i)4 . . 
)05.. 
)06.. 
)07.. 
108,. 


40.1 

73 

46.2 

76 

44.9 

78 

54.1 

81 

46. 2 

75 

42.7 

72 

38.0 

71 

17.9 

/  / 

44.2 

80 

43.8 

72 

42.  2 

76 

49.2 

82 

44.4 

78 

44.0 

75 

4.5.1 

81 

42.4 

80 

43.7 

/  / 

40.2 

74 

41.4 

77 

47.0 

83 

53.4 

89 

44.2 

76 

Precipitalion, 


3'^  C  5 


2.80 
2.94 
5.81 
1.16 
.3.  56 
6.  75 

2.  .52 
3.15 
7.31 

3.  02 
2.  29 
1.80 
4.72 
2.  43 
3.55 
2.05 
3.85 
2.97 
2.00 
5.  ><5 
0.71 
4.86 


Average  nnniber  of 
days. 


■s:.2 


n\v. 

ne, 

sw. 

vv. 

iiw. 


12 
13 
9 
10  i  WW 


ne. 
SU-. 


9 

s\v. 

14 

n 

9 

11  w 

10 

n\v 

9 

sw. 

15 

w. 

11 

n. 

10 

w. 

15 

ne. 

7 

sw. 

Year. 


Temperature. 


1909 

49.6 
4.5.5 
49.8 
40.2 
53.8 
46.7 
4.5.1 
52.  3 
49.7 
37.3 
47.1 
46.2 
46.9 
44.2 
49.0 
43.  3 
44.9 
44.1 
45.7 

45.5 

1910       

1911 

1912 

1913 

1914       

1915 

1916 

1917 

1918       

1919   

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

Period 

Precipitation. 


c4  j:  C  c 
^  .  -^  c 

■<  S^  c 


9 

1.54 

11 

2.98 

16 

1.58 

6 

4.92 

23 

3.21 

18 

2.  66 

19 

6.31 

10 

1.76 

9 

3.74 

-2 

4.45 

8 

4.15 

6 

3.66 

17 

3., 84 

14 

3.  53 

20 

2.74 

1 

4.34 

18 

8.51 

12 

6.18 

2 

0.98 

-2 

3.59 

Average  n  u  m 

)  e  r  of 

days. 

^>' 

U 

r^ 

3 

O 

d,2 

O 

a.  o 

O 

12 

9 

10 

14 

10 

7 

14 

8 

9 

13 

4 

14 

10 

6 

15 

16 

9 

6 

12 

6 

13 

10 

9 

12 

10 

/ 

14 

13 

6 

12 

19 

5 

7 

12 

7 

12 

15 

6 

10 

10 

6 

15 

17 

5 

9 

16 

4 

11 

l'> 

4 

15 

11 

6 

14 

17 

6 

8 

13 

7 

11 

ne. 
ne. 
w. 
sw. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


January,  1927 


Daily  Temperatures  for  January,   1927. 


Slalions. 


Kdfleni  I'D 

Beaufort  (near) 

Blackville 

Charleston 

Cheraw'sS'S 


lum. 

)  Maxitnuin  . 
j  MiiiiiiuiiJi.. 
>  iMaximuin  . 
(  Miiiiimiin.. 
i  Maxiimiiii  . 
(  Miiiiinmn.. 
\  Maxiimiiii  . 
*  Minimum. . 
)  Maximum  . 
'  Minimum. . 
)  .Miixinnuii  . 
I  Mininunn. . 

(  .Maximum  . 
/  Miuinuun. . 
)  Maxinuim  . 
I  Minimum.. 
S  Maxinuim  . 
/  .Mininunn. . 
)  Maxinunn  . 
I  iXiinimum. . 
\  Maxinuuu  . 
I  Minimum. . 

(  Maxinunn  . 
'  Mininunn. . 
)  .Maxinuim  . 
I  Minimum. . 
)  .Maximum  . 
i  Minimum. . 
\  Maxinuim  . 
(  Minimum. . 
)  Maximum  . 
I  Minimum. 


WeMeiii  rmliiin. 

\  IMaximuin  . 
Ail(en )  Minimum.. 

\  Maximum  . 

Amleisou (  Minimum.. 

,    xr     J  )  Maxinunn  . 

Caesar  s  Head i  Minimum.. 

,,  ,,  v.  1.   It  >  Maximum  . 

Callionnl'allsW ;  IMininuim.. 

, ,  )  Maxiimnr  . 

(;amclonS\\\ /  Mininnim.. 


("oinvay 

DarliuKtonsN's^ 

KercusonS^'S 

KloiHUce  1    

Garnett 

(iHorert'town 

Kinffslive 

m  : 

OrauReliurp  1 

&% 

S(wiely  llillsIsS 

.Sunimeiville 

'M 

WedgPlieUl 

Yt-mas.SHe 

(Mii'stt>r 

CUnnson  CoIIckp  . . . 

Columbia 

Due  WV.st 

Orppiiville 


Orpenwood    

IIPBtli  J-iprings 

nogliack  Mountain. 

ICpisliaw 

Lanciinm 

I.auipns 

I.illlf  Monnlaiu 

Np\vl>priy 

Saluda  

.Siintiick 


S  Maxinuim  . 
/  Minimum. . 
\  Maximum  . 
'  Minimum. . 
)  iviaxinnim  . 
)  .Minimum.. 
S  Maximum  . 
I  Mininuim. . 
t  Maximum  . 
I  Minimum.. 

S  Maxinuim  . 
'  Minimum. . 
)  Maximum  . 
'  (  Minimum. . 
j  Maxinunn  . 
I  Mininnim. . 
j  Maximum  . 
)  Minimum. . 
(  Maximum  . 
'  Minimum. . 

S  Maximum  . 
(  Mininuim. . 
j  Maximum  . 
(  Minimum. . 
S  Maxiimnr.  . 
'  Minimum.. 
)  Maximum  . 
'  Minimum. . 
;  Maximum  . 
'  Minimum. . 


Spavtanl.ui-ir  \  "■.'".""""i 

'' I  Miiunium. 

Trpiitoii 

Wallialla 

WinnsliorovW 

Wiiilhrni)  (lollPKP  ... 


j  Maximum  . 
)  ^fillimum. . 
(  Maxinunn  . 
(  Minimum. . 
(  Maximum  . 
'  ^fillimum. . 
S  Afaximum  . 
(  Minimum. . 


19      20     21 


27  I  28 


29 


Mpuii. 


n 

32 

,17 

G3 

'2-1 

34 

m 

63 

n 

35 

.■ifi 

(ifi 

22 

37 

59 
30 
5.'- 
23 
38 
IS 
.57 
19 
53 
22 

■18 
22 
5' 
19 
54 
2fi 
53 
23 
53 
25 

4fi 

2:- 
47 
23 
47 
19 
51 
22 
52 
31 

55 
21 
48 
23 
54 
22 
52 
22 
53 
19 

52 
20 
54 
25 
57 
18 
53 
23 
45 
24 


64 

40 
fil 
3R 
4' 
IS 
68 
21 
62 
24 

61 
34 

61 
30 
62 
36 
60 
36 
58 
37 

55 
24 
55 
35 
49 
30 
6n 
33 
55 
27 

61 
31 
51 
33 
62 
30 
53 
28 
63 
36 

58 
29 
62 
34 
64 
3? 
59 
25 
56 
30 


62  56 

441  3-2 

591  59 

39i  3S 

55|  51 


62 
37 

58 
32 
62 
43 
59 
44 
51 
38 
57 
41 

60 
39 
53 
38 
45 
32 
56 
37 
55 
39 

58 
40 
54 
40 
59 
42 
59 
42 
66 
28 

58 
34 
58 
41 
59 


58 

32 

6 

34 

68 

41 

66 

36 

65 

38 

57 
40 
54 
33 
57 
34 
66 
35 
65 
32 

67 
37 
59 
38 
67 
39 
62 
39 
60 
2' 

64 
26 
66 
41 
68 

38  j  29 
58   64 

39  38 
54  66 
35  35 


60  65 
31   26 


35|  24 
53'  53 
19  29 


.33  i  29 
.55  46 


38 
28 

53 
19 
51 
25 
44 
29 
37 
25 
37 
25 

54 

28 

32 

29 

40 

15 

3 

29 

48 

26 

49 

2' 

4 

26 

48 

28 

52 

28 

39 

16 

35 
28 
50 
28 
48 
20 
32 

:,,   28! 

.52!  45 
32  27 


^11 
18 

39| 

is! 

231 

12i 

421 

'401 
22i 

53! 
19 
37 
15 
39 
22 
37 
17 
37 
23 

31 

19 

36 

21 

22 

14 

3 

22 

34 

23 

30 
18 
34 
19 
39 
18 
36 
19 
41 
11 

35 

20 
38 
19 
42; 
15 
37 
21 
37 
18 


64 

29 

38 

24 

30 

11 

50 

1 

58 

IS 

53 
21 
40 
21 
£2 
28 
40 
26 
36  37 
19  28 


56  42 
32   18 


55   40  57 

2' 

33 

10 

40 

14 

40 

12 

45 

10 


54 

28 
47 
19 
46 
4 

38|  32 
29t  28 
52   32 


29 

40 
21 
54 
33 
54 
40 
48 
33 
56 
33 

42 
28 
53 
37 
45 
31 
40 
39 
55 
32 

54 
33 

55 
35 
55 
36 
57 
37 
50 
24 

58 
33 
57 
39 
58 
33 
.55 
29 
5 
32 


13  20 
40]  55 
13 
60 
20 
5 

25 
5' 
1' 


38   60 

10 

36 


A 

77 

40 

46 

74 

76 

36 

49 

61 

74 

48 

51 

69 

72 

34 

49 

68 

78 

47 

44 

72 

72 

49 

40 

42 

70 

71 

44 

46 

71 

78 

35 

42 

66 

78 

47 

45 

72 

75 

44 

48 

74 

75 

30  32 


73 

73 

45 

53 

70 

74 

33 

46 

73 

76 

50 

55 

72 

1^ 

45 

46 

72 

66 

47 

53 

73 

71 

50 

54 

53 


74 
47 
65 
49 
68 
43 
61 
49 
70 
46 

70 
53 
69 
50 
64 
49 
60 
49 
58 
50 

76 

48 

62 

4 

50 

44 

63 

48 

59 

50 

62 

50 

68 

45 

69 

48 

74 

4 

69 

49 


46  26 


59 
46 
56 
39 
48 
43 
56 
49 
50 
48 

64 
50 
60 
43 
52 
3(i 
53 
3f 
54 
36 

62 

49 

50 

45 

4 

32 

52 

35 

55 

28 

56 

40 
53 
43 
56 
43 
59 
45 
60 
42 


39  67 
28 
32 
25 


69 


34   49 

48 
30 


54  40 

26l  25 

45l  45 

22  23 


61.2 

39.2 
57.4 
36.3 
58.4 
40.9 
55.2 
33.5 
£0.3 
36.1 
''57.1 
■34.3 

'56. 2 
34.9 
58.7 
37.8 
63.3 
36.1 
61.5 
36.7 
60.7 
36.9 

"60.6 

'36.0 

55.4 

32.0 

'■61.6 

'37.7 

63.  6 

39.5 

63.  6 

36.2 


39  3: 
22  22 


65   50 
48  48 


43 
40 
52 
27 
66 
27 

60 
22 

50 
32 
58 
35 
51 
32 
50 
31 

3' 
26 
52 
32 
56 
33 
56 
33 
50 
30 

52 
31 
53 
?0 
51 
32 
55 
32 
55 
31 

60 

42 
55 
33 
51 
31 
54 
27 
54 
30 


60 
28 
69 
43 
72 
52 
68 
43 
66 
48 

55 
36 
70 
50 
55 
4: 
72 
50 
67 
47 

68 

46 

63 

48 

69 

47 

67 

4 

69 

44 

65 

42 

71 

48 

6' 

45 

70 

39 

6 

47 


66 
52 
65 
43 
58 
31 
60 
46 
64 
48 

65 
40 
66 
40 
61 
46 
59 
43 
57 
41 

69 
45 
59 
46 
45 
32 
66 
41 
56 
40 

63 

45 
6' 
45 
64 
41 
67 
47 
66 
45 

60 
40 
64 
58 
65 
38 
59 
47 
64 
42 


60.0 
37.3 
55.2 
34.5 
46.8 
28.6 
^56.0 
6,32. 9 
60.1 
529. 7 

58.6 
31.9 
56.5 
31.6 
56.  8 
,37.6 
53.4 
34.5 
.52.  4 
35.4 

54.3 
32.7 
52.7 
3.5.4 
46.6 
29.8 
55.  0 
34.3 
,53.  3 
32.2 

55.9 
33.  5 
54.2 
,34.9 
.56.5 
3.5.1 
'.57.2 
34.5 
"57.0 
•31.6 

,54.7 
31.2 

37.4 
55. 9 
30.8 
,54.  5 
33.5 
,"=4.3 
33.6 


for  example,  ''  renrpsents  two  days  missing,  etc. 


Ueferenoe  letters  («.  I',  c),  aptiparinsr  in  the  tal)leindieate  number  of  days  missiuff:  ,.,.,,        .    ,  „„„„,, 

S«  instruments  are  read  in  tl.e  morning;  tlie  maximnm  temperature  t.ien  read  is  charged  to  the  preceding  ,iay,  on  which  it  almost  always  occurs. 

\V  BO.  Raleigh,  2-24  27  -900 


\iif  f  'ROdRY  «^r  VHJi 


U.  5.  DEPARTMENT  OF  AGFJCULTURE,  WEATHER  BURE 

CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH   Cflf^OIilNfl   SECTION- 


RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol..  XXX.      Columbia.  S.  C,  February,  1927. 


No.  2. 


GENERAL.  SUMMARY. 

The  month  was  the  warmest  February  of  record.  Spring- 
like weather  prevailed  from  the  2d  to  the  19th,  and  the  Sec- 
tion maximum  temperature  record  for  February  was  equaled  on 
tlie  4th,  while  numerous  local  stations  reported  maximum  tem- 
perature records  for  February  broken. 

The  prevaihng  mild  weatlier  was  attended  by  abnormal 
development  of  tree  fruits,  shrulibery,  and  woods,  which  showed 
an  advance  about  two  weeks  ahead  of  the  normal ;  but  relatively 
low  night  temperatures  during  the  latter  part  of  the  month  held 
fruit  buds  fairly  well  in  check,  although  peaches,  pear.«,  plums, 
and  cherries  were  blooming  rather  freely.  Wheat,  oats,  rye, 
truck,  toitacco  and  tomato  sets,  and  pastures  improved  gener- 
ally, and  fairly  abundant  rains  kept  the  soil  in  good  condition 
for  spring  plowing,  which  progressed  favorably.  White  potato 
planting  was  general  throughout  the  month,  and  garden  prepa- 
rations n)ade  good  progress. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  frons  reports  of  9 
r»'gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.06  inclies.  The  highest  pressure  was  80.r>7  inches  at 
Due  West  on  the  1st;  the  lowest  pres-^ure  was  29.37  inches  at 
Charleston  on  the  19th. 

TEMPERATURE. 

1'be  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  57.6°,  or  10.2°  al)ove  the  normal,  and 
the  highest  February  average  of  record  by  1.5°.  The  highest 
temperature  was  88°  at  Ferguson  on  the  4th,  equaling  the 
highest  February  maximum  temperature  record  for  the  Section 
in  1918,  and  numerous  stations  had  their  February  maximum 
temperature  records  broken.  During  the  pnvlonged  warm  period, 
•2d  to  19th,  inclusive,  the  mean  temperatures  ranged  from  5°  to 
30°  per  day  above  normal;  there  was  a  second  warm  period, 
22d  to  25th,  inclusive.  The  lowest  temperature  was  20°  at 
Caesar's  Head  and  Hogback  Mountain  on  the  21st.  Cool  pe- 
riods were  practically  negligible. 

HUMIDITT. 

The  mean  relative  lunnidify,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%  :  noon.  64%  ;  8  p.  m.,  71  % . 
The  highest  percentages  occurred  from  the  middle  coast  to  the 
middle  Savannah  drainage  basin,  and  the  lowest,  in  the  north- 
central  counties  and  along  the  extreme  lower  coast. 


from  4  inches  to  less  than  2.50  inches.  The  greatest  local 
monthly  amount  was  7.57  inches  at  Walhalla,  and  the  least  was 
2.17  inches  at  Charleston.  The  greatest  amount  during  any 
24  hours  was  3.20  inches  at  Walhalla  on  the  22d-23d.  The 
average  number  of  rainy  days  was  12%  above  normal. 

Snow  flurries  occurred  in  sections  of  the  northwestern 
counties  on  the  20th. 

During  a  thunderstorm  at  Beaumont,  near  Spartanburg, 
on  the  23d,  three  members  of  the  family  of  Mr.  J.  G.  Lowe 
were  injured  by  lightning. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
iiourlv  velocity,  determined  from  9  anemometer  records,  was 
8.1  m"iles.  Th"e  highest  average  velocity  was  12.5  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  9.4  miles  per  hour 
at  Due  West  and  Greenville;  the  lowest  average  velocity  was  0.5 
miles  per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper,  7.4 
miles  per  hour  at  Charleston,  'i'he  highest  velocity  for  any 
5-minute  period  was  38  miles  per  hour  from  the  west  at  Due 
West  on  the  13th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  nionthlv  sunshine,  determined  from  9  auto- 
matic records,  wa-  179.0  hours,  or  58%  of  the  possible 
amount.  'J'he  average  ninnber  of  clear  days  was  14;  partly 
cloudy.  5;  cloudy.  9,  as  against  norn;als  of  13,  6,  and  9  days, 
respectively. 

RIVER  CONDITIONS. 

Freshet  conditions  were  quite  general  during  the  latter  part 
of  the  month.  The  Santee  River  was  in  flood  at  Rimnn  after 
the  22d,  and  at  Ferguson  after  the  21th.  The  Pee  Dee  River 
was  in  flood  at  Ch^raw  on  the  25th  and  at  Mars  Bluff  after 
the  26th.  

MISCELLANEOUS    PHENOMENA  (dates). 

J/r/i7.— Aiken,  Charleston,  Laurens,  Newberry,  and  Tren- 
ton,    25.  ,    .  .    ,         T^  ITT        i 

Ilalm-Luvnr:  Charleston.  14;  Columbia.  14;  Due  \\  est, 
4  19  14  15-  Greenville,  8,  11;  Santuck,  18;  Walhalla,  22. 
Solar:    Due  West.  4.  14,  21,  24,  25,  26,  28;  Greenville   24,  2/. 

Fog  c/n?.se.— Calhoun  Falls,  24;  Charleston,  8,  13;  Co- 
lumbia','l3,  24:  Due  West,  12,  13.  18.  24;  Greenville.  12  13, 
24;  Rimini.  2,  3.  6.  8,  9,  10.  11.  12,  13,  18,  24;  Saluda,  8,  9, 
13;  Trenton,  8.  9;  Winnsboro,  10. 


PRECIPITATIOJI. 

The  average  for  the  Section.  52  stations  reporting,  was 
4.24  inches,  or  0.07  inch  below  the  normal.  Precipitation 
occurred  in  four  periods  and  was  badly  distributed  as  to  area 
and  amounts.  The  heaviest  rainfall  occurred  in  sections  of  the 
Piedmont  and  in  a  small  area  of  the  middle  Savannah  and 
upper  Edisto  drainage  basins,  with  total  amounts  ranging  from 
5  to  over  7  inches;   elsewhere,  the  amounts  ranged  downward 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  reconl,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  («,  '',  '^).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  '■  repre.sents  two  days  missing,  etc. 

t  Also  on  other  dates,  ft  Beceived  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
puted from  observed  readings.  ttPost-oflice  aildrepses  of  these  stations  areas  follows-  Of  Oaston  shoals.  Black  sb\irg:  of  Wi  nth  rop  College.  Bock  Hill;  of  Ferguson.  Kutawvllle; 
of  Gesar's  Head,  Greenville;  of  Beaufort  (near).  Burton.         T   Precipitation  is  less  than  o.Ol  inch  of  rain  or  melted  snow. 


ERRATA. 

.January,  1927,  Page  2.— Blacky ille,  maximum  temperature  should  be  81  on  24th;  Camden,  minimum  temperature  should  be  11  on  17th;  Laurens,  prevailing  wind  direction 
should  be  northeast;  Pinopolis,  maximum  24-hour  precipitation  should  be  0,45;  Society  Hill  and  Spartanburg,  maximum  temperature  date  should  be  23;  Summerville,  days 
temperature  record  missing  should  be  '', 
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Pee  Dee.  . . . 

.\slile.v 

W'ateree  . . . 
Asliepoo . . . 


Kdisto 

Savannah  . 

hroaci 

Saluda 

Savainiali  . 
W'ateree  . . . 

Cat  aw  ha  . . 
."^iilnda  . . . . 

Broad  

Savannah  . 
Congaree  .. 

Enoree  .  . . . 
Savannah  . 

Savaiinnli  . 

Broad 

Salnda  . . . . 
....do  .... 

Wateree  . . 

Kroad  

l/Vnche.s  . . 
Broad  .... 
Salnda 


t.itlle  Mountain  . . 

Lockhart 

Newbi'rrv 

Pelzerllll 

Salnda 

Santuck 

S|>artanbnrK  nn... 

Trenton 

Wallialla 

Winnsliorollll 

WintiiroiiColleBe. 


Salnda   .... 

Broad  

Saluda 

do 

do 

Broaci 

...do 

Kdisto 

Savannali 

Broad  

Catawlia  . 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Daily  Precipitation  for  February,   1927. 


Day  of  month. 


5       6 


U      12 


13     14      15 


16     17 


19     20      21      22      23     24 


25     26      27 


28      29      30      31 


T.    . 


.05 


.20 


1.00 
T 


1.52 
.90 
.09 
.12 
.65 


.85 


48 
40 

1. 10 

17 

T. 

73 

T. 

05 

.10 

10 

.21 

21 

.31 

.13 

18 

22 

.32 

25 

.05 

i.'io 

07 

.20 

38 

.16 

.90 

.35 

.88 

.17 

.83 

25 

.05 


.23 


10  .30 
.55  .IH 
.40;  .15 

.fi.5    .29 
.481  .04 

I 
.361  .29 
.3nl  .30 


.40 
.35 
.64 
.47 

.57 
.13 
.26 
.22 
.25 

.55 

i!io 

.36 
.60 
.31 


.15 


.02 
.09 
.60 
.V2i:. 
.78    .05 


.25 
.12 
-.03 
.20 
.10 
.20 


.10 
.15 
.06 

55!  ••'^" 
43|  .20 


.01 


.02 


.10 


.04 


.05 


.04 


.05 

.80 

.'06 

.05 

.16 

.26 

.73 

.44 

.82 

.03 

1.10 

'IV 

.37 

.87 
.21 
.09 
2.31 
.22 
.10 


.18 


1. 
05    .29 


62 
.35 

.06 

.20 
.0' 

.09 
.18 

.'is 

.21 
.05 

.'•24 

.08 
.38 
.15 

.15 
.16 
.44 
.07    .0.= 
.10    .10 


.65 
.10 
..3' 
1.28 
.29 

.16 
1.76 

.09 
1.38 

.34 


.40 


.45 


2.00 

,01  1.10 

.89 

.62 

.87 

.50 
.39 
.47 
.81 
.19 

1.05 

2.70 

.50 

.15 

1.22 


.13 


1.40 
.53 


.79 

.38 

1.65 

1.12 

.03 

".i 

.80 
T. 


.24 

.25 

.37 

.06 

.46 

'i'. 

.44 

.26 

1.00 

.68 

.OS 

.25 

.10 

.09 

.40 

.41 

.50 

.121   .70 

.5011.52 


.02 
1.42 
1.00 


.10 


.33  .95 
.93;1.14 
...  1.06 


.  14 
1.'27 


.25  .89 
.48 
.20 
1.31 
.38 


.03 


1,54 
1.49 
.12 
1.81 
1.39 

1.30 

T 
1.30 

.16 
1.41 
2.37 


.03 
T. 

1.51 
.01 
.45 

1.70 
.02 

1.74 


1.51 
.05 
.03 

.05 
1.80 
.04 
.64 
.04 
.03 


1.15 


.70;1..50 
.86  .05 
..S3  .06 
.10  1,29 
1.53    .11 


.59 


.03 


2.07 
5 


1.05 

.5 


1.23 
1.20 


1.00 
1.12 


1.60 
1.23 
1.10 

.92 
.93 


.31 
.38  2.19 


... 

.46 

1.67 

i.'4i 

.80 

.90 

i.'oo 

.28 

1.28 

T. 

.67 

1   10 

2.00 

1.3(1 

.01 

3.20 

Winh 

1.30 
1.45 


1.04 


.12 


3.41 

5.t)6 
2. 17 
2.63 
2. 22 

4.07 
4.78 
3.18 
4.51 
3.  63 

2.49 
3.09 
3.16 
3.18 
4.09 


5.22 
3.56 
2.18 
4.23 
3.  67 


7.14 
3.75 
4.14 

5.81 
4.40 
5. 26 

3.16 
5.16 
4.43 
4.81 
3.69 

4.93 
3.86 
3.  63 
5.60 
6.27 
5.03 

2.84 
5.78 
3.34 
5.  76 
4.39 


3.70 
2.67 
5.01 
3.64 
4.  68 
4.23 

7.35 

4.18 
7.  .57 
3.  68 
3.69 


ICxcept  as  ot 
observation. 
24-liour  period 


herwi.se  indicated.  ol>servations  are  srenerally  made  late 
nil  Precipitation  ineasmed  in  tlie  moruiiiK:  amount  tlien 
,  midnight  to  miiliiifrht.    *  r're<'ipitation  inclndeil  in  the  next 


in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  or  the  24  honi»  p'"]  ' '^  .'  ^^,V  i,  r  r  the 
record..d  is  for  the  preceding  24  hours.  ***  Heenlar  Weather  Bni-ean  s  alion ;  precipitat  on  '«  '>  |'^' 
next  foUowins  measurement.    JSeparate  dates  of  falls  not  recorded.     I  •  'irace.  or  iess  than  0  (M   in.  n. 


COMPARATIVE  DATA  FOR  FEBRTJABY. 


Year. 


Teinperalure. 

Precipitation. 

g 

.J 

tc 

SSoo 

^ 

^ 

OJ 

g 

Z'--o 

t 

5j 

o 

> 

^■^?^'^ 

p'. 

iS 

-fl 

<^6o 

Average  n  u  in  be  r  of 
days. 


1887 

52.fi 

1SS8    

49.9 

1889    

41.9 

1890 

1891 

1892 

1H43 

.56.1 
54.7 
49. 2 
51.0 

1891     

48.9 

1895 

.37.4 

1896 

48.2 

1897 

50.0 

1898 

44.5 

1899 

43.0 

19011 

1911 

j»)2 

44.0 
43,2 
40.6 

1903 

19'.>4 

1 905   

49.0 
4.5.2 
38.9 

1906 

46.0 

1907 

45.1 

1908 

43.0 

3.41 

4.83 
5.60 
2.38 
4.23 
3.64 
5.  05 
4.  35 
3.  07 
0.13 
7,80 
0.86 
6.98 
5.77 
3.08 
5.89 
7.03 
3.  .59 
5.21 

2.  58 

3.  64 
5.2S 


9 

11 

6 

9 

S 

8 

7 

11 

6 

7 

7 

12 

7 

12 

7 

7 

6 

10 

7 

11 

6 

11 

4 

14 

5 

7 

8 

10 

6 

9 

sw 
s\v. 
'sw. 


sw. 

nw. 

sw. 

sw. 

w. 

w. 

w. 

nw. 

nw. 

sw, 

tie. 

ne 

ne. 

ne. 


Year. 


I'eniperature. 


Preciiiilation. 


n  >  G  o 

^,2o  o 


Average  n  u  m  her  of 
da.vs. 


o 


1909  

52.2 
44.7 
52.1 
42.  3 
48,9 
44.6 
48.6 
48.5 
47.3 
52.4 
47.5 
42.8 
49.4 
52.6 
44.8 
44.2 
52.  4 
49.3 
57.6 

47.4 

84 
79 

85 
80 
80 
78 
80 
81 
87 
88 
75 
76 
85 
84 
82 
79 
80 
78 
88 

88 

12 
15 
20 
8 
22 
14 
20 
11 
—  2 
11 
17 
8 
19 
14 
11 
13 
19 
12 
20 

-11 

4.49 

4.71 

1.60 

5.99 

4.50 

4.41 

3.15 

3.96 

4.11 

1.89 

4.73  ! 

4.05 

4.73 

6.62 

3.83 

3.54 

1.69 

3.99 

4.24 

4.31 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917.: 

1918   

1919 

1920 

1921 

1  <^y}     

1923 

1924 

1925 

1926 

1927 

Period 

_ 

6 

6 

10 

8 

7 

5 

9 

4 

.12 

6 

10 

6 

7 

(i 

6 

- 

4 

10 

5 

12 

9 

8 

12 

4 

in 

5 

9 

4 

9 

6 

7 

5 

9 

6 

9 

n. 

n. 

sw. 

sw. 

sw. 

ne. 

nw. 

w. 

sw. 


sw. 

w. 

sw. 


*Also  nw. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Februauy,  1927 


Daily  Temperatures  for  February,   1927. 


Stations. 


Eiislerii  I'mlioH. 


Beau  fort  (near)... 

Blackville 

(;iiiirle«toii 

C'heraw^S 

(;oii\vii.v 

DarliiiKtdii  's^S'i 

Keruiisnii  M 

Florence  1   

Gariiett 

(leoisetowii 

Kinifsliee 


)  Maximuin 
•■  I  MiniiiuMii. 

)  Maximuin 
••  /  Minimum. 

)  Maxinuun 

•  ■  /  Minimum. 

)  Maxinunn 

■  •  /  Mininnnn. 

t  Maxiuuim 
"■  '  Minimum. 

)  Maximum 
■•  /  Minimum. 

)  Maximum 

■  ■  i  Minimum. 

j  Maximum 

••  )  Mininnnn. 

j  Maxinunn 

•  ■  I  Mininnnn. 

\  Maxinunn 
•■I  Mininuim. 

)  Maximum 
-  -  /  Minimum. 


„            ,         ,  S  Maximuin 

OiauRelmre' 1 i  Minimum. 

«'»■'«"»'  'I 'l""^^^ (Minimum. 

,.  ...  1  .Maximinn 

•"^"'"""-'^■'l'^ (Minimum. 

,,.,,..,  )  Maxiuuim 

"  *'''«''l'^'''' (Minimun.. 

.,  \  Klaxinuim 

^'■">»«««e (Mininnnn. 


Weflfiii  rnilinii. 


Aiken 

Amieison 

Caesar's  Head.  . . 
(lalliouii  KallsS^sV 
CauKliMi'J* 

Cliesfer 

Clfnison  College 
Columbia 


Due  We.st 

nreenville 

'ireiMi\voo(]    

Ili'aHi  ,'^iiiliigs 

Uogrhaek  Mountain. 

Kerslia  w 

r.amliinn 

I.nniens 

r.ittif  Momitain 

Newlierry 

Saln<la 

Santuck 

•"^Iiaitaiiliursr 

Trenton 

Walhalla 

Winnsboro W 

Wiiitlirop  ('oll|.»e 


)  .Maximum 
(  MiniMunn. 
)  .Maxinunn 
(  Mininnnn. 
)  Maximum 
'  .Mininnmi. 
\  Maxinunn 
)  Minimum. 
)  Maximiin: 
(  Mininutm. 

(  Maxinnjni 
(  Mininnnn. 
\  .Maxinujm 
(  Minimum. 
I  Maxinunn 
(  Mininnnn. 
(  Maxiimnn 
'  ^lininnnn. 
)  Maximum 
(  Minimum. 

j  Maximum 
(  Miniimiin. 
Maximuin 
Minimum. 
Maximuin 
Miuiinum. 
.Maxinunn 
Minimum. 
Maximum 
Jlinimum. 

Maximuin 
Minimum. 
Maxiiniim 
Mininuim. 
Maximum 
I^Iininuiin. 
Maxiinuni 
IMiin'mnm. 
Maximum 
Miniimiin. 


Jlaximuni 
Minimum-. 
Maxiuuim 
Jrinimum. 
Maximum 
Minimum. 
Maxinunn 
Minimum. 
Mnximum 
Minimum. 


4   5   6 


10   11   12   13   U   15   16  I  17   IS   19  20  21   22  23  24  25   26  27   2S  29  30  31   M 


.■iS 


RO 
57 
79i  72 
M     57 


50 
5R  54 

79!  75 
57|  60 
76  73 
42  .52 
80I.... 
58  . . , 
80  69 
56 


47   45 
fiO  51 


59  66 
49  58 


4.S  .S? 

56i  ea 

46i  42 

55|  63 

441  39 


3|  75 

51  53 
74 

60  53 

75  76 

56  53 


43  39 


70 

43 

72 

54 

70 

55  46j  45 
6H  69  68 
54   49  49 


71 
41 
72 
43 

61 
46 

761  8(1 


431  48 
.58  ,'^6' 
45   49 


,531  50 
68|  71 
46  45 


75 

41 

72 

S*\     53 

73|  79 

33  55 


70 

48| 
69i 


361  44 


731  79 
45'  53 


66 
59 


60  53 
53  40 
6s!  54 


39 


3«i  32 
41 


46 
34 
41 
39 
39 
35 
37 
36  34 


53;     33' 
33     26 


38 
3(1 
48 
36  32 
45 


20 
56 
32 
591     41 1     54 
40      34      31 


62]     41 
39      35 


50;     39 


70  40  40 
,50  54  3-1 
72I     60      43 


35t  30 

40I  55 

361  31 

44!  53 

37i  32 


41 


36      31 


56,     42 


65      44 
37      33 


53 


53!  54 
59|  74 
50      41 


70 

63 

69 

50 

43 

41 

70 

58 

45 

53 

34 

37 

70 

5» 

68 

55 

44 

44 

72 

55 

62 

40 

30 

37 

73 

57 

65 

43 

31 

3X 

75 

54 

64 

42 

35 

3S 

64     55 
39     29 


601     73 
50     52 


Kpferenee  letters  (».  •>,  o)_  appearinsr  in  the  table  iiulioate  number  of  (lays  missing:  for  example.  •■  represents  two  days  missing,  etc. 
%  Instruments  are  read  in  tlie  morning:  tbe  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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CLIMATOLOGICAL    DATA. 


SOUTH   Cill^OLiirJA   SECTION. 


RICHARD  H.  SUIiLIVAN.  Meteorologrist. 


,'()i..  XXX.         Columbia,  S.  C,  Makch,  1927. 


No.  3. 


GENERAL,  SUMMARY. 

The  weather  was  unu.sually  changeable,  with  unseaponably 
ow  temperatures  during  the  opening  days,  and  light  to  heavy 
nowfall  up-State  on  the  Ist  and  2d,  followed  by  abnormally 
ligh  temperatures  later  in  the  month.  On  the  whole,  the  tem- 
)erature  averaged  somewhat  above  normal,  and  the  precipita- 
ion  somewhat  below. 

Freezing  weather  at  the  beginning  of  the  month  seriously 
njured  peaches,  pears,  and  plums  in  the  nortliwestern  counties, 
iiid  further  damage  resulted  in  that  region  from  the  freeze  of 
he  25th;  elsewhere,  fruit  damage  was  comparatively  light. 
ji-owth  of  winter  cereals  and  garden  and  field  truck  was  ma- 
erially  checked  by  the  cold,  but  showed  marked  improvement 
mderwarmer  weather  following,  and  grain  fields  were  being 
)astured.  Tobacco,  tomato,  and  sweet  potato  beds  were  in 
cood  condition,  and  asparagus  shipments  began  about  two  weeks 
n  advance  of  former  seasons.  Good  progress  was  made  in 
pring  plowing.  Early  corn  planting  became  quite  general 
oward  the  close  of  the  month,  and  there  was  considerable 
lotton  planting  on  the  lower  coastal  plain. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  0 
■cgular  Weatlier  ?)Ureau  stations  in  and  surrounding  the  Sec- 
ion,  was  ?>0. 13  indies.  Thehighest  pressure  was  30.50  inchesat 
::harleston  and  Columl)ia  ori  the  5th;  the  lowest  pressure  was 
29.49  inches  at  Wilmington,  N.  C,  on  the  2d,  and  in  the  Sec- 
Jon  proper,  29.61  inches  at  Charleston  on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  Avas  55.2°.  or  0.4°  above  the  normal.  The 
warm  periods  were  from  tlie  Gth  to  Sth  and  11th  to  21st,  jn- 
clnsive,  when  the  daily  mean  temperatures  ranged  from  5°  to 
22°  above  normal.  The  lowest  temperature  was  16°  at  Spartan- 
burg on  the  3d.  The  cold  periods  were  from  the  1st  to  5th,  on 
Hie  9th  and  10th,  and  from  the  22d  tothp29th.  inclusive,  with 
rlaily  mean  temperatures  ranging  from  5°  to  18°  Itelow  normal. 
Late  spring  freezing  temperatures  were  general  up  to  the  5th, 
and  in  the  western  portion,  as  late  as  the  28th. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%  :  noon.  64%  :  8  p.  m..  70%  . 
The  highest  percentages  occurred  over  the  southern  counties, 
and  the  lowest,  in  the  north-central  interior. 


County.  The  greatest  local  monthly  amount  was  6.15  inches 
at  Caesar's  Head,  and  the  least  local  monthly  amount  was  2.18 
inches  at  Yemassee.  The  greatest  amount  daring  any  24  hours 
was  3.00  inches  at  Caesar^s  HeadM  tH6  24-25th .  The  average 
number  of  rainy  days  was  normal.  ^,- 

Measurable  snowfall,  ranging,  in  dejith  from  0.2  to  Ib.O 
inches,  occurred  in  the  cerx^v?^^^ and  northern  counties  on  the 
1st,  2d,  and  24th. 

Sleet  occurred  at  numerous.  up<-State  stations  on  the  1st, 

2d,  and  9th.  - 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
8.8  ndles.  The  highest  average  velocity  was  12.0  miles  per  hour 
at  .Savannah,  Ga. ,  and  in  the  Section  proper,  10.5  miles  per  hour 
Greenville;  the  lowest  average  velocity  was  5.7  miles  per  hour  at 
Augusta,  Ga.,  and  in  the  Section  proper.  7.8  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  was 
43  miles  per  hour  from  the  west  at  Savannah,  Ga  ,  on  the  24th, 
and  in  the  Section  proper,  37  miles  per  hour  from  the  south- 
west at  Greenville  on  the  26th^ 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthlv  sunshine,  determined  from  9  auto- 
matic records,  wa^  205.9  hours,  or  55%  of  the^  possil)le 
amount.  The  average  number  of  clear  days  was  13;  P-t'I'-^ 
cloudy,  6.  and  cloudy.  12,  as  against  norn-.als  of  14,  8,  and  9 
days,  respectively. 

RIVER  CONDITIONS. 

Flood  stages  occurred  in  the  Broad  River  at  Blairs  and  in 
the  Pee  Dee  River  at  Cheraw  about  the  10-11  th.  The  Santee 
River  was  close  to  or  above  flood  stages  at  Rimini  until  the  20th, 
and  at  Ferguson .  until  the  22d.  The  Pee  Dee  River  was  in  flood  at 
Mars  Bluff  on  the  1st  and  2d  and  from  the  9th  to  the  1  /th. 


MISCELLANEOUS    PHENOMENA  (dates). 

Lafit  hiUivg  fronts  or  frenivg  tfmperatvres.—od,  1    station; 
I  4th,  4:  5th,  16; ■25th,  17;  26th,  1;  28th.  1. 
i  7^n7.— Beaufort  (near),  23;  Charleston,  24. 

I-Iahfi-Lnvnr:  Columbia,  13;  Due  West,  13,  1/,  1^; 
Greenville,  13,  18;  Santnck,  13:  Walhalla,8.  Solar:  Columbia, 
19  iq  27-  Due  West,  12,  13.  19,  22,27,29;  Greenville,  8.  iO. 
Fogjeiif<e—Ca]hoxm  Falls,  16;  Charleston,  17;  Columbia, 
17  31 -Due  West,  16;  Gaston  Shoals,  16;  Greenville.  /,  2o; 
Pelzer.'7;  Rimini, 16, 17,  20,30.  31  :  Santuck,l6;  Winnsboro.  / . 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
3,79  inches,  or  0.11  inch  below  thp  normal.  There  were  four 
fairly  well  defined  periods  of  precipitation,  but  the  amounts 
were  badly  distributed.  The  total  monthly  measurements 
ranged  from  4  to  over  6  inches  in  small  areas  of  Berkeley  and 
the  northern  and  northwestern  counties  ;  elsewhere,  the  amounts 
ranged  downward  to  near  2  inches  in   southeastern  Hampton 
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Teniperatnre, 
degrees  Kahr. 

rreeipita- 
tion, 
inehps, 

i   II 

p      5r; 

Wind. 

Mean 

relative 

linniiility. 

'0'."= 

OJ    - 

Stiitions. 

5 

0. 

c 

Average 

hourly 

velocity. 

miles. 

>  CD 

a 
o 
c 
■A 

s 

CO 

Aslieville,  N.C.... 

Ausiista.  Oa 

Charleston.  S.  C... 
Charlotte,  X.('  ... 
roluinbiii,  S.  C: . . 

Due  West,  S,c; 

Oreeuville,  S,C,  ,, 

Savaniiiih,  fia 

Wilmington,  N,C. 

Means  and  ex-  ( 

trelTies ( 

30.13 
.SO.  13 
30,13 
30  13 
30,14 
30,  IR 
30.  Vi 
30.12 
30. 11 

30  13 

47.6 
.=.8,4 
.W.9 
,'J3.  fi 
.■iT.O 
5^.4 
.53.8 
r.0,  8 
55,6 

55  6 

78 
84 
80 
83 
84 
81 
80 
83 
8'2 

84 

21 
29 
32 
23 
27 
23 
27 
3-2 
27 

21 

2.79 
3,  34 
2,97 
3,83 
3.82 
3.65 
3.89 
2  81 
2.39 

3.28 

1.05 
1.07 
0.79 
1.37 
1..52 
1..39 
1.36 
1.09 
1.00 

l.,52 

9.8 
5.7 
9.6 
6.2 
7.8 
9.7 
10,5 
12,0 
8,0 

8.8 

se. 
11  w 
s\v. 
sw. 
lie. 
sw. 
ne. 
s. 

S\P. 

sw. 

84 
84 
84 
77 
80 
82 
84 
84 
85 

S3 

57 
71 
80 
59 
57 
60 
68 
61 
67 

64 

63 
75 
85 
59 
59 

66 
76 
81 

70 

40 
61 
57 
64 
5! 
54 
55 
52 
03 

55 
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Climatolog-ical 

Data  for 
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Counties. 

5 

5 

5 

Temperature, 

n  degrees  Falir. 

Precipitation,  in  inches.    Number  of  days. 

.E  0 
'5 

Stations. 

5 

hi 

5 

<v 

5 

<v 

c 

1.  = 

5s 

^ 

0 

Observers, 

Enntern  I'orUoii. 

Beaufort  (near)+? 

Blackville 

Beaufort 

Barnwell 

Charleston 

Chesterfield 

Horry 

Darlington 

Florence  

Orangeburg 

Florence  

do 

Hamilton 

(Jeoigetow  11 

Williaiiisbiirg 

Florence 

()raiigel)ing 

Unfl-tililV 

21 
296 

48 
144 

25 
175 
106 

63 

136 
136 
82 
18 

54 

92 

264 

54 

97 

192 
75 

249 
24 

527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 

711 

"eso' 

1039 
671 

56H 
3025 

500 
IOf.3 

689 

711 
336 
502 
850 
536 
512 

875 
620 
1061 
545 
690 

46 
43 
56 
45 

37 
32 
36 

59.8 
57.5 
58.9 
54.4 

57.0 
55.0 

+  1.7 
-0.2 
+  1.5 
+0.6 

+0.4 
-0.7 

82 
88 
80 
87 

85 
86 

20 

19 

19 

tl7 

tl8 
19 

29 
25 
32 
18 

22 
21 

t4 
4 
3 
4 

5 
5 

37 
46 
23 
49 

46 
42 

3.8S 
3. 25 
2.97 
3.45 

2.  42 
5.  43 
3.42 
3.30 

3.31 
3.26 

2.  82 

3.  68 

3.08 
3.86 
2.48 
4.24 
3.27 

4.49 
2.  33 

2  68 
2.18 

3.43 

3.41 
4.29 

3  16 
6.15 
4.47 
4.87 

3.91 

+0.56 
-0.06 
-0.75 
-0.09 

-1.14 

+  2.47 
-0.36 
+0. 06 

-0.01 
-0.06 

'+6.'2i' 

-0.31 

'-i.'io 

+0.  66 
-0.11 

+  1.17 
-0.97 
—0.  76 
-1.26 

-0.07 

-0.  ,54 
-0.  23 
-0..56 

"-0.'.39 
+  1.18 

-0.20 
-0.14 

'+0.'67' 
+  0.  12 

'-6.' 75' 

-1.04 
-1.24 
-1..50 
+0.74 

+0.09 

'  +  0.'6i 
-2.61 

-0.72 

'+0.'26 
-1.27 
-0.36 
-0.53 

+0.99 
+0.79 
-1.60 
-0.50 
+0.13 

—0.12 

-0,11 

1.40 
1.40 
0.79 
0.93 

0.86 
1.56 
1.25 
1.53 

1.25 
1.32 
0.  80 
1.45 

1.20 
1.63 
0.79 
2.05 
1.15 

1.80 
0.69 
0.90 
0.78 

2.05 

1.21 
1.45 
0.75 
3.00 
1.20 
1 .80 

1.15 
1.13 

'i.2o' 

1.52 

1.30 
1.39 
1.20 
0.88 
1.36 
1.02 

1.30 
I..S7 
1.43 
1..52 
1.16 

1.03 
1.50 
1.28 
1.10 
1.26 
1.22 

1.50 
1.10 
1.25 
13.6 
1.75 

3.00 

3.00 

T. 
T. 
T 
9.0 

T. 

2.5 
0.5 
T. 

3.0 

3.0 

T. 

0 

T. 

2.0 

0 

T. 

T. 

7.0 

0 

3.2 

T. 

0.3 

1.0 
5.0 
5.0 
8.0 
0.2 
2.0 

12.0 
1.0 

"o.'o' 

0.7 

8.0 
3.1 
1.0 
7.0 
9.7 
1.0 

8.0 
16.0 
6.0 
6.2 
7.0 

2.0 
12.  5 
2.0 
9.0 
0.5 
11.5 

14  0 

1.0 

14. n 
4.0 
12.0 

6.4 
4.0 

7 
5 

6 

8 
7 
6 
4 

7 
7 
7 
6 

5 

8 
6 
5 

8 
5 

5 

6 

7 

10 
10 

6 

8 

9 
9 

"8' 
8 

10 
10 
4 
9 
12 
10 

8 
9 

5 
8 

8 

9 
12 
12 

9 

10 
7 
12 
10 
6 

8 

8 

12 
18 
15 

9 

1 
3 

10 
12 
13 

s 
sw. 

Mrs.  R.  L.  Fripp. 
Mrs.  1).  li.  Saii.lers. 

CtiarU'slon 

t'.  S.  Weather  Bureau. 
Roland  [).  Row  e. 

Otieiaw 

Conway 

Dailiiigloii 

Klliiigliaiii 

Ferguson  it 

FlorencB  1 

I'loreiice  2 

(ianu'tt 

(it'orgetowii 

13 
19 

4 
3 

14 
9 

sw. 

Paul  Qnatllebauin. 
D.  C.  McCall. 
\Vm.  B.Gillespie. 

41 

45 

12 
9 
34 

45 
4 
11 
80 
13 

36 

38 

65 
34 
22 
3 
28 
77 

21 
22 
5 
35 
41 

"n 

13 
24 
43 
43 

25 

'ii' 

12 
9 

34 

25 
25 

"24 

22 

24 

5 

5 

"t'4 
5 

5 

44 

44 
44 

40 

Henry  C.  Savage. 

54.2 

'.59.' 8 
57.fi 

57.7 

-1.6 

'-o.'i' 

+0.8 

80 

"'87' 
85 

86 

14 

"tis' 

■18 
19 

19 
21 
14 
19 

10 
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3 
3 
6 
6 

3 

9 
7 
11 
6 

12 

i;V 
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s. 

n. 

s. 
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H.K.Gilbert. 

IVe  Dee  IC.xperiment  Sta. 

Mailer  1!.  liobert. 

A.  P.  Hazard. 

ICingstrop 

Mrs.  Ellen  Scott. 
J.  L.  Shaw. 

Ora  iigfhiirg      

57.2 
56.4 

-0.4 

-0.4 

87 
80 

20 
tl9 

20 
26 

5 
4 

38 

11. S.  Fisheries  Station. 
Miss  1*^.  1*.  Kavenel. 

Piiiopolis 

Sumter 

Darlington 

Dorchester 

Sumter 

Boy  kin  R.  Caiiley. 

Society  Hill 

SuMiMiei'ville 

Wedgellelil  . .     .. 

"53. 8 
57.3 
58.3 
58.8 

57.1 

58.0 
54.  9 

"46.' i' 
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55.4 
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-1.1 

+2.7 
+0.7 

+0.5 

+2.4 
+0.8 

■+i.'o 
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85 

88 

85 
82 

75 
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89 
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19 

19 

18 
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22 

25 
28 
24 

18 

24 

22 

"ii)' 
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26 
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4 

t  3 

t  4 

4 

3 
3 

"3' 

t  3 

5 

"44 
43 
38 
42 

49 

35 
37 

"29' 
40 
42 

19 
16 
20 
17 

18 

12 
16 

io 

9 

1 
6 

4 

1 

4 

1 

2 

"fi 
6 



11 

9 

13 
9 

18 
13 

i.V 

Id 

s. 

sw. 
w. 
s. 

sw. 

ne. 
w. 

e. 

F:.  I).  Fields,  Jr. 
Dr.  William  Simons. 
\V   Hampton  Ramsey 

Yeniassee 

Division  means  and 

HV.sVpi/i  I'diUdii. 
Ail<en 

IhiniptoM   

"Xtremes 

Aiken  

W.  (;.  Ilntsoii. 
Frank  11.  McCoy. 

Anileison  

Blaiis .^ 

Ciesar.s  Head  it 

Callionn   halls 

Caniden 

Anderson  

Fairlield 

Creenville 

Abh.'ville 

Kershaw 

York  

Newberry 

Cliester 

Oconee 

Itidiland 

Spartanburg 

Aliljcville 

Kdgelield 

Cherokee 

(Jreenville 

(ireenwood 

Lancaster 

Greenville 

Kersliaw 

Spartanburg 

Laurens 

Newberry 

H.  II.  Russell. 
Ksther  H.  Owens. 
Ca'sar's  Head— P.  Mtn.  Co 
1,.  M.  Parker. 
Henry  A.  Brown. 

.lames  C.  Faris. 

chainx'iis. ;;;;;;■;;;::: 

Chester 

CUMiis<ni  ( 't)lle;<e 

Columbia 

3.70 

"4.' 63 
3.82 

4.  ,55 
3.65 
2.75 
3.  5,^ 
3.89 
4.86 

3.  69 
4.18 
3.97 
2.87 
3.66 

4.83 
4.90 
4.07 
3.48 
3.85 
3.85 

5.  SO 
5.02 
4.48 
3.44 
3.53 

4.24 

3.79 

George  A'.  Clamp. 

".53,' 9 
57.0 

"54.' 4' 

'm.'s' 

53.8 

53. 3 
46.4 
55.0 
53.0 
55.6 

'+i.'2' 

+  1.8 

'-6'8' 

'  +  3.' 9" 
+0.9 

-0.5 

'"0.0 
+  1.4 

"«8i' 

84 
"'8i' 

"'so' 

83 

81 
75 
84 
82 
84 

■'tis' 

19 

"'ik' 

"'ii)' 
21 

tl8 

19 

tl8 

tl9 

20 

"»20 
27 

"23 

"'27' 
25 

22 
18 
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22 

24 

"t'3' 
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3 
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3 
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3 

3 

'«43' 
30 

"29 
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32 

37 
33 
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44 
44 

"6 
9 

"s 
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14 
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13 
17 
12 

16 

i2 

'8 
10 
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10 
13 
11 
12 

12 

13 
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8 
"7 
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0 

5 
11 
1 
3 

14 

10 
4 

is 

9 

0 

8 
7 
9 
11 

7 

6 

'io' 

14 

16 

is 

17 

16 
5 
17 
11 
5 

5 

is 

'io 
12 

14 
13 

n 

11 

8 

12 
12 

nt. 
lie. 

sw. 

sw. 
w. 

w. 
w. 
w. 

sw. 
sw 

w. 

w. 

sw. 
w 

sw. 
ne. 
ne. 

sw. 

sw. 

sw. 

.1.  C.  Coriiwell. 

I'lof.  F.  11.  H.CallioiMi. 

V   S.  Weather  Buieau. 

Crescent 

Dne  West 

Kdgelleld 

Gaston  ShoalslI 

(iicenvillc 

iJiven\voo<l 

Broad  River  Power  Co. 
U.S.  W    B.  Aerological  Sta 
T).  AV.  Sbarpe. 
S.  C.  I.t..  Power  .t  By.  Co. 
U.  S.  Weather  Hureau. 
M.  r.l.  Calhoun. 

Mejitli  Spiings  

Hogback  Mountain  ... 

Kershaw 

liandrnni 

I.anrens 

I.itMe  Mountain 

Lockhart 

.1.  Marvin  Bowers. 
Blue  Ridge  Forests  Co. 
,I()hu  W.  llamel. 
R.  Ilarlwell  Wilds,  D.D.S. 
L.G.  Uotf. 

Miss  Alberta  Sense. 

Broad  River  Power  Co. 

Newheny 

I'elzer 

Newlierry 

23 
23 
25 
34 

50 
34 
27 
33 
27 

55.6 

"55'4 
54.0 

57.8 
57.3 
52.  0 
54.1 
54.4 

53.9 

55.2 

+0.5 

+0.8 

+0.4 
+  1.1 
+0.5 
+0.3 
+0.8 

+0.2 

+0.4 

84 

"'79' 

83 

81 
85 
83 
83 

88 

89 
89 

19 

'"19' 

1-18 

19 
18 
20 
tl8 
19 

20 

20 

24 

"'23' 
19 

16 
27 
IS 
24 
21 

16 

16 

4 
""4 

4 

3 
3 
3 
4 
3 

3 

3 

40 

"40 
45 

40 
39 
45 
31 
41 

45 

49 

John  H.  Baxter, 
.loshiia  Y.  .lones. 

Salnda 

W.  S,  Crout. 

Sanlnck 

lljiioii         

K.  W.,leler. 

Spartanhurg 

Trcnion  .. .    . 

Spartanburg 

M.n.  Daniel. 
Mrs.  S.  1C.  Long. 
H.W.  Brandt. 
Rev.  Oliver  Johnson. 

Walhalla 

Oconee 

Winnshoro 

WinthroD  College  ft!!! 

York  

W.  T.  Clawson. 

Section   means   and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  eoinplete  reports  aie    sed  in 

determining  section  or  division  means.     Reference  letters  (",  '',<:),  appearing  in  the  tal>lp  indicate  number  of  days  missing;  for  example,  i'  represents  two  '''^^^ '"'''^'''^;. <  \^' 

t  Also  on  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.    "  Temperature  data  are  from  oi.served  readings  of  ';<:,;''  y'l!'''L;'^''<'"^,,»'t.vilp; 

ptited  from  oliserved  readings.    ttPost-oltice  addresses  of  these  stations  are  as  follows  ■  Of  Oasfon  Shoals.  Blacksbnrg;  of  W  mthrop  College,  Rock  Hill ;  of  Ferguson,  Eutaw  \  )l!e. 

of  CiX'sar's  Head,  Greenville;  of  Beaufort  (near),  Burton.         T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


EREATA. 

February,  1927.-Anderson,  minimum  temperature,  page  6.  should  be  29  on  the  21st.    In  snowfall  column,  page  6,  5  should  be  read  0.    Little  Mountain,  in  snowfall  column, 
page  6,  5  should  read  0. 


\y.« 
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stations. 


KdnlfiH  rurlioii. 
eaufort(near).   .. 

lackvilkMIII 

harli^ston  *•* 

litM-auMIII 

iiiway  l!ll 


avliiistoii  nil 

I1iiit;liaiii   nil 

iT.riis()ii   nil 

Iiireiice  I  llll 

lorence  iiiil 

arnt'tt 

Horj7<M(t\\'!i 

iii),'sli-pel||| 

[ar.s  HUiir 

raiiKfliiirg 

iiioiiolis  

iiiiini  nil 

iiclety  Hill  |||| 

liiiiiiiHiville 

iVdgclield 

-iiia.-is..H|l|| 

U'tslcnt   I'lirlion. 

IkfTi 

MileisoM 

lairs  nil 

:i'>ar's  Head  

iilhc hulls  nil  ... 

inii.l>Mi  nil 


alawhajlll 

luUMH'llsllll 

'lu'ster 

I son  Cnllesfe 

lolumbia**' 

reseent 

iiie  West***..    .. 

:'lK.'lie|.|||;| 

>isl(iiiS|„ialsnii 

reenville      *** 

Ireenuooil  |||| 

leatli  Wpriiicrs  

[ogbaek  Mountain. 

j'rsliaw  ,111 

an  Iriiiii 

latu'oiis 

.itili'  Moiiiilain 

.ockliart 

leu  l>err.v 

•'■l/.erllll 

aliida 

anliick 

Ipartanliiirfr  |||| 

'reiiioti 

Valhalla 

Vhinshorolllj 

Vintlir(H><!olleKe... 


Prainage- 

oasins. 


Coast 

ICilisto 

Coast 

I  'ee  1  )ee , 

Waccaiiiaw 

I'ee  Dee 

Lynches  . . . 

Saiilee 

I'ee  Dee 

do 

.'Savannah  . 

Coast 

Black 

I'ee  Dee.  . . . 

lO.listo 

Cooper  

Saiilee 

I'ee  Dee.  . . . 

.Ashley 

W'ateree  . . . 
Ashepoo . . . 


I'Mislo 

Savannah  . 

liroa,<l 

Saliuia 

Savannah  . 
Waleree  . . . 

Catawlia  . . 

Saluda 

Hroad  

SiivaiMiali  . 
Connaree  .. 

Enoree  .  . . . 
Savannah  . 
Sa vannali  . 

Hroail 

Salnda  .... 
do 

Wateree  . . . 

Broad  

I.yiiclies  . . . 

liroad 

Sahala 

Salnda  .... 

Broad  

Salnda 

do 

do 

liroad 

...do 

I'Misto 

Savannah . 

Ihoad 

Catauija  . , 


Daily  Precipitation  for  March,    1927. 


Day  of  month. 


U      15      16 


19     20      21      22      23     24      25     26 


27      28     29 


.27 

.29. 

1.40  . 

.09 

T.    . 

.KH 

T. 

.56 

1.56 

1.25 

1.07 

1.25 

1.32 

.44 

.67 

1.00 

l.fti 

.25 

IS 

..58 

.62 

T. 

.90 

T. 

1.80 

.52 

.25 

.90 
.71 

.07 

1.21 

1.  17 

..50 

■>r 

.  75 

.Sf 

T. 

.-.w 

.Go 

1.80 

.2r 

1.08 

.09'I.13 


.81 
1.33 

.80 
.63 

1.20 
.16 

1.10 


1.12 
.19 

1.30 
.32 

.88 
.18 
1.02 

1.30 
.50 

1.43 
.24 

.58 


.56    .90 
1..5fl  1.10 


.8' 
.66 

.70 
1.00 

..55 

* 

.40 


1.36 


T. 


.02 


1.40 

'.78 
T. 

T. 

.'6^ 


.80 
1.15 


.75 
2.0; 


.05 


1.10 
T 


.02 


T. 

1.00 
.01 
.93 
.86 

56 
1.07 
1.53 
1.24 


.03 
.25 
1.20 
1.08 


.47 

1.45 
.43 

1.20 
.20 


1.15 


.58 


.44 

2.  00 
1.91 


16    .84 
.03    .52    .65 


1.20 
1.07 

.49 
1.39 

.25 

.64 
1.36 

.04 


1.3^ 


1.52 
1.16 

1.25 
90 
1.28 
1.10 
.05  1.26 
1.20 


1.50 
'.'06 


1.10 
1.10 
1.25 
.24 
1.75 


T. 


.11 


,85  .. 
,80 

.'51 


1.00 

'.'62 

1.03 
.30 

.'a 

,02 
.02 

.30 


T. 


.02 


.25 


't" 

.04 

03 

T. 

i.'06 

T. 

.07 

T. 

03 


.13 


.05 


.15 


.01 


.12 


.30 
..33 

.0- 

.28 
.  03  . . . 


.15 


.08 


.53 
1.63 
T 


.63 

3.00 

.43 

.4 

1.15 
80 


T. 


.99 


1.00 


,40 


.02 


.67 
1.10 


.40 


.03 


T. 


.05 


3.25 
2.97 
3.45 
2.42 

5.43 
3.42 
3. 30 
3.31 
3.26 

2.82 
3.68 
3. 08 
3.86 
2.48 
4.24 

3.27 
4.49 
2.33 
2.68 
2.18 


3.41 

4.29 
3.16 
8.15 
4.47 
4.87 

3.91 
3.70 

'4.' 63 
3.82 

4.  .55 
3.65 
2.75 
3.58 
3.89 
4.86 

3.69 
4.18 
3.97 
2.87 
3.66 

4.83 
4.90 
4.07 
3.48 
3.85 
3.85 

.5.80 
5.02 
4.48 
3.44 
3.53 


Kxccpt  as  01 
olisiMvalicni. 
24.|i<HM-  period 


i.pr.visPiiidir.iitPd  ohsprvations  are  eenerally  made  late  in  the  al'ternoon,  near  snnset,  and  preeipitation  recorded  is  for  the  24 
'T  •  l^i  SX,tn-\'fV,?lh^  then  recorded  is.for  the  preceding  ^\^2::i':J7J^"V^::^'Zo:^'   T 

midnight  to  niidniffht.    *  Precipitation  included  in  tlie  next  following  measurement.    tSeparate  dates  ol  falls  not  lecoi.ieo. 


hours  endiupf  at  the  time  of 
(ion;  precipitation  is  for  llio 
Trace,  or  less  than  O.ol   inch. 


COMPARATIVE  DATA  FOK  MARCH. 


Year. 


Temperature. 

I'reiapitatioii. 

Mean. 

0) 

3 

> 
-< 

Average 
days  with 
0.01  inch 
or  more. 

Average  nnmber  of 
days. 


1887 

.51.4 

18S8   

.52. 1 

1889 

51.6 

1890 

.52. 5 

1S9I    

50.0 

1892 

.52.8 

1893 

1891     

53.9 
59.3 

1895 

53.5 

1896 

53.1 

1897         

56.4 

1898 

59.1 

1899 

55. 2 

19110 

51.6 

19'11 

53.4 

1902 

54.0 

1903 

60.4 

19.14 

1905 

1906 

56.2 
57.8 
51.6 

1907 

62.  0 

1 908          

61.4 

82 
80 

85 
78 
78 
85 
90 
90 
93 
9^2 
92 
89 
79 
86 
86 
84 
87 
93 
82 
99 
90  I 


1.85 
6.71 
3.41 
2.96 
7.88 
3.78 
2.22 
2.08 
5.71 
2.12 
4.54 
2.  99 
3.89 
4. 22 
4.36 
4.08 
5.92 
3.42 
2.15 
5.34 
1.57 
4.56 


sw. 
w. 

sw. 

ne. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

lib 

sw. 

sw. 

sw. 

sw. 

ne. 

ne. 


Year. 


Teinperatnre. 


Precipitation. 


M  I;  S  O 


Average  nnni 

ler  of 

days. 

^■2 

■a 

0 

^2 

e-  0 

0 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926...    . 
1927 

Period 


54.1 
59.4 
54.9 
53. 2 
56.9 
50.2 
46.3 
53.7 
55.0 
59.7 
56.5 
52.3 
62.5 
55.5 
56.2 
51.0 
56.6 
48.8 
55.2 

54.8 


4.80 
1.38 
2.30 
6.79 
7.40 
2.59 
2.66 
2.14 
5.39 
1.83 
2.86 
6.73 
2.28 
7.04 
5.14 
2.74 
1.67 
4.49 
3.79 

3.90 


sw. 
sw. 


ne. 
w. 
w. 
nw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

w 

sw. 


sw. 
sw. 


..ifcV^ 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


March,  192^ 


Daily  Temperatures  for  March,   1927. 


Stiitioiis. 


Koslerii  Portion. 

Beaufort  (near) ,  Mi„i,mii,i.. 

_,     ,     ...  )  Miixiinuiji  . 

Blackville (Minimum.. 

,,,      ,     ^  )  Maximum  . 

(;iiarle.ston (  Miuiinum.. 

,,,  ,(,(  S  Maximum  . 

Cheraw'Ss'i  (Minimum.. 

)  Maximum  . 

<'0""'«y i  .Minimum.. 

,,     ,.      .       ,,.  !  Maxinumi  . 

Darln.KtouM i  Minimum.. 

„                 ,,,,  \  Maxinumi  . 

FerKU.«()nsS\\ (Mininunu.. 

1  Maxinunn  . 

''I""'t'"''<^  '   (Mininnnn.. 

„  \  Maximum  . 

Uaruett ,  Minimnm.. 

\  Maximum  . 

(ieoiwlown (Mininnun.. 

,,.        .  )  ila  xinumi  . 

'^""•"^"•'■'^ (Miuiiiuun.. 

,,  ,  ,  S  Maxinunn  . 

OranKclmr?  1 (  ,\iinimnm.. 

.,      .  ,     ,,.,, ,,,,  )  .Maxinunn  . 

So.-mly  Ilill'^^'s'i (Miuinunn.. 

...  )  Maxinunn  . 

^""""'"■^■'"« /  Minimum.. 

,,.,,.,,  *  .Maxinunn  . 

Wedgeheld ,  .Mininnun.. 

)  Maxinunn  . 
^ ''"">«••«« i  Mininnun.. 


ll>.v/«»  I'orti, 


Aiken 

AinVrson 

Caesar  s  Ilearl.  . . . 
(Jallinini  l''alls'S\S. . 
Camdi-n  W 


Clu'stcr 

Clmnson  ('oIIhrh 

Columbia 

Due  West 

flrpenville 

fiiccnnvooil    

Heatli  .'Springs 

IToghapk  Mountain 

Kershaw 

r.amlrnm 


I. aureus 

I.illlf  ^lountain 

Newlierr.v 

Saluda 

.^atUiu'lt 

Spartanlnirsr 

Trenton 

AVallialla 

Winiislioro  vW 

WirUiirop  Collegre 


\  Maximum  . 
(  Mininnun. . 
S  .Maxinunn  . 
)  Mininnun. . 
)  iMaxiiTunn  . 
'  iMininunn. . 
(  .Maxinunn  . 
/  M  ininunn  . . 
)  Maxinnnr  . 
i  Mininnim. . 

)  Maxinunn  . 
I  Mininnun. . 
)  .Maxinunn  . 
'  Mininnun. . 
)  Biaxinunn  . 
i  Mininnun. . 
)  Maximum  . 
i  Minimum. . 
\  .Maxinumi  . 
/  Mininnun. . 

)  Maxinujm  . 
'  Mininnun. . 
)  .Maxinunn  . 
(  iMininunn. . 
)  Maximum  . 
'  Mim'nuun. . 
j  Maxiiriuin  . 
•  (  Mininnun. . 
(  Maximum  , 

■  '  Minimum. . 

(  Maxinunn  , 

■  '  Minimiun. . 
j  Maxinunn  . 

■  '  Miiu'nnnn. . 
S  .Maximnir,  , 

'  '  iMininunn, . 

*  .Maxinunn  . 
'  '  Mininnun. . 

)  Maxinunn  . 

■  '  Jlininnun. . 

S  Maximum  . 

■  '  irininnnn. . 
S  Maximum  . 

'  '  Mininnun. . 

\  Maxinnim  . 
'  /  ^lininnnn. . 

S  ^ta.xinnini . 

■  '  AFininnun. . 
S  Maxinmm  . 

'  (  Mininnun. . 


49  50 
40  35 


52  56 
32  29 


7 

8 

9 

10   11 

12 

13 

U 

1.5 

16 

17 

18 

19 

20 

21 

24 

25 

26 

27 

2!> 

29 

30 

31 

73  72 
53  55 


75 
50 
76 
23  50 
64   74 


591 


.55 
r.R 
50 
69,  61 
.59!  41 
67i  5' 
40 


53   4 1 
61 


49  54 


49  53 


50 


53 
74 

49!  48 
82!  85 
57 1  52 
76'  HI 
43  48 
80,  83 
45,  54 


79  85 
53;  53 

80  82 
39  45 

78  81 

49  53 

80  83 

52  53 


^«: 

571 
66 
46 
75 
49 
"9! 
49! 


80 
5 

85 
51 
83 
55 
83 
62 
83  84 
53  55 


79  81 

551  60 

76  79 

56i  60 


531  56 

77!  81 

55  58 

69!  72 

53|  55 


56  .59 
81   8S 


68  fiO 
85  S3 
55  05 


79 

58 

74 

62 

62 

5f' 

75 

60]  50 

85 1  69 

63  55 


79i  68 

63  46 

77I  66 

64]  52 


59  65 
731  66 


75  65 
56 


49  .M 

83'  85 

50|     56|  61 

T')i      rr\  en 


,5-;l 


8n 
,52]  52 
801  83 
56]  57 
79  82 
46  58 


60  63 
36 

43]  64 

41  33 

59  63 

46  30 

60;  63 


63  53 

40  38 


40 


70  67 
45  39 
63   61 


63  66 
45  " 
64 
61 
65 
47 
62 
46 

64  65 
43  48 
59! 
47| 
58 
41 
63 
49 
65 
46 

66 
48 


Uefprence  letters  («.  '•.  c),  appearinsr  in  the  table  indicate  number  of  days  missing:  for  example.  '•  repre.sents  two  days  missiusr,  eto. 
vW  Instmnientsare  read  in  tlie  mornin?:  the  maximum  temperature  then  read  is  rharg-ed  to  the  preeeding  day.  on  which  it  almost  always  occurs. 


\V  BO,  Raleigh,  4-27-27-900 


A/s 
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GENERAL  SUMMARY. 

The  month  was  remarkably  dry,  and  temperatures  averaged 
omewhat  above  normal. 

The  growing  season  of  1927  opened  with  woods  green  and 
'egetation  generally  two  weeks  in  advance  of  normal.  Cotton, 
orn,  and  truck  plantingbecame  active  as  the  month  progressed, 
nd  most  of  the  cotton  was  planted  toward  the  close,  with  ger- 
nination  rather  slow  incident  to  cold  nights  and  insufficient 
iioisture.  'I  obacco  transplanting  began  during  the  early  month, 
nd  healthy  plants  were  plentiful,  but  soil  conditions  were 
ather  unfavorable.  Wheat,  oats,  and  rye  were  in  good  condi- 
ion  generally  and  in  head  at  the  end  of  the  month;  wheat  and 
lats  began  turtiing  on  rather  short  straw  in  spots,  and  there 
i-as  considerable  complaint  of  rust  and  smut,  respectively. 
Urawberries  reflected  the  dry  weather,  and  sweet  potato  trans- 
jlanting  was  retnrded. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  frotn  reports  of  9 
vguhu-  Weather  ]?nreau  stations  in  ajid  surrounding  the  Sec- 
ion,  was  30  OS  inches.  The  highest  pressure  was  30.48  inches  at 
:;harlotte,  N.  C,,  on  the  15th,  and  in  the  Section  proper,  30.45 
nches  at  Greenville  on  the  snme  date;  the  lowest  pressure  was 
i9.57  inches  at  Asheville  and  Charlotte,  N.  C,  on  the  30th,  and 
n  theSection  proper,  29.59  inches  at  Greenville  on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  <)3.2°,  or  0,8°  al)ove  the  normal.  The 
lighest  temperature  was  95°  at  Garnett  on  the  18th  and  at 
Georgetown  on  the  29lh.  The  warm  periods  were  from  the  1st 
;o  7th,  13th  to  21st,  and  27th  to  30th,  inclusive.  The  lowest 
emperature  was  29°  at  Caesar's  Head,  Hogback  Mountai?),  and 
Landrum  on  the  23d.  The  cold  periods  were  from  the  8th  to 
I2th  and  22d  to  2t>th,  inclusive.  Late  spring  killing  frosts 
vere  confined  to  the  northern  edge  of  the  Section  on  the  IHli 
ind  as  late  as  21th.  

HUMIDITY. 

The  mean  relative  liumidity,  determined  from  reports  of  9 
regular  Weather  l^ureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  78%  :  noon.  57%  :  8  p.  m..  66%. 
riie  liighest  percentages  occurred  along  the  coast  and  in  the 
lower  Savannah  drainage  l)asin.  and  the  lowest,  in  the  north- 
central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 
1.58. inches,  or  1.41  inches  below  the  normal.  Precipitation 
•angf'd  generally  below  normal,  the  monthly  totals  in  the  major 
3ortion  of  the  Section  being  below  2  inches,  with  one-half  inch 
>r  less  in  smnll  areas  of  the  coastal  plain.  There  were  four 
rregularly  defined  periods  of  rain  in  the  eastern  and  six  in  the 
A'estern  portion.  The  greatest  local  monthly  amount  was  4.60 
nches  at  Caesar's  Plead;  least  local  monthly  amount,  0.20  inch 


.....  2      WIJ  " 

at  Rimini.  The  greatest  amount  during  any  24  hours  was  6.zb 
inches  at  Caesar's  Plead  on  21st-22d.  The  number  of  rainy 
days  was  14%  below  normal.UNIVERSITY  OF  ILLINOIS  . 

Damage  by  Lightning,  Wind,  and  Hail.— A  series  of  freakish 
thunderstorms,  with  heavy  hail  and  rather  violent  wind  squalls, 
traversed  sections  of  Anderson,  southern  Greenville,  Green- 
wood, Laurens,  eastern  Richland,  and  Darlington  Counties 
during  the  late  afternoon  of  the  1st;  the  various  short  paths 
were  from  one-half  to  10  miles  in  width,  and  hailstones  ranged 
in  size  from  small  marbles  to  hen  eggs;  the  aggregate  damage 
approximated  $42,000.  A  thunderstorm  with  heavy  winds  in 
the  vicinitv  of  Sumter  on  the  5th  damaged  dwellings,  plate 
glass,  and  "barns  to  the  extent  of  about  S5,000.  On  the  19th,  a 
barn  was  fired  by  lightning  in  the  vicinity  of  West  Union,  the 
resulting  damage  approximating  $2,000.  On  the  30th,  a  heavy 
wind  squall  from  a  thunderstorm  damaged  a  dwelling  and  two 
large  stock  barns  at  Fairwold,  about  6  miles  northeast  of  Co- 
lumbia, to  the  extent  of  about  $5,000. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourlv  velocity,  determined  from  9  anemometer  records,  was 
8.7  miles.  The  highest  average  velocity  was  12.2  miles  per  hour 
at  Savannah,  Ga. ,  and  in  the  Section  proper,  10.0  miles  per  hour 
Greenville;  the  lowest  average  velocity  was  5.2  miles  per  hour  at 
Charlotte,  N.C.,  and  in  theSection  proper.  7.3  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  was 
46  miles  per  hour  from  the  west  at  Savannah,  Ga  ,  on  the  30th, 
and  in  the  Section  proper,  39  miles  per  hour  from  the  west  at 
Due  West  and  from  the  southwest  at  Greenville  on  the  2d,  and 
from  the  west  at  Columbia  on  the  30th. 

SUNSHINE    AND    CLOUDINESS. 

'I'lie  average  monthlv  sunshine,  determined  from  9  auto- 
matic records.  wa«  255.8  hours,  or  65%  of  the  possible 
amount.  The  average  number  of  clear  days  was  14;  partly 
cloudy,  8,  and  cloudy.  8,  as  against  normals  of  15,  8,   and   / 

days,  respectiveh'. . 

KIVER  CONDITIONS. 

On  account  of  prolonged  dry  weather,  all  rivers  of  the 
Section  were  relatively  low  throughout  the  month. 

MISCELLANEOUS   PHENOMENA  (dates). 

Killing  Fro.Ms  or  Freezing  Temperatures,  Nvmhei-  of  Stations.— 
nth,  1;  23d.  3;  24th,  2.  .      .     m 

Hail,  Lig}d—^^^  West,  1.  30;  Little  Mountain,  1  ;  New- 
he  rrv  1 .  ^^__^__ 


MISCELLANEOUS  DATA  FOR  APRIL 

,   1927. 

c8 
0) 

c 

'reiiiperature, 
degrees  I''ahr. 

Preei  cita- 
tion, 
inelies. 

Wind. 

Menu 

relative 

lunnidity. 

Stiitioiis. 

5 

^ 

3 
p 

,\veraq'e 

hourly 

veloclTy, 

miles. 

■~  o 

t- « 

e 

«3 

s 

c 
'A 

g 

p. 

a. 

Asheville,  N.C.... 

AiKfiistH,  (la 

Cliarlosloii.  S.  (;.. . 
Clmrlotte,  X.  0  ... 

Coliniibia.S.  (' 

Due  West,  S.O 

Greenville,  S.  C.  .. 

Snvaniiali.  Oa 

Wiliiiitisrton,  N.(;. 
Means  iiud  ex-  j 

30.  P5 
SO.  (17 
30,08 
30  07 
30.08 
30. 10 
30.  OP 
30.  08 
30,09 

30  08 

.57.2 

m.A 

f.li.  3 
01.4 
M.3 
fi-i.  4 
fil.8 
fiS.  4 
61.4 

r.3,  3 

84 
90 
90 
89 
89 
88 
8f) 
90 
85 

90 

31 
42 
44 
3fi 
39 
3(5 
36 
44 
38 

31 

i.fii 

1,20 
0,  ("1 
3,04 
1..55 
1.64 
2.85 
1.69 
0.19 

1.60 

0,69 
0.54 
0.29 
0,  99 
0,55 
0.87 
1.07 
1.00 
0.12 

1.07 

9.6 
6,2 
9,8 
5,2 
7.3 
9.6 
10.0 
12.2 
8.7 

8.7 

SB. 

S. 

sw. 

sw. 

ne. 

sw. 

ne. 

s. 

s»v. 

sw. 

77 
82 
79 
75 

78 
78 
74 
76 
84 

78 

48 
59 
80 
53 
45 
50 
58 
54 
63 

57 

59 
66 

79 
60 
56 

62 
69 

77 

66 

53 
76 
72 
65 
67 
59 
59 
71 
66 

65 
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Climatolop-ical  Data  for  April,   1927. 


Stations. 


r: 

, 

*i 

JO 

"    0) 

c 

^. 

d 

bi) 

p 

s 

a; 

Oi 

— 

_ 

Temperature,  in  degrees  Fahr. 


Observers. 


ICdxt.ern  Poilinn 

Beaufort  (near)il:. 

Blackville 

CImvlestoii 

<;iieia\v 

Conway 

Darlington 

Kllinglmni 

['"ergusontt 

Florence  1 

I'lorence  2 

Garnett 

Cii'orgelown 


Kingstreo 
Mars  HlnlT.... 
Oiangelmrg 
Pinopolis  .... 
Uiniini 

So<'iety  Mill  .. 

Suiiiiiiorville 

Weclgplicld  . 
Yenuissee. . . 


Mrs.  R.  L.  Frlpp. 

Mrs  1).  B.  SaiMl.-i> 
II.S.WealluT  Bureau 
Uoland  JJ.  I'owe. 

Paul  Qiiatlli'biinm 
I).  <;.  McCall. 
Will.  B.  (iillesiiie. 
Henry  (;.  Savage. 

II.  K.C'illmrt. 
IVc-  Dfe  ICxpfrinieut  Sin 
Miiner  B.  iiobert. 
A.  1'.  Hazard. 

Mrs.  Ellen  Scott. 
J.  L.  Shaw. 
I'.S.  I'isln-ries  Station 
Mis.s  K.  v.  iiaveiiHl. 
BoyUin  Jt.  Cantey. 

E.n.Fi.d<ls,.7r. 
Dr.  William  Simons. 
\V  Hampton  itamsey 
\V.  C;.  IliUson. 


Ailten 

Ander.<on  

Blairs ._^. 

C^^sars  Head-iJ. 
•  lalliouii  I'alls.. 
Camden 

Catawba 

Cliappells 

Chester 

CUmiisoii  (V)lleS' 
Columbia 

Crescent 

Due  West 

Kdffelield 

GastoM  SlKialsl 

Urcpuville 

lill'IMIWOOd 

Ilendi  Springs 

Ilog'bapk  Mountain 

l\er.shn  w 

Landnnn 

Laurens 

Little  Mountain 

Lockhart 

N(nv berry  

I'elzer 

Saluda 

Santuck 

Sparlanlitng 

'J'reiirou 

Wallialla 

WiTnisboro 

Winthrop  College  it. . 


Frank  B.  Mc('()y 
II.  II.  Knssell. 
Esther  B.  Oueiis 
Ca\-iar's  Head— P.  Mtn.  Co 
I,.  M.  Parker, 
ilenry  A.  Brown. 


.lames  C.  Faris. 
George  V.  ('lamp. 
.1.  C.  Corinvell. 
I'mf.  I''.  11.  II.  Calhi.u 
II   S.  Weather  Buiei 


Broad  liiver  Power  Co. 

II.  S.  W    n.  .AeioldgH-al  i^tii 

D.  W.  Sliarpe. 
S.  C.  I.t..  Power*  l!y    Co 
V.  H.  Weather  Bureau. 
M.  M.  Calhoun. 

■T.  'Mnrvin  Bowers, 
r.lue  IMdee  Forests  Co. 
John  W.  Hamel. 
n.  Hartwell  Wilds,  l).l>  S. 
L.G.  liotY. 

Miss  Alberta  Pease. 
Broad  River  Pow'-r  Co. 
John  H.  Baxter, 
.hishua  Y.  .lones. 
W.S.Cront. 

E.  W.  Jeter. 


of  Cesar's  Head,  Greenville;  of  Beaufort  (near),  Burton 


r   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA. 

March,  1927.— Greenwood,  total  precipitation,  pages  10  and  11,  .should  be  3.8 


.,  102} 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 
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Daily  Precipitation  for  April,    1937. 

Draiiiaue- 
basliift. 

Day  of  month. 

stations. 

1 

2 

3 

i 

0 

6 

7        8       9      10 

u 

12 

13      14 

15      16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

2S 

29 

30 

31 

Kaslrrii  t*ortitnt. 

i 

T 

14 

• 

.03 

.45 

T. 

T. 

.41' 

1 

1.03 
0.80 
0.  63 
1.79 
0.43 

eaufort(uoar) 

ackvillHllli 

(^'oast  

ICli^to 

■| 
..  .1 

'.'•25 

.... 

'.'66 
.41 

.25 

.... 

.20 
T 

.io 

... 

— 

.29 

in ileston  "• 

icrawllll  

Coast 

IVe  Dee 

'i' 
'1" 

'.'72  '.'.'.'. 

.28 

'.'06 

T.' 

'f ' 

t' 

'.'04 

.21 

.  39 

.0(1 

iinvay  ml 

n:r]ii)f;toti  l!li 

Waccanunv  ... 
I'ee  Dee 

.04 

.03  .... 

.0/ 
.21 

T. 

i 

""i 



i5 

.00 

.35 

18 

.... 

...  i 

1 

...j 

0.C5 

0.62 

rmjfliaiii   IIII 

I.yiielies 

'J". 





.18 

'.'65 

... 

,  101 

0.  86 

•rjttison   1  !| 

Saiitpe 

.05 

.()h 

,04 

w 

oreiice  1 1 II 

I'ee  Dee 

.10 

.52 

— 

.  12 

';64 

.32 

0.53 

oieiice  2|  il 

iiriiHtt 

(io 

.'savannah 

.02 
T. 

'.'75 

.Io 
.21 

.20 

.32 

.37 

.04 

'.'2.5 

'.'in 

.... 

.18 
.28 

.79' 
.15 

....| 

2.11 

1.53 
0.87 
0.  55 

'oijjetowii 

('oast t . 

10 

i-> 

iintstivellll 

Hlacli 

.05 

.60 

'f.' 
'I". 

05 

25 

. . . . 

ars  mmr 

raiKfi'l'iiisr 

Pee  Dee 

i'Misto 

.  13 
.07 

.  I'2 
T. 
.10 

'.'67 

.  .*.  . 

.02 

.26 

.11 

.  30 



0.  .53 
0.70 

iiouolis  

(Jooper 

..W 

0.20 

iiiiiiii  nil 

Siiiilee 

.10 

.... 

.... 

.... 

.10 

"6? 



.... 

2.31 

x-ioly  Hill  nil 

Pee  Dee 

.01    ..38 

1.08 

■m 

.04 

. . . . 

.30 

0.50 

iiniiiiTville 

Ashley 



.... 

.20 

'15 

.45 

1.10 

'eiigelii'ld 

Wafci-ee 

.bO 

.... 

'.'16 

07 

.23 

. . . . 

0.  .2 

yiiiassm'llll 

Asliepoo 

.24 

.... 

.  02 



.... 

W'tflaii  I'tiiiidii. 

.64 
.45 

58 

.23 

1.10 

Ikcii 

ikIhisoii 

Kiilsto 

Savanimli 

'.":Vi 

'.'67 

.23 

'.'67 

'.'67 

'.'06 

.... 

.... 

.... 

.70 

1.70 
1 .  32 

lairs  nil 

liioail 

.22 

.2i 

.25 

'.'38 

.... 

— 

i"! 

16 

3.  •>5 

.... 

.68 

2.  15 

rear  s  Head  

Saluda  

^: 

.22 

T 

11 

T. 

7'-' 

.... 

.... 

'1. 

ilhoiiii  l''iill.s  nil 

uikIhm  nil 

Sa  vaiiiiali 

Wateiee 

.4( 
.10 

.30 

— 

.4V 

..15 

.... 

.... 

.15 

.18 

.07 

.... 

.... 

itawlia  IHI 

impix'iisnn 

Ciilawlia 

Salucla 

.  25 

.  2;l 

i' 

.IS 
.39 

.... 

.... 

.05 
.01 

'.'ii 

'.'lis 

.18 

.12 

.62 
.32 

<!■) 

.20 

.... 

'!67 

.... 

i'2« 

1.33 

2.89 

Iiestcr 

Hi  cad  

.11 

.... 

.  io 

.20 



.31 

93 

.98 

59 

.PS  ... . 

3.  82 

iMiisiiii  ('<ill<ij»e 

Savainiali 

.  :l:il .... 

.i:i 

. . . . 

.  I'2 

.... 

.05 

'i' 

.  55 

1 .55 

olumbla"' 

(;<)iiKareo 

.  00  . . . . 

.52 

T. 

.0-2 

— 

1 

Enoree 

11 

.05 

.06 

'!67 

.01 

't.' 

.10 

't. 

't 

"19 

.32 

20 

.... 

't. 

,70^... 
.87;.... 

l.Sfi 

l.tVl 

lie  Wrst*** 

Savannah  

.15j.... 

.13 

.02 

.01 

45 

.45 

1.95 

.iKi'ii..i(iii;i 

aslon  SlMials  l!l| 

rconville     *" 

Savainiali 

limad 

Saluda 

.tin; ... . 
.:!4i.  .. 

.Oli.... 

'.'Ofl 

.45 

T. 

'.'06 
.06 

T.' 

'!6i 



.24 
.33 

.09 

't.' 

.30 

".3] 

'.'86 

.81 
.10 
.40 

.... 

't. 

"i6 

i.'o7 

t.... 

1.84 
2.  85 
1.34 

reeiiwoixl  !||| 

do 

.22!  .11 

.36 



.03 

.06 

.. . . 

.... 

t'litli  SiniiiKS  

ogback  Jlountaiu  .  . . 

Wateree 

Broad 

.4fi 

. . . . 

.04 

'.'oi 

.'l5 

.OS 

'  '.6i 

■  •• 

'.'i9 

!os 

.09 
15 

.50 

'.'ii 

.18 

1  on 

■.■35 

.53 

.67 

.62 

5; 

[••■• 

.... 

.... 

.5P 
.21 

;::• 

9.48 
1 .  82 
1.71 

i'i-slia\v  ,111 

Lyiii'lies 

.11 

..S2 

.'29 

.... 

.01 

.09 

11 

H? 

1 

.  .  .  . 

.51 

1  •  •  •  ■ 

3.33 

ill  iriim 

Hroad  

. . . . 



Y 

4 

aureus 

Saluda 

.74 

.25 

.02 

.03 

■1'. 

.... 

••  •  ■ 

1 

ittlf-  ^loiiiitiiiii 

Saluda 

.04 

.45 

.Of 

'.'is 

.... 

.50 

T 

.... 

.42;... 

1.47 
l.CO 

ocljhart 

Broad  

.21 

.2/ 



.Ah 

i . . . 

T 

1.0' 

j 

9  52 

f>vhHri-.v 

.■iz.Tnn 

Saluda 

do 

...do 

.85 

.46 

01 

.02 

;  .06 

04 

.... 

.'26 

'si 

'.'or 

.3h 

'1''. 
.04 
.01 

.(i'2 

'.'(ii 

'."62 

i  — 

'f. 

.07 

■f.' 

'.'6t 

T. 

.fit 

i;:: 

... 

.... 

.Of 

...  1... 

!  .<ir\'.... 
51 ' 

i.28 
1.96 
1.77 

aiiliick 

liioad 

T 

T. 

.20 

.64 

.07 

.OS 

.  Ih 

.U."- 

.  6- 

!••• 

jmrtinilmrpr  IIII 

Vl'lllllll  

r:>!    ;\!l:i 

Viiiiisliorollll 

do 

lOdisto 

Savannah  

IJroad 

'!23 

•tV 

r.'ie 

'cv. 

.15 

.05 
. . . . 

1   ... 

'.'Ai 

\.'.'.'. 

f. 

.2; 

f. 

.2r 
.0: 

f. 

.Of 

.i( 

)'!6r 

... 

.... 

.2f 
.05 
.04 

'.'if 



'.'O!^ 

.U 

1 '.'(). 

;.. . 

'.'i{ 

) . . . 

1 

1  '.'o. 

.0.' 
1  '.7f 

.5f 

1   .5( 

1'  .9; 
i  0 

11... 

I'" 

jj'.'i 

<'.'.'. 

... 

••• 

'.'•'51'.!'. 

.6"!... 

.  501 . . . 

0.  90 
1.65 
3.44 
2.13 
2.  67 

i'iiitliroiiColleBe 

(.'atawlia 

.4C 



r 

i 

....1  .2E 

.0 

.Ut 

i'" 

'■■'1 

!"' 

i 

|... 

i 

>  nt 

24  hour  period.  luidniKlit  to  lui.luiKht.    »  Precipitation  ineluded  in  the  next  follownipr  measurement,    rseparate  dates  01  falls  not  i,-i  01,11 ,1.     1 .   I  ino  .  01 


COMPARATIVE  DATA  FOB  APKIL. 


1887 

18S8 

1.8H9 

1890 

1891 

1892 

1893 

1891 

1895 

1896 

1897 

1898 

1.899 

1900 

19)1 

1902 

1903 

1904 

1905 

1906 

1907 

1908 


Hiuperature. 


Precipitation. 


Averape  11  nm  her  of 
days. 


^w 


62.3 
64.  B 
62.  4 

62.  8 

63.  2 
62.8 
66.7 
62.  6 
61.4 
66. 9 
62. 2 
5.S.0 
60.  0 
62.  4 
56.0 
fiO.  4 
60.4 
.59.  2 
62.  8 
65. 1 
56.  4 
66.  6 


28 

31 

30 

31 

26 

29 

34 

30 

28 

30 

31 

26 

27 

24   i 

30 

24 

26 

21 

25 

28 

20 

31    i 


2.09 
1.33 
2.01 

2.  02 
1.66 
1.  13 
1.30 
2.01 
5.  55 
1.31 
3. 24 
5.05 

3.  02 
5.41 
5.  03 
2.18 
2.95 
1.34 
3.83 
1.39 
4.40 

4.  75 


s\v. 
lie. 
s\v. 
s\v. 
nw. 
ssv. 
sw. 

Stt'. 

sw. 

sw. 

sw. 

n. 

ne 

iiw. 

w. 

w. 

S(V. 
SW. 

sw. 
sw, 
sw. 


Year. 


Temperature. 


I       *i 


1909 

1910 

1011 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926...    . 
1927 

Period 


63. 9 
63,.  4 
61.6 
64. 3 
61.2 
63.  7 

63.  1 
61.6 
64.9 
61. 0 
62.  4 
61.4 
63.3 

64.  5 
61 . 5 
61.6 

65.  9 
60.  3 
63.2 

02.4 


Precipitation. 


«  iJ  c  c 


Average  11  u  111  her  of 
days. 


2. 95 
1.71 

2.  95 

4.  24 
2.00 
2.  86 
1.47 
1.79 
3.34 

5.  82 
2.10 
5.  13 
2.  43 
5.11 
3.1^ 
5.  90 
2.  12 
2.  43 
1.5S 

2.99 


- 

14 

5 

15 

8 

12 

9 

14 

6 

20 

7 

14 

4 

20 

5 

18 

20 

I 

11 

sw. 
sw. 
ne. 


»«»i^^SS» 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


Apkil,  1927 


Daily  Temperatures  for  April,   1927. 


Stations. 

1 

2 

3 

4       0 

6 

7 

S 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS      19 

20 

21 

22 

23 

24 

25 

26 

27 

28      29 

30 

31 

Meait. 

lidstern  I'oiiioii. 

S  Muxiniuni  . . . 

8S 

84 

75 

75 

80 

87 

81 

83 

78 

73 

70 

73 

78 

81 

67 

78 

84 

86     81 

82 

81 

71 

05 

71 

73 

75 

84 

80 

91 

84 

.... 

Ts.e 

Beaufort  (near) 

(  M iiiinnun .... 

B'i 

C6 

4o 

52 

62 

64 

58 

57 

54 

49 

49 

45 

68 

58 

64 

61 

65 

64!     *i-J 

61 

62 

56 

42 

42 

45 

48!     56! 

64 

64 

62.... 

56.4 

i  Maximum  . . . 

tw 

86 

73 

80 

89 

81 

84 

73 

64 

70 

79 

83 

80 

75      70j     80] 

89     92;     82 

90 

85 

67 

60 

67! 

68 

70 

86 

89 

90 

82 

78.7 

Blufkville 

/  Minin^iim. . . . 

m 

50 

43 

50 

55 

57 

53 

55 

47 

46      45 

63 

65 

56 

55|     56 

62 

651     62      50 

(>0 

58 

39 

39 

45 

48 

50 

61 

61 

60 

53.3 

>  Maximum  ... 
/  Minimum. . . . 

75 

86 

63 

74 

77 

80 

74 

«9 

78 

55      64 

66 

76 

78 

69      72 

83 

74!     75 

79 

78 

75 

63 

66 

66 

71 

84 

74 

90 

79 

73.7 

Cluirlestoii 

63 

62 

53 

63 

65 

65 

62 

57 

53 

48      49 

52 

61 

59 

57 

65 

66 

67      68 

65 

67 

50 

44 

51 

51 

51 

57 

65 

67 

63 

58.9 

i  Maximum  . . . 
(  Minimum. . . . 

8H 

80 

72 

82 

85 

78 

82 

62 

48 

52 

68 

72 

83 

60 

65 

81 

92 

83     82 

88 

85 

00 

65 

62 

68 

78 

88 

84 

92 

88 

75.6 

CliBraw'jS'J 

59 

61 

4U 

48 

60 

57 

45 

47 

38 

38 

32 

34 

56 

52 

48 

62 

(;2 

63      58 

69 

60 

55 

35 

36 

37 

38 

46 

58 

65 

60 

49.6 

\  Alaximnm  . . . 

85 

85 

75 

76 

80 

79 

82 

75 

57 

52 

65 

72 

82 

74 

66 

77 

89 

82 

82 

85 

84 

76 

04 

70 

65 

7C 

87 

81 

93 

87 

76.7 

(,'oinvay 

'  Minimum 

64 

66 

44 

46 

56 

61 

54 

49 

45 

41 

36 

35 

52 

54 

46 

50 

55 

62 

5(i 

57 

58 

49 

42 

35 

41 

39 

50 

57 

57 

62 

50.6 

)  Ma.vimnni  . . . 

84 

84 

72 

82 

85 

79 

84 

61 

50 

48 

72 

82 

64 

fifi 

82 

90 

82 

80 

87 

86 

52 

64 

66 

fi8 

76 

87 

92 

87 

•'75.4 

DarMuctoiiS^sS 

(  Minimum 

CO 

67 

43 

49 

52 

51 

47 

49 

42 

40 

"36 

35 

56 

54 

50 

60 

60 

63 

57 

69 

61 

.52 

35 

35 

40 

38 

50 

"eo 

.... 

63 

•50.1 

\  Maximum  . .. 
1  Mininuim 

"m 

'67 

"ei 

"63 

"62 

'58 

"56 

"53 

"h6 

'3(i 

C4 
42 

79 
61 

86 
55 

84 

% 

74 

36 

84 
48 

85 
55 

92 

58 

Fersusoiis^^^ 

"40 

"49 

"52 

"53 

"53  "58 

64 

58 

"58 

"is 

'  '36 

"57 

"""52.6 

\  Maximum  . .. 

84 

85 

80 

82 

86 

80 

74 

61 

.52 

50 

59 

71 

80 

70 

70 

64 

80 

89 

79 

78 

88 

64 

64 

62 

67 

80 

89 

80 

93 

91 

75.1 

Kloieiice  1   

)  Minimum 

fil 

65 

45 

4H 

54 

54 

48 

50 

43 

42 

35 

38 

56 

59 

50 

63 

63      64 

59 

60 

62 

64 

38 

37 

41 

39     49'     59! 

59 

63 

52.1 

)  .Maximmn  . . . 

87 

87 

76 

85 

90 

85 

86 

79 

78 

70 

73 

78 

82 

85 

73 

81 

89 

95 

86 

88 

78 

73 

64 

74 

70 

80     89     92 

90 

841.... 

81.6 

Qaniett 

/  Mininuun 

fiO 

67 

44 

50 

56 

58 

53 

39 

56 

49 

49 

43 

50 

53i     53 

61 

60 

62 

60 

58 

68 

54 

41 

34 

42 

36 

45 

60 

69 

54  ... . 

53.1 

S  .Maxinunn  . . . 

SI 

86 

80 

70 

89 

85 

85 

85 

72 

55 

69 

75 

82 

81 

68 

81 

92 

92 

82 

86 

87 

86 

67 

71 

66 

66 

89 

80 

95 

90 

79.  9 

(iPoiife'lovvii 

(  Mininnnn 

fil 

63 

43 

50 

60 

57 

48 

54 

47 

41      32 

67 

50 

(>3 

60 

52 

58 

60 

57 

52 

68 

50 

38 

36 

42 

38 

50 

57 

59 

62 

51.5 

KillKStlHH 

t  Maxinnnii  . . . 

84 

85 

73 

80 

81 

76 

82 

75 

62 

53 

66 

74 

82 

75 

66 

80 

87 

82 

7(; 

85 

83 

78 

61 

70 

64 

77 

88 

83 

93 

85 

76.9 

1  Minimum 

(;:i 

67 

44 

51 

60 

59 

50 

52 

47 

43 

38 

38 

51 

56 

50 

53 

57 

63 

62 

57 

60 

50 

37 

37 

43 

38 

49 

59 

60 

60  ... . 

51.8 

)  Maxinunn  . .. 

S7 

83 

79 

84 

88 

85 

82 

80 

70 

63 

67 

76 

83 

79 

74 

82 

88 

88 

82 

89 

87 

72 

62 

67 

64 

77 

86 

87 

91 

•79.4 

OiaiiKytiure  1 

1  Mininnnn 

fi:i 

fifi 

44 

50 

5'J 

60 

52 

54 

49 

46 

43 

44 

60 

53 

56 

60 

63 

60 

60 

68 

61 

54 

39 

37 

44 

3« 

49 

fiO 

57 

"ei ;;'.] 

53.0 

S(>cit!ly  IlillM 

)  Maxinunn  . . . 

83 

82 

70 

80 

84 

77 

81 

56 

49 

48 

62 

71 

81 

60 

65 

84 

88 

86 

81 

83 

83 

67 

(iO 

64 

59 

75 

87 

79 

90 

84  ... . 

73.9 

1  Mininnnn 

40 

64 

53 

49 

49 

52 

46 

47 

41 

40 

34 

34 

36 

69 

50 

51 

52 

64 

58 

63 

53 

61 

35 

35 

39 

37 

38 

55 

59.... 

•48.1 

)  MttxinniU)  . . . 

8'2 

84 

75 

82 

82 

76 

75 

68 

71 

75 

76 

70 

79 

84 

85 

76 

81 

79 

74 

64 

68 

65 

78 

87 

"79 

92 

86.... 

"'77.5 

Siimiiierville 

1  Mininnnn 

fil 

B7 

46 

50 

60 

53 

56 

"46 

42 

41 

51 

55 

54 

57 

60 

61 

61 

58 

59 

54 

38 

3(! 

42 

39 

49 

59 

59 

6OI .... 

•■.52.  6 

Wedgelifia 

t  Maxinunn  . . . 

83 

82 

78 

82 

"85 

79 

80 

75 

"70 

55 

67 

73 

82 

75 

70 

72 

88 

88 

83 

85 

85 

78 

73 

68 

64 

75 

80 

84 

93 

S4!.... 

77.9 

/  Mininnnn 

fi3 

67 

4.'i 

52 

57 

61 

52 

58 

44 

43|     39 

46 

56 

56 

52 

65 

6:', 

63 

63 

61 

63 

51 

39 

40 

43 

39 

52 

62 

62 

02  i 

54.0 

Yemassee 

S  .MaxinnuM  . . . 

87 

85 

82 

SO 

85 

84 

85 

77 

78 

73!     71 

75 

81 

S3      72 

80 

89 

89 

8',^ 

88 

84 

72 

64 

73 

69 

79 

86 

88 

91 

M- 

80.5 

1  Mininnnn 

fil 

64 

44 

50 

57 

59 

53 

57 

55 

49 

46 

41 

51 

53 

62 

57 

61 

62 

59 

56 

57 

65 

38 

33 

40 

35 

49 

61 

61 

57 

52.8 

Wfulnii  r 

ution. 
\  Maxinunn  . . . 

84 

83 

74 

83 

86 

83 

81 

78 

65 

63 

68 

75 

82 

79 

73 

76 

88 

90 

86 

86 

85 

80 

59 

66 

67 

70 

84 

85 

90 

86 

78.5 

Aiken 

(  Mininnnn 

fi2 

63 

46 

52 

60 

57 

56 

49 

47 

49 

44 

49 

54 

57:     551     58 

57 

64'     641     61 

62 

51 

39 

42 

48 

52      52 

60 

69 

59 

54.3 

)  .Maximum  . . . 

71 

65 

75 

79 

71 

76 

82 

68 

60 

64 

fi9 

68 

79 

Iwl     79 

751     85 

89 

85i     86 

81 

68 

59 

63 

68 

74!     84 

88 

88 

78 

74.3 

Anilersoii 

1  .\lininnnn 

59 

46 

41 

48 

48 

51 

50 

50 

41 

44 

45 

40 

54 

56';     61 

58|     61!     64 

63!     ''- 

52 

40 

37 

40 

42 

471     ,54 

60 

60 

60 

50.  5 

\  Maximum  . . . 

fi7 

64 

«2 

69 

56 

69 

74 

48 

62 

44!     61 

57 

71 

57  i     62 

62      78|     78 

77      62 

70      51 

52 

59 

49 

68 

79 

74 

81 

62.... 

64.2 

Caesar's  Head 

'  Minimum. . . . 

49 

53 

35 

37 

47 

46 

49 

46 

36 

37      36 

38 

45 

48'     41 

42      52      54 

57|     59 

58 

36 

29 

31 

35 

39 

44 

64 

64 

55! 

44.7 

S  Maxinnim  . . . 

82 

76 

78 

83 

73 

75 

82 

60 

62 

55      69 

74 

81 

72      69 

81      ((9;     91 

88;    90 

83 

65 

65 

67 

70 

78 

86 

90 

86 

■?ol.... 

76.3 

(;allioini  FallsvVji 

'  1  iNIininnnn 

55 

62 

40 

46 

49 

50 

49 

51 

43 

44      44 

45 

51 

57;    52 

53!     60      62 

63 

«3 

64 

52 

37 

37 

40 

41 

45 

53 

60 

61!.... 

51.0 

(:iiniilfiiS^\\ 

Clipster 

*)  Ma  xinnnr  . . . 

84 

80 

80 

82 

83 

85 

82 

66 

52 

74  j     70 

71 

81 

71 1     79|     82;     861     90 

88 

88 
59 

SO 

58 

65 

70 

70 

78 

89 

88 

92 

821 

78.2 

■  (  .Minimum 

S  M ax i muni 

fiO 

60 

55 

49 

48 

49 

51 

51 

41 

40 

38 

40 

46 

55     62 

54 

62 

60 

63 

60 

68 

36 

35 

46 

36 

44 

66 

55 

58  ■ " "  ■ 

50.6 

(  Mininnnn 

]"' 

.... 

(!lPinsnn  Colli'ne 

j  Maxinunn  ... 

77 

"77 

70 

"79 

79 

"76 

"79 

'  'fi9 

"(10 

"fiO;     68 

"(')7 

"79 

"76     70 

"75 

"85 

"ss 

'8,5      86 

"79!     65 

"59 

""60 

"()7 

"75 

85 

'86 

87 

"841... 

" ' '  '7.5.'  i 

'  Mininnnn 

58 

60 

39 

43 

49 

49 

45 

43 

41 

44      45 

50 

54 

54!     SI 

56 

60 

58 

66      61 

60i     60 

34      33 

39 

4(. 

52 

58 

58 

581   . 

,■■.0.  3 

Columblcv 

)  iNiaximuni  . . . 

84 

80 

72 

S2 

85 

75 

82 

65 

53 

49      66 

72 

81 

69^     67 

78      88 

87 

81      86 

83      6s 

S? 

64 

63 

75 

86 

83 

89 

80:   . 

7,5.1 

(  .Mininnnn 

fi4 

.52 

4fi 

51 

o7 

59 

53 

47 

44 

43]     42 

48 

ftfi 

55'     55;     58!     65 

65 

64      63 

64      47 

39 

39 

45 

43 

54 

65 

63 

.59 

.53.5 

Due  West 

S  .Maximnm  ... 

79 

70 

70 

80 

69 

74 

79 

63 

59 

48 

66 

71 

80 

66!     69i     77|     85 

88 

85!     «■ 

82      64 

60 

62 

67 

74 

85 

86 

88 

71  ■" 

73.  5 

/  Mininnnn. ... 

fi2 

47 

42 

49 

47 

52 

51 

45 

42 

44 

43 

50 

56 

55'     52|     58,     63 

62 

63,     fil 

64;     43 

36 

41 

41 

42 

54 

62 

60 

■]fl.;;: 

51.5 

flreeiiville 

\  Maxnnum  . . . 

7fi 

78 

fi9 

78 

58 

7fi 

79 

66 

57 

47 

67 

67 

78 

67'     67 

70i     84 

86!     84 

85 

78      60 

58 

58 

67 

73 

S3 

83 

86 

70 

71.8 

1  .Mininnjni 

61 

49 

45 

50 

45 

50 

57 

42 

40 

42 

45 

53 

55 

5V     50 

56 

63 

661     04 

1 

65 

60     43 

3(i 

39 

44 

47 

56 

63 

60 

59!"" 

51.8 

Oippiiwooil   

i  Maxinunn  . .. 

69 

81 

72 

71 

80 

76 

75 

81 

56 

59 

50 

69 

72 

80;     67 

72 

78 

87 

90 

86 

88      83 

64 

61 

64 

70 

75 

84 

88 

88 

7     9 

'  Miuinnnn 

56 

63 

40 

50 

48 

49 

49 

54 

42 

431     42 

45 

52 

58!     52 

52 

59 

62 

62 

61 

641     49 

34 

36 

39 

44 

51 

60 

59 

59 

51.1 

llpalli  RprinRs 

)  Miixinunn  . . . 

73 

7." 

1- 

fi:i 

76 

74 

73 

78 

51 

45 

46j     fi5 

65 

74 

56'     65 

75 

85 

81 

771     81 

81  i     62 

58 

58 

62 

71 

83 

77 

87 

80 

70, 0 

(  Minimum 

fi2 

63 

40 

58 

48 

56 

51 

48 

39 

39]     35 

42 

5fi 

48!     51 

56 

62 

63 

61      61 

621     47 

35 

38 

40 

46 

53 

59 

59 

64 

.51.5 

ITogbaek  ]\rountain 

S  Miixinniin  . . . 
'  Mininnnn 

fir, 
54 

63 
50 

59 
35 

68 
45 

63 
46 

69 
46 

69 
.50 

63 
36 

47 
34 

54      60 
33      40 

58 
45 

72 
50 

64!     '^1|     '51 
44!     40     49 

78 
57 

76 
59 

76 
57 

78 
60 

68 ;     61 

.57      34 

52,     51 
29     33 

58 
34 

67 
45 

79 
52 

74 

55 

82 
61 

74 
54 

65.  7 
46.1 

Kershaw 

(  iMaxiiMum  . . . 

8;' 

79 

70 

82 

80 

81 

81 

67 

51 

'48      fis 

74 

82 

69      67     79 

86 

84 

81 

87 

841     73 

62|     62 

67 

75 

86 

82 

89 

85 

75.4 

•  '  Jtininnnn 

62 

64 

42 

49 

50 

50 

50 

49 

40 

40      ,55 

41 

56 

Ftfy     51      56 

62 

64 

62 

61 

62     51 

36!     36 

39 

41 

.50 

68 

58 

64 

51.1 

I.nnilnini 

)  Maxinunn  . . . 

78 

74 

70 

78 

75 

78 

78 

69 

50 

49 

41 

70 

67 
49 

80 
56 

73'     73!     74 

87 
63 

85 
63 

84 
62 

87 
65 

79!     65 
60     44 

61 
29 

57 
35 

66 

38 

75 

42 

76 
49 

84 
58 

88 
59 

79 
59 

73,6 
49.3 

•  '  Mininnim 

46 

51 

45 

48 

44 

49 

51 

45 

39 

36 

49'     49'     ''- 

1 

00 

raiirpiis 

S  Maxinunn  . . . 

81 

74 

74 

82 

71 

77 

82 

67 

53 

50 

69 

71 

82 

70'     72 

',7 

89 

91 

87 

90 

85     75 

69!     59 

64      77 

88 

86 

90 

82 

76.1 

•  '  Mininnnn 

60 

59 

43 

48 

48 

54 

59 

50 

41 

43[     40 

49 

5-1 

54'     53 

56 

62 

59 

63 

61 

63     47 

34,     36 

40:     39 

55 

59 

60 

58'.... 

.51.6 

I.ittU  Moiiiiliifn 

S  Maximnm  . . . 

79 

76 

65 

73 

68 

fi9 

71 

69 

,50 

47      68 

73 

80 

75i     76 

74 

89 

89!     83 

87 

83|     78 

6I|     62 

68;     76 

85 

84 

88 

84i..., 

74.3 

•  '  Miniinum 

6(1 

49 

40 

47 

40 

.50 

51 

49 

40 

40      38 

47 

55 

,53     52 

50 

61 

65 

60 

60 

57j     47 

35,     36 

40     49 

52 

68 

60 

58l.... 

60,3 

Nowhpriy 

)  Maxinunn  . .. 

82 

75 

73 

82 

75 

76 

80 

63 

51 

48!     fiq 

73 

82 

70;     72 

77 

82 

90 

85 

Hf- 

85 

70 

62!     63 

68      75 

85 

86 

89 

76 

75,1 

■  '  Miniminn 

60 

47 

54 

44 

38 

38'     :^4 

42 

50 

,...!.... 

.... 

30,     31 

34!     34 

Salnila 

*  Maxinunn  . . . 

82 

"82 

"68 

79 

65 

72 

79 

"78 

54 

53      68 

71 

78 

7s;   69:   74 

"69 

"87 

"si 

80 

"so 

"'so 

62      55 

63 

74 

"83 

"78 

"84 

""84 

'"73.7 

•  '  ^tininnnn 

61 

65 

40 

49 

50 

60 

48 

53 

44 

45!     30 

45 

56 

.50;   54    .57 

65 

581     64      61 

64 

49 

'^i 

35 

38 

S8 

51 

55 

60 

61 

51  6 

Siintiicl: 

)  Mnximnm  . . . 

79 

75 

7'> 

81 

72 

76 

81 

65 

51 

50[     68 

72 

72!     71 1     73 

88 

861     83      88 

84 

76 

62 

59 

68 

76 

87 

83 

90 

82 

'7.^,  0 

•  '  .Mininnnn 

63 

65 

39 

52 

48 

52 

43 

49 

41 

42;     33 

41 

53|     53 

58 

64 

57      64      57 

61 

48 

31 

32 

34 

36 

47 

52 

54 

57 

•49.2 

Spnrtaiilmifr 

S  Maxinunn  . . . 

77 

68 

70 

78 

65 

78 

72 

66 

60 

55     fis 

78 

70;     70 

73 

sr 

87      85 

87 

SO 

60 

fil 

65 

68 

76 

85 

84 

87 

80 

73.5 

•  1  Mininnnn 

57 

58 

44 

44 

48 

38 

38 

41 

38 

41|     33 

■ii 

47 

4.5!     41 

50 

52 

.54      57 

55 

53 

38 

33 

35 

36 

34 

47 

47 

51 

52 

44.9 

i  .Maximum  . .. 

83 

90 

77 

85 

S7 

77 

S4 

74 

74 

59;     71 

76 

83 

76j     72 

78 

89 

93;     88 

89 

sr 

74 

64 

64 

fi7 

78 

86 

90 

91 

90 

79,8 

Trenton 

•  1  Mininnnn 

r/> 

65 

41 

52 

55 

59 

54 

44 

45 

45i     44 

50 

56 

,59,     55 

59 

65 

60      65 

63 

60 

51 

39 

40 

45 

45 

53 

61 

58 

59 

.53.6 

M'alhatla 

S  Maxinunn  . . . 

75 

71 

69 

78 

74 

76 

80 

67 

60 

58 

!     65 

64 

78 

68 

69 

74 

851     88|     85 

87 

78 

65 

61 

60 

68 

75 

8fi 

89 

86 

76 

73.8 

•  >  ^rilununn 

55 

49 

40 

40 

49 

44 

43 

49 

40 

40 

44 

48 

53 

51 

49 

54 

.58      57!     61 

59 

58 

46 

30 

33 

36 

37 

50 

53 

55 

54 

47.  8 

(  ^[axinnnn  . . . 

68 

77 

74 

80 

55 

50 

47 

65 

81 

62 

70 

75;     86l     88 

S3 

88 

SO 

59 

60 

61 

65 

74 

86 

89 

SI 

'72!  1 

Wlnnshoro\^\S 

•  '  Jrinimnm 

.57 

57 

51 

50 

41 

41 

38 

45 

56 

52 

53;     60!     fil 

62 

60 

63 

,52 

37 

38 

40 

43 

51 

60 

63 

'51.3 

S  \raxinniin  . . . 

76 

75 

69 

"79 

75 

'76 

80 

70 

49 

471     66 

68 

80 

"77 

68 

71 

76l     87|     8(1 

88 

S3 

78 

60 

SS 

66 

75 

85 

SO 

89 

85 

73.9 

Wiiitlirop  (loilepre  . . 

•  '  Mininnnn 

60 

59 

42 

52 

45 

51 

55 

44 

39 

39 

37 

45 

56 

48 

52 

58 

63 

65 

61 

61 

63 

47 

35 

38 

40 

13 

53 

57 

59 

59 

.50.9 

Upforpnee  letter,*  (»,  •'.  «).  appearing  in  the  table  indieate  number  of  days  missin?:  for  example,  ''  represent.s  two  days  missinfr.  etc. 
SW  Tnstrnments  are  read  in  the  morning :  the  maximum  temperature  then  read  is  eharged  to  the  preceding  day.  on  wliioh  it  almost  always  occurs. 
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aSNERAL  SUMMARY. 

Precipitation  avernged  decidedly  below  normal,  and  the 
bulk  of  the  niontli's  rainfall  occurred  toward  the  close  of  the 
month,  when  severe  local  storms  were  rather  numerous.  The 
temperatures  averaged  somewhat  above  normal. 

Unsati.«faetory  crop  development  resulted  from  quite 
general  drought,  with  scattered  and  in.«ufficient  rainfall,  until 
the  fairly  abundant  showers  toward  the  close  of  the  month, 
when  all  vegetation  showed  marked  improvement.  However, 
cotton  stands  were  generally  good;  planting  was  practically 
completed  during  the  first  decade,  and  chopping,  about  June  1 . 
Corn,  field  truck,  and  lesser  crops  developed  relatively  as  cotton. 
Tobacco  and  sweet  potato  transplanting  and  growth  were  re- 
tarded by  drougnt,  which  also  materially  affected  tree  fruits  and 
strawl)erries.  Winter  cereal  harvests  proceeded  after  the  middle 
of  the  month,  with  fair  to  good  results  generally. 


TEMPERATURE . 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  37  stations,  was  71 .4°.  or  0.4°  above  the  normal.  The 
highest  temperature  was  108°  at  Garnett  on  the  olst.  The 
warm  periods  were  from  the  3d  to  11th,  19th  to  26th,  and  80th 
to  81st,  inclusive.  'J"he  lowest  temperature  was  36°  at  Santuck 
and  Walhalla  on  the  17th .  The  cool  periods  were  generally  on  the 
1st  and  2d,  from  the  12th  to  the  17th,  and  on  the  28th  and  29th. 


HUMIDITY. 

The  mean  relative  limnidity,  determined  froin  reports  of  9 
regular  Weather  IJureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  74%:  noon.  54%:  8  p.  m.,  63%. 
The  highest  percentages  occurred  over  the  coast  counties,  and 
the  lowest,  in  the  north-central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  waS 
1.92  inches,  or  1.61  inches  below  the  normal.  Showers  were 
more  or  less  scattered  until  toward  the  close  of  the  month,  when 
damaging  storms  were  mo.'^t  numerous.  Aside  from  several 
small  areas  in  the  western  counties,  most  of  the  month's  rain- 
fall was  below  3  inches,  tapering  off  to  less  than  one  inch  in 
several  sections.  The  greatest  local  monthly  amount  was  4.40 
inches  at  Blackville:  least  local  monthly  amount,  0.29  inch 
at  Aiken.  The  greatest  24-hour  amount  at  any  station  was 
1.63  inches  at  Catawba  on  April  30-May  1.  The  number  of 
rainy  davs  averaged  50%  below  normal.  Light  hail:  Chap- 
pells,  31st;  Charleston.  25th:  Due  West,  29th  ;  Hogback  Moun- 
tain, 31st;    Pinopolis,  4th:  Society  Hill  and  Wedgefield,  11th. 

At  3  p.m.  on  the  2Ist,  a  small  wind  whirl  or  incipient 
tornado  visited  Calhoun  Falls;  its  path  was  60  to  80  feet  wide 
for  a  short  distance,  and  a  store  was  unroofed,  with  other 
damage  in  a  small  area:  loss  estimated  at  about  $1,000.  An 
excessive  rainfall  of  l.lO  inches  occurred  in  15  minutes  on 
the  24th. 

Deaths  hy  Lightning  — 25th,  Teddie  ISForue,  a  young  negro, 
and  the  mule  he  was  riding,  afternoon,  near  Allendale.     31st, 


Mr.  Claude  \V.  Plammond,  Oakhurst  Section,  near  Kershaw,  to- 
gether with  Fred  James,  negro  tenant,  and  a  mule,  afternoon. 
3lst,  Mr.  Robert  Lollis,  planter,  Brushy  Creek  Community, 
near  Easley,  afternoon,  while  sitting  by  a  wire  fence  struck  by 
lightning;  two  persons  were  injured.  . 

Damage  by  Lightning,  Hail,  and  Wind  Squalls.— Wih,  m 
the  Adams  Pond  and  Horrell  Hill  Section,  south  and  east  of 
Columbia,  earlv  afternoon;  hailstorms  and  wind  squalls,  with 
a  path  about  10  miles  wide  in  places  and  about  10  miles  long; 
some  hailstones  were  about  the  size  of  walnuts;  total  damage, 
estimated  at  about  $8,000.  11th,  heavy  hail  at  Orangeburg 
about  3:40  p.  m. ;  nominal  damage.  28th,  a  dwelling  m  North 
Columbia  was  fired  bv  lightning  and  destroyed,  afternoon,  with 
a  loss  of  about  $3,000.  29th,  near  Williston,  barn  and  con- 
tents, including  several  mules,  fired  by  lightning  and  destroyed  ; 
damage,  about  $1,000.  29th,  heavy  hailstorm  at  Landrum, 
with  hailstones  about  one  and  one-half  inches  in  diameter,  with 
damage  near  $300;  on  the  31st,  another  heavy  hailstorni  oc- 
curred in  the  afternoon.  29th,  fourteen  hogs  killed  by  light- 
ning near  Mountville;  loss  about  $200.  30th,  near  Santuck^, 
afternoon,  hailstorm  path  one-fourth  mile  wide  and  about_15 
mileslong;  damage,  probably  $1,000.  30th,  morning,  dwelling 
in  Laurens  struck  by  lightning  and  damaged  about  $500.  31st, 
barn  and  contents,  afternoon,  in  upper  Newberry  County, ^fired 
bv  lightning  and  destroyed,  with  loss  approximating  $600. 
Sist,  dangerous  fire  started  by  lightning  in  a  reserve  gasolene 
tank,  but  extinguished  without  much  damage.  31st,  al>out  5 
p.m.  in  Ridge  Spring  Section,  hail  damaged  crops  and  dwel- 
lings and  killed  many  chickens;  the  path  was  about  3  miles 
wide  and  about  5  miles  long,  and  some  bailston^es  were  as  large 
as  turkey  eggs;  damage,  estimated  at  about  $2,500. 

WIND. 

The   prevailing    wind  Avas   from    the    west.     The  average 

ihourlv  velocitv,  determined  from   9  anemometer  records,  was 

is.7  m'iles.    The  highest  average  velocity  was  12  6  miles  per  hour 

I  at  Savannah,  Ga. ,  and  in  the  Section  proper.  10.6_iniles  per  hour 

i  Charleston;  thelowest  average  velocity  was  4.6  miles  per  hour  at 

Charlotte,  N.C.,  and  in  the  Section  proper.  7.5  miles  per  hour  at 

Columbia.     The  highest   velocity  for  any  5-minnte  period  was 

52  miles  per  hour  from  the  northwest  at  Savannah,  Ga  ,  on  tlie 

28th,  and  in  the  Section  proper,  48  miles  per  hour  from   the 

west  at  Charleston  on  the  29th.     

RIVER  CONDITIONS. 

The   rivers  were  at  generally  low  stages  throughout  the 
month  incident  to  light  rainfall  in  the  upper  reaches. ^ 
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Stiitions. 

S 
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Teiiipprntiiie, 
degrees  Kalir. 

rrociplta- 
tioii, 
iiidies. 

Wind. 

Menu 

relative 

tniinldity. 

o'S 

5 

a. 

aJ 
W 

c 

"3 
1 

19 

Average 

hourly 

velocity, 

milt'f. 

^  o 

i| 

S 
<« 

oo 

a 

GO 

Aslieville.  N.C.... 

Aii,<ru«ta.(^a 

1  (;!iarlPsiou.  S.  0... 
1  CliHilottP.  N.C  ... 
I  Cohiml.ia.S.  ('.... 
1  PiieWrst.  S.C 

Oreeiiville,  S.C.  .. 

Snvaiinali,  Ga 

Wilminatoii.  N.C. 

Mean.s  and  ex-  j 

tromos ( 

29. 9fi 
29.  98 
30.00 
29  96 
29.  98 
30.00 

29.  9fi 

30.  00 
29. 98 

29.98 

64.3 
74.2 
74.6 
70.6 
73.  4 
70.8 
69.5 
7,'i,  2 
71.6 

71,6 

87 
99 
9n 
93 
96 
93 
88 
98 
89 

99 

40 
48 
.'i.'i 
44 
49 
42 
45 
52 
49 

40 

2.20 
1.36 
0.71 
1.44 
1.60 
1.35 
1.57 
0.71 
0.91 

1.3.? 

0.61 
0.66 
0.3S 
0.  .59 
0.97 
0.72 
0.69 
0.29 
0.63 

0.97 

8.2 
6.1 
10.6 
4.6 
7.5 
10.0 
10.2 
12.6 
8.4 

8.7 

nw. 
nw. 
sw. 
sw. 
w. 

SU'. 

sw. 
w. 

sw. 

sw. 

78 
74 
73 
72 
74 
72 
75 
70 
78 

74 

fil 
54 
65 
55 
44 
49 
58 
46 
61 

54 

60 
63 
75 
57 
50 

■59 
63 
76 

63 

50 
82 
74 
75 
75 
71 
66 
76 
76 

72 

18 
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Counties. 
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Temperature, 

n  degrees  Fahr. 

1 

Precipitation,  in  inches.     Number  of  days. 

.S'c 
■a 

stations. 

i 

a  r 

s 

OJ 

0 

■r 

"  0 

"5 
c 

t:  i 

r  :- 

s 

s 

Observers. 

KfiKteni  Vortitiii. 

Beaufort  (iiear)t4 

Blafkville 

Cliarlostoii 

Cliernw 

Conway  

Dailinston 

Beaufort 

Barnwell 

Cliarleston 

Clieslerlield 

Horry 

Darlington 

21 
296 

48 
144 

25 
175 

loi; 

63 

136 
136 
82 
18 

54 
92 
264 
54 
97 

192 
75 

249 
24 

40 
43 
56 
45 

37 

32 
36 
4; 

45 
12 
9 
34 

45 
4 
U 
80 
13 

36 
29 
37 

38 

74.7 
73.4 
74.6 
70.7 

72.6 
72.0 

+  1.7 
+0.4 
+  1.9 
+0.2 

+2.0 
+  1.3 

100 
98 
95 

98 

97 
97 

31 

t20 
26 
20 

20 
20 

45 
45 
55 
42 

44 

44 

17 

17 

1 

17 

2 
t2 

36 
47 
28 
44 

44 

38 

0.61 
4.40 
0.71 
2.33 

1.14 

0.75 
1.52 
2.15 

1.62 
1.03 
1.69 
i.-i' 

2.03 
2.06 
2.48 
2.07 
1.48 

2.88 
1.95 
1.68 
1.34 

1.80 

0  29 
1.22 
1.46 
1.51 
2.39 
1.85 

2.23 
3.04 
2.30 
1.27 
1.60 

1.73 
1.35 
1.40 
2.  42 
l.,57 
2.90 

1.73 
3.09 
1.46 
2.  55 
2.  58 

3.31 
2.10 
1.25 
4.34 
1.99 
1.87 

2.10 
0.80 
2.12 
1.40 
2.46 

1.99 

1.92 

-2.67 
+0.  72 
-2.76 
-1.28 

-1..56 
-2.91 
-2. 13 
-1.92 

-2.40 
-2.  99 

'+6.  08' 

-1.34 

-i.'oi' 

-1.62 
-2.91 

-0.70 
-1.69 
-1.65 
-2.  50 

-1.69 

—  3.29 
-2.09 
-1.69 

'-i.'si)' 

-1.36 

-i.55 
0.00 

'-2.'58' 
-1.59 

'-2.' 50' 
-1.80 
-1.19 
-2.77 
—0.  84 

-1.52 

'-i.'po' 

-3.86 
+0.22 

'-■i.'ss' 

+0.13 
-0.67 
-.1.43 

-2.02 
-2.  44 
-2. 02 
-1.95 
-1.75 

-1.40 

-1.61 

0.25 
1.05 
0.:» 
0.73 

0.48 
0.30 
0.75 
0.87 

0.  63 

0.28 
0.  68 
1.50 

0.  .52 
0.78 
0.34 
0.73 
0.55 

0.8S 
0.78 
0.45 
0.56 

1.05 

0.16 
0.70 
0.54 
0.5? 
1.10 
0.70 

1.  63 
1.31 
1.10 
0.51 
0.97 

0.74 
0.72 
0.  65 
0.74 
0.69 
0.67 

1.16 
1.24 
0.55 
1.21 
1.00 

0.91 
0.95 
0.57 
1.14 
0.  63 
0.42 

1.00 
0  49 
0.  62 
0.02 
1.25 

1.63 

1.63 

0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
,    0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 

4 

8 
6 

7 
5 
6 
5 

7 
5 
5 
6 

5 
7 
5 
5 
4 

6 
5 
6 
6 

6 

2 
5 
6 
4 

5 

19 
25 
14 

9 
5 

13 

3 

1 
4 

s 

sw. 

Mrs.  R.  L.  Fripp. 
Mrs.  1).  H.  Siiudi  rs. 
n.  S.  Weather  Bureau. 
Jtolaud  D.  Powe. 

14 

18 

1 
5 

16 

8 

sw. 

I'anl  Qnatllebauni. 
D.  C.  McCall. 
Win.  B.Gillespie. 

FergusoiHt- 

Floieiipe  1 

Orangeburg 

Florence 

do 

73.2 
72.6 

+0.9 
+0.6 

97 
97 

20 
20 

42 
45 

17 
17 

40 
39 

Henry  V.  Savage. 

20 
18 
23 
20 

26 

'V2 

6 
11 

7 
7 

0 

iV 

5 
2 

1 
4 

5 

"5 

sw. 
sw. 

s. 
sw. 

H.K.Gilbert. 

IVe  Dee  Kxperinient  Sta. 

Oanit^tt                       .... 

Ifatuptoii.   . 

''73. 8 
73.8 

72.9 

"'13.  b 

'  +  i.'9 
+  1.3 
+2."  7' 

''103 
97 

97 
'94 

31 
25 

20 

"'26' 
20 

"41 
45 

46 

""44 
846 

17 
t  2 

17 
...... 

2 

"52 

48 

41 
•46 

Maner  1!.  Kobert. 

Georgetowiift 

Georgetown 

Williamsburg 

Florence  

Orangeburg 

Berkeley  

A.  P.  Hazard. 
Mrs.  Ellen  Scott. 

Marslilun- 

OiangebiuB     

Piiiopqlis 

J.  L.  Shaw. 

r.S.  Fisheries  Station. 
Miss  IC.  1'.  Kavenel. 
Boykin  K.  Caiitey. 

Society  Hill 

Snnunerville 

Darlington 

l)orclies(er 

70.3 

"72.6 

7:5.6 

72.8 

72.9 

72.8 
71.0 

''64!i 
72.0 
73.8 

-0.2 
+  1.0 
+2.5 
+0.6 

+  1.1 

+  1.1 

+2.2 

'+5.' 8' 

96 

>'97 
96 
101 

103 

98 
90 

' '  '8.5' 
96 
98 

"°9.V 
91 
96 

'"m 

21 
31 
20 
31 

31 

31 
tl8 

"24' 

20 
20 

■  ■  ''io' 

tiO 
20 

"26 

42 
=46 
45 
42 

41 

43 

45 

■'43' 

43 
40 



"''\h' 
37 
49 

"'42' 

tl6 
17 
17 
17 

17 

16 
17 

■■fi' 

17 
17 

'i7 
17 
17 

"'\i' 

38 
"41 

42 
48 

52 

43 
45 

■i2:V 

47 
42 

'°40' 
51 
30 

"34' 

27 
25 
25 
24 

21 

18 
21 

'n 

14 

1 
5 
5 
0 

6 

6 
2 

"6' 
14 

3 

1 
1 
7 

4 
8 

'is' 

3 

s. 

sw. 
w. 
sw. 

sw. 

s. 
w. 


s. 

K.  n.  Fields.  .Ir. 
Dr.  William  Simons. 

W   Hamptou  Hamsey 

Yeinassee 

HaiiiiJlOM   

W.  <;.  Hutson. 

Weaferii  I'oilimi. 
Aiken 

527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 

"711' 

05 

34 

22 

3 

28 

77 

21 
22 
5 
35 
41 

"n 

13 
24 
43 
43 

25 

ii' 

12 
9 

34 

I'lank  1!.  McCoy. 

AiHlersou 

An(tiM>on  

Kairlield 

Greenville 

Al)beville 

Kershaw 

11.  11.  lUissell. 

Blaiis 

Caesars  IIea<U4 

('alhoutt  l''alls 

EstlKU-  B.  Owens. 
Ca'sar's  Head— P.  Mtn.  Co 
L.  M.  Parker. 

Canulen 

llenry  A.  Brown. 

.latnes  (;.  Faris. 

Cliappells 

Clie.ster 

Newberry 

<;liester 

Oconee 

8 
4 
4 
9 

8 
7 
4 
0 
8 
6 

6 

8 
8 
5 
5 

5 
5 
6 
8 
8 

3 
4 

8 
6 
7 

6 

4 

'2:1' 
15 
18 

"6' 
16 
14 

"2' 
0 
9 

ne. 
w. 
w. 

George  V.  ('lamp. 
,1.  C.  Cornwell. 

CMciiison  College 

Columbia 

69.2 
73.4 

"io.» 

+0.7 
+  1.6 

'  +  i.'4' 

Prof.  F.  11.  II.  Calhoun. 
IJ  S.  Weather  Binean. 

Crescent 

Spartanburg 

Abbeville 

Kdf^HfioId 

Broad  P.iver  Power  Co. 

Due  We.xt. !'.'.'.'.!!.'';'.'. 

K'lgefield 

8 

17 

0 

w 

U.S.  W   B.  Aerological  Stft 
D.  W.  Sharpe. 

Gaston  Klioals  11 

Greenville 

680 
1039 
671 

568 
3025 

.501) 

I0n3 

589 

711 
336 
502 
850 
536 
512 

875 
620 
1061 
545 
690 

"9' 
23 

8 
20 
18 
19 
14 

23 

is 
0 

8 
11 

1 
10 
17 

5 

'9 

8 

15 
0 

12 
2 
0 

3 

w. 

vv. 
w. 
w. 
w. 
sw. 

w. 

S.  C.  ],t.,  Power  .*  Hv.  Co. 

Greenville 

Greenwood 

Lancaster 

69.5 
70.9 

69.6 
fiB.l 

71.4 

70.1 

''72. 2 

70.6 

+2.3 
+0.5 

-0.1 

'+0.9 
+3.5 

-0.6 

88 
95 

91 
84 
93 
93 
''96 

95 

20 
21 

tl9 
19 
19 
20 
20 

20 

45 

42 

44 
38 
42 
45 
41 

45 

17 
t2 

1 

16 

16 

t  2 

17 

1 

30 
38 

37 
40 
42 
4:! 
''48 

40 

V.  S.  Weather  Bureau. 

Greenwood 

ITeath  Springs 

Hogback  Mountain 

M.  M.  Calhoun. 

.1.  Marvin  Bowers. 
Blue  Ridge  Forests  Co. 

Kershaw 

Kershaw  

Spartanburg 

.lohn  W.llamel. 

R.  Hartwell  Wilds.  D.D.S. 

L.G.  RolY. 

Landrniii 

Laurens 

Little  Mountain 

Lockhart 

Newherry 

Miss  Alberta  Sease. 
Broad  River  Power  Co. 

Newherry 

Helper '.'.'.'..'. 

Saluda 

Santuck  

Siiartanlinrg 

Newberry 

23 
23 
25 
34 

50 
34 
27 
33 
27 

'72.6 

+2.0 

96 

20 

'43 

tie 

'46 

18 

11 

2 

w. 

John  ir.  Ba.xter. 
•losluia  Y.  .lones. 

Saluda 

70.3 
70.5 

-0.5 
+0.7 

91 
97 

92 
97 
90 
'•96 
95 

98 

103 

tl9 
20 

24 
20 
tl9 
20 
20 

t20 

31 

39 
36 

17 
17 

36 
51 

16 
16 

26 
7 
12 
14 

8 

16 
18 

13 
12 

0 
23 
17 
11 

0 

10 
9 

2 
3 

5 

1 

0 

6 
23 

5 

4 

sw. 
w. 

s. 

sw. 
sw. 
sw 

w. 

W.S.Cront. 
K.  W..leler. 

Spartanburg 

Kdgelield 

M.H.  Daniel. 

73.4 
'67.9 
"71.6 

70.7 

70.5 
71.4 

+  1.6 
+  1.1 
+  1.0 
+  1.4 

+0.1 

+0.4 

46 

':« 

"44 
43 

36 

36 

17 
17 
17 
17 

17 

17 

43 
"53 
"35 

43 

53 
53 

Mrs.S.  F.  Long. 
11.  W.Brandt, 
liev.  Oliver  Johnson. 
\V.  T.  Clawson. 

Wallialla 

Oconee 

Winnsboro 

Wintlirop  College  tt. . . 

Division  niean.s  and 

Section  means  and 

Fairlield 

York 

of  Ciesar's  Head,  Greenville;  of  Beaufort  (near),  Burton.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


ERRATA, 

April,  1927.-Chester,  total  precipitation,  pages  14  and  15,  should  be  3.13;  number  of  rainy  days,  page  14,  should  be  7.    Florence  Xo.  1 ,  lowest  temperature,  page  14,  should 
be  35  on  11th.    Little  Mountain,  greatest  24-hour  precipitation,  page  14,  should  be  0.50.    Yemassee,  number  of  cloudy  days,  page  14.  should  be  8. 
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lOxcfut  lis  otiienvise  iudicaled.  observations  are  s-eiierally  made  late  jii  trie  aiternoon,  near  suiisei.  ann  pre 
hseivalioii.  ||I|  I'n-clpitatioii  uieiisnied  ill  the  iiioininsj:  amount  then  recorded  is  for  the  piprprtiiiir  24  lionrs. 
l-hoiir  i>eriod,  inidiiiglit  to  niidiiight.    *  I'recipitatioii  included  in  the  next  following  measurement.    {Separate  dates  of  falls  not  recordeil. 


T.  Trace,  or  less  than  0.01   mcli. 


COMPAKATIVE  DATA  FOR  MAY. 


Temperature. 


Precipitation. 


Year. 

5 

M 

7 

72.5 
70.2 
71.7 
71.0 
69.0 
71.1 
70.2 
70.7 
09.0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 
70.7 
70.6 
7.3.4 
70.7 
70.8 
71.8 

97 
99 
101 
95 
100 
94 
97 
98 
101 
104 
97 
106 
100 
96 
99 
101 
104 
99 
99 
99 
96 
96 

41 
33 
35 
30 
36 
39 
38 
38 
34 
42 
3S 
39 
45 
38 
40 
42 
44 
38 
42 
30 
41 
36 

3.17 
7.51 
1.97 
5.  44 
3.57 

3.  53 
4.13 
3.43 
4.36 
2.74 
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1.35 
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2.37 
7.31 
2.  09 
2.  69 
2.04 
5.70 
3.00 
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Year. 


Temperature. 


1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1!)25 

1926...    . 
1927 

Period 


69.5 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
73.8 
66.  3 
72.0 
71.0 
67.6 
68.1 
71.0 
68.0 
68.0 
08.3 
70.6 
71.4 

71.0 


100 
99 
106 
101 
101 
105 
98 
103 
98 
100 
96 
94 
98 
98 
94 
96 
100 
103 
103 

106 


Precipitation. 


4.26 
4.03 
0.65 
4.08 
2.13 
0.  83 
7.20 
2.44 
3.09 
3.48 
5. 23 
1.77 
5.30 
5.89 
6.44 
4.43 
2.18 
1.06 
1.92 

3.53 


Average  11 11 111  ber  of 
days. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


May,  1927 


Daily  Temperatures  for  May,   1927. 


Stations. 


Eoslern  Vorlinii. 

Beaufort  (near) LMiniimim. 

Bl"<'kville J  Minimum. 

,,,      ,     .  \  Maximum 

Charleslou (Minimum. 

,,,  .,,<  i  Maxinuim 

"''eraws^sl J  Minimum. 

,,  S  Maximum 

t-""*^"" J  Minimum. 

,-.     ,.      .      ,1.1  )  Maximum 

Darl.UKtonM S  Minimum. 

_  ,;,,  S  Maxinnnu 

Fei'BusonM /Minimum. 

„,  ,  )  Maxin)um 

'''"'■''"<■«'   i  Minimum. 

„         ..  S  Maxinnnu 

G^"'«" /Minimum. 

,,  .  S  Maxinnu)! 

Heonretown /Minimum. 

...       ,  S  Maxinnnu 

K""f«"«e (Minimum. 


Oianffeliurtr  1 

Sociely  Ilill# 

Sunnnervillu 

\Vei1geliKl<1 

Vemassee , 


)  Maxinnnu 
••  '  .Miuiuuun. 

y  Maxinnnu 
'  -  \  Miuinnim. 

\  Maxinnnu 
"  r  Mininnnn. 

S  Maxinnnu 
•■  /  Mininnnn. 

S  Maxinnnu 
"  /  Mininnnn. 


Wenlera  I'oilioii. 

.  ..  S  Maxin)um 

'^"'"" /  Minimum. 

,     ,  \  .Maximum 

A'"'"""'"" i  Mininnnn. 

„          .    T,      ,  *  .Maxinnnu 

Caesars  Head /Minimum. 

„   1,           ,,   ,,    ,,  )  Maxinnnu 

Call.onnl'alIsM /Minimum. 

,,,.,,  \  Maximuir 

('»""^>>»n /Miuimnn). 

Olipster S  .Maximum 

/  Mininnnn. 

<;i«mson  f'ollpRp  S  Maxinnnu 

■  "  ■  '  Miuiininu. 

Columbia  ....  \  Waxiunnn 

"  ■  /  Mininunn. 

Due  We.st j  Mnxiiunm 

(  Mininunn, 

Greenville )  .Maxnnum 

(  Miuiuuim. 

flreenwood   j  Maximum 

/  Mininnnn. 

Heath  Spring.s ]  J|i<xiiiunn 

/  .Minimum. 

Hogbaok  JFountain.  \  r^J'.^':.'""'"' 

/  Miinmnm. 

Kershaw  j  .Maximum 

(  .Minimum. 

Laurirnm.  j  Maximum 

(  Minimnm. 

I.aureus....  S  Ma.ximnm 
'  Mininnnn. 

^-'""^'-"»"' ImS;;:: 

Newherrv  1  "ii^'""'"-! 
'  Miuiinnm. 

Salu.la....  j  Maximum 
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•Santufk  . .  !  J'aximum 
'  Minimum. 

cj_„.,„   ,  )  Maximum 

Spartanhur^ J  Minimum. 

T.....,i   .  )  Maximum 

^"'"'"" hriuimum. 

wa''-"» ImI'^S' 

^Vi".-^oro^« ^[^^~ 

Winthrop  college...  l;:[l^;^~ 
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.52 

87 

79 

77 

84 

72 

58 

52 

49 

88 

SO 

50 

50 

83 
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53 
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51 
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45 
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50 
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44 
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84 

77 

81 

58 

57 

50 

82 

72 

79 

51 

49 

45 

83 

74 

78 

61 

58 

66 

78 

73 

80 

47 

4.3 

42 

82 

76 

77 

62 

49 

48 

79 

74 

79 

50 

44 

45 

74 

75 

78 

48 

45 

42 

82 

76 

79 

56 

54 

45 

85 

77 

81 

59 

17 

41 

84 

78 

93 

52 

68 

45 

81 

77 

78 

54 

50 

46 

80 

73 

77 

55 

47 

44 

78 

73 

77 

47 

42 

42 

82 

76 

79 

50 

48 

46 

78 

74 

78 

47 

47 

45 

82 

/  / 

80 

51 

46 

42 

.. 

74 

76 

52 

43 

45 

74 

71 

78 

51 

48 

45 

61 

62 

6S 

43 

47 

731     80 
4"!     43 
80 
40 


70 
44 
71 

.52:  49 
76 
43 


75 
461 
701 
45! 


70| 
46 
67i 
491     45 


68 
41 
71 
40 

68 
35l 
79     79 


60,  69 

38]  S9 

7ll  78 

42 1  45 
68 1 

47i  45 

74|  81 

44'  41 

73;  78 

48:  50 
72i 

43;  43 


86 

90 

60 

64 

92 

95 

54 

60 

84 

85 

65 

70 

86 

96 

53 

63 

87 

95 

51 

67 

87 

95 

56 

63 

90 

75 

50 

66 

84 

90 

55 

60 

93 

95 

50 

57 

88     91 


90  92 

63|  68 

86]  90 

66  66 

i 

90 

66; 

94 
74 


66      67 
93      89 


92      95 


92  92 

651  65 

83! 
f'2| 

891  92 

67i  70 

88j  90 

651  68 

82  87 


89  89 

67  67 

87!  86 

68!  68 

81  i  72 

6OI  62 

90 1  90 

69  69 

90;  86 

63  54 


65i    59 


90 

65      69 

90l  81 
64 
88 

64      58 

92  84 
63     63 

93  89 
63      58 


83      89 
65      6' 


100 

85.8 

70 

63.1 

98 

87.8 

68 

59.0 

94 

82.6 

73 

66. 6 

93 

84.4 

62 

67.0 

96 

86.7 

61 

59.6 

94 

58.4 

66 

65.3 

94 

85.3 

68 

61.1 

94 

84.8 

6S 

60.4 

103 

•■sg.  3 

65 

''68.5 

94 

87.3 

73 

60.3 

95 

85.5 

69 

60.3 

95 

«86.4 

67 

69.6 

92 

83.6 

64 

57.0 

97 

Hf>.  2 

70 

«59.  9 

93 

86.3 

69 

60.  9 

101 

87.  4 

67 

68.2 

98 

85.1 

68 

60.  5 

90 

82.  3 

66 

69.6 

79 

74.2 

"54.0 

94 

86.4 

68 

I'K  5 

90 

87.9 

65 

59.8 

94 

62 

91 

""'8i.'.5 

63 

56.  9 

94 

84.2 

70 

62.6 

92 

82.0 

66 

,59.5 

»{\ 

79.0 

66 

60.0 

85 

83.4 

66 

58.4 

91 

79,8 

65 

69.4 

78 

72.4 

62 

53.8 

91 

83.4 

65 

69.4 

86 

82.0 

65 

62.  2 

93 

"85.1 

67 

'•69  4 

94 

83.5 

66 

57.7 

94 

84.4 

68 

'60.9 

84 

81.8 

66 

58.8 

89 

83.9 

64 

57.1 

78 

86.3 

56 

6.5.0 

96 

86.6 

71 

60.; 

89 

81.0 

63 

•54.  8 

0? 

'83.! 

65 

'"59.  S 

90 

82.7 

64 

58.7 

IJeferenoe  letter.s  («.  ''.  c),  appearinsr  in  the  table  indioate  number  of  days  mis.siiifr:  for  example,  '•  represents  two  days  missiucr.  etc. 
«*  Tustruments  are  road  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

WBO,  Raleigh,  6-23-27-900 
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from  5  to  over  11  inches  on  the  greater  part  of  the  coastal  plain 
and  was  relatively  light  in  most  sections  of  the  northwestern 
counties,  where  the  measurements  ranged  downward  horn  4 
inches  to  2  inches.  The  greatest  local  monthly  amount  was 
11  6'2  inches  at  Yemassee,  and  the  least  local  monthly  amount 
was  2.00  inches  at  Lockhart.  The  greatest  amount  dunng  any 
24  hours  was  3.16  inches  at  Yemassee  on  the  17-I8th.  Ihe 
number  of  rainy  days  was  30%  above  normal.  Light  hnil  oc- 
curred atConwav  on  the  2d  and  at  IIogbackMountam  on  the  2id. 
Deaths  bv  Lnjhtning— -Mr.  C.H.Strickland  and  Murnell 
Carroll,  a  youth,  about  5:30p.m.,  when  lightning  struck  a 
chimney  of  Smoak  School,  near  Branchville;  four  persons  were 

injured.  ^  ,,.,,         ,.        ^. 

A  thunder  squall  in  the  Eureka  Cotton  Mill  section  of 
Chester  during  the  late  afternoon  of  the  14th  damaged  l)Uild- 
ings  estimated  at  $1,000.  . 

Hailstorms  near  Monetta  and  Kitchings  :Mi11s  during  even- 
ing of  the  1st  damaged  crops  to  the  extent  of  al)0ut  $1,500 

A  wind  squall  at  Laurens  between  4:30  and  5  p.m.,  14th, 
hers,  had  not  caused  serious  damage.  Corn,  tobacco,  sweei  po-  caused  damage  to  trees  and  outhouses  estimated  at  about  $300. 
tatoes,  field  truck,  and  other  crops  were  generally  in  excellent  ^^^^^^ 
growing  condition,  and  old  corn  had  practically  all  been  laid  ^.-evailine  wind  was  from  tlie  southwest.  The  average 
l)y  at  the  end  of  the  month,  sweet  potato  transplanting  w-as  ,  '"^  ?'!  fj  Lp,,^  , /Tt^  Z  anemometer  records,  was 
finished,  and  late  forage  crops  had  ^^^vdoped j^od  starK^  -.  y  -loc^^ 
Tobacco  curing  was  m  progress  as  the  month  closed,  with  good    i.umiies.     int'int,ri  t^  ^^      ., ^ 


GENERAL  SUMMARY. 

The  month  was  far  down  in  the  group  of  cool  .Junes,  with 
average  cloudiness  the  greatest  of  record,  but  closed  with  ab- 
nonnai  heat.   Precipitation  averaged  consideral)ly  above  norma  . 

Frequent  showers  were  attended  by  vigorous  growth  in  all 
vegetation,  and  grass  rapidly  accumulated  in  the  fields;  how- 
ever, plowing  conditions  improved  toward  the  close  of  the 
month,  and  most  of  the  grass  was  eliminated.  Cotton  made 
good  growth  and  was  in  good  to  excellent  condition;  the  first 
bloom  was  picked  near  Barnwell  on  the  2d,  nearly  two  weeks 
earlier  than  normal;  the  crop  was  blooming  and  fruiting  freely 
as  the  month  closed,  and  weevils,  though  increa,«ing  in  num- 
had  not  caused  serious  damage.     Corn,  tobacco,  sweet  po 


results  generally.     Winter  cereal   threshing  proceeded  slowlj 

being  delayed  bv  frequent  rains.   Peaches  and  blackberries  were 

plentiful,  and  all  kinds  of  vegetables  were  unusually  abundant. 

PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  30.02  inches.  The  iiigiiest  pressure  was  30.24  inches  at 
Columbia  and  Due  West  on  the  2Sth  ;  the  lowest  pressure  was 
29.79  inches  at  Asheville,  Charlotte,  and  Wilmington,  N.C, 
on  the  11th,  and  in  the  Section  proper,  29.80  inches  at  Green- 
ville on  the  same  date. 

TEMPERATURE. 

Tiie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  36  stations,  was  74.9°,  or  2.6°  below  the  normal.  The 
highest  temperature  was  104°  at  Winnsboro  on  the  30th.  'i'he 
wa"rm  periods  were  from  the  3d  to  the  5th  and  10th  to  14th, 
inclusive,  and  on  a  few  odd  days,  particularly  on  the  30th.  The 
lowest  temperature  was  48°  at  Caesar's  Head  and  Hogback 
Mountain  on  the  16th.  The  cool  periods  were  from  the  6th  to 
8th,  15th  to  I9th,  and  27th  to  29th,  inclusive. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  83%:  noon.  61%:  8  p.  m.._76%. 
The  highest  percentages  occurred  along  the  coast  and  in  the 
higher  Piedmont  counties,  and  the  lowest,  in  the  north-central 
region. 

PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
5.67  inches,  or  0.86  inch  above  the  normal.  Precipitation  was 
very  unevenly  distributed  in  amounts,  but  showers  occurred  on 
everyday  insome  part  of  the  Section.     The  rainfall  ranged 


at  Savannah,  Ga.,  and  in  the  Section  proper,  9.9  miles  per  hour 
Charleston  ;  the  lowest  average  velocity  was  3.6  miles  per  hour  at 
Charlotte,  N.C,  and  in  the  Section  proper.  5.6  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  PP'-'O^  ^yj^^ 
48  miles  per  hour  from  the  northwest  at  Due  West  on  the  14th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthlv  sunshine,  determined  from  9  auto- 
matic records,  wa^  224.5  hours,  or  52%  of  the  possible 
amount.  The  average  number  of  clear  days  was  9;  partly 
cloudy,  8,  and  cloudy.  13,  as  against  normals  of  12,  11,  and  / 
days,  respectively. 

RIVER  CONDITIONS. 

Although  showers  were  more  or  less  frequent,  the  rivers  of 
the  Section  continued  relatively  low  throughout  the  month 

MISCELLANEOUS    PHENOMENA  (dates). 

HaJos-Lunnr:  Columbia,  10,  13;  Little  Mountain,  10; 
Walhalla,  10.  SoJar:  Due  West,  1.  3.  6,  8,  10,  11,  24;  Green- 
ville, 25;  Walhalla,  3. 


MISCELLANEOUS  DATA  FOR  JUNE, 

1927. 



CJ 
C     . 

ii  > 

E.2 

c 

1 

Temperature, 
degrees  Kahr. 

I'reeipita- 
tion, 
inches. 

Wind. 

Mean 

relative 

humidity. 

ii 

ft. 

Stations. 

5 

3 

c 

So 
2- 

Average 

hourly 
velocity, 

miles. 

§ 
'A 

s 

GO 

Asheville,  N.C... 

Aviffiista.  (ia 

Charleston.  S.C... 
Charlotte.  N.  C  ... 
CoUiTiibia.S.  C... 

DueWest.  s.C 

nreeiiville.  S.  C.  .. 

Savannah.  Ga 

Wilniincton.  N.C. 

Means  and  ex-  } 

tremes ( 

30.01 

30. 01 
30.  02 
SO.  02 
30.  02 
30.  0-1 
30.  01 
30.  02 
30.03 

30.02 

68.5 
78.0 
78.8 
73.  3 
76.4 
73.8 
72.6 
79.  K 
75.3 

75.2 

89 
99 
98 
98 

ini 

99 
99 
100 
94 

101 

52 
60 
63 
53 

58 
55 
56 
62 
58 

52 

4.-17 
6.  51 
4.10 
3.41 
4.10 
4-89 
4.95 
7.68 
4.33 

4.94 

1.90 
1.93 
1.10 
0.93 
1..57 
0.94 
1.36 
1.46 
1.76 

1.93 

7.1 
4.4 

9.9 
3.6 
5.6 
7.6 
7.6 
10.1 
7.3 

7.0 

se. 

n\v. 

sw. 

lie. 

ne. 

sw. 

ne. 

w. 

SVP. 
SW. 

ne. 

85 
83 
81 
80 
82 
86 
83 
83 
82 

83 

61 
66 
71 
61 

58 
63 
69 
62 
64 

64 

74 

81 
70 
73 

'74 
79 
81 

76 

40 
56 
47 
58 
53 
52 
47 
50 
66 

52 

22 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


June, 1927 


Ciimatologrieal  Data  for  June,   19S7. 


Stations. 


Kiislent  I'orliiiii. 

Beaufort  (near)?? . . 

Bluokville 

c;liin'lesti)ii 

Clieriiw 

Comviiy 

Dailiiigtoii 

Kliiiighiiiii 

KergiisoiiK 

Kloieiice  I 

Hlorfiice  2 

OiiriH'tt 

Georgetown 


Kiiigstipo 

Mars  niiitr... 
Oiaiigebiirg 
f'inopolis  . .. 
I'iiiiiiii  


Society  Hill  

Suiiiiiierville 

Wedgelielil 

Yeinasseo 

Pivisioii  iiieiiiis  ami 


Vfrleni  I'liiiiiiii. 


Ailteii 

Allclelsoil    

lilaiis 

Caesars  Head  J-E. . 

Oalhoiin   Falls 

Caiii(ieii 

<;atawha  

Cliiippells 

Chester '.'.'■' 

Cleiiisoii  College  .... 
Columbia 

(;rescent 

Due  West...  

Kdgeliel.l.. 

Oastoii  slmals  1).... 

(Jreeiiville 

(■'reeinvood 

Heath  Springs 
nogbaek  Jlouiiitain  !! 

Keishiiw 

I.anilrmii 

l.aiireiis 

Little  Mountain.  . 

Lofldiart []\] 

Nen  berry '  " 

I'elzer 

Siilnda ;; 

f^antiiek 

Spiirtanliurg 

'I'lenlon 

Wallialla 

Vi'innslioro 

VViulhrop  College  ft.. 

l>ivision  means  and 

Section  means  and 


Counties. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches.    IKumber  of  davs 


•^     U—  t« 


Beaufort 

Barnwell 

Charleston  .,. 
(Jhestertield  . . 

Horry 

Darlington  .. . 

I'Moreiice  

Orangehnig  . . 

Florence 

do 

HaniNtoii 

(ieorgetown  .. 

Williamsbnrg 

Florence 

Orangehiirg.. 

Herl;eley 

.Sinnler 


Darlington 
Dorchester.. 

.Sinnler 

Hampton  .. 

'Xiremes  .    .. 


Aiken  

Ander.<(ni  . . , 

Fairlleld 

(ireenville.. . 
Al.l.eville..., 
Kershaw 

York  

Newberry  . . . 

(,'lie.ster 

Oconee  

liichland 

Spartanburg 
Abbeville  ... 
K<lgeli.'ld  .... 
Cherokee  .... 
(Jreenville .. . 
Greenwood.  . 

Lancaster 

Greenville. .. 
Kershaw  . . . . 
Siiartanbnig 
Laurens 

Newberry  . . . 

Union 

Kewberr.v  . . . 

Ander.son 

Saluda 

[Jnion 

Spartanburg 
Fdgelield.... 

Oconee 

Fairfield 

York 


e.xtreines  . 
e.vtremes  . 


21 
•i9(i 

48 
144 


25  37 
17,1  ;« 
lOli      o'i 


136 
l:tf) 

8-. 


18      34 


51 
»2 
■2t)4 
54 
97 

192 
75 

249 
24 


527 
7t'i4 

2;)3 

BlhS 

!>()H 

222 

562 
402 
487 
850 
351 


711 

680 
1039 
671 

56S 
.3025 

500 
lOfS 

589 

711 
336 
.502 
850 
536 
512 

875 
620 
1061 
545 
690 


77.6 
77.2 
78.8 
72.4 

77.2 
75.0 

'77.'o 

76.4 

»79;3' 


76.  9 
77.' 2 


-2.8 
-2.2 
-0.  1 
-2.0 

+0.1 
-2.1 

-6.' 3 

-2.  3 


-1.3 
-i]5 


76.  3 
78.2 


76.7 


76.9 
73.7 


67.0 
75.6 


73.6 
76.4 


73.8 


74.8 

72.2 
6.5.9 
73.0 
73.0 
75.  I 


-3.2 


-1.0 
-0.6 


100 
100 
98 
102 

99 

97 

"97' 
96 

"ioo' 


-0.9 
-2 . 3 


74.6 
'75.' 2 


74.6 
74.2 


76.2 
72. 3 
74.6 
74.0 

73.8 


-2.0 
-i.7 


-3.2 


-1.5 

-2.8 


-4.7 
-  2. .", 


-3.3 

-a  4 


-3.2 
-2.7 


-2.3 

-2.9 
-0.1 
-2.6 

-2.9 

-2.6 


''9.S 

98 
98 

102 


97 

98 

89 
101 
100 


99 
101 


99 


99 
98 

97 
90 
102 
101 
99 


t  5 
30 
6 
30 

30 
3 

"36' 

30 

"t'4' 


100 
"99 


98 
102 

98 
101 
100 
104 
101 

104 

104 


60 


57 


tl8 


»,39 


30 


56 


IS 
tl6 

17 
16 
16 
IS 
16 

tl6 


tl6 


tl6 
10 


tlfi 
18 

tlfi 
16 


9.39 
9.  09 
4.  10 
4.87 

7.33 
9.  42 

8.91 
5.46 

6.  ,56 

7.  19 
9.76 


39 


46 


7.56 
6.73 
6.10 
5.95 
7.15 

5,77 

6.  54 

7.  18 
11.62 

7.33 


6.74 
5.06 
.3.80 

5.  66 
5.44 
5.35 

4.18 
6.03 

'4.' 6.3' 
4.10 

3.  ,56 
4.89 
5.65 

3.  .53 
4.95 

6.  61 

4.61 
5.42 
2.  69 
5.45 

4.  61 

5.10 
2.00 
5.29 
4.66 
4.31 
2.84 


4-4.19 
4-3.68 
-1.29 
-0.27 


-1-2.18  1.45 
-f  3.  98  2.  30 
-t-2.  98  j  2.27 
-0.14      1.04 


2.36 
2.25 
1.10 
1.43 


4-1.29 
4-1.82 


3.85 
6.  38 
4.62 

2.78 
3.17 

4.63 

5,67 


4-2.38 

4-i.'6i' 
4-0.26 
4-2.  S3 

4-0.  45 
4-0.84 
-1-2.41 
4- .5.  06 


2. 00 
1.45 
2.02 


1.10 
1.75 
1.72 
1.40 
0.96 

0.90 
1.05 
1.  15 
3.  16 


4-1.87  1  3.16 


0      17 
0      16 


15 

8   |. 
12 

16 
13 

15 
15 


0     14 


4-2. 06 
4-1.46 
-0.17 

+  1.45 

4-0.  83 

4-0  20 
4-0.48 

-0.'2b 
-0.08 


4-1.15 
4-2. 29 
-1.05 
-0.14 
4-1.33 

— 0. 56 

-2.40 
-0.,59 


-f-0.88 


4-1.06 
4-0.77 
4-0.01 
-1.03 

-0.  ,56 

4-2.  04 
-0. 13 
-1.60 
-1.56 

4-0.  02 

4-0.  86 


1.87 
1.12 
1.04 
1.45 
1.32 
1.00 

0.99 
1.47 

o.'si' 

1.57 

1.67 
0.94 
2.00 
0.97 
1.36 
1.47 

1.59 
1,23 
0.59 
1.46 
1.06 

0.98 
0.85 
0,68 
0.  76 
1.09 
0.  63 

1.30 
2.40 

0.98 
0,73 
1.20 

2.40 

.3. 16 


0      13       8 
0      13       9 


Observers. 


s 
sw. 

sw. 
sw. 


4 

12 

4 

18 

'.5 

'ii' 

i} 

19 

ii' 

■::. 

5 

IS 

nw. 
e. 


S      IB  I  sw. 


4   [   11    I   15 
12        0      18 


6      18 
6      15 


svv. 
sw 


Mrs.  R.  L.  Fripp. 
Mrs.  I).  B.  Sanders. 
n.  S.  Weather  ISurean. 
Kolaiid  J).  I'owe. 

Paul  Qnaltlebaum. 
D.  C.  McCall. 
Wm.  B.Gillespie, 
Henry  V.  Savage. 

H.  K.  Gilbert. 

Pee  Dee  Kxiieriment  Sta. 

Maner  15.  liobert. 

A.  1'.  Hazard. 

Mrs.  KUen  Scott. 

,r.  L..Shaw. 

U.S.  Fislieries  Stntion. 

Miss  IC.  P.  itaveiiel. 

Boykiii  K.  Cautey. 

K.D.  Fields,  ,Ir. 
Pr.  Willi.im  Simon.s. 
W   Hampton  Itam^ey 
W.(;.  Iliitson. 


Frank  H.  McCoy. 
11.  11.  Piissell. 
Kstlu^r  n.  Owens. 
Cio.sar's  Head— P.  Mtn.  Co 
L.  M.  Parker, 
lieiny  A.  Brown. 

.lames  C.  Paris. 

George  \ .  Clamp. 

.1.  C.  Cornwell. 

Plot.  K.  II.  ll.CallioiMi. 

I)   .S.  Weather  Pnrean. 

Broad  River  Power  Co. 
U.S.  W    It.  Aerological  Sta. 
D.  W.  Sharpe. 
S.  C.  Lt.,  I'ower  ,t  Hy.  (;o. 
II.  S.  Weather  Bmean. 
M.  U.  Calhoun. 

.1.  IMarvin  Bowers. 

Blue  Kidge  Forests  Co. 

•lolni  \V.  llamel. 

R.  Hartwell  Wilds,  D.D.S. 

L.G.RolV. 

Miss  Alberta  Sense. 
Broad  River  Power  Co. 
.John  11.  Baxter. 
.loshuii  Y.  .lones. 
W.S.Crotit. 
K.  \V..leter. 

M.  H.  Daniel. 
Mrs.  S.  K.  Long. 
}\.\\.  Brandt. 
Hev.  Oliver  .Johnson. 
W.  T.  Clawson. 


1  he  <lepartnres  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
(leteinniMUg  .section  or  division  means.     Kefereitce  letters  (»,  '',  ■=),  appearing  in  the  table  indicate  mnnlier  of  davs  missing;  for  example,  i'  represents  two  days  missing,  etc. 

T  Also  on  other  dates.  TT  Received  too  late  to  lie  included  in  means  and  summaries.  *•  'Pempeiature  data  are  from  observed  reading.s  of  the  dry  bulb :  means  are  com- 
puted from  observed  readings,  ttPost-ollice  addresses  of  the.se  sra lions  areas  follows:  Of  f!a.ston  Shoals.  Rlacksbnrg;  of  Winthrop  College  Itock  Hill  •  of  Ferguson,  EutaM'ville- 
of  Cresar's  Head,  Greenville;  of  Beaufort  (near),  Burton.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow 


EKRATA. 

.Tune,  1927.— Greenwood,  greatest  24_-hour  precipitation,  page  18,  should  be  1.15.    Kershaw,  maximum  temperature,  page  IS.  should  be  97  on  20th.    Santuck,  greatest 
24-hour  precipitation,  page  is,  should  be  0.57.    Text.  Damage  by  Lightning,  etc.,  page  17,  .Uh  line  from  bottom,  after  tank,  insert  "&t  .Johnston." 
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Daily  Precipitation  for  June,    1927. 

rtrainage- 

basins. 

Day  of  month. 

.^tiitions. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13     14 

15 

16 

17 

18      19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

.c 

Kiistt^i'ii  I'tirfioit. 

]leaufort(near) 

Blackvillt^lll; 

Oliarli'SKjii  •*• 

Ch.Taw  nil 

Coaway  ill! 

Darliiiston  III!  .   . 

C:oast 

Kitisio 

Coasr 

IVe  liee 

VVaccainiiw  ... 

Pee  Dee 

I.JMK'lieS 

Santce 

Pee  Dee 

do 

.31 
1.05 
.03 
.12 
.32 

.35 

.11 

.36 

l.i 

.50 

.62 
T. 

.70 

1.00 

2.27 

.04 

•)  (111 

T. 

'.'42 
.62 

1.1^ 
.88 
.44 

1.20 

.... 

'tV 
.45 

1.00 

1. 17 
33 

.'27 

.62 

i 

1.05:2.17 
.  05: . . . . 
.50    T. 
.52    .31 
.58    .35 

.50   .82 
.20  1.  12 

62 

.12    .93 
.  15    .55 

....J2.O2 

'.'26 '.'70 

.16    .42 

.04    .06 

CiOi     1  n 

.08 
.40 
T. 

'f.' 

.  10 

'T.- 

.... 
1.05 
.11 

.53 
.65 

'.'33 
.16 

.18 

.50 

.38 

T. 

.13 

'.'is 

.47 
.02 

.48 

'.'io 

.17 
.09 

.62 
.12 
.90 
.35 
.02 

.39 

'.'.56 
'.'06 

i.'oo 

T. 

.33 

.43 

.15 
.11 
.18 
.10 
.15 

.... 

■.■75 

■.'si 

.90 
.27 
.30 

'.'is 

"05 

.53 
■.'55 

'.'ii 

'.'65 

.07 

'.'ai 
.20 

.17 
.13 

i.'43 
.20 

.15 
.30 
.14 
.23 
T. 

't'.' 

.45 
.24 
.37 
.72 
1.45 

.■55 
.45 
.21 
.29 
.52 

2.00 

".\(> 
.28 
.15 

.04 
2.23 

'.'.% 
.91 

1.05 
.41 
1.04 
1.12 
1.45 

.02 

i.'oo 

.85 
1.02 

2.36 
.25 
.30 

T.' 

".U 
1.70 

'.'65 

.81 
.75 
.21 
.22 
.20 

.21 
.1.00 
.23 
.24 
.04 

1.42 

'.'so 

.22 

.48 

".'2-2 

.48 

.03 
.07 
.02 

'.'65 
T. 

'.'75 

.30 
1.10 

'.'39 
.02 

'.'io 

T 

.06 

T, 
1.00 

.02 

'[ii 

.05 
.24 

'.'55 
'.'08 

't'.' 

.32 
.... 

•.■62 

.70 

'f.' 

.20 
.50 
.01 
.12 
.04 

.50 

.it) 

.28 
.02 

'!i6 

.45 

1.72 

.39 
'.'65 

'.'06 
't'.' 
.02 

't.' 

2.10 

■■*■ 
.40 
.31 

'.'ib 

.05 
.35 

'.'36 
.21 
.10 

".'si 

'.'03 

2.30 
.37 

'.'•24 

.11 

'.'30 
.45 
T. 

't'.' 

'.'55 

'[20 

i.'4o: 
'.'op 



.... 


* 


9.39 

9.09 
4.10 

4.S7 
7. 33 

9.42 

Klliiijrliuin  nil 

Fersusoii  III 

Florence  1 II 1  . 

8.91 

5.  46 

6.  56 

Florence  2||  j 

35!  1   30 

.35 

'.'.50 
.05 

■.■•24 

'.'65 
'.'62 

T. 

.01 

■.'56 
■.'76 

7.19 

(laniftt 

(ii'orsi'Hnvii 

Savannah  — 

(.'(iiiyt 

niack 

I'ee  Dee 

ICdi.sto 

Cooper  

Sanlee 

Pee  Dee 

A.s!ile.v 

Waterec 

Ashepoo 

K.listo 

Savnniiiili  .... 

Hroad 

Sahida  

.41^ 

i.'io 

.70 
.40 

.55 

1.24 

.09 

.12    ..„,.„. 

1.29 

9.76 

'.'10 
.05 
.  22 

1.10 

.96 
.42 

KiiiifstrciMlli 

M;irs  I'.lult 

Oiaiiseliiiig 

....1.10 
1.75    .87 
.03    .47 

7.  .56 
6.73 
6.10 
5.95 

Himliii  III! 

Society  Hill  |||| 

Sdiiiiiif'rvillii 

Wedseiield 

YtMiia.vsnellil 

Weslfiii   I'dilidii. 

Aiken 

Aiiilei-.c(in 

Blaii-.<||1| 

Ca'sars  lloail 

(.'alhoiiii  I'all.s  nil 

.15 
.23 
.16 
.60 
.13 

1.79 

.90 
.90 

'.'.55 
1.05 

'.'46 

.37 

.48 

..52 

1.45 

58 

.40 
.58 
.42 
.40 
2.19 

'.'io 

.70 

.40 
.50 

'.'75 
.05 
.75 

.81 
1.12 

.75 

.12 

'.'65 

'.'si 
.21 

.15 
.82 
.10 

'.'i9 

'.'20 
'.'ii 

.21 

.12 

'.'■22 
.02 
.55 
.07 

i.'24 

.55 
.04 

.68 
.13 
* 

..50 
3.16 

.62 
.43 
.10 
.48 
.41 
.30 

.07 
.63 

'.',50 
.09 

.20 
.38 
1.25 
.13 
.39 
.67 

.20 
.  46 
.06 
.46 
.46 

.75 

'.'49 
.54 

.25 
.30 

't' 

.30 
.18 
.28 

"■m 

'.'20 
'.'ifi 

.30 

.29 
.28 

'.■J6 
T. 
..33 

".1)9 

— 

.... 

.35 

'!65 

.46 
.38 

191 

.15 

.07 

.... 

'f. 

.93 

•2.' 6.5 
.80 

.09 

7.15 

5.  77 

6.  ,54 

.'07 

'.'i.5 

.03 
.52 

.88 
.31 

1.87 
.48 

1.04 
40 

1.32 
.80 

'.'io 
'.'41 

1.44 

.32 
.66 
.48 
.51 
.39 
.54 

.35 
.30 
.54 
.,58 
.57 

.98 
.35 
.65 
.01 
1.09 
.43 

.05 
2.40 

:'.' 

.19 

.05 
.42 

'.68 

i.'oi) 

.92 

.-30 

.78 

.04 
'.'14 

■.'si 

■.'46 

'.'6i 
'.'25 

.03 
.50 

.... 

.50 
.73 

1.15 
'.19 

.05 
2.03 

'.'30 
.13 
.60 
.52 
.10 

.86 
.68 

'.'77 

'.'4i 

.35 
..36 
.18 

'.'72 

.17 
.73 
.55 

.40 

S5 

'.'is 
'.'52 

'.'48 

.19 
.06 

'.'70 
.26 

.06 
.27 

'!61 
.05 
.27 

.50 
.01 

i.'66 

7.18 
11.62 

6.74 
5  06 

■  ■  • •!■ •  •  ■ 

.08 

'.'40 
.05 

.14 

.02 

't.' 
't. 

".'16 

'.'02 

.... 

'.'oi 
't  " 

.'.!' 

't. 

".'25 

.... 

."65 

'.03 
.03 

i.'oo 

.'44 

.67 

T.' 

:::] 

.... 
— 

.... 

... . 

.. . 

3.80 

•••f  r  ■ 

1.10 
T. 

.14 

55 

.30 
T. 

5.  66 
5.4  4 

<':illli)Hll  Jljl 

Waleree 

Ciitawlia 

Salndii   

Broad  

.•^avainiiili 

(Jonffaree 

Enoree 

••^avalinali 

Siivannali  .... 

liroad 

WaliKla 

<lo 

\\'ateree 

Broa.l 

L.vnclich 

Hroad  

Salnda 

Piilucla 

.3.5i  .9S}.... 

I 
.    .  .1  .9Sl  .05 
1.47    .19!.... 

:;;y.'56'';" 

.13  ....    .01 
....    T.  !.... 
.10;....!.... 
.lOi  .2fij.... 

. . . .  i  'r  '  . 01 

.151  .  18|  .03 

.601  .20!  .03 
.34i  .06!.... 
.061  .59;  .07 

.  45! ....  i ... . 
.14,  T.  i..., 

.42^ 

f.' 

.'o' 

.02 
'.'64 



.... 



'.■73 

.19 
.34 

'.'12 

.... 

.07 
.25 

■.'32 

1.00 

.99 
.80 

'.'2.5 
01 

5.  35 

CiUawlia  III! 

(■IliUMif'M.sllll [\\ 

('\\eslfr ' 

CIhuisihi  Coll.'ijo 

Columbia  **' 

'.'12 
.... 

.... 

".-0 

■.'64 

.23 
.12 

.25 

'!04 
.80 

'.'14 

'f.' 

.23 

'.'2s 
.12 
.33 

.■}.' 

.'06 

■.'i2 

■.'23 
.06 

.25 
.03 

■.'03 
.51 
.24 

■.'is 

.OS 

.12 
.22 

.15 
.On 
.28 
.01 
.63 

..50 
.23 
.30 
.04 
.15 

.25 
.03 

r: 

't.' 
'[67 

".'is 

'.'is 

.'72 

'.'80 
.34 

'.'65 

i.'so 

.... 

.19 
.40 
.42 
.50 
.01 

'.'05 
.13 

.05 
.52 

'i 

1.59 
.49 

.'33 

^ 

'.'ii 

1.67 

.80 

'.'33 

.0- 

.10 

'.'61 
.30 

4.1s 
6.  03 

"4.' 63 
4.10 

Crescent 

J)ue  Wf.sl*'* 

Kiiseiii-'iii  i[;i 

.03    .01 
.01    .05 

2.  00[ . . 

.3H|.... 

.02!   .02 
1.47    .21 

.10!.... 
1.231.... 
.191.... 

1.46;.... 

.  33,  T. 

.83 

'.'70 
'.'52 

. . . . 

1 

. . . . 

3.56 
4.89 
5.  65 

fi'iisi()u«ii()aisiiir. '..;■■■ 

firccnviilH     ♦♦• 

(irciMHVooil  nil 

',[[[] 



3.  ,53 
4.95 
0.61 

II>'»(li  Springs  

Hoghapk  Mountain .'!'. 

K.Tsiunv  ,111 

I.an.lniiii 

LaiiriHis 

.76 
.90 

'.'88 
.05 

.08 

■ 

. . .  . 
01 

.'21 

4.61 
.5.  42 
2.69 
.5.  45 
4.61 

'.'20 
'.'22 

.... 
1.30 

'.'25 

.10 

'.'22 

.02 
.23 
T. 

'.'64 

.81 

"m 

'.'io 

T. 

.20 

.40 

'.'25 
.25 

,  ! 

5.10 

P.road 

Salnda 

do 

do 

.io;....i  .;. 

.08'  .301      . 
.76....    T. 
1 1     osl 

■'ir'.' 
't'.' 

'.'66 

T.' 

.... 



■'68 

■r.' 
'.'ii 

'.'i7i'.'40 
.38j... 

1.041  .12 
.20    .04 

20    -  - 



2.  (0 

'.'12 
.06 

.15 
.02 
.32 
.25 

.49 
..52 
.04 
.41 

.70 
.30 

.98 

.41    .05 

.02 

.60 

5.29 

.18 
.01 
.14 

.02 

.63 

4.  f,6 
4.31 

Pinniick  . .. 

liroad 

do 

06!"' 

.30    T. 

.oil  T 

1 

2.84 

?^!>ai'tiuiltnrfir  illl 

.20 
.40 

'.'40 

3  85 

Tri'nK.n 

Wallialla 

Wlnnsliorollll 

WintliropColleKe 

Kdislo 

.Savannah 

liroad 

Catawlia 

".06 

.56 
.16 
.31 
.  65 

'.'64 

T. 
. . . . 

'.'20 

.24 

.78 

90 
T. 

.6,51  T. 

■17;.. 
...    1  .03 
1.26   .05 

T.    .... 

''is!!!! 

't. 

6.  .'is 
4.62 
2.78 
3.17 

K.xcciit  as  otherwise  indicated,  nb.servations  are  generally  made  late  in  tlie  afternoon,  near  suti.^et,  and  precipitation  reeordod  is  for  tlie  24  hours  ending  at  the  tiiTii>  of 
oliservation,  ||||  Precipitation  niea.^mvd  in  tlie  inornins:  anion  lit  tlieii  recorded  is  for  the  pieced  ins  24  lionrs.  ***  lieirnlar  Weather  Hnrean  station;  precipitation  is  for  Mu> 
24-lioiir  period,  niiilnight  to  niidniifht.    *  Precipitation  included  in  the  next  foUouincr  measurement.    ISepaiate  dates  of  falls  not  re<'orded.    T.  Trace,  or  loss  than  O.ol   iiic'h. 

COMPARATIVE  DATA  FOB  JUNE. 


Year. 


ler  of 

,  '1''' 

iiiperatnre. 

Pie<'iii 

tatioii. 

days. 

5 

0 

V 

2 

a, 

%  0 

C 

•'■ 

— 

^ 

< 

■■re  0 

-• 

£  -- 

-' 

1888. 
1889. 
1890. 
I801. 
1892. 
18it:i. 
189). 
1895. 
1896. 
1897. 
1898. 
1899. 
191)0. 
19;il. 
1»I2. 
1903. 
19114. 
1905. 
1906. 
1907. 
1 908 , 


107 

102 

99 

103 


99 

96 
105 
105 
102 
103 
105 
105 

97 
102 
105 

96 
102 
101 
102 

99 
100 


3.  53 
2.73 
5.  1(1 
■2.41 
3.20 

5,  ^25 
7.64 
3.91 
3.04 
5. 42 
5.44 
4.15 

3.  89 
7.94 

6.  .-i5 
4.48 
8.09 

4.  06 
1.92 
8.88 

5.  92 
4.  90 


s\v. 

SB. 

s\v. 
s\v. 

■S\V. 


SU'. 

sw. 

SU'. 

sw. 

sw. 

sw. 

e. 

sw. 

sw. 


Year. 


Temperature. 


Precipitation. 


1S09 

1910 

79.2 
7,5.5 
80.9 
75.  5 
76. 2 
81.1 
76.0 
76.4 
76.9 
77.0 
76.4 
77.4 
79.2 
78.2 
77.1 
78.7 
80.4 
77.  2 
74.9 

77.5 

105 
98 
106 
101 
105 
108 
103 
100 
10-2 
106 
101 
105 
103 
101 
101 
104 
105 
103 
104 

108 

■58 
46 
54 
48 
40 
50 
49 
48 
43 
50 
46 
,52 
50 
52 
49 
52 
58 
46 
48 

39 

6,87 
7.78 
3.42 
5.68 
5.  53 
3.80 
4. 26 
5.12 
4.49 
3.44 
5.97 
3.41 
2.81 
5.48 
2.31 
5.12 
3.09 
4.41 
5.67 

4.81 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918   

1919 

1920 

1921 

19'22 

19'i3 

1924 

1 925 

1926 

19-27 

Period 

Average  iinmher  of 
ilays. 


"i 
fl  5 


sw. 
sw. 
sw. 


w. 
w. 

sw. 
sw. 


24 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


June, 1927 


Daily  Temperatures  for  June,   1927 

• 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12      13 

14 

15 

16 

17 

18 

19 

20  1 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Knittern  Pnrlinn. 

94 
62 
86 
65 

71 
91) 
63 
92 

88 
89 
67 

90 
66 
88 
68 
93 
64 

83 
72 
91 
67 
82 
75 
70 
63 
81 
66 
78 
63 

86 
66 
80 
66 
93 
69 

98 
72 
95 
70 
96 
77 
85 
62 
89 
69 
97 
66 

83 
67 
86 
66 
95 
72 

94 

79 
97 
73 
86 
75 
86 
61 
82 
62 
87 
61 

86 
70 
87 
62 
100 
73 

'75 

93 
75 

98 

90 
04 
91 
68 
89 
63 

81 
72 
89 
70 
100 
68 

86 
75 
89 
07 
80 
69 
78 
63 
85 
66 
80 
65 

72 
66 
81 
67 
92 
71 

86 
67 
83 
65 
84 
68 
76 
57 
84 
66 
81 
61 

76 
65 
80 
64 
94 
65 

78 
65 
80 
63 
79 
68 
73 
61 
79 
65 
78 
C4 

79 
66 
81 
66 
82 
65 

88 
70 
85 
65 
81 
74 
86 
63 
81 
68 
85 
65 

83 
69 
86 
68 
89 
69 

82 
73 
89 
OS 
89 
74 
86 
67 
86 
70 
87 
70 

86 
71 
90 
72 
88 
70 

89 
71 
90 
71 
91 
74 
93 
69 
91 
72 
92 
72 

87 
72 
93 
71 
85 
67 

90 

n 

87 
70 
88 
71 
88 
69 
91 
72 
89 
73 

89 
71 
90 
73 
92 
69 

93 

70 
97 
70 
93 
73 
92 
65 
93 
70 
92 
69 

94 

72 
94 
70 
97 
67 

96 

75 
97 

90 
78 
94 
72 
94 
74 
92 
74 

95 
74 
91 
74 
98 
70 

85 
70 
79 
68 
90 
65 
03 
60 
83 
61 
67 
62 

83 
71 
74 
70 
86 
67 

71 
60 

74 
56 
75 
63 
76 
56 
80 
59 
77 
58 

78 
78 
78 
58 
77 
60 

76 
67 
67 
60 
75 
68 
69 
61 
71 
63 
71 
62 

77 
72 
68 
62 
79 
67 

84 
64 

75 
58 
80 
66 
64 
54 
SO 
58 
67 
58 

80 
60 
71 
59 
83 
63 

86 
04 

85 
63 
84 
65 
85 
68 
81 
62 
78 
57 

81 
61 
76 
60 
88 
63 

87 
73 

88 

60; 

84  i 
72 
88 
60 
89 
65 
88 
62 

89 
63 
87 
03 
88 
70 

92 

72 
86 
68 
83 
75 
82 
64 
84 
66 
82 
66 

85 
70 
88 
67 
92 
70 

94 
75 
95 
65 
91 
76 
94 
68 
95 
72 
91 
70 

99 
09 
95 
69 
96 
70 

93 

77 
95 
69 
90 
77 
93 
68 
96 
73 
91 
70 

93 
72 
96 
73 
96 
68 

91 

71 
89 
70 

87 
75 
88 
68 
89 
70 
87 
68 

S9 
70 
89 
70 
90 
69 

87 
70 
90 
70 
84 
74 
92 
77 
86 
72 
88 
73 

91 

72 
90 
73 

92 
74 
94 
74 

92 
77 
95 
69 
94 
74 
91 
72 

88 
72 
94 
72 
90 
70 

82 
67 
78 
75 
80 
68 
84 
64 
88 
66 
79 
66 

80 
68 
86 
68 
83 
06 

83 
73 
85 
64 
81 
70 
86 
55 
86 
59 
83 
59 

84 
02 
81 
67 
88 
65 

88 
62 
92 
56 
83 
67 
95 
56 
91 
55 
88 
57 

89 
56 
86 
59 
93 
65 

'84. 9 

Beaufort  (near) (  Mininuim.... 

B''ickviile (  Minimum. . . . 

^,      ,     .                           Maximum  . . . 
Cliarlestou /Minimum.... 

^,           ,,,,                      i  Maxiiiuim  ... 

Ch<ira.\s% (Minimum.... 

\  Maxinnnn  . . . 

t'0""'*y '  Minimum.... 

,^     ,.      .       ,,,,                 i  Maxinnnn  . . . 

70 
100 
65 
95 
70 
102 
65 
99 
67 
98 
70 

97 
65 
96 
•  65 
100 
75 

70.2 
87.7 
66.8 
85.9 
71.7 
81.4 
63.4 
87.0 
67.  S 
84.7 
65.4 

_               ,,,,                 (  Maximum ... 

Ferguson  S^SS (Minimum.... 

)  Maxinnnn  ... 

'''"■■'""•e  1   (  Mininnnn.... 

_          ..                            \  Maxinnnn  . . . 
GmwM j  Mininnnn.... 

85.7 
68.3 
85.7 
67.0 
■90.8 
•67.8 

(leorereto vvti i  m: ..;,., .-...^ 

"96 
66 

t^ 
88 
66 
91 
67 
88 
66 
93 
64 

9.'i 
6'i 
S.'i 
62 
76 
63 
88 
6'> 
92 
64 

"87 
."19 
92 
66 
87 
61 
84 
63 

93 
62 
8/i 
6.') 
74 
61 
89 
6.i 
83 
6f 

90 
63 
on 
62 
91 
64 
8S 
6'1 
89 
61 

76 

"84 
69 

88 
65 
72 
64 
86 
69 
84 
64 
88 
70 

88 
66 
77 
65 
68 
56 
86 
65 
81 
63 

"so 

65 
83 
66 
75 
66 

64 

91 
63 
68 
62 
65 
55 
73 
62 
75 
61 

86 
66 
78 
61 
82 
64 
76 
64 
74 
64 

84 

"89 
68 

92 

69 
86 
65 
93 
72 
90 
68 
96 
71 

92 
69 
88 
64 
78 
57 
90 
62 
90 
66 

"87 
63 
91 
70 
89 
66 
S3 
65 

79 
66 
86 
64 
78 
59 
85 
65 
85 
64 

90 
67 
89 
68 
on 
!     68 
92 
68 
SS 
65 

85 

"90 
65 

95 
71 

84 
62 
94 
73 
90 
65 
99 
73 

9^2 

70 

88 
62 
76 

57 

f^ 

»2 
63 

"83 
62 
90 
65 
88 
63 
83 
61 

90 
62 
78 
60 
73 
55 
85 
61 
81 
61 

83 
62 
89 
61 

sr 

64 
93 
64 
89 
62 

82 

1? 

94 
70 
88 
62 
95 
71 
90 
70 
99 
70 

95 

72 
89 
66 

58 
94 
66 
86 
66 

"87 
58 
90 
71 
87 
66 
84 
68 

89 
63 

84 
65 
73 
59 
85 

(^r 

85 
6f 

85 
64 
90 
!     69 
90 
66 
86 
66 
87 
65 

84 

"ST 
68 

84 
66 
78 
65 
85 
67 
85 
68 
89 
70 

92 

68 
77 
64 
68 
58 
84 
62 
82 
64 

77 
60 
80 
67 
81 
62 
74 
59 

92 
65 
75 
55 
67 
53 
78 
64 
82 
61 

82 
66 

1   f^ 

60 
80 
61 
86 
6" 
81 
61 

76 

"si 

66 

84 
65 

"59 

82 
66 
80 
65 
92 
65 

82 
67 
75 
59 
61 
58 
78 
62 

"79 

66 

77 
65 
77 
59 
76 
66 
79 
66 
79 
65 

80 
66 
79 
63 
69 
56 
83 
62 

"S.5 
70 

86 
69 
85 
64 
82 
70 
83 
70 
88 
68 

84 
68 
82 
66 
73 
58 
87 
62 

"S5 
72 

89 
71 

86 
65 
87 
73 
85 
72 
86 
71 

87 
71 
87 
70 
78 
63 
90 
66 

"96 
72 

90 

70 
S3 
71 
88 
-■> 

m 

71 

86 
09 

85 
70 
87 
70 
78 
64 
88 
69 

"96 
72 

89 
71 
90 

72 
88 
71 
87 
72 
90 
09 

87 
69 
78 
70 
74 
60 
88 
70 
94 
75 

"82 
68 
88 
71 
79 
70 
75 
65 

89 
70 
79 
70 
75 
65 
88 
72 
82 
66 

82 
70 
86 
69 
86 
72 
89 
72 
84 
72 

74 

"93 

71 

94 

69 
92 

67 
93 
70 

09 

69 
95 
68 

92 
68 
93 
67 
83 
73 
96 
67 
93 
68 

"93 
64 
94 
70 
94 
66 
92 
66 

81 
67 
89 
68 
82 
64 
93 
68 
90 
67 

96 
66 
95 
67 
96 
67 
92 
67 
95 
64 

87 

"93 
74 

96 
73 
93 
67 

"92 
74 
96 
72 

92 
71 
88 
65 
82 
69 
98 
69 
91 
70 

"90 
67 
94 
70 
92 
68 
86 
70 

95 

70 
91 
71 
79 
64 
95 
7( 
81 
65 

95 

70 
93 
69 
94 

70 
95 
71 
93 

70 

87 

"88 
C2 

78 
70 
70 
68 

"89 
60 
90 
67 

91 

59 
75 
58 
63 
60 
76 
67 

"77 
60 

74 
59 

77 
58 

"76 
60 
73 
60 

73 
57 
70 
57 
64 
48 
78 
56 

"72 
61 

71 
62 
70 
60 

"76 
61 
77 
63 

72 
(i2 
67 
58 
55 
52 
68 
58 
76 
63 

"70 
60 
74 
58 
66 
55 
67 
59 

74 
59 
67 
52 
59 
53 
69 
61 
70 
61 

70 
61 
69 
60 
6f 
59 
62 
61 
68 
61 

67 

77 
60 

73 

58 
66 
57 

"69 
58 
83 
62 

70 
58 
65 
56 
68 
50 
67 
57 

57 

"68 
56 
72 
59 
65 
55 
64 
56 

65 
55 
60 
56 
58 
49 
65 
60 
65 
56 

65 
5f 
65 
55 
63 
56 
64 
58 
64 
57 

65 

"so 

61 

81 
60 
80 
57 

"so 

59 
87 
61 

85 
62 
82 
60 

.50 

85 
57 

"58 

"s-i 

61 
83 
60 
82 
60 
82 
59 

67 
57 
77 
59 
75 
52 
82 
57 
85 
57 

83 
59 
83 
57 
82 
.59 
84 
60 
84 
56 

81 

"87 
64 

87 
72 
87 
61 

"87 
68 
87 
69 

85 
69 
83 
60 

78 

rs 

87 
62 
90 
60 

"84 
60 

88 
68 
83 
66 
82 
66 

83 
61 
85 
61 
75 
58 
86 
63 
85 
61 

87 
63 
8f 
64 

88 
65 
85 
69 
88 
60 

87 

'84 
70 

87 
69 
84 
65 
83 
71 
84 
68 
88 
70 

89 
70 
83 
68 
69 
60 
90 
64 

"68 

"82 
65 
84 
70 
83 

?? 
65 

86 
66 
8) 
65 
69 
57 
84 
66 
75 
63 

85 
70 
84 
67 
8f 
71 
91 
68 
85 
6f 

78 

"92 
70 

94 

69 
92 
66 

"90 
68 
91 
68 

91 

68 
87 
67 
76 
60 
90 
65 
96 
70 

"89 
66 
92 
69 
88 
67 
87 
66 

86 

67 
90 
65 
77 
62 
92 
68 
86 
67 

90 
68 
90 
69 
91 
68 
86 
69 
90 
67 

88 

'  92 

73 

93 

70 
92 
70 
91 
71 
90 
72 
93 
68 

90 
69 
87 
67 
78 
67 
90 
68 
96 
71 

"S7 
67 
92 
70 
88 
67 
85 
68 

90 
68 
91 
69 
78 
64 
92 
70 
88 
67 

90 

68 
9" 
67 
90 
68 
S3 
70 

on 

69 

87 

"87 
70 

88 
70 

88 
08 

"sr, 

70 
91 
69 

88 
68 
84 
67 
76 
64 
85 
68 

"70 

"85 
67 
87 
70 
84 
PS 
S6 
67 

89 
67 
85 
65 
76 
63 
89 
68 
86 
66 

87 
67 
90 
66 
87 
69 
85 
72 
87 
65 

85 

"95 
72 

87 
72 
89 
70 

"88 
72 
89 
70 

S5 
71 
86 
71 
78 
65 
88 
70 

73 

.... 

"89 
68 
87 
73 
86 
71 
85 
70 

85 
70 
71 
81 
77 
62 
86 
72 
87 
66 

89 
71 
89 
67 
88 
79 
87 
69 
90 
72 

8f 

"jli 
73 

93 
71 
94 
72 

"90 
72 
93 
70 

90 
69 
90 
66 
79 
68 
90 
68 

"75 

"gi 

65 
92 
72 
90 
67 
88 
66 

98 
68 
9r 

70 
78 
64 
92 
70 
90 
66 

93 

67 
91 
67 
91 
70 
79 
68 
94 
68 

87 

"86 
68 

87 
68 
80 
67 

"56 

85 
68 
88 
73 

84 
65 
84 

^\ 
59 
85 
67 
86 
65 

"90 
65 
77 
69 
78 
66 
79 
64 

90 
65 
78 
65 
73 
54 
84 
67 
87 
63 

SO 
66 
SO 
65 
81 
67 
79 
68 
81 
66 

86 

"86 
63 

82 
66 
S3 
58 

"it 

67 
86 
65 

84 
68 
84 
63 
76 
60 
86 
66 
82 
63 

"85 
62 
84 
65 
82 
63 
83 
64 

82 
61 
82 
59 
76 
58 
86 
58 
86 
59 

89 
61 
89 
61 
87 
61 
84 
61 
86 
57 

94 

"S7 
58 

89 
57 
90 
55 

88 

"92 
63 
87 
55 

89 
67 
91 
65 

78 
63 
91 
66 
89 
60 

"92 
62 
92 
63 
91 
63 
93 
68 

86 
62 
90 
58 
84 
60 
94 
59 
94 
62 

93 

61 
91 
65 
93 
60 
91 
58 
94 
56 

88 

"95 
67 

99 
66 
98 
59 
95 
64 
98 
60 
98 
63 

97 

68 



....                           \  Maxinnnn  . .. 

86.4 
67  4 

„           ,                         \  Maximum  . . . 

OraiiRelmrir i  llininuini. . .. 

•  .     ii'M  .1,1              \  Maximum  . .. 

^"'•"'•V""l">^'i^ (Minimum.... 

.,,                   \  Maxinnnn  . . . 

'^""""'''•^■'Il« i  Minimum.... 

,..,,.,,                     (  Maxinnim  . .. 

87. 0 
67.3 
•84.2 
64.0 

"■■85.'7 
66  9 

(  .Miixinunn  . . . 
^  ^'i"«'^-'"'e i  Minimum.... 

W'enlerii  I'diliiiii. 
.                                     j  Maxinnnn  . .. 

89.2 
67.3 

86.9 
66.  9 

.     ,                                  i  .Maximum  . . . 

Ai"1«'«>i' i  Mininnnn.... 

_,          .    Tf      ,              >  Maximum  . .. 

CaesarsHea.l (Minimum.... 

„   ,,           ,,,.,,           )  Maxinnnn  . . . 

(lalhoun  l'alls\^'J ,  Miiiimnm.. .. 

,,        ,       , ,                      )  Maxinuni'  . . . 
f'»""'«i'W (Minimum.... 

Cliester )  Maximum  ... 

1  Mininnnn 

(MHmsou  ('(illHKe  ,        *  -Maxinnnn  ... 

(  Mininnnn. . . . 
Columbia                    )Maxinuun... 

(  Mininnnn 

Due  West (  Maxinnnn  ... 

/  Minimum 

Greenville....              S  Maxunum  ... 

)  Mininnnn 

nrpenwon.l    (Maximum... 

'  Mnninnm 

"-"'^'-'■'«^ ISmrn.::: 

Hogback  Mountain.  !  J}™-;:: 

ICersliaw  ..                   \  -Maxinnim  ... 

(  -Mmnmnn 

Laiulrnm                       \  Maxinnnn  ... 
'  Mnnnuun 

I— iSZ"::: 

'■'■•""-'""-' lS;r.::; 

Newherrv                       jMaximun,  ... 
■' '  Mininnnn 

Salmla )Mf,^Z'""--- 

98!.... 

70:.... 

89  ... . 

69  ... . 
101  .... 

69, .... 
100;.... 

64'.... 

"99  .... 

65  .... 
101  .... 

71  .... 
99i.... 

68  .... 
99... 

74  .... 

94  .... 
69' ... . 
971.... 
71;.... 
90S ... . 
68  ... . 
102j.... 

ion!!.. 

73  .... 

99  ... . 

66  . . . . 

100 

70! ... . 

99:.... 

r.s! . . . , 
98  ... 

661 

83.0 
64.4 
73.8 
60.  1 
86.7 
64.5 

67 

"73 
59 
77 
64 
75 
60 
70 
58 

87 
59 
72 
58 
6» 
52 
78 
58 
72 
57 

77 
60 
74 
59 
74 
60 
79 
61 
7? 
59 

70 

65 

"so 

61 

78 
68 
81 
65 
75 
63 

75 
66 
74 
63 
65 
56 
7f 
64 
75 
64 

82 
6n 
79 
62 
82 
66 
77 
66 
81 
63 

76 

67 

"so 

64 
83 
68 
82 
65 
78 
67 

80 
65 

82 
62 
72 
60 
85 
64 
82 
65 

85 
64 
1     83 
64 
83 
65 
77 
66 
83 
62 

84 

70 

"S8 
69 
84 
72 
87 
70 
85 
69 

83 
70 
85 
71 
77 
63 
86 
72 

90 
71 
87 
69 
87 
72 
85 
71 
88 
71 

86 

71 

"90 
66 
91 
73 
89 
69 
88 
68 

87 
70 
87 
71 
81 
64 
92 
70 
90 
66 

93 

71 
89 
68 
90 
72 
8« 
71 
91 
71 

87 

68 

78 
60 
74 
58 
70 
59 
71 
57 

91 
67 
66 
55 
66 
51 
72 
55 
74 
59 

79 
59 
85 
67 

1     " 
60 

80 

60 

70 

61 

'72 
57 
78 
60 
70 
55 
71 
57 

72 
55 
72 
54 
63 
48 
72 
54 
72 
56 

72 
55 
72 
55 
72 
56 
72 
58 
73 
53 

68 

66.1 

""si'i 

63.0 
85.7 
67.2 
83.0 
64.5 
80.9 
64.4 

85.0 
64.5 
80.7 
63.7 
73.4 
58.4 
81.2 
64.7 
82. 6 
63.4 

85.4 
64.8 
85.2 
64.1 
85.0 
65.  3 
83.5 
65  6 

Santncl;....                  )  Maximum... 
'  .Mininnnn 

c       ,      ,                        S  Maximum  . . . 
Spartanliur? i  \[i,iimnni 

109 
66 

98 



84.8 
63.5 

81.8 

„,       1                             S  ^^aximum  . .. 

^'■''"t"" (Minimum...: 

,„  ,,    ,,                         (  Maximum  . . . 

^^ ''"'«"« »  Minimum.... 

>„•        ,        .tt                (  Maximum  . . . 

\\un.sboroS\\\ >  Minimum. .. . 

,,,.    ,.         „   ,,              S  Maximum  . . . 
W  intlirop  (Jollepre  . . .  ,  Minimum. . 

'9r 

61 
84 

80 
63 
«■; 
65 

87 
67 
74 
64 
75 
63 
73 
61 

"91 

69 
86 
58 
89 
65 
87 
62 

92 

65 
88 
62 
84 
62 
78 
60 

94 
71 

sq 
59 

89 
63 
8f 
65 

91 
69 
79 
60 
81 
65 
80 
62 

80 
64 
77 
58 
73 
59 
71 
57 

"82 
65 
78 
6') 
80 
61 
78 
63 

1     86 
68 
81 
62 
81 
65 

a. 

63 

86 
70 
88 
67 

88 
72 

1     89 
70 

86 
76 
89 
63 
91 
71 
96 
67 

85 
70 
79 
65 
90 
72 
87 
70 

96 
6S 
92 
62 
On 
67 
9" 
6f 

92 
76 
8S 
6B 
9.= 
74 
92 
7C 

7." 
60 
75 
62 
74 
69 
74 
57 

72 
57 
71 
5f 

";. 

5f 
7f 
51 

69 
57 
67 
58 
7'" 
61 
71 
6£ 

67 
58 
67 
58 
62 
5f 

7r 

5£ 

84 
60 
84 
59 
84 
56 

sr 
5."^ 

85 
67 
83 
57 

1     8S 
1     '='- 

or 

6C 

S6 
67 
7B 
63 
8? 
6" 

sr 
6.' 

92 
60 
87 
62 
91 
67 
9r 
67 

99 
69 

sr 

6? 
91 

re 

9f 
6" 

85 

og 

84 

6? 

6" 
9'. 
6f 

86 
71 
87 
6£ 

"r.c 

90 
71 

•etc 
'C 
91 
6f 
9; 

'9 

6> 

87 
64 
82 
6n 
82 
6f 
8^ 
6f 

87 
64 

S.-i 
61 
ff 
N 
9^ 
5( 

94 

6P 
W 
69 
9? 
6f 
9.' 
6C 

101 

7r 

lOf 
6- 

104 
6' 

10 
)     6i 

!!!! 

. . . . 

!!!! 
* . . . 

86.4 
66.1 

83.  C 
61.  f 

•84.  f 
•64.4 

84.  c 
63.5 

Keferenee  letter.s  (»,  t>,  e),  appearins?  in  the  table  indieate  number  of  days  missius:  for  example,  ^  repre.sents  two  days  missing,  etc. 
H  In-ftruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  rharged  to  the  preceding  day,  on  wliich  it  almost  always  occurs. 

WBO,  Raleigh,  7-25  27-900 
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CLIMATOLOGICAL    DATA. 


SOUTH  CflROLilflfl  SECTION. 

KICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XXX.  Columbia,  S.  C.  July,  1927. 


No.  7, 


a£N£BAL  SUMMARY. 

The  month  was  coinparatively  seasonable,  though  some- 
what cooler  than  usual.  Precipitation  averaged  slightly  above 
normal. 

Frequent  rains  were  generally  favorable,   and   all    crop.- 


local  monthly  amount  was  13.78  inches  at  Pinopobs;  least  local 
monthly  amount,  2.6.5  inches  at  Hogback  Mountain.  Ibe 
greatest  amount  during  any  24  hours  was  4.20  mches  at  i.dge- 
lield  on  the  18th.  The  average  number  of  rainy  davs^was  18  /o 
above  normal.  Light  hail  occurred  at  Hoghack>^Mohtitain  on 
the  8th  and  9th  and  at  Mars  Bluff  ^n\th€^^2d. 

Kilhd.  and  Injured  by  Lightning  and  Wind.—m,  a  negro 
killed  by  lightning  at  Chester.  6th,  in..Cavtei-s  Section,  near 
Chester,  afternoon.  Fred  Sanders,  negro  farmer.  14tl|„a^er- 
noon,  near  Bishopville.  B.  K.  Copeland,  white  vo^v^tb^^a^fittLlias 
Brown  and  Mrs.  Lee  Cain,  colored.  19th>,Rt  it):  15  p.  m.,  near 
Union  Station,   Columl)ia,   J.  H.  iJtoh   severely    injured   by 


made  good  to  excellent  growth,  though  rather  rank  in  some  |  lightning.  21st,  evening,  near  Elloree,  W  .  J  .  McKendiee,  a 
section"^  Corn  in  good  soil,  properly  tended,  was  especially  large  tree  falling  on  his  moving  automobile  during  a  wina 
fine,  and  sweet  potatoes,  truck,  peanuts,  and  les.«er  crops  in  j  squall;  his  son  was  injured.  21st,  at  night,  lom  Udoin,  negio 
proportion.     Tobacco  curing  continued   as  the  month  closed,  j  farmer. 


and  winter  cereal  thre.shing.  delayed  by  intermittent  showers, 
was  practically  finished.  Peaches,  melons,  and  all  kinds  of 
vegetables  were  abundant.  Cotton,  likewise,  showed  good  to 
excellent  condition,  but  was  ratlier  rank  in  spots;  the  crop 
bloomed  and  fruited  freely,  except  in  a  rather  broad  curved 
belt  from  the  northeastern  to  the  west-central  border,  where 
boll  weevil   ravages  increased  materially,  the  pest   taking  the 


Damage,  by  Lightning,  Hail,  Heavy  Rains,  and  ]lind.—iih, 
in  Edgmoor  and  Pvossville  Section,  evening,  heavy  rains,  haiL 
and  wind;  damage  estimated  at  $10,000  in  an  area  of  about  o 
square  miles.  4th,  in  Borden  Section,  near  S""'^^['  J^.f^''^^ 
rains,  hail,  and  wind,  early  night;  loss  approximated  «8,UUU. 
.5th,  13th.  and  23d,  damage  by  wind  and  hail  at  Chester  esti- 
mated at  about  $6,000.     13th,  in  Edgmoor  and  Lewis  Turncut 


boll  weevil   ravages  increased  materially,  me  pesi   laiung   luf   maiea  ai  aooui  iju.vw.      l^<.u,  „,  ^u.,f^^^.^^ ^-  -^  . 

middle  and  top  squares  and  voung  bolls  generally,   but  was  |  Section,  heavy  rains,  wind,  and  hail :   damage  approximatea 

nractieillv  negligible  in  the  Piedmont:  there  was  comparatively  I  $4,500.     19th,  near  Greenville,  2  mules  killed  by  ligntning 

little  shedding  from  the  rain  effects;  the  first  open  boll  reported    value,  .$200.     24th,  Allendale,  negro  Baptist  church   damaged 

was  from  near  Lvkesland.Pviciiland  County,  on  the  29th.    Most!  $2,000    by    lightning.      21st,    home   of    lorn    Odom,    colored 


crops  were  clear  of  grass  as  the  month  closed. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30  05  inches.  The  highest  pressure  was  30.28  inches  at 
Savannah,  Ga.,  on  the  12th,  and  in  the  Section  proper,  30.22 
inches  at  Charleston  on  the  16th  and  at  Columbia  on  the  17th  ■ 


farmer,  who  was  killed  by  lightning,  jijjd  by  lightning  durinf 
same  storm  and  burned:  loss,  about  """^"^ 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocitv,  determined  from  9  anemometer  records,  was 
6.2  niiles.  The  highest  average  velocity  was  9.1  miles  per  hour 
inches  at  Charleston  on  tne  ibtn  ana  at  v^oiumma  um  uir  m...,  at  Savannah,  Ga.,  and  in  the  Section  proper,  8.3  miles  per  hour 
the  lowest  pressure  was  29.74  inches  at  Augusta,  Ga.,  on  the  j  Charleston ;  the  lowest  average  was  3.3  miles  per  hour  at 
2d,  and  in  the  Section  proper,  29.77  inches  at  Greenville  on  t  Charlotte,  N.C.,  and  in  the  Section  proper.  5.5  miles  p 
.1  ' .i.i,.  n^i.,..,i.;o       MM.o  i,;,vLoaf   voln^itv  for  nnv  5-minute  t 


?per  hour  at 


the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  39  stations,  was  78.3°.  or  1.4°  below  the  normal.  The 
highest  temperature  was  104°  at  Gnrnett  on  the  1st.  The 
notably  warm  period  was  during  the  first  three  days.  The 
lowest  temperature  was  55°  at  Hogback  Mountain  on  the  11th. 
The  cool  period  was  from  the  5th  to  the  11th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%:  noon.  61%:  8  p.  m.,  77%. 
'IMie  highest  percentages  occurred  on  the  coastal  plain,  and  the 
lowest,  over  the  north-central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  53  stations  reporting,  was 
6.3S  inches,  or  0.47  inch  above  the  normal.  The  month  was 
generally  showery,  but  distribution  as  to  amounts  and  area  was 
very  irregular;  in  a  large  section  of  the  coastal  plain  and  in 
small,  isolated  sections  of  the  Piedmont,  the  measurements 
ranged  from  6  to  over  13  inches,  while  in  Charleston  County 
and  the  major  portion  of  the  Piedmont,  the  amounts  ranged 
downward  from  6  inches  to  less  than  3  inches.     The  greatest 


Columbia.     Tlie  liighest   velocity  for  any  5-minute  period  was 
61  miles  per  hour  from  the  west  at  Greenville  on  the  1st. 

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  Saluda  Pviver  at  Chap- 
pells  on  the  9th  and  19th.  Flood  stages  occurred  in  the  Santee 
River  at  Rimini  from  the  20th  to  the  25th,  inclusive,  and  at  l^er- 
gu^on,  from  the  23d  to  the  28th,  inclusive.  Other  streams  showed 
marked  rises  fro;n  heavy  rains  at  intervals,  but  no  flood  stages. 


MISCELLANEOUS  DATA  FOR  JULY,  1987. 


Stations. 


S.2 
o 


Tpiiiperntnre. 
(leKiees  Falir. 


Asheville.  N.C.... 

AiiKusla.fia 

Clmrlestoii.  S.  C... 
Cliailotto,  N.  C  ... 
Colunihia.  S.  C... 

DiieWost,  S.C 

(Jreeiiville,  S.  C.  .. 

Savannah,  Ga 

WilminKton,  N.C. 
Jleans  and  ex-  j 


30.03 
30.  04 
30.  Ofi 
30  03 
30.  0.5 
30.  06 
30.  03 
30.06 
30.  06 

30.05 


72.2 
80.2 
80.6 
78.5 
79.2 
77.9 
77.0 
80.7 
77.8 

78.2 


89 
100 
100 
97 
96 
97 
97 
99 
93 

100 


I'l-ppipita- 
tioii, 
inches. 


c?5 


Wind. 


>  o  o  ° 


3.85 
9.41 
4.61 
5.52 
6.11 
6.61 
5.57 
8.03 
6.  42 

6.24 


0.78 
3.  54 
1.46 
1.S8 
2.14 
2.  69 
1.15 
1.96 
2.07 

3.54 


5.4 
4.3 

8.3 
3.3 
5.5 
6.8 
6.7 
9.1 
6.5 

6.2 


do 


se. 
sw. 


Mean 

relative 

humidity. 


fig 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


JbLY,  1927 


Climatolog-ical  Data  for  July,  1927. 


Stations. 


Counties. 


KnKlein  I'miion. 

Beaufort  (near)J+ . . 

Blai'kville 

(/'harlestoii 

Clieiaw 


Conway  

Darlinglontt . 

Klliiigliaiii 

Feigiisoiitt... 


FloieTice  1 . . . 
F'lorMU'e  '2. . . 

Oaniett 

Georgetown  . 


Kingstree 

Mars  Hlulf... 
Oraiigehiug 
Pinouolis  . .. 
Ithiiiui 


Sopietyllill 

Siimiiieiville 

Wedgedelit 

Yeinassee 

Division  means  and 


Wenlrni  I'inlimi. 


Beaufort 

Barnwell 

CliailPslon  . . 
Clie.sieilielil  . 

Horiy 

Darlington  ,. 

Florence  

Orangebnrg  . 


FloreiK'e 

....do 

]Ianii>ton 

Cieorgeiown  . 


Williamshurg 

Florenee  

Orangehuig  .. 

lii'rkelcy 

.Sumter 


Darlington  . 
Dorclii'ster. . 

Snniler 

llaniiitoh  .. 


'xtremes  . 


Aiken Aikr 

Anderson Anderson 

Blairs Fairfield 

Cie.'iars  HeadU Greenville 


Ciillionn  I'alls. 
Camden 


Catawba  

Chai)i)ells 

Chester 

CleiM>:oii  College 

Columbia 

Crescent , 

Due  We.st 

Kdgerteld '.'.'.'.'.'.'. 

Ga.ston  Shoals  It 

Greenville 

Greenwood 

Heath  Springs 
Hogback  Mountain  ... 

Ker.slmw 

Laniirnni 

Laurens 


Little  Mountain. 

Loekhart 

New  berry 

relzer 

Saluda 

Santuck 


Spartanburg 

Trenton 

Walhalla 

Winn.sboro 

Wintlirop  College  tt.. 

Division  means  and 

Section  means  and 


Abbeville. 
Kershaw.. 

York  

Newberry 
(!he.ster.  .. 
Oconee  . . . 
Ulchland  . 


Spartanburg . 

Abbeville 

Fdgelield 

Cherokee 

Greenville 

Greenwood.  . 


Lancaster 

Greenville 

Kershaw  .... 
Spartanburg. 
Laurens 


Newberry  , 

Union 

Newberry  , 
Anderson. 

Saluda 

Union 


Spartanburg 

Kdgerteld 

Oconee 

Fairlield  .  ... 
York 


extremes  . 


Temperature,  in  degrees  Fahr. 


21 

29« 
4i> 
144 

25 
175 
106 

63 


136      45 


136 

82 
18 

54 
9-2 
264 
54 
97 

192 

75 

249 

24 


.527 
764 
293 
3118 
508 
222 

562 
402 
487 
850 
351 


711 

'680 
1039 
671 

568 
3025 

500 
1063 

589 

711 
336 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


80.2 
77.4 
80.6 
77.8 


79.4 
80.2 


80.6 
81.8 


78.5 


79.3 
76.7 


7.3 


78.8 
79.2 


79.1 


-1.2 
-4.0 
-0.8 
-2.2 

-1.0 
-1.7 


Precipitation,  in  inches. 


Number  of  days. 


-0.1 
-1.2 


+  1.1 
-1.9 


-0.7 
-1.2 


-2.3 


-0.6 
-1.5 


-1.3 


98 
100 
100 

94 

97 
94 


104 
98 


9J 


79.1      -1.0 

77.7      -1.8 


^71.  6 
79.2 
79.8 


"79.8 
77.4 
79.2 

'77.'9 

'77.6 


70.6 

78.4 
77.5 
79.4 


-0.4 


78.2 
79.4 


78.0 
78.4 


80.0 
76.2 
''79.2 
78.6 

77.8 

78.3 


-1.3 


-1-0.1 
-0.7 


-2.5 


-0.6 
+0.4 


-1.8 

-i.'s 


-2.1 
-1.2 


104 


2 

1 

3 

t  2 

28 
t3 


1 

28 

t2 
t2 


61 


101 
99 


97 


-0.2 
-0.9 
-0.4 
-0.6 

-1.5 

-1.4 


94 

98 

97 
100 

99 
'OS 

99 

lot 

104 


t2 
t  1 


28 


62 


t6 
6 
11 
6 

6 


t  1 


29 
t  1 

1 
1 
1 
2 
29 

1 

1 


t6 
24 
19 


10 

t8 


+  5 

t24 

6 


26 


127 


36 


8.51 
5.82 
4.61 
8.28 

5.94 
3.76 
7.26 
9.69 

7.24 
9.21 
6.56 
6.41 

6.68 
5.44 
7.61 
13.78 
5.04 


6.11 
5.64 
7.40 
7.  Ill 
6.93 
8.33 

4.25 
5.43 
7.70 
6,44 
6.11 

3.68 
6.61 
9.60 
3.74 
5.57 
5.55 

5.25 
2. 65 
4.93 

4.  .52 
7.30 

8.72 
5.18 
4.35 

5.  .50 
6.54 
4.72 

5.42 
6.06 
3.73 
4.82 
4.37 

5.77 

6.38 


+2.  40 
+0.  32 
-2.  65 
+2.  18 

-0.71 
-1.96 
+  1.14 
+3.03 

+  1.36 
+3. 33 


-1.49 

+0.10 

+6.44' 
+6.99 

+2. 82 

-0..56 
+4.  20 
+0. 12 
+  L33 

+2.05 


+  1.19 
+0. 66 
+2.  36 


+  1.77 
+3.  02 


-1.84 
+0.61 


+  1.16 
+0.05 


+2.  03 
+  4.18 
-0.81 
+0.15 
+0.34 

+0.24 

-i.37 
-2.  98 


+3.94 


-0.31 
-0.07 
+  0.76 
-0.41 

-0.30 
+0.  .56 
-1.28 
-0.  ,55 
-1.00 

+0.42 

+0.47 


2.00 
1.50 
1.46 
3.09 

1.28 
1.10 
2.75 
2.90 

1.65 

2.  05 
1.46 
1.05 

1.36 
2.50 
2.82 

3.  60 
1.20 

1.22 
4.00 
1.20 
3.31 

4.00 


1.80 
1.16 
2.15 
1.40 
1.01 
2.00 

1.60 
1.49 
2.85 
2.35 
2.14 

1.22 

2.69 
4.20 
0.86 
1.15 
2.80 

1.05 
0.73 
1.98 
0.91 
1.97 

2.50 
1.4R 
0.84 
1.08 
1.76 
0.91 

1.20 
1.28 
0.  66 
2.00 
1.79 

4.20 

4.20 


12  10 
8  0 
6     13 


0     13 
0     13 


20 


13  20 
16  21 
14 
9 
13 
14 


Observers. 


0    20    sw. 
18      6 


sw. 
sw. 
sw. 


Mrs.  R.  L.  Fripp. 
Mrs.  1).  li.SiiMd.-rs. 
II.  S.  Weather  Bureau. 
Itohinil  D.  rowe. 

I'aul  Qualtlebaum. 
D.  C.  McCall. 
\Vm.  B.  Gillespie. 
Henry  C.  Savage. 

H.  K.Gilbert. 

I'ec  Dee  ICxiierliiient  St». 

Mailer  11.  Kobert. 

A.  1*.  Ha/.ard. 

Mrs.  Ellen  Scott. 

J.L.Shaw. 

I'.S.  Fisheries  Statiou. 

Miss  K.  v.  Kaveiiel. 

Boy  kin  K.  ('antey. 

F.D.  Fields.  .7r. 
Dr.  William  Simons. 
W   Hampton  Kumser 
W.  C.  Unison. 


Frank  ».  McCoy. 
H.  II.  itnssell. 
Ksther  B.  Owens. 
Ca\sar's  Head— P.  Mtn.  Co 
L.  M.  I'arker. 
Henry  A.  Brown. 

.lames  V.  Faris. 
Georgfi  V.  Clamp. 
.1.  C.  Cornwell. 
ITof.  F.  II.  ll.Calbonn. 
II  S.  Weather  Hiirean. 

Broad  River  Power  Co. 
U.  S.  W    H.  .U^ological  Sta. 
D.  W.  Sharpe. 
S.  ().  Lt.,  I'ower  .»  Uy.  ('o. 
n.  S.  Weather  lliireaii. 
M.  M.  Calhoun. 

.7.  ivlarvin  Bowers. 

Blue  Ridge  F'orests  Co. 

.lohu  W.  Ilamel. 

H.  lUirtwell  Wilds.  D.D.S. 

L.G.Koir. 

Miss  Alberta  Sense. 
Broad  River  Power  Co. 
■lohu  H.  Baxter, 
.loshua  Y.  .lones. 
\V.  S.  Crout. 
IC.  \V..leter. 

M.H.Daniel. 
Mrs.  S.  K.  Long. 
>l.  W.Brandt. 
Kev.  Oliver  Johnson. 
W.T.  Clawson. 


The  departures  from  the  normal  temperature  and 

determining  section  or  division  means.     Reference 

t  Also  on  other  dates.    +t  Received  too  late  to  be  ; 

puted  from  ot)served  readings.   ttPostoflice  addresi 

of  Ca'sar's  Head,  Greenville;  of  Beaufort  (near),  Burton 


T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


EKRATA. 

June,  1927 .-Ferguson,  Maximum  temperature.  Page  22,  should  be  99  on  22d. 


July,  1927 
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Daily  Precipitation  for  July,   1927. 


Stations. 

Drainage- 
basins. 

Enxleni  I'oiiiitn. 

Beaufort!  near) 

Coast 

BliickvillelHl 

Kdisto 

CharU'sroii  •" 

Coast 

CliHrmv  nil 

Foe  Dee.... 

Conway  ||l| 

Waecaniavv 

niirlinstoiiilll 

Pee  Dee 

KIliuHrliinii  III 

Lynches  . . . 

I'lTSUSOII     II 

Saiiteo 

I'Moreuce  III 

I*ee  Dee. . . . 

Florence  2 1  li 

(to 

Oaniett 

Savannah . 

(^eoi'jf^^towii 

Coast 

KiiiKslrt'i'llll 

Illack 

Mnrs  HlulV 

I'ee  Dee.  . . . 

OraiiKi'liurs 

I'Misto 

riiioimlis   

(;oo|)er 

Uiniiiii  nil 

San  lee 

Sonety  Hill  |||| 

Pee  Dee.  . . . 

.Siiimiierville 

Aslile,v 

VWdKelield 

Wateree  . . . 

Yemasseellll 

Ashepoo... 

Wfslein  I'diihm. 

Aiken 

AiideisoTi 

Blairsllll 

C;e.sar's  Ueail  

Calhoun  {'alls  I 
CauKttMi  illl. . 


Kxceiit  as 
oliservalion 
24-hour  iieri 


Ca(a\vhalll| 
ChaniH'Msl 

Chester 

('lenisoM  Ciiili'jfe. 
Columbia"*  .. 

Crescent 

l;uu   \\fS(*** 

K.lRelieM  nil 

(iastou  Slioals  I 

(ireenville 

(ireonwood 

lleiith  Si^rinps  

Hogback  Mountain . 
ifersliaw  , 

I.an.lruiii 

I.aiireus 

r.itlle  Mountain  .. 

Loekhart 

Newberry 

Pel/erllll 

Sahaia 

Sancuck 

Spartanburg  | 
Trenton  . , 
Walhalla 
Winnsboroll 
WinthroiiColleue. 


....do.... 
Kdisto  .... 
Savannah 

Hioad 

Catawlia  . 


otherwise  indicate 

Illl  l'reci|>itatioii 

od,  midnight  to  mi 


d.  ol).' 

iiiea 

ilnigl 


nervations  are  generally  '"B-I^^T^'^^^vi^  ''' 

T'^^:^^^^^:^^:^^'^^  ^'^-te  daWt;,^  .^^t  recorded.    T.  Trace,  or  iess  than  O.t.t 


COMPAKATIVE  DATA  FOR  JULY. 


1«ST 

1KS8 

\M'i 

1*0 

IMl. 

1892 

1S9S 

1894 

189i 

iS9r> 

1S97 

1H9S 

1899 

191X1 

191)1 

1902 

1908 

WH 

Wih 

19Qfi 

1907 

lO'tR      


8'i.O 

110 

7H.9 

108 

79.  .5 

102 

78.4 

104 

77.9 

93 

78.9 

102 

82.0 

104 

77. 7 

100 

79..') 

102 

80.7 

10.5 

80.  2 

107 

80.0 

102 

80.0 

10.5 

81.2 

104 

81.4 

102 

80.8 

107 

80.4 

103 

79.4 

105 

80.4 

101 

78.4 

100 

81.4 

lOfi 

79.8 

100 

60 
53 
51 
52 
56 
51 
fiO 
55 
.54 
51 
54 
54 
47 
55 
P.2 
58 
45 
60 
60 
56 
56 
60 


7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.16 
8.40 
5.06 
5.  43 


13 
8 

10 
10 
13 
10 
12 
14 
12 
15 
18 
13 
13 
5 
13 
12 


14 
12 
15 
13 
12 
10 
11 
11 
12 
11 
9 
12 
10 
17 
13 
13 


4 

11 

6 

8 
6 
11 
8 
6 

5 
4 
6 
8 
9 
5 
6 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
s. 


Year. 


Temperature. 


Precipitation. 


;  <^A 


o  c 


1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

19'2G 

1927 


Period 79.7 


78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 
79.3 
78.9 
79.6 
79.9 
79.0 
78.6 
81.5 
80.5 
78.3 


104 
102 
102 
102 
109 
107 
106 
99 
102 
103 
103 
102 
101 
101 
104 
103 
106 
108 
104 

108 


55 
58 
53 
58 
56 
53 
55 
60 
52 
50 
51 
53 
60 
58 
57 
56 
56 
45 
55 

45 


4.92 
5.83 
3.79 
5.22 
4.78 
5.16 
3.26 
14.69 
6.56 
5. 02 
8.86 
5.60 
7.44 
7.20 
4.. 50 
6.93 
3.19 
6.24 
6.38 

5.91 


10 

13 

10 

11 

9 

9 

8 

17 

12 

11 

13 

11 

14 

13 

9 

12 

6 

10 

13 


Average  n\im  l)er  of 
days. 


J^t' 


13 
9 
12 
14 
15 
14 
18 
5 
14 
15 
13 
13 
9 
12 
15 
14 
15 
14 
12 


12 

15 

13 

10 

9 

13 

10 

12 

9 

9 

8 

10 

13 

13 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

Stt  . 

sw. 

sw. 

sw. 

s. 

sw. 

e. 

sw. 

sw. 

w. 

s. 

sw. 

w. 
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July,  1927 


Stations. 


Kiiflerii  Pnrtinn. 


Beaufort  (near)... 

BlaokviDe 

Olmrlestoii 

ClierawJs^ 

(;omva.v 

DrtllillKtOII  % 

Ferciisoii  % 

Florence  1  

Ganiett 

Georento\vii 

KiiiRslree 

Oranircljiir? 

Society  IlillsW 

Smmiierville 

Wedgefield 

Yemassee 


i  Maxiimnii  . 
•••  (  iMiuiiiumi.. 

S  JIaximuin  . 
•••  i  Minimum.. 

)  Maxiuium  . 
••    (  Minimum.. 

)  Maximum  . 
•••  (  Minimum.. 

S  Maximum  . 
••  •  )  iMinimnm. . 

)  Maximum  . 
■■■  i  Mininuun. . 

\  Maximum  . 

•  ■  •  (  Minimum. . 

j  Maxinuim  . 

■  •  ■  )  Mininnnn. . 

\  .Maximum  . 

•  •  •  i  Mininuun. . 

S  Maximum  . 

•  ••  (  Jlininuun. . 

\  Maximum  . 
•■•  I  Minimum. . 

)  Maxiiruun  . 
■••  )  Mininnim.. 

\  Maxinunn  . 
••  ■  )  Minimum. . 

)  Maximum  . 

•  ■  •  (  MinijnUMi. , 

S  MaxinnuM  . 

"  '  t  Mininuun. . 

(  Maximum  . 

■  ••  /  Mininnim. . 


WeMpin  I'liitinii. 


Ail<en 

Anderson 

Cae.sar's  Head 

(^allionn  V'allsM. .. 
Camden  s\"> 


Clipster 

fJlemson  ColleRe  . . 

Columbia 

Due  West 

Greenville 


^  Maxinunn  . 

•  )  Mininuun. . 
^  Maxinunn  . 

'  )  Minimum. . 
)  Maximum  . 

•  '  Minimum. . 
)  Maxinunn  . 

•  (  .Miuinujm. , 
)  Maxinunn  . 

•  I  Minimnm. , 

S  Maximum 
t  Mininuun. 
)  .Maxinunn 
'  Mininuun. 
\  Maximum 
(  Mininuun. 
^  .Maxinuuu 
(  Mininuun. 
(  Maxnnum 
I  Minimum. 


(  Maxinuuu  . 

/  Mininnnn. . 

)  Maxinunn  . 

(  Mininuim. . 
.Maxinuuu  , 
Minimum. , 
Maxinuim  . 
.Minimum. . 

I-audrnm j  Maximum  , 

(  Minimum. , 


Rreenwood   

Heath  SpriuFS  . . 
nogbaok  Mountain. 
Ker.slniw 


Laurens 

I.iltlf  Mountain  . 

Ne\v))orry 

Saluda 

Santuck 


(  ^^aximum  , 
'  Miuinuim. . 
I  Maximum  . 
)  Minimum., 
j  Maximun.  , 
'  Minimum., 
)  Maximum  . 
'  Minimum. . 
)  Maximum  , 
'  Jlinimum. . 


Spartanhurg 

Trenton 

Walhalla , 

Wiiiiisboro*^^ 

Wintlirop  College  , 


(  Max 
*  Mini 
<,  Max 
(  Mini 
(  Max 
)  Mini 
\  Max 
>  Mini 
S  Max 
I  .Mini 


nnim  , 
mum. . 
imum  . 
mum , . 
imum  . 
mum., 
imum  , 
nuim.. 
imum  . 
mum, , 


Daily  Temperatures  for  July,   19S7. 


1   2 


4   5   6 


S   9   10  n   12  13  14  la  16   IT  18  19  20  21  22  23  24  25  26  27  28  29  30  31  IleaiV 


68      68 


96 
71 

96 
72 

8,0 1  82 

7:l|  74 

101 1  1011 

TOj  71 

9'<\  99 

76!  76 

98|  96 
71 
97 
69 
9.'i 
70 
97 
71 
93 
73 

98 

69 

90 

70 

8H 

69 

9 

72 

96 

70 

99 

69 
96 
74 
98 
70 
93 
70 
98 


95 


881     88 


701     08 


82!     83 
69t     67 


661     61 
921     80 


95     85 


88,     83 


93  90 

70|  67 

90!  80 

69'  66 

81 1  70 


93  83 

73]  fiS 

901  82 

65  fi6 

93'  85 

73j  68 


89 
64 
94 

66 
93 

60 
92 
67 
83l  86 
62i  65 


87  90 

63  68 

86  87 

66j  74 

75|  77 
611.... 

8Si  87 

661  (■ 


88 

92 

65 

68 

89 

89 

64 

64 

85 

87 

64 

65 

87 

90 

65 

69 

84 

84 

64 

64 

84 

85 

68 

66 

84 

87 

63  67 

88  90 

60  67 

77  77 


62i  69 

90]  93 

591  69 

89  91 


891     89 
85     8.5! 


69 

69 

85 

86 

67 

67 

85 

85 

65 

67 

84 

82 

69 

70 

84 

87 

67 

68 

86 

89 

70 

70 

80 

83 

66 

67 

80 

82 

66 

65 

73 

73 

63 

59 

82 

85 

67 

67 

87 

90 

68 

67 

90 

90 

65 

65 

81 

83 

67 

64 

81 

87 

66 

68 

80 

82 

64 

65 

80 

81 

65 

64 

80 

79 

62 

64 

79 

84 

66 

66 

73 

74 

58 

57 

S3 

87 

67 

66 

83 

81 

63 

63 

83 

84 

6.5 

66 

83 

84 

62 

63 

79 

K.'i 

66 

67 

78 

81 

63 

62 

79 

84 

66 

65 

82 

85 

81 

83 

65 

66 

86 

82 

64 

63 

77 

85 

66 

66 

83 

85 

85!     90 


70l  66 

86!  96 

67  64 

90  90 

68 

85 

69  65 


86 


87 

69 

79 

6S 

76 

6 

85 

70j     65 

88     92 

68     64 


62! 
77, 


66; 

87j 
62 


92     93 

72|     69 
93!     85 


87 
67 

91 

69 
94 
69 
94 
64 

95;     91 
72 


89 

68!     68 
8.5,     85 


6' 
78 
. . .  I  68 
901  87 
651  67 
92!  91 
69:    66 

90     94 

65!     66 


90      87 


S3i  82 

62i  6 

85'  88 

62,  65 

82,  86 

65!  66 
80! 

55!  63 

88  91 

65  68 

861  85 

61,  66 


87i  88 

64'  69 

86i  89 

65|     6fi|  fifi 

S7|     88'  90 
681     65 

881  85 

64;  69 

86!  88 

641  65 


85     84 


S3     94 
70     63; 


85 


67 
85 
69 
90 
70 
91 


84 

85 

60 

65 

88 

89 

65 

67 

89 

86 

64 

64 

69     6» 


90 

70 

90 

69 

80 

68 

92 

6 

86 

68! 

93! 

67j 
88 
70| 
89i  921 
68  69 
88  90 
£7      68 


94      91 

69!     71 
86]     85 

7^^ 
62 


88      89 

671 


86 


90  87 

70  70 

80  80 

65l  67 


68 
88 
68 
91  88 
67      68 


85      90 
68      fin 


69      66 


86!  91 
741  75 
so!     79 


72:  73 

86  86 

72!  72 

89!  90 

70!  70 


90 
6 

(J8i  84 
68;  65 
83i 
64! . . 
89l  86 
69  66 
82      81 

n  67 


92 


93  93  94 
66 


65|  64 
89:  85 
661  61 
87 
71 


89' 
72j 

88l  85 

68;  66 

88|  8< 

68:  65 

86!  .89 

68!  f,4 

86l  S6| 

70.  64 

78  78 

62]  60! 

871  *'3 

7(11  f,4 

881  86 

67  64 

9n|  89 

69i  65 

83;  86 

681  65 

88!  8« 

70!  67 

8«|  85 

70;  67 


94 
66 
89 
6 

82 
3     72 

85!     86 


84  83 

85l  88 

58|  6' 

88|  89 

68|  69 

85  88 
64  67 


90     95 

70     67 


85  91 

72!  70 

88  90 

69  69 


70j     70 
88;     93 


93      96 
70     70 


89  94 

69  71 

92]    91 

67  69 

81  84 
66  .... 

94  94 


67     66 


93 


93     94 


93     94 

71 
94 
69 
93 
72 
90 


Reference  letters  (».  i>.  c),  appearing  in  the  table  indicate  number  of  day.s  missing:  for  example.  '  repre,sent.s  two  days  missins,  etc. 
%  Tn.strnments  are  read  in  the  mornius:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  aUv 

W  BO.  Raleigh.  8-24-27-900 


ays  occurs. 


U.  S.  DEPARTMENT  OF  AGRICULTURE.  WEATHER  BUREAU. 
CHARLES  F.  MARVIN,  Chief. 


CLIMATOLOGICAL    DATA. 


SOUTH  Cflf^OIilN^  SECTION- 
RICHARD  H.  SULLIVAN.  MeteoroloBlst. 


Vor..  XXX.        Columbia,  S.  C,  August,  1927. 


No.  8. 


GENERAL  SUMMARY. 

ThP  past  month  was  the  coolest  August  of  record,  except 
one,  the  daib'  mean  temperatures  having  been  appreciably 
above  normal  on  but  three  dates.  Precipitation  averaged  some- 
what below  normal,  and  was  very  unevenly  distributed  over  the 
Section. 

All  crops  developed  satisfactorily  under  favorable  weather 
conditions,  until  near  tiie  close  of  the  month,  when  the  effects 
of  insufficient  rainfall  were  evident  in  all  sections,  except  the 
cvi-ital  plain.  Cotton  maintained  generally  good  condition  as 
to  plant  growth  throughout  the  month,  with  some  shedding  in 
the  Piedmont,  incident  to  dry  weather.  However,  weevil 
damage  was  very  heavy  in  all  districts,  except  the  upper  Pied- 
Tuont,  the  weather  having  lieen  too  showery  for  effective  poi.«on- 
ing.  Tlie  first  bale  of  the  season  was  gii\iied  at  Coosawatchie. 
.Tasper  County,  on  August  ?►,  and  picking  and  ginning  had 
rpached  normal  activity  by  tlie  close  of  the  month.  A  fine  crop 
of  old  corn  was  practically  made  and  the  late  crop  was  vigorous. 
Fodder  pulling  made  good  progress.  'I'ruck,  forage,  peaTiuts, 
and  lesser  crops  were  generally  in  good  condition.  8ome  fall 
truck  wa'  planted  and  vegetables  were  fairly  plentiful. 

.1,   F.  .J. 


plain,  the  amounts  ranged  from  »>  inches  to  over  8  mches, 

whereas,  in  the  Piedmontafid  the  central  iulerior,  the  amounts 

ranged  downward  to  less  than  one-half  iticfi.    Tlie  greatest  local 

monthlv   amount    was   8.84    ii>ches   at  Yemassee;   least  local 

monthlV  amount,  0.45  inch  at  Edlgjefipld.  The  greatest  24-hour 

rainfalfwas  4.55  inches  at  Yemassee  on  the  25th.     The  average 

number   of   rainy  days  wRS'.lG^/c-heJow-normal,     Light  hail 

i  occurred  at  Anderson  on  the  ^Tth.  .-    ,. 

I  Killed  by  Lightning.— RoWmsou  P>urrell,  a  negro,  near  J  im- 

!  monsville,  about  G  o'clock  in  the  evening,  on  the  IStli. 

WIND. 

i  Tlie  prevailing  wind  was  from  the  southwest.     The  average 

{hourly  velocity,  determined  from  9  anemometer  records,  was 
16.2  niiles.  The  highest  average  was  8.«  miles  per  hour  at 
Savannah.  Ga.,  and  Charleston;  the  lowest  average  was  8./ 
miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section  proper. 
5.5  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-niinute  period  was  GO  miles  per  hour  from  the  west  at  Sa- 
vannah, on  the  2oth,  and  in  the  Section  proper.  40  miles  per 
hour  from  the  west,  at  Due  West  on  the  od. 


PRESSURE. 

'I'hc  mean  sea-level  pressure,  determined  from  reports  of  9| 
regular  Weather  Bureau  stations  in  and  surrounding  tiie  Sec- 1 
fion.  was  29.99  inclics.  'I'lie  highest  pressure  was  P.O. 19  inchesat  | 
Due  West  on  the  2Gth;  the  lowest  pressure  was  29  73  in.chesat  | 
Asheville  on  the  IStli,  and  in  the  Section  proper,  29.74  inches; 
at  Greenville  on  the  same  date. 

TEMPERATURE. 
Tlie  niontldy  mean  for  the  Section,  determined  from  re-! 
ports  of  85  stations,  was  76.1=',  or  2-^°  below  the  41-year' 
normal.  But  one  previous  Augu.=t  was  cooler  The  highest! 
teiTiperature  was  99°  at  Santnck  on  the  9th.  There  was  but  | 
one  warm  period,  from  the  7th  to  tlie  9th,  inclusive.  The  | 
lowest  temperature  was  49°  at  Hogback  Mountain  on  the  2fith, : 
27th,  and  28th.  The  cool  periods  were  from  the  10th  to  the  12th,  \ 
from'thelOth  to  the  20th,  and  from  the  25th  to  the  29th,  in- 
clusive.   

HUMIDITY. 

The  mean  relative  humidify,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  sm-ronnding  the  Sec- 
tion, was  as  follows:   8  a.m..  8G%  :  noon.  G8%  :  8  p.  m..  78%. 
The    highest    percentages   occurred    along  the  coast,   and   the. 
lowest,  in  the  northern  interior. 

PRECIPIIATION. 

The  average  for  the  Section,  51  stations  reporting,  was 
4.84  inches,  or  1.45  inches  below  the  41 -year  normal.  While 
precipitation  occurred  in  some  part  of  the  Section  every  day  of 
the  month,  the  major  portion  of  the  rain  fell  in  four  rather  ill 
defined  periods,  and  the  amounts  recorded  were  very  unevenly 
distributed  over  the  Section.     In  a  large  area   of  the  coastal 


i  SUNSHINE    AND    CLOUDINESS, 

i  The  average  monthlv  sunsliine,  determined  from  9  anto- 
jmatic  records,  wa"  248.7  hours,  or  60%  of  the  possible 
lamonnt.  'J"lie  average  number  of  clear  days  was  12:  partly 
leloudy,  10,  and  cloudy.  9,  as  against  normals  of  18.  11,  and  1 
I  dnys,  respectively. 

RIVER  CONDITIONS. 

The  various  rivers  of  tlie  Section  were  at  comparatively  low 
stages  throughout  the  month,  incident  to  light  rainfall  over  the 
watersheds. 

MISCELLANEOUS    PHENOMENA  (dates). 

nahs-Livmr:  Columbia,  14;  Due  West,  9;  Greenville,  9. 
Snhrr:   Columbia,  9;  Due  West,  2,  4,  8,  9;  Walhalla,  2. 

Fog.den^e.—V.hevnw,  7;  Columbia.  21;  Due  A\est,  o; 
Greenville,  81;  Hosrback  ^Mountain,  1,  4,9,  12,26;  Rimini, 
19,  20,  21,  22,  80;  Sanfuck,  19;  Winnsboro,  2. 

ERRATA. 

J,,,,.  ,oo7-p,pnnfort(Tipnr),inaximum  tPinppratiirp,  rnffe  26.  should  hp  !1!1  on  lid : 
Capsav-'*  Hoad,  total  m-eoipita,tion.  rases  2f.  and  27.  should  bo  6.07  inches:  rieoisPtoNvn, 
mnT,bProfolpnrdaj-s.poge-2«.  should  be  4.  partly  olondy.  ■J7:  CrPonwood,  rnean  tPin- 
pprntui-p,  Pii?p  2r,,  should  bp  7S.4,  pipan  raBxirrmm,  pasp  27.  should  be  89.^;  Npwbpm, 
maximum  tpmppraturp.  pasp  26.  should  be  9h  on  2d. 
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Slivtioits. 


TpuippraMirP, 
dPirrpps  l'i\!\r. 

I'l'i'cipilft-  1 
tion, 
iiipiips. 

.   '      a  ~ 

P    1  I'j: 

a: 

1   ~. 

1 

c 

Wind. 


.\slieville.  N.C  — 

.\usustn,<ia 

fhiirlP'lou.  S.  C... 
('harl(^lrp.  N.  <■  ... 

Colinnhia.  S,  V 

DiieWpst.  S.C..  ... 
lirpi'iivillf,  S.  C.  . . 

Savannali.  <'<n 

Wihiiinpton.  X.C. 

Means  and  ex-  ( 

trpmps ' 


r.n 

on 

91 

99 

so. 

02 

'?%  flO 

20 

90 

2<).  99 

29 

99 

69.1 
79.0 
79.  .5 

74. « 

77. 1 
7.5.  R 
-■I.  R 
sn.2 

76. 2 

76  n 


9') 

96 
9.') 
ao, 

93 
9.5 
92 


.Mean 

relHtivp 
huiiiidit.v. 


S  5 


2.  76 

0.40 

fi.O 

se. 

91 

.58 

1   71 

0.6.1 

4.2 

.sw. 

86 

65 

R.  79 

."..  08 

S.fi 

.SW. 

1  84 

72 

3.02 

1.09 

3.7 

no. 

83 

60 

3.^6 

'!.'>» 

5.0 

ne. 

I  87 

60 

1.71 

0.99 

fi.6 

s>c. 

84 

.16 

2.42 

1.9S 

7.6 

ne. 

84 

(f4 

6.''0 

1.92 

R.O 

sw. 

87 

63 

S.31 

1.64 

6.1 

sw. 

89 

(!6 

4.31 

3.  OR 

6.2 

sw. 

1  8G 

63 

7R  '  60 


30 
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Climatoloerical  Data  for 

Aug-ust,  ^ 

1927. 

2 

remperature, 

in  deg 

rees  F 

ahr. 

1 

Precipitation,  in  inches,    j 

N'umber  of  day.s. 

■-"i   i 

,i 

~   . 

i 

i 

'^. 

H       1 

~.       i 

=• 

=  -r 

stations. 

Counties. 

*** 

:  ?!i 

tl-l  .1 

1 

y  jv 

, 

-^ 

'%^.    \ 

.£„-\ 

"^"r    ' 

SS 

i  =  j 

^<'   \ 

Observers. 

IT 

-     1 
S; 

^  *" 

i 
"w 

J? 

^ 

3 

•i 

$  E 

II 

-  i 

r  •- 

^  !  i:- 

5 

V 

Kitnlerti.  I'offloii. 

■■ 

Beaufort  (near)'^^- 

Beaufort 

21 
29fi 

46 
43 

80.0 

77.  S 

-1.1 
-2.7 

97 

9S 

24 
14 

00 
5fi 

29 
29 

29 
33 

4.59 
1.50 

—1.07 
-4.01 

1.25 
0.50 

0 

0 

12 
5 

12 

17 

10 
6 

9 

8 

S 

Mrs.  R.  L.  Pripp. 

Blackvillc 

]5arn\vell 

Mrs.  D.  B. SaiKlers. 

niiiirlpston 

Clmriesloii 

■18 

5ti 

79.5 

-1.5 

95 

9 

62 

2S 

2-2 

8.79 

+  1.82 

3.08 

0 

14 

9 

14 

8 

SW. 

(".  S.  Weather  Kiireuu. 

1-14 

45 

74.4 

-4.3 

93 

3 

65 

29 

28 

6.60 

+0.27 

1.21 

0 

11 

I'oland  D.  I'owe. 

Coiiwiiy 

liorr.v 

25 

37 

76.9 

+2. 1 

95 

t3 

55 

29 

30 

8.  OS 

+  1.25 

1.45 

0 

14 

11 

0 

20 

ne. 

Paul  QuaMlebaiim. 

Darliiigloii 

Dariingtoii 

I*^  lore  nee 

175 

;■<•' 

89 

9 

4.. 50 

—  0.55 

1.23 

u 

8 

D.  C.  MitCall 

10(1 

3(1 
41 

3. 08 
3. 76 

-1.97 
-3.05 

0.87 
1.43 

0 
0 

8 
9 

Will.  B.  (iillesnie. 

FergiisoiiiJ 

Floreiire  1 

Ora  iigehnr^ 

70.8 

-1.6 

93 

t  3 

52 

28 

31 

Henry  V.  Savage. 

Florence  

l:)fi 
j:ifi 
82 
18 

45 
12 
9 
34 

45 

"76.9 

-3.3 

»96 

9 

■56 

29 

"34 

3.79 

.5.08 
6.01 

-I..55 
-0.26 

1.90 
1.85 
1.20 

0 
0 
0 

I 

13 

12 
14 
U 

9 
6 
15 

10 
11 
5 

sw. 
se. 

It.  K.  Gilbert. 

l'lf>r(*ii('e  2 

(io 

!*ee  Dee  F..\|>eriineiit  .Sta. 

79.7 

98 

t4 

55 

29 

34 

Miiner  11.  Itobert. 

Ci^OVffOlOWU 

(ieorgelown 

Williainsliurg 

A.  1'.  Hazard. 

Kingstipp 

77.0 

-2.5 

94 

9 

56 

t28 

31 

8.79 

-2. 66 

3. 95 

0 

9 

19 

2 

10 

s 

Mrs.  Kllen  Scott. 

Mars  lilulV             

Floroiico 

OraiiRebiirg 

Herkeley 

<I2 

2<U 

54 

4 

11 

80 

4.92 
2.80 
6.05 

—2.  i'} 

-0.  S3 

1.40 
1.68 
1.75 

0 
0 
0 

10 

8 
7 

Kosa  11.  Davis. 

77.4 
'76.8 

-2.3 
-0.9 

95 
''91 

'I 

54 
'60 

29 

t28 

32 

10 

13 

8     sw. 

r.S.  I'i.-hiries  Station. 

rinoiKilis 

Miss  K.  1'.  Itaveiiel. 

<»7 
192 
219 

la 

3C 
29 
37 



4.25 

8.  32 
4.41 
7.  10 

-0.77 

+2. 60 
—2.  69 
+  1.41 

2.25 

2.  25 
1.52 

1.75 

0 

0 
0 
0 

a 
12 

in 

IS 

18 

4 

10 
9 

s. 

sw. 

w. 

lioykin  K.  Canl<-y. 

So<-iet.vllill 

DariiiiKtoii 

Dorcliestei- 

Simiter 

«72.7 

-5.9       •9'2 

9 

',56 
"56 
55 

29 

28 
28 

'24 

'  '28' 

K.D.  Fields.  .Tr. 

Dr.  William  Simons. 

WedRt-lic'ld 

76. S 

-1.3         92 

t  3 

17        7 

W  Hampton  Kanisey 

Vi'iimssi'e 

Iliunplon  

24 

3S 

7S.  0 

-1.3         95 

15 

55 

29 

32 

8.84 

+2. 56 

4.55 

0 

9 

19 

2 

10 

sw. 

W.  (;.  llulsoii. 

Division  melius  iiiui 

•■xtremes 

77.2 

-2.3 

98 

t4 

52 

28 

34 

5.56 

-0.74 

4.  55 

0 

10 

14 

7 

10 

sw. 

IlV's^rcj/  rortion. 

AiUiMi 

Ailten 

.'>27 
7fil 

29:! 

:^1!S 

f.5 

31 

22 

3 

78.0 
75.8 

-0.9 
-2.  0 

91 
94 

ts 

8 

.59 
56 

t26 

t27 

27 

28 

0. 85 
2.44 
4.23 
.3.  75 

-4.42 
-2.  46 

-0.88 

0.29 
1.26 
1.67 
1.25 

0 
0 
0 
0 

5 
8 
11 
9 

21 
21 

4 
4 

6     nw. 

Frank  H.  McCoy. 

Aiiilcisoii   

Anderson  

I''alr(iel(l 

Greenville 

6 

w. 

11.  11.  Kussell. 

Mlatr.s 

Kstlier  11.  Owens. 

OiPsars  Heafl  it 

69.0 

84 

1 

52 

26 

25 

3 

12 

16 

(Jicsar's  Head— r.  Mtn.  Co 

Cjiliioiiii  I'iills 

Alilievilie 

508 

28 

77.2 

95 

T9 

56 

28 

32 

1.25 

-3.  .31 

0,69 

0 

3 

8 

9 

15 

w. 

1,.  Jl.  I'arker. 

('uiiKleii 

Kersliaw 

York 

222 

5.12 
402 
4S7 

/  / 

21 

22 

5 

35 

56 

29 

5.97 

4.16 
4.38 

+0.  62 

-3.74 
+0.25 

2.70 

l.,';2 
1.25 

0 

0 
0 

10 

8 
7 

Henry  .A.  Urown. 

(Htaulia 

(^hamiclls 

Newlierrv 

Chester 

Oconee 

1 

1 

CliPSfpr. .  . 

i 1 

('lPiri:!oli  College  . . 

'75.' V 

-1.9 

94 

9 

52 

28 

35 

2,  22 

-2.78 

0. 45 

0 

10 

16 

ii     i   'sw.' 

I'Kjf.  F.  11.  H.  Calhoun. 

Columbia  . .. 

ItU'lilaml 

:yr>\ 

41 

77.1 

-2.5 

95 

3 

58 

28 

27 

3.  86 

2.74 
1.74 

-2.92 
-2'29 

2.25 

1..37 
0.99 

0 

0 
0 

10 

4 
10 

6 

15       10       ne 

(1   K.  Weal  her  llureiin. 

Crescent 

1 

Broad  Biver  I'ower  Co. 

Due  West 

.VhlH^ville 

711 

13 

7.5.8 

-2.8  1       93 

9 

55 

28 

32 

r. 



IS 

8     sw. 

n.S.W    B.  AeroloKiculi^tR 

KiispfieM  .. 

l-.lgetleUi 

('heioken 

"m 

13 
■>4 

0.  45 
3  '>■> 

-3.05 
-2.  09 

0.35 
1.06 

0 
0 

lii 

I).  W.  Shiirpe. 

Gaston  ."^lioals  Jl 

S.  C.  l,t..  I'owi'r  .»  Ity.  Co. 

(iieeiivillo.  ... 

(ireeiiville 

io:i9 

43 

74.8 

-1.0 

93 

9 

56 

20 

22 

2.42 

-3.  22 

1.98 

0 

8 

^ 

20 

8  1  ne. 

V.  S.  Weather  Bureau. 

I'leeinvooil 

(iieeiiwood 

071 

43 

76.2 

-2.1 

95 

10 

53 

28 

27 

4.44 

-0.  56 

1.51 

0 

7 

17 

0 

14 

w. 

M.  M.  Calhoun. 

Ileji.fl)  Sipriiigs 

I-aiicasler 

.ws 

25 

7.3.8 

—4.7 

91 

t  3 

55 

2" 

26 

5.  74 

+  0.30 

2.33 

0 

11 

6 

6 

19 

w. 

,1.  Marvin  Bowers. 

Ilogbaoli  IMoun'taiii  ... 

(ireenville 

302.5 

69.0 

85 

22 

49 

26 

26 

2.  93 

0.66 

0 

14 

20 

6 

.-, 

nw. 

Bine  Bid^c  Forests  Co. 

K'piNliaw 

Kershaw 

500 

11 

7.5.0 

-3.  6 

94 

7 

56 

29 

28 

4.76 

+0.  69 

1..58 

0 

14 

■1 

0 

26 

w. 

.lohii  W.  llamel. 

l-anilnnii 

SpMiranlmrg 

l.aureiis 

Kit;.". 
5K9 

12 
9 

75.5 
77.  3 

—0.9 

93 
96 

+  7 
t7 

53 
55 

28 
29 

29 
36 

3.  40 
4.10 

-1.24 

i.in 

1.28 

0 
0 

10 

15 
11 

12 
14 

4 

6 

n  w . 

sw. 

1!.  Hartwell  Wilds,  D.D.S. 

Laurens 

L.G.Botr. 

I-itUe  Mountain 

Newberry 

711 

34 

-.5.6 

-4.6 

96 

23 

54 

28 

28 

4.. 55 

-0.42 

2.15 

0 

8 

13  ]     9 

9 

sw. 

Miss  Alberta  Pease. 

Lookhart 

L'uion 

?,m 

502 

^ 

6.31 
3.  28 

-1.77' 

1.61 
1.20 

0 
0 

10 

7 

is 

"7 

\v. 

Broad  Kiver  I'ower  Co. 

Ive\vlierr.v 

Newberry 

23 

77.4 

-2.2 

95 

s 

56 

28 

30 

,lohn  H.  Baxter. 

Pelzer 

850 
.5:iil 

23 
25 

"ik'y 

••|,y 

"54' 

■"•jji" 

79 

3.24 

1.64 

-1.14 
-3.32 

1.38 
0.39 

0 
0 

10 
10 

in' 

ifi 

is 

.sw. 

.loshiia  Y.  .lones. 

!^».1ll(l!l 

Saluda 

-3.6 

92 

W.S.Cront. 

Santuck 

Dnioii 

512 

34 

76.2 

—  2.2 

99 

9 

52 

29 

.35 

3.71 

-1.90 

1.3! 

0 

11 

10 

15 

6 

w. 

K.  W.. Icier. 

Snartanhiirsr 

Trenton 

Spartanbnr? 

Kdgelield 

Oconee 

875 

50 

96 

to 

3.37 

-1.95 

1.40 

0 

7 

18 

1 

1'' 

M.n.  Daniel. 

(120 
lOlU 

34 

'■74.' 4" 

'-3.'i' 

"'94' 

....y 

"'56' 

"'2s 

3.V 

'  ¥.bn 

"-i'2:V 

'6.75' 

■■"6' 

'ii 

ii 

ir. 

"i 

Mrs.S.  K.Bonff. 

Walhalla 

H.  W.  Brandt. 

M"iiirtsljoi-f> 

Kairdeld 

545 

33 

•7.5.  8 

-2.4 

«94 

9 

^56 

t26 

'28 

5.75 

-2.19 

1.63 

0 

11 

7 

17 

7 

e. 

|{pv.  Oliver  .Johnson. 

Wiiithroii  Cotlpge  tt. . . 

York 

690 

27 

75.5 

-2.8 

95 

ts 

55 

28 

29 

5.14 

-1.91 

1.95 

0 

s 

4 

21 

6 

s. 

W.  T.  Clawson. 

Division  means  ami 

f^^ti't^nies 

75  3 

—3  0 

99 

6 

49 

26 

36 

3.  .55 

-1.85 

2.70 

0 

9 

11    11 

9 

sw. 

""'KtrPiiifS 

.    . 

76.1 

-2.8 

99 

9 

49 

26 

36 

4.34 

-1.45 

4. 55 

0 

9 

! 

12     10 

9 

1        1 

1 

i 

The  departnrei  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  ha  vp  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
detprmininK-  section  or  division  means.     lieference  letters  (",  '>,  "),  appearins:  in  the  table  indicate  number  of  days  missint';  lor  example,  h  represents  two  ilays  niissiiifr,  etc. 
t  Al«o  on  other  dates,    tt  Beceived  too  late  to  he  included  in  means  and  summaries.    '*  Temperatine  data  are  from  observed  readinsrs  of  tlie  dry  bulb;  means  are  com- 
puted from  observed  readiuus.   Ttl'ostofiice  addresses  of  these  srations  q  re  as  follows-  Of  Oa.ston  Shoals,  Blacksbnrif :  of  Wliithiop  College,  Kock  Hill;  of  Ferguson,  Futawville; 
of  Cicsar's  Head,  Greenville;  of  Beaufort  'near).  Burton.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


/ 


August,  1927 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


PI 


Daily  Precipitation  for  August,    1927 


Stations. 


DrtiiiiHBe- 

biisilii. 


Eastern  /*tiiiiini. 

Jcaufornnear) 

Coast  

<l;u-Uvill«l|li 

l-.iii>io 

;h!irlesroii  *** 

( 'oast 

3hi>ra\v  nil 

fee  Dee 

Jomvay  lill 

Waccaniaw .. 

iHrliiiinoti!!!! 

IVe  Di'e 

Cltiiisrhaiii  Ml 

l.yiiclu's 

•Vrsriison    ||! 

Santei' 

Ploreiice  1 II! 

Fee  Dee 

Ploreuce  Jllii 

do 

iiiniPtt 

Savanunh  ... 

^^•or(<♦*t(>^^'ll 

Coast 

\'illKStlV(>illl 

Rlacl; 

Hars  HlulT 

I'ee  Doe 

3taiisrel)iirB 

Kdisto 

PilK)l)olis    

Cooper 

Kiiiiini  III! 

Saiitee 

Socmty  Hill  !!l| 

l*ee  Dee 

'Suiiiiiierville 

Ashley 

VV('(lKcli..l(l 

Wateree . 

Vmniissi'tvlll 

Aslieiioo 

ll'fxlerii   I'oiiioii. 

AikPii 

ICilislo 

AlHifM'SOII 

Savaiuiali  . .. 

Bliiirsljll 

Hi'oivtl 

Cipsar's  I  read  

Saluda 

(-•allioim  Kails  nil 

Sii  van  nail  .. . 

C'iiliulfii  !li| 

Wateree 

Catawlia 

Cli;iI>i.HlIsili| 

Saluda 

CilOSttT 

Hioad  

Clt'iii^oii  CoIlHife 

Sa.vaiiuali  . . . 

Columbia"' 

CoiiKaree  .. . . 

Enoree 

iMi.!  West*"'* 

.Sivaiiiiali  ... 

i-:.itfHiiei,i  ii;i 

Savaiiiiali  . . . 

(i^i^loiisjioalsllil.... 

UioHd 

lir.MMivill.'     ••• 

Saluda 

(I'reeiiuood  I 

Mfath  SpiliD.'s  

llogback  JMountain . 

Kei'sliau'  ,|il 

l-aiiliiiiii 

I.aiii'eiis 

I.iltle  Moiiutaiii 

Loekhart 

Nt>\\  Immtv 

I'el/.i-r  III! 

.«»liida 

Simtiick 

PpartaiilFiirK  liil 

Trenton 

SValiialla 

Winiisliorollll 

\Viiitlir<>p(;ollese. .. 


....do 

\V!iter<»e  ... 

IJroad 

LviiclU'S  ... 

liroad 

.-Pallida 

Saluda 

Broad  

Salnda 

do 

do 

lin>a<! 

do 

ICdislo 

Savannah  . 
l5road  

Cataulia  . . 


Kxcept  as  other 
oliservation 
24-!iour  I'eriod.  in 


wise  indicated,  ot 
rrecipilalioii  tnea 
idnifeht  to  niiiliiit; 


«eivi.tinn<  are  ffPiiPrallv  made  late  in  the  afternoon,  near  snnset.  and  precinitation  reeorded  is  for  the  li  honrs  endiiisr  a 
M^eVli,?tlu^non'iT/^;  anoint  then  re<-orded  is  for  the  pree.diut.  M  honrs.  «*  Ite^.dar  Weather  Hn>;er,H  stal  ,nn  :  pre,.>p,fn_l , 
ht.    *  I'recipitation  inoluded  in  the  next  followuifi:  measurement. 


tSeparate  dates  of  falls  not  recordi-d.    'I'-  'I'race.  or  less  1 1 


t  the  lime  of 
on  is  fin-  the 
aiiO.Ol    iueh. 


COMPARATIVE  DATA  FOK  ATJGTTST. 


AveraKe  number  of 

^'i 

'lemperalure. 

I'recipi 

lation. 

days. 

Zf.    . 

—  ^  ■:: 

Y.-ftr. 

s 

^ 

a^^-T-    . 

^■X 

>> 

Mi 

a 

1- 
7% 

Tt 

> 
3 

2 
t 
< 

tl 

s 

5 

0.           1 

m^- 

77.8 

101 

49 

6.54 

11 

IHSS 

77.8 

102 

50 

4.  .53 

10 



74.4 

97 
0(> 
98 
96 
97 
102 

4.5 
51 
55 
59 
57 
.5.5 

t\   '^T 

12 
9 

IHHO 

1801 

189-i 

IS9S 

s. 

78.9 
79.5 
77..) 
77.9 

8  79 

sw. 

4  42 

s\v. 

12. 45 

7.28 

11 

10 
10 

9 
13 

12 

8 

lie.       ! 
sw. 

1891 

1895 

79.4 

101 

55 

7.95 

\% 

9 

14 

8 

sw. 

lS9r. 

80.4 

10.5 

52 

4.14 

7 

14 

12 

5 

sw. 

1897 

78.0 

102 

67 

5. 16 

9 

1:1 

9 

sw. 

1S9S 

78.7 
81.2 

99 

lo;! 

57 
59 

9.  81 
6.26 

IS 

10 

8 
12 

11 
11 

12 

8 

sw. 

sw. 

1S99 

mw 

sn.o 

100 

60 

2. 13 

5 

21 

9 

1 

sw. 

19)1 

78.  C. 

97 

57 

9.  01 

15 

7 

14 

10 

s. 

19)2 

78.6 

104 

55 

5.07 

12 

14 

10 

1 

sw.        1 

190:'. 

SO.fi 

lOo 

60 

7. 15 

12 

15 

9 

i 

sw. 

1  *)  1 

77.6 

102 

54 

8.47 

14 

12 

9 

10 

sw. 

190")         

77.9 
80.6 
79.4 
78.fi 

107 
100 
101 
100 

46 
60 
54 
49 

5. 69 
fi.  62 
5.41 
9.  U 

11 
15 

9 
10 

15 

13 
12 

8 
17 
13 
11 

8 

.5 
8 

sw, 
.sw. 
sw. 
s. 

1900 

1907 

190S 

Tainperature. 


Yen  r. 


I'reeipitntioii. 


«  j:  3  c 


Average  n  n  m 

)er  of 

days. 

>>t; 

1^ 

♦^'S 

"-- 

O 

S.2 

o 

C-  o 

-^ 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

192:^ 

1024 

1925 

1926...    . 
19-27 

Period 


78.8 

104 

79. 0 

101 

80.0 

104 

79.2 

104 

78.9 

10) 

79.0 

101 

78.8 

102 

79. 6 

100 

78.5 

]0'2 

80.2 

106 

78.5 

103 

1 1  .t 

100 

78.2 

102 

76.4 

98 

"79.3 

101 

80.4 

105 

80.2 

109 

80.7 

100 

76.1 

99 

78.9 

109 

4.  S3 

<;.  00 

6.  05 
3.  69 

3.  70 
0.88 
7.62 
3.27 
3.23 

4.  45 
5. 08 
8.08 
4.14 
5.07 
7.44 
2. 86 
1.48. 
3.46 
4.34 

.5.79 


8 

15 

12 

1 
4 

10 

11 

12 

8 

12 

10 

15 

6 

9 

16 

8 

7 

9 

15 

9 

/ 

13 

9 

15 

'    i 

14 

U 

11 

9 

8 

16 

10 

5 

8 

15 

10 

6 

7 

20 

7 

4 

9 

14 

11 

6 

14 

8 

12 

11 

10 

14 

10 

7 

11 

12 

8 

11 

12 

11 

11 

9 

6 

18 

9 

4 

.1 

21 

7 

3 

17 

10 

4 

9 

12 

10 

9 

10 

13 

'' 

7 

^2 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


August,  1927 


Daily  Temperatures  for  August,  19S7. 


i^taiioiis. 


Jutufeni  l*oitifni. 


Bean  fort  (noar) 

BlacUvillp 

(Uiarlfistoii 

(Mit>iii\v\\i 

('otnm.v 

Durliiigtoii  WN 

Kergnsoii  ^^ 

I'loreiicp  1   

G'Rriiott 

(ifoi'zelou  II 

Kiiiffstipe 

f)rmiBeliiii-p 

Society  llill\^\\ 

Siimiiieivillp 

Woilgefield 

YninHSsee 

Aik»<ii 

AlUllMSOU 

Caesar's  Hend 

(^ti.lliOMii  I''all.s\5\^ 

(;Hnwl«»ii  M 

CliHsfer 

(;|c*Mlsoii  Cnllpin- 

Columbia. 

Due  Wpst, 

firppiivillf 

fJippinv()fi<]   

llpnih  Si>iiiis!;s 

nogbnck  i\[oiintalii. 

Kpi'slinw 

r,»ii<lni!)i 

Iiain-piis 

I.iltlf  ,'MniiTirniM 

Npwhpi-iy 

Siiliidii 

.Sniiflic); 

f<pannnl>iirs 

Trpiilnii 

Walhalla 

Wimislioro'iW 

Winlhroii  Collpse  . .. 


S  Maximnin  . 

■  •  (  Miiiiniiini. . 
)  .Maxiimiin  . 

■•  (  .Mii\iinum. . 

)  MaxiinUHi  . 
•  ■  <  Minimum. . 

S  >la.\innini  . 
■■  '  Jliiiimnm. . 

)  Maxiiriiuii  . 
•■  '  Minimum.. 

\  Maxiinuni  . 

■  •  I  Minliniim.. 


\  Maximnm  . 

•  •  (  Miiiimnm. . 
)  Maxiinniii  . 

••  >  .Minimum., 
t  Maxinuini  . 

•  •  /  .Mininnnn. , 
S  Maxiiiiinn  . 

•  •  (  .Mininunn.. 
\  Maxiniinn  , 

•  •  *  Minimum.. 

)  Maximum  , 
■•  '  .Nlinimum. 

\  Maxinnun  . 
■•  (  Minimum., 

\  .Maxinnnn 

■  •  >  .Minimum, 
t  .Maximum 

■  ■  '.  Mininunn. 
\  Maxinuun 

•  •  '  MlHinnim. 


MaxinuuM  . 
Minimum. . 
.Maxinuim  . 
.^iininnnn. . 
Maxinnun  . 
Mininnim. . 
Maximum  . 
.Mininnun. . 
Maxinnar  . 
.MIriiuunn. . 

.Maxinnun  . 
Miuimnm. . 
.>laxinnuii  . 
.MininuuM. . 
Iviaxiunnn  . 
.Mininnnn. . 
Maximum  . 
.■".lininnun. . 
Maxinunn  . 
Mininunn. . 

Maxinnim  . 
Miuimnm. . 
.Maxinuun  . 
.Minimum,. 
Maxinnun  . 
MininnUii. . 
Maxinuun  . 
.■^liuiminii, . 
Maxinnin!  . 
Minimum. . 

Maxinnim  . 
Miuimiun. . 
Maximum  . 
,Minimnm, . 
.Maximnn.  . 
Minimum. . 
Maxinnun  . 
Mininnim. . 
Maxinnim  . 
.Mininunn. . 


Maximum  , 
Miniinnni., 
.Maximnm  , 
.Minimum. , 
>!aximum  , 
^rinininm., 
Maximnin  . 
"(finimum. . 
Maximum  . 
Miuimnm. . 


I 


:;!  n-j 


951    91 1 


73 

75| 

HO 

94I 

71 

71 

91 

89 

76 

78 

92 

93 

6r> 

67 

9:! 

9.') 

7'2 

7u 

01 

91 

70 

70 

S9|    91 

75     73 


S«i     9'2 


9« 
70 
92 

721  72 
96,  9,S 
71S    70 


9S;    91j 

73;     72i 


S    I    9       10 


!1   I   12 

I 


la  I  U  i  13      16 


17      18      19     20 


2!      22  i  23     24 


30  I  31  I  Mraii. 


9.il     931 
2      711     721 
9(ii   ..1    90, 
071    70.... 


7*  74:  75: 

pft|  92  92|  8,8 

7.3'  72^  721  72 

94!  91!  94  94 

71'  72>  7ll  71 


94 

80  72 

88  j  95 

751  70 

95  91 

74  74 


93  901 

70 


92 
70| 
951  86 


91  84 
76 


901  91 1 
71|  72| 
9!| 
70  69: 
84 
06 
94I 
70 


91 

71; 

851 

6s! 

801  81  j 

661  65  j 

941  93 

69;  6S 


3 

65! 

94 


87 
65i 
95 
71 
90 
67 

89i     Oli     8i 
70I     70     701 


89 


90; 


93     94 
70 


90 

70 
87 

71  i     6OI     69 
80|     81 1     7« 
66!     '■'5! 
90 


9? 

6S 


69|     661 
90'     89! 


72l 
80| 


911 

70!     60] 
81 


91 1     921     03 

69i     60 

91 


90I  91 
66|  68 
841  82 
64  -" 
89 
67 
86 
71 


69: 

87l     87, 
70i    71 


: 


09     C7| 


92 

68 
88 
661     6<i 


95 


79 
66 
77 
67 
90  89 
73 


8' 
72 

80'     98 


82  89, 
fi5!  67 
82      89 


651     65 
90 


64 


67 
90 

68      66 


80     88 

67     68 

84 

65 

91 

68 


S3 
67 
67 
64 :     64 


731 

90     881 


90:  041 

6Pj  fiSi 

91,  93i 

65  fi5i 


95     93; 

68      66 


93|     92: 


90;     93 


911 
69; 


, .  i     89'     O^ 


70i     67 


01 
69 
Oil 

-I 

7n! 


681  60 
92i  94 
69  68 
881  Rfi 
66 
95 


l\\ 


91 


72!    72     66!    65 

I        I 
881     92'    911    94 


90j 

7-5! 


69! 

82| 
>1     66 


70 
78 
66 
871     85 
731     69 


90 
67 

sSi  92 
66;  69 
88  93 
71      6S| 


91  92 
70| 

96|  94' 

641  GO 

911  85 

7.5  74 

85  80 


86     86     81     92 


72i 
73i 
■73!: 


86      921 

661     69! 

h9i 

73 

87 

65 

88 

65 


5!     73, 
i2i    90 


881    86 
—     70 


891  8' 
69|    73 

92:  92 
67  j  73 
S3i .... 
66>     64 


82 

83 

66 

74 

88 

90 

6.1 

Vl 

87 

90 

71 

71 

■'86 

"S9 

66 

"'' 

87 

70 

81 

65 

73 

60 

80      88 

66 


89i 
74| 
951 

71: 


04,     92I     88 
72:     70:     -. 
90     80 


78     74      64      65 


'761  "84 

65i  6S 

75:  7-1 

6.s|  67; 

711  '"! 

64;  F.il 
70 

63  65j 


90 
691 

80!  80 

641  67 

92'  92 

C9|  69 

67' "'r9 


69 


03     95 

731     70; 
89!     81! 


73; 

64l 


93i     PO     03j 


65  64! 

90|  03j 

681  60! 

9?i  04 


7,51 
84 
66 
03l 
74 1 
93i 
70! 


■96 


86 
64 

68!  77| 

62!  64! 

71  j  73j 

57  58 

69  78 

62  64 

72!  7S| 

64;  65i 


'o'jr'gi 

66      65 


88 
70 
88 
69 
51  74 
66      66 


87  84 
68;  68 
83!     87 


7'! 
Oil 
60| 
89! 
70i 


Z«i  'i\ 


90 
71 
90 

2 1    o:*!     70 


70 

87!  82 

77  76 

89'  84 

70i  68 

86!  80 

73  73 


on!  85  86|  91 

72i  69|  70  70 

Rsl  8.",!  84|  87 

72|  69  681  71 


89l     Oli 

70;    72! 
90|    841 


71!    '<0     01 
641     61      68 


71! 
63. 

79I 
65| 
"6! 

r.-i' 
7li 
63j 

85| 


66; 

82 
631 


90!     86| 
67 
9? 
65 


6fir    66j     67 
1 
81      00 


7.3; 
63! 
69. 
63| 
70' 
62 1 


oo; 

891 
69,  711 
04j  9l| 
70! 
01! 
69' 


80     9?      87 


82     S8| 
64      66 


00     89 

64!     64 


91  i 
69, 

Oli 

68: 


9'1| 

671 
801 
60! 
90] 

67 
87 
681 
86 
66l 

90 


83|  83 
63| 

76;  . 

62I  62 


OOl  9? 

70{  70 

87| 
70| 

90  93 

7->l  70 


86 
66 
85 
68 

87!     88' 
61]     641 


85:     89 
68!     t:^ 

88! 
67 


87  89 

67  68 

86!  90 

67 1  70 

90  9: 

79  68 


851 
68| 

85i 
661 

79 
65 

■70' 
85| 
65 
88! 
69! 


601    07!    65!    67 


87     85 
60!     58 


861    87 
591    67 


89:  86  871 

70l  65;  68| 

88;  81')!  84 1     80 

64l  63]  M!     66 


98 

65     62 


92     87 
69      68 


92     92 

63      56 
89     94 


8.5     Rli 

66      64      63i 


901  SOi 

66'  62! 

82!  75] 
65l 

"I 


81 1     89 
621     6" 


Ofll  89 

66]  64 

87i  85 

60|  60 


88 

'68\ 

87, 
68 


91| 
69! 

81! 

R-' 

i 

55| 

751 
64' 


90     79 
65     61 


84     83     88 
60     73     65 

85     88      80      8b 


:  65 

70 
62 


70     79 
62     52 
74 
62 
71 
64 


56     60     6:5 


841     85 
551    03 


85  87 

54  61 

85  90 

59     56|  64 

80     871  S9 

55!  62 


60i  56 

68i  78 

621  55 

71]  78 

64!  59' 


84'  87'  87j 
56|  641  C3 

86  88;  86 
541  601  60 
hu!. ....... 

56!  60  61 

.......I.... 

64:....!  64 

83!  87!  87 
57  64 1  63 
84  87|  88 
55  621  62 


70  80!  ^^ 

61 1  59!  60 

80!  ^^ 

56!  56 


83 

61  .58 
65i  62 

56!  5R 

80]  67 

62  40 


95  06 

67   63 
06|  92 


H\     88 


86, 
58 


80 

62  59 


70! 


53,  53 

83  87 

56  57 

60  '56 


771  71 

.581  5.3 

74  81 

55  56 


71 
61 
66 

56 
70 
61 

89|  60]  60 
6.'i  ,'^8 


83  71 

62   58; 


88|  86 

63j  66 

78  85 

63  i  60 

751  78 

55]  64 

9l!  91 

59  62 

'60!"64: 


61 

72;     60] 
58      59 


83!  ^* 

6?  62 

84  89 

61  fil 

84i  84 

61 1  61 


84|  85 

62  63 

S5i  85 

59,  60 

9!  I  87 

63j  6? 

88  80 


87  83 

58  62 

87  8' 

62;  63 

86!  85 

64i  60 


RfifprPTiPP  Iptfprs  (».  •>,  «).  appparinff  in  tbp  tahlp  indioatp  nnmber  of  day?  missing:  for  pxample,  ''  reprp,«pnts  two  day,'!  missing.  ptP. 
v-«  InstrumPiits  arp  rpad  in  rhp  morning :  the  mayimnm  temppratnre  thpn  rpad  is  oharjfpd  to  thp  prppediiiB  day.  on  wliioh  it  almo.st  always  occurs. 


M'  B  0,  Raleigh,  9-2.3  -27  -POO 
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No.  9. 


0£N£RAL  SUSCMART. 

The  month  was  warmer  than  the  average,  with  a  pro- 
nounced heat  wave  from  the  llth  to  the  19th,  inclusive,  and  a 
marked  cool  period  from  the  2Lst  to  the  25th,  inclusive.  Pre- 
cipitation was  decidedly  below  normal. 

All  crops  improved  under  fairly  good  showers  during  the 
early  part  of  the  month,  after  which  there  was  progreg.'^ive  de- 
terioration incident  to  prolonged  heat  and  scattered  and  un- 
eveidy  distributed  rainfall.  Cotton,  on  the  whole,  maintained 
generally  good  condition  in  the  Piedmont,  notwithstanding  the 
drought,  and  weevil  infestation  was  generally  light  ;^elsewhere, 
deterioration  was  due  principally  to  weevil  ravages;  the  crop 
opened  rapidly,  and  picking  and  ginning  made  satisfactory 
progress  throughout  the  month,  with  picking  about  three- 
fourths  finished  toward  the  close.  Very  good  early  and  inter- 
media corn  crops  were  matured,  but  the  late  crop  suffered  from 
drought.  The  forage  crops  were  good  to  excellent  this  season. 
'J'ruck,  gnrdens,  and  pastures  deteriorated  slowly  but  steadily 
lyider  prolonged  drongiit,  and  development  of  sweet  potatoes 
and  peanuts  slowed  up;  however,  sweet  potato  digging  results 
were  generally  good.  A  good  quality  of  molasses  was  being 
made  as  the  month  closed. 

PRESSURE. 

Tlie  meiin  sea-level  t)ressure,  <leterniined  fron;  reports  of  9 
regular  Weatlier  linreau  stations  in  nnd  surrounding  the  Sec- 
tion, was  80  03  inches.  The  highest  pressure  was  30.37  inches  at 
Asheville,  N.  C,  on  tlie  24th.  and  in  the  Section  proper,  30.35 
inches  at  Columbia  on  the  25th;  fhe  lowest  pressure  was  29.66 
inches  at  Augusta,  Ga..  on  the  llth,  and  in  the  Section  proper, 
29.60  inches  at  Columbia  on  the  same  date. 


inches  in  sections  of  the  eastern  counties  and  mountain  district 
to  less  than  one-fourth  inch  in  portions  of  the  coastal  plain  and 
lower  Saluda  and  upper  Savannah  drainage  basins  The  greatest 
local  monthly  amount  was  3.83  inches  at  Conway ;  least  local 
monthly  amount,  0.04  inch  at  Chappells.  The  greatest  24- 
hour  rainfall  was  3.10  inches  at  Caesar's  Head  on  the  6th.  The 
average  number  of  rainy  days  was  57%  below  normal. 

Killed  by  Lightning.— On  2d,  tiear  Seneca,  Mr.  Charles 
Roach,  on  road  home;  his  two  mules  were  also  killed,  value 
about  $250. 

WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
6.2  n'liles.  The  highest  average  velocity  was  9.4  miles  per  hour 
at  Charleston  and  Savannah,  Ga.;  the  lowest  average  velocity 
was  8.3  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section 
proper.  5.4  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  5-n)inute  period  was  33  miles  per  hour  from  the  north- 
east at  Charleston  on  the  25th  and  from  the  northwest  at  Sa- 
vannah, Ga.,  on  the  20th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  277.6  hours,  or  75%  of  the  possible 
anionnt.  The  average  number  of  clear  days  was  18;  partly 
cloudy,  8,  and  cloudy.  4,  as  against  normals  of  16,  8,  and  6 
days,  respectivclj'. 

RIVER  CONDITIONS. 

On  account  of  the  generally  light  rainfall,  the  river?  of  the 
Section  were  uniformly  low  throughout  the  month. 


29; 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  31  stations,  was  75.6°,  or  12°  above  the  normal. 
The  highest  temperature  was  101°  at  P>lackville  on  the  14th.  at 
Newberry  on  the  15th,  and  at  Laurens  on  the  16th.  Warm 
weather  prevailed  from  the  3d  to  the  19th.  inclusive,  with  a 
pronounced  heat  wave  after  the  llth.  The  lowest  temperature 
was  40°  at  Santuck  on  the  25th.  The  single  marked  cool 
period  was  from  the  21st  to  the  25th.  inclusive. 


MISCELLANEOUS   PHENOMENA  (dates). 

TTdhs— Lunar:   Walhalla,  4.     Solar:    Due  West,  6,  11,  28, 
Greenville,  29;  Walhalla.  4. 
Hail  —Moderate,  Walhalla,  3. 

Fog,  den.'?e.— Beaufort,  8,  14;    Columbia,  21,  28;    Rmimi, 
!14,  2 1, "28,  29,  30;  Santuck,   13;    Trenton,  5,   6,    13,  14,  28, 
29,  30;  Winnsboro,  28,  29^ 

ERRATA. 

August.  l<).^7.-Con\vay,  pago  30.  prevailing  wind  direction  should  be  southwest. 
Calhoun  Falls,  number  of  cloudy  days,  page  30,  should  be  14.  Gaston  Shoals,  total 
rainfall,  pages  30  and  31,  should  be  3.38.  Hogback  Mountain,  total  rainfall,  pages  30 
and  31.  should  be  3.04.  , ^ 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%:  noon,  57%:  8  p.  m..  70%. 
The  highest  percentages  occurred  over  the  western  counties 
and  along  the  coast,  and  the  lowest,  in  the  north-central  region. 

PRECIPITATION. 

The  average  for  the  Section,  49  stations  reporting,  was 
1  63  inches,  or  2.20  inches  below  the  normal.  The  rainfall  \a as 
generally  below  normal  and  was  badly  distributed  as  to  time, 
areas,  and  amounts.     The  measurements  ranged  from  near  four 


MISCELLANEOUS 
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IG27. 
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97 
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0.75 

6.4 

ne. 

83 

64 

68 

68 
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September,  1921 


Climatologrical  Bata  for   September,   1927. 


Stations. 


Kdxieni   I'orlioa. 

Beaufort  (near)??  . . . . 

Bliu'kville 

(Ituirl.fsloii 

(^Jieniw 

Comvay 

Darlington 

Klliiigliiuii 

KergtisoiiK 


Ooimties. 


I''loreiipe  1 

Klorcnce  2 

fJiiniett 

Geoigetou  11  tt- 


Kiiigstioe 

Mars  liliiir 

Oraiigfbiirg     

Piiioi>olis 

Uiiuiiii 


Society  Hill  ., 
SiiimiKMville  . 
Wedgetleld  .., 
Yciiiapsee 


Oivisioii  niciiiis  and 


]i'rflriji  I'iiilhiit. 


Aiki'M 

Aiiilersoii  

Hlairs 

Cicsars  lleadtt... 

CallioiiTi  I'alls 

CiinicHMi 

("atawha  

(;i)aiiiM"lls 

Chester 

('Icnisoii  ('olk'ge  . 
Columbia 


Crescent. 

Due  West 

Kdgelield 

Gaston  Slioals  11 

GnHMivillo 

Gioeuwooii 

Unatli  Springs 

Hogback  Mountain  . 

Kershaw 

l.andrnni 

I.aurens 

I.ittie  Mountain 

Lockhart 

Newberry 

I'elzer 

SaUiila 

Santnck 


Spartanhurg 

'I'lenton 

Wiilballa 

Winnsboro 

Wintbrop  (lollege 


Division  means 
Seclion   means 


and 

and 


lieaufort 

liarnwell 

Cliarleston 

(Jliesterfield  . . . 

1  lorry 

Darlington 

Kloren<-e  

Orangeburg  ... 

Florence  

do 

llami'ton 

Georgetown  .. , 

\Villiams))iirg  , 

Florence  

Orangebnrg  .; 

Ilcnkeloy 

Snmter 


Darlington  , 
Dorcliesler.. 

Sumter 

Hampton  .. 


■xtn 


Aiken  

Anderson  

Fairfield 

Greenville 

Al>beville 

Kersluiw 

York  

New  berry 

Chester 

Oconee 

liichland 


Spartanburg . 

Abbeville  ..., 

Kdgetleld 

Cherokee 

(Jreenville  — 
Greensvood.  . 

Lancaster 

Greenville 

Kershaw' 

Spartanbnig. 
Laurens 


Xewl)erry  .. 

Union 

Newb(>rry  ,. 
Anderson. .. 

Saluda 

I'nion 

Spartanburf 
Kdgelield... 

Oconee 

Fairlield  .  .. 
York 


!.ttrenies  . 

'xtremes  . 


Temperature,  in  degrees  Fahr. 


21 
29(1 

48 
lU 

25 
175 

106 
C3 

l:W 

82 
18 

51 
92 
264 
54 
97 

192 
75 

249 
24 
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764 
298 
3118 
5n8 
222 


6R2      21 


4<I2 
487 
850 
351 


711 
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1039 
«71 

568 
3025 

500 
1063 

589 

711 
336 
502 
850 
536 
512 


620 
1061 
545 
690 


78.4 
77.0 
78.1 
73.0 

76.2 
"75.4 

76.4 

''77.0 


•77.6 
79.7 


76.6 


74.0 


+0.5 
+  1.2 
+  1.7 
-0.6 

+  1.4 

+0.8 

+2.'0 

+3.8 


+  3.5 
+  1.9 


+  1.3 
-0.3 


+  1.1 


6.  4      +2. 0 


77.4 
75.1 

69.' 4' 

76.4 
"76.9 


74.8 
76.9 


75.6 


7,5.0 
75.  6 


74.0 


75.4 
7.5. 2 
76.4 

75.8 

'76.' 8 

'74.0 
72.9 


73.1 
«7»'.  0 
74.6 

7.5.3 

75.6 


+  1.8 
+0.9 


+2.8 


99 
101 
94 
96 

98 
"99 

"97' 

''99 


98 
101 


99 
96 

"'87' 
100 

»98 


16 

14 
IB 
lo 

15 
16 

'tis' 


15 
tl4 


tl5 
16 


+2.  1  1     100 
+2.  4 


+  1.9 


+  4.4 
+2.  3 


+  0.4 


+  1.2 
+  2.2 


+  0.9 
+  i.'7 


-0.6 
-0.2 


+  1.5 
+2.  3 
+  1.4 

+2.1 

+1.2 


96 


97 
100 


96 
100 
101 

98 

'ioi' 
"95' 

99 
99 


97 
6100 


101 
101 


tl5 
14 


15 
t!5 

'ti.5 
tl6 


58 
48 
59 
42 

50 
49 

48 

'"56 


Precipitation,  in  inches. 


Number  of  days. 


50 


24 
24 
23 
24 

24 
t24 

"24 

25 


t22 
25 


33 


47         2'. 
51  24 

49         24 


tI5 
15 


16 
tiB 


+  15 

+  15 

16 

15 

"15' 

■+i4 

+  15 
+15 


15 
16 
15 

+15 

+14 


49 


25 
+24 


+24 
+24 
+24 

23 

'  '22 

"24 


+24 

+22 

24 

25 

25 

25 


0.68 
1.45 
1.23 


-3.12 
-2.  73 
-4.23 


0.08       -3.48 


3.83 
3.69 
2.06 
2.38 

■2.06 
2.38 
0.93 
2.97 

1.00 
2.  25 
0.38 
0.  25 
0.36 

1.93 


26 


2.40 
1.63 


0.40 
1.'22 
1.73 
3.70 
0. 23 
3.  '23 

3.02 
0.04 

'i.'i6 
2.  64 

2.21 

2.18 
2.  50 
0.84 
0.80 
1.09 

2.0! 


-1.05 
-0.31 
-2.  10 
-1.50 

-2.01 
-1.69 

-i.34 

-3.17 

-3/29' 
-4.41 

-3.  42 


2.  03 
1.02 
0.31 

1.20 
1.  10 
2.40 
2.86 
1.04 
2.19 

1.60 
0.69 
1.99 
0.69 
3.20 

1.60 

1.C3 


-1.79 
-■2.  48 


-•2.  94 
-1.91 
-1.33 

-3.  ,5i 
-0.49 

-0.  .53 
-3.  30 

-2!  94 
-0.81 


-1.27 
-0.51 
-2,51 
-3.01 
-2.34 


-0.03 
-3.44 


-1.95 

-O.'JiV 
-0.75 
-2.27 
-1.03 

-1.76 
-2.61 
-3.  14 
-2.87 
-0.03 

-■2.22 

-2, 20 


0.  35 
1,00 
1,06 
0.08 

l.,50 
1..35 
0.  64 
1.63 

1.04 
1.'20 
0.51 
1.75 

0.90 
1.62 
0.21 
0.25 
0.  36 

0.95 


1.40 
1.63 


0.23 

0.  95 

1 .  00 
3.  10 
0.  17 

2.  80 

2.52 
0.04 

0.96 

1,99 
2.  06 
2.  ,50 
0.40 
0.75 
0.68 

1.82 


1.72 
0.88 
0.30 

0.73 
0.85 
2.  00 
2.  ,54 
0.  56 
1.72 

1.05 
0.  57 
0.95 
0.53 
1.20 

3.10 

3.10 


4  i  18 


26 


0  ]  ne. 
5     ne. 

'i 


Observers. 


Mrs.  R.  L.  Fripp. 
Mrs.  I),  li.  Sanders. 
r.  S.  Weather  Bureau, 
lioland  D.  I'owe. 

I'anl  Qnattlebanm. 
1).  C.  McCall. 
W'ni.  H.  (iillespie. 
Henry  (.'.  Savage. 

H.IC.  Gilbert. 

1*i!e  Dee  I'^xperimetit  .Sla. 

Maner  H.  Itobert. 

A.  r.  llaxard. 

Mrs.  Ellen  Scott. 
Kosa  R.  Davis. 
I  .S.  I'isht-r'   s  Station. 
Miss  IC.  I'.  Kiivenel. 
lioykiii  K.  Cantey. 

K.D.  Fields,  .Jr. 
Dr.  William  Simons. 
W   Hampton  lianisey 
W.  C.  Unison. 


I''rank  H.  McCoy. 
II.  II.  Knssell, 
Ksther  1!.  Owens. 
Csrsar's  Head— P.  Mtn.  Co 
1,.  M.  rark.'r.  * 

Henry  A.  Hrouii. 

.Iiimes  C.  Faris. 

George  V.  Clamp. 

.1.  (;.  Covnuell. 

I'lol.  K.  11.  11.  Calhoun. 

i:    S.  Weather  Uureau. 

Broad  River  Power  Co. 
V.  S.  W    H.  Aerological  Sta. 
D.  W.  Sliarpe. 
S.  C.  l.t.,  I'ower  .«  Hy.  Co. 
V.  S.  Weather  Bureau. 
M.  M.  Calhoun. 

.1.  Marvin  Hmvers. 
Blue  liidge  Forests  Co. 
J<dni  W.  Ilamel. 
U.  Ilartwell  Wilds,  D.D.S. 
L.G.  Koir. 

Miss  Alberta  Sease. 
Broad  River  Bower  Co. 
John  H.  Baxter, 
.loshua  Y..lones. 
W.S.Cront. 
K.  W..leter. 

M.TI.  Daniel. 
Mrs.S.  ICBoP!?. 
H.  W.  Brandt. 
Uev.  f)liver  Johnson. 
W.T.  Clawsou. 


The  depart«res  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  <-;"  {Pl*^,'"^ ',^P"' \^,f '  =1''^  etc 

deten,  in  n-secUoi  or  division  means.     Reference  letters  (»,  '>,  <^).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  1^  re.  rese   t.s  two  da.  .s  nnssi  ig  etc. 

+  A    o       ''oUier  d  tes.    ++  Heceived  too  late  to  be  included  in  means  an.l  summaries.    "  Temperature  data  are  fr.),;.  ob.served  rea.lm^s  of  <  ".'l;^;''!  ''';,"    ''"^,,'^,\^,'": 

mited  from  observed  reailings.    ttPiist-oHice  ad.lresses  of  tiiese  stations  -are  as  follows  •  Of  Gaston  .«lvoals.  Bl«cksbm-g;  nl  Winthrop  Coll.-ge,  Kock  Hill ;  of  !•  ergusou,  J'.uta«  \  lUe  , 

of  Ciesar's  Head,  Greenville;  of  Beaufort  (near).  Burton.         T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


September,  1927 


stations. 


Ktii'lfTii  i'ln'tion. 
Bean  fort  (near).  .. 

liliu'kvilli-lll! 

:5liiirlest()ii  *•• 

:^licr!i\v  IIH 

Jonwuy  il!l 

DarlhiKton  llll 

ICMiMi^lisiin   lill 

l">rsii.son   mi 

R-loreiice  HiJl 

Florence  i  llll 


Driiinage- 
bii.'>iii.'». 


'Jarnett 

(i<'i»r^»^t<iv\ii 

Kin^stiwijll 

Miir.s  liliilf 

OranKfhiM'g 

h'iiioiKjlis 

Kiniini  lll| 

^i'lciiMy  Hill  nil 

SiiinmiTville 

WeilKt'liclil 

YHnmssi'cllll 

IIV,s/«;(   rmlion. 

Alkfii 

Anil'TsoM 

Hlairsi|!| 

(;;vsiir'.s  Ilenil  

CillllOIlM   I'illls  llll    .... 

(jiiiiKii'ii  nil 

('iiiiiwi.siiin 

<'lKU.|.(.lls||l! 

Clii'stri- 

CI -on  Cdllciie 

Columbia**' 

Crescent 

Due  West***.      .. 

K'UvlicMlill 

(i:iMoii.S|ii,i,|.s|||| 

(I'lvcnville      **• 

(ireenwooci  in| 

Ili'iith  sniriiiifs  

HogUrtok  Mountain . 

Kcrsliaw  ,111 

I.iin.lniiii 

I.ani'un.s 

Ijltle  Miiniilain 

Look  hart 

Nhw iilMTV    

I'.'lwr  nil 

Walmla 

Sum  lick 

S|>iiit:iMlnirf>r  IP! 

Trciitnii 

Wiillinlla 

VViniisliorollll 

WiiitliropCJolli'fje. .. 
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Daily  Precipitation  for  September,    1927. 


(loast 

Iviisto 

Coast 

I'ee  l>ee 

Waccannvw  .. 

I'ee  Dee 

I.yiiclies 

Sanlee 

I'ee  Dee 

do 

Savannah  ... 

('(ia?t 

HIack 

I'ee  Pee 

Kilisto 

(.'ooper 

Sailleo 

Pec  Dee 

Ashley 

Waterce 

A.sliepoo 


IClisto 

SavaiHiali  . 

Itioad 

Saliiila 

Savannah  . 
Wii  lerue  . . . 

Calawlia  . . 

SaliKia 

Hioad  

.Sa\aiiiiah  . 
(.'oiiRaice  .. 

Enoree  .  . . . 
Savannah  . 
Savannah  . 
Uroad  ..... 
Sahula  . . . . 
do 

Widcrco  ... 

liroad 

Lynches  ... 

Uroad 

SahKla 

Sahida 

I'.road 

Sahida 

do 

...do 

l(roa(i 

do 

Kdisto 

Savannali  . 

Iti'oad 

Catau  ha  . . 


Day  of  month. 


1       2      3 


9      10 


U      1-2      13 


15 


16 


18      19 


20 


21      22 


23      24 


30      31 


1.0 
10 


.30 

l.UI 
.(11 
l.Ki 
I.  0-1 
1.20 


90 
l.fi2 
T 


.12 


.92 


.  35  . . 


.30 


0    .25 


.10 


.02 


.00 


.16 


.68 


1.00 


.05 


.15 


.04 


.95 

s.'io 


1.15 


.75 


,95 
.16 
...11.20 


.08 


2.54 


.03 


r 

1.50 
1.35 


.23 


.36 


.11    .14 


.37 


2.06 


.05 
.13 

.06 
?.08 

2.52 
04 


06 

1.99 

2.50 
.40 

.'•ii 


1.82 


.02  1.72  , 
.  06  . . . . 


.51 


.01 


.56 


.75 


.23 


.02 


.16 


1.00 


.07 


. ..  '.'SS 
.40|.... 
.281.... 
.301 
.31  .... 


.45 


.05 


.12 


T. 


.15  . 
.15 
1.00 


.11 


.55 


.30 


.03 


.22 


.20 


.78 


1.75 


.22 


.08  ... 
.48... 


T    2. 00 
.04 


.80 


.88 


.25 


1.72 


.11 


1.05 
12 

0' 


.40 


.15 


T. 


T. 


.06 


0. 

08 

1. 

45 

I. 

23 

0. 

08 

3. 

83 

3. 

69 

2 

(6 

2 

38 

2 

06 

2 

38 

0 

93 

2 

97 

1 

00 

2 

25 

0 

.38 

0 

25 

0 

36 

1 

93 

2.40 


0.40 
1.22 
1.73 
3.76 
0. 23 
3.  23 

3.02 
0.40 

'i.'ie 

2.64 

2.21 
2.18 
2.  50 
0.84 
0.80 
1.09 

2.01 

"•i.'os 

1.02 
0.31 

1.20 
1.10 
2.40 
2.  86 
1.04 
2.19 

1.60 
0.69 
l.«9 
0.69 
3.20 


ICxccpl  as  oil 

Oh,S(M\  illiilll.       I 
24-h(Hli'  iierind. 


cruise  iiidioatPd.  oliscrv 
111  I'rccipilation  nicasuiv 
iiiidnicht  to  inidniKht. 


aticnis  are  crenerally  made  late  in  the 
1  in  the  morniiKT;  amonnt  then  record 
*  I'rccipitation  inchideil  in  the  next  I'o 


alternoon.  near  snnset,  and  precipitation  recorded  is  or  the  'fV,  ?,'';:  h  ion  is  f  Ihe 
-d  is  (ortlie  precedln£r24  honrs.  ***  Kecrnlar  Weather  Bnrean  s  al  n:  l'"^'''';'*''/'''''  ,1^,  ,'cl. 
Ho  vinl'  measurement,    tseparate  dates  of  falls  not  recorded.    '1  ■  Trace,  or  less  than  O.hl   n,<  h. 


COMPARATIVE  DATA  FOB  SEPTEMBER. 


'I'eiiU'cralnre. 


1887... 
ISSS... 
1SS9... 
1890... 
1801.,. 
1892... 
1893... 
1891... 
189=)... 
1896... 
1897... 
1898. . . 
1899... 
1900... 
1911... 
1902.. 
1903.. 
1904.. 
1905.. 
1906.. 
1907.. 
1908.. 


72.2 
69.6 
72.1 
72.  9 
74.3 
72.5 
74.7 
75.0 
76.9 
75.0 
73.3 
76.0 
72.8 
77.1 
73.1 
72.1 
72.7 
75.8 
76. 2 
78.0 
76.0 
72.4 


101 

93 

98 

98 

92 

93 

98 

100 

106 

105 

100 

96 

102 

100 

98 

98 

100 

101 

98 

98 

99 

94 


Precipitation. 


Average  unmher  of 
days. 


Year. 


1.12 
9.86 
3.34 
7.84 
2.  66 
6.41 
4.42 
6.51 
1.29 
2. 94 
2.91 
4. 06 
2.  .55 
2.83 
4.06 
3.74 
3.62 
2.46 
1.91 
4.85 
.5.91 
2.  86 


e. 

ne.* 

se. 

ne. 

re. 

ne. 

svv 

ne. 


ne. 
ne. 


sw. 
ne. 
ne. 
ne. 
lie. 


Tennierature. 


Precipilation. 


cS  I;  C  C 


1909  

72.0 
75.8 

98 
103 

39 

46 

3.74 

1910 

3.10 

1911 

78.9 

100 

50 

3.33 

1912 

77.0 

109 

47 

5.91 

1913 

71.7 

99 

40 

4.06 

1914 

71.3 

101 

43 

3.63 

1915 

75.9 

102 

43 

2.38 

1916 

72.2 
71.2 
69.8 
74.1 
75.  5 
80.0 

99 
98 
96 
99 
100 
104 

35 
40 
36 
45 

46 
57 

2.56 

1917       

5.75 

191S   

3.87 

1919 

0.97 

1920 

5.42 

1921 

3.  42 

1922 

1923 

75.2 
75.5 

100 
99 

47 
50 

1.15 
2.67 

1924 

70.5 

loo 

41 

12.71 

1925 

81.7 

111 

55 

1.86 

1926 

77.0 

101 

52 

2. 29 

1927 

75.6 
74.4 

101 
111 

40 
31 

1.63 

Period 

3.83 

Average  n  nm 
days. 

)er  of 

CI  2    . 

6 

o 

Q 
0 

0^ 

10 
7 
2 
7 
6 
3 
6 

15 
5 
4 
8 


ne. 
ne. 

sw. 


7>e. 
ne. 


ne. 

lie. 

lie. 

sw. 

ne 

lie. 

ne. 

s. 

ne. 

lie. 


•Also  e.  and  s. 
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Caily  Temperatures  for  September,   1927. 


Stations. 

I 

2 

3        4 

5 

6 

7        8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26     27 

28 

29 

30     31 

Mean. 

Knslera  I'wlion. 

S  Maxiiiunn  . .. 

i  ilininnnii 

)  Ma.xiiniiin  . .. 

(  .Miniiniiin 

)  Maxinuun  . .. 

(  Minimum 

S  Maximmn  ... 

(  Minimum 

)  Ma.xinunn  . . . 
'  Minimum . . . . 

^7 

90 

92 

92      95 

85 

86 

91 

88 

90 

94 

93 

89 

93 

97 

99 

91 

90 

92 

88      87 

86 

88 

76 

80 

82 

84 

84 

85 

87 

88.7 

Beau  fort  (near) 

(>('> 

79 

70 

73 

68 

70 

70 

70 

7! 

69      71 

75 

75 

72 

75 

75 

75 

'1 

71 

70     65 

60 

65 

58 

69 

67 

64 

66 

69 

68 

69.2 

91 

97 

94 

89 

90 

86 

90 

95 

94 

96      98 

90 

97 

101 

99 

too 

98 

82 

89 

83 

87 

75 

74 

77 

82 

S6 

89 

87 

89 

92 

90.1 

Bluckville 

02 

H3 

67 
84 

68 
86 

67 
89 

67 
85 

67 

84 

61 

84 

62 
86 

65 
86 

67 

83 

68 
93 

70 
89 

84 

72 
93 

69 
93 

70 
94 

71 

88 

68 
89 

66 
90 

66 
83 

60 

84 

53 

S3 

53 
76 

48 
75 

63 

77 

60 
SO 

62 
SO 

60 
SO 

6U 
81 

62 
83 

63.9 

84.  S 

Charleston 

(19 

72 

74 

75 

73 

71 

72 

72 

74 

72 

74 

76 

77 

77 

77 

77 

79 

78 

76 

69 

71 

62 

69 

69 

61 

66 

67 

71 

71 

72 

71.4 

77 

87 

90 

92 

85 

S3 

86 

92 

82 

87 

91 

88 

89 

95 

96 

94 

90 

91 

89 

75 

80 

64 

75 

74 

77 

81 

84 

82 

84 

88 

84.9 

Clieraw^S'J 

63 

60 

69 

67 

65 

61 

57 

60 

67 

65 

67 

65 

66 

68 

70 

65 

72 

69 

68 

60 

66 

64 

49 

42 

46 

56 

55 

57 

64 

57 

61.0 

»0 

88 

91 

93 

87 

85 

89 

93 

91 

88 

91 

91 

88 

95 

98 

97 

91 

92 

91 

82 

85 

80 

77 

77 

81 

86 

87 

85 

85 

86 

87.7 

Conwiiy 

f)3 

62 

67 

70 

67 

62 

63 

66 

66 

66 

68 

70 

67 

70 

73 

69 

71 

72 

70 

69      67 

61 

58 

50 

53 

57 

60 

60 

61 

63  ... . 

64.7 

S  ^laximum 

88 

90 

91 

89 

85 

91 

92 

88      88 

90 

92 

92 

96 

98 

99 

98 

93 

89 

75      84 

72 

76 

78 

SO 

85 

89 

87 

SS 

90  ... . 

•ss.o 

DarliiiKtoii  W 

i  .Mininuiin 

"63 

61 

70 

66 

65 

62 

CO 

63 

67 

66 

69 

69 

67 

71 

72 

67 

74 

70 

70 

61 

60 

57 

62 

47 

49 

57 

67 

58 

58 

57.... 

62.8 

S  Maximum  . . . 

90 

89 

91 

93 

88 

85 

88 

91 

90 

91 

92 

93 

94 

95 

97 

97 

95 

89 

92 

90 

86 

77 

72 

78 

80 

84 

85 

88 

88 

88.... 

88.5 

Kerfriisoii  W 

i  Aiinintinn. . . . 

62 

66 

68 

72 

67 

65 

65 

65 

66 

67 

67 

t,9 

69 

70 

71 

6S 

72 

70 

67 

68 

65 

56 

55 

48 

52 

58 

62 

61 

59 

69.... 

64.3 

)  Maximum  . . . 

*  Minlirnnn 

)  Maxinuun  . . . 

sn 

64 
<M 

88 
63 
9.1 

90 
70 
94 

9^2 
69 
96 

86 
67 
91 

87 
65 
86 

90 
64 
90 

92 
66 
93 

90 

86 

90 

89 

92 

94 

98 

97 

94 

92 

90 

75 

74 

78 

82 

S2 

S3 

88' 

"87.7 

Klorence  1   

67 

69 

t)9 

70 

69 

73 

69 

75 

70 

71 

64 

66 

58 

60 

62 

60 

60J 

•ICfi  3 

94 

93 

96 

96 

90 

97 

99 

96 

95 

93 

92  "96 

"86 

"so 

"so 

84 

88 

90 

91 

89 

93  '.'.'.'. 

'9K4 

Qarnett 

i  Miuinuini. . . . 

61 

65 

67 

69 

65 

67 

65 

64 

64 

65 

66 

71 

71 

72 

70 

70 

67 

66 

671     69 

51 

51 

51 

51 

65 

69     69 

63 

60  .... 

•63.  8 

)  Maxinuun  . . , 

90 

90 

92 

94 

93 

89 

90 

91 

93 

90 

95 

91 

91 

98 

98 

"88 

88 

87 

86 

88-     88 

88 

79 

88 

88 

88 

85     88 

8S 

781.... 

89.  3 

Ot'oreelowii 

i  Miuinuini. . . . 

70 

70 

73 

75 

70 

67 

71 

73 

74 

71 

75 

74 

70 

76 

71 

72 

72 

70 

71 

70!     78 

78 

60 

63 

68 

65 

68J     66 

63 

701... 

70.1 

1  Maxinuun  . . . 

83 

87 

90 

91 

89 

85 

90 

93 

89 

86 

93 

93 

92 

95 

92 

98 

95 

93 

92 

84      87 

80 

77 

77 

82 

86 

891    86 

86 

86  ... . 

88.2 

Kiiiirstree 

I  Miuinuini 

61 

65 

69 

70 

67 

65 

65 

65 

66 

67 

69 

71 

69 

70 

74 

69 

74 

70 

70 

68     63 

59 

56 

50 

53 

69 

62 

62 

60 

63  ... . 

65.1 

S  Maximum  , .. 

91 

90 

89 

93 

90 

84 

90 

93 

92 

87 

95 

92 

95 

97 

98 

98 

97 

96 

92 

84     86 

72 

76 

77 

80 

85 

88 

87 

88 

9ll.... 

89.1 

Oraiiiri'liiirir 

}  Minimum 

63 

67 

67 

67 

67 

66 

65 

63 

65 

68 

67 

70 

74 

71 

71 

70 

71 

70 

68 

67      62 

55 

52 

60 

64 

60 

63 

61 

63 

CO.... 

64.6 

.Socimy  \l\\\n 

S  Maximum  . . . 

92 
66 

78 
65 

74 
63 

80 
60 

87 
60 

79 
64 

90 
66 

93 
66 

"68 

"66 

"7i 

"76 

"68 

"68 

"76 

"76 

"60  "57 

"55 

"si 

"id 

"47 

"m 

"56 

"57 

■"S6 

i 

"57i:::: 

1  Miiiimuui 

\    \lMvillllllll 

"ei 

"eii 

"fii 

""6i.'2 

.SiimmervillH 

1  i>inAiiiiiiiii  ... 

(  Miuinuini . . . . 

1'"]^ 

.... 

.... 

\  ^laximuni 

.  . . 

.... 

Wcdgetiuld 

f  Minimum. 

.... 

"91 

'^9 

v.'.y " 

86  "86 

"si 

"78 

77 

"S2 

"86 

"'86 

Ycniassee 

1  Maximum  . . . 

"SH 

iii 

92 

'  "92 

90 

"86 

"90 

"92 

"91 

"90 

"94 

'94 

"91 

"95 

"98 

"98 

"93 

"88     87 

"87i.... 

""89.0 

/  Miiiimuiii. . . . 

62 

66 

67 

66 

65 

67 

67 

65 

65 

66 

67 

72 

74 

70 

71 

72 

71 

67 

69 

68 

68 

52 

53 

51 

53 

52 

60 

61 

63 

61 

64.4 

\l'efteni  V 

ulioii. 

S  Maxinuun  . . . 

91 

93 

91 

92 

93 

90 

88 

92 

92 

87 

95 

92 

92 

95 

99 

97 

96 

91 

88 

82      84 

82 

75 

75 

80 

86 

86 

86 

86 

88 

.... 

88.8 

Ailten 

*  \  Minimum. . . . 

66 

69 

72 

72 

68 

69 

65 

68 

67 

70 

70 

69 

71 

71 

73 

71 

72 

71 

67 

68'     60 

55 

51 

.55 

54 

56 

64 

63 

66 

65i.... 

65. 9 

J  .Maxinuuii  . . . 

8K 

90 

87 

89 

88 

85 

85 

89 

88 

85 

92 

90 

92 

95 

96 

96 

96 

93 

85 

80     83 

73 

7.3 

74 

74 

69 

86 

86 

84 

90:.... 

86.0 

Anderson 

■  1  Miliiiiiuni 

M 

65 

67 

70 

69 

66 

65 

65 

67 

67 

70 

71 

70 

69 

71 

68 

74j     70 

67 

62;     54 

62 

52 

51 

50 

59 

6li     63 

63 

631   ... 

64.2 

\  Maximum  . . , 

78 

80 

82 

82 

80 

75 

77 

81 

70 

77 

79 

80 

83 

86 

87 

83 

871     83 

75 

68      69 

64 

66 

65 

65 

66 

78      74 

71 

77' 

76.3 

Caesar's  Head 

'  .Miiumum. . . . 

70 

70 

68 

6(1 

63 

63 

66 

70 

70 

64 

64 

64 

63 

67 

72 

72 

73 

77 

66 

55;     50 

47 

48 

52 

,53 

53 

53      62 

60 

61j.... 

62.  5 

1  Maxiinuni  . . . 

9.5 

94 

91 

94 

94 

88 

92 

94 

92 

90 

97 

94 

97 

98 

100 

100 

100 

94 

86 

84|     85 

78 

78 

SO 

82 

72 

88     87 

85 

90J... 

90.0 

('iiMioini  I'alls'jS^ 

•  /  Miuimum. . . . 

03 

63 

64 

64 

65 

65 

63 

63 

63 

62 

64 

65 

69 

69 

69 

69 

70 

70 

68 

64 1     55 

54 

53 

51 

52 

60 

,59 

61 

63 

63  ... . 

62.  8 

('iiindeni^'J 

S  Maximum  . .. 

92 

93 

93 

91 

93 

90 

93 

95 

92 

90 

94 

95 

96 

98 

98 

99 

93 

89 

88 

811     85 

70 

81 

78 

79 

81 

SO 

84 

91;.... 

'S9.0 

'  (  Minimum 

66 

67 

71 

70 

69 

64 

62 

63 

67 

67 

69 

74 

74 

75 

74 

72 

75 

75 

65 

m    60 

56 

"53 

49 

50 

51 

55 

59 

62 

66  ... , 

64.8 

Chester 

)  Maximum  ... 

.. . . 







.... 

CliMiisoii  College  . . . 

'  Minimum 

S  Maxinuun  . .. 

"89 

"so 

"90 

"93 

"9i 

"ss 

"ss 

92 

"89 

"S7 

93 

"93 

"95 

"98 

'ioo 

ion 

"98 

"95 

"86 

"sof's-s 

"76 

77 

77 

77 

"71 

87  "84 

"85 

"w.'.::: 

'"'88."i 

I  Minimum 

61 

63 

61 

66 

65 

65 

68 

62 

64 

67 

68 

67 

66 

67 

68 

62 

69 

68 

66 

611     50 

47 

49 

47 

45 

55 

58i     63 

63 

641.... 

61.5 

Columbia 

t  .Maxinuun  . . . 

91 

89 

90 

91 

88 

83 

88 

92 

92 

86 

93 

90 

93 

97 

97 

96 

94 

91 

89 

79^     82 

70 

74 

75 

77 

80 

8.5j     84 

86 

90;..,. 

87.1 

1  Minimnni 

68 

69 

70 

71 

71 

69 

66 

69 

69 

69 

70 

74 

73 

73 

74 

72 

73 

74 

69 

66!     62 

54 

52 

50 

54 

62 

65 

63 

64 

66  .... 

66.  7 

Due  West 

)  .Maximum  ... 

89 

89 

88 

89 

89 

84 

87 

91 

90 

87 

92 

89 

9^2 

95 

96 

96 

96 

92 

85 

78.     80 

72 

73 

75 

75 

70 

86 

84 

S3 

8Sj..., 

86.0 

1  Miniimim 

64 

65 

68 

70 

69 

70 

64 

66 

68 

68 

69 

71 

71 

69 

75 

75 

74 

70 

67 

63|     57 

.56 

62 

51 

49 

62 

62 

61 

62 

65] .... 

65.1 

f^reenville 

(  Maximum  .. 

86 

86 

89 

86 

87 

82 

85 

87 

84 

84 

91 

88 

92 

94 

96 

97 

93 

91 

81 

76|    77 

71 

73 

72 

72 

69 

83 

80 

81 

85 

83.9 

t  Minimum 

6.'5 

65 

69 

70 

72 

66 

67 

67 

68 

67 

70 

71 

71 

71 

78 

76 

74 

70 

66 

60 

68 

M 

55 

65 

51 

00 

64 

67 

65 

67.... 

66.0 

fJrectiwood   

i  .Maximum  ... 

87 

91 

91 

90 

92 

9-2 

88 

91 

93 

93 

89 

93 

94 

94 

98 

100 

100 

99 

93 

87 

81 

82 

76 

79 

60 

82 

77 

89 

86 

85  ... . 

88.4 

'  .Minimum. . . 

62 

64 

68 

69 

68 

69 

60 

63 

65 

66 

69 

68 

68 

70 

71 

66 

72 

71 

64 

61 

56 

53 

47 

46 

45 

58 

58 

60 

60 

63  ... . 

62.7 

Heath  Springs 

Hogback  Mountain 

)  .Maximum  . . 

87 

89 

91 1     93 

90 

83 

88 

92 

78 

83 

90 

87 

87 

93 

97 

98 

92 

89 

87 

74 

80 

67 

73 

75 

76 

■77 

84 

82 

SO 

82i . . . . 

84.8 

'  .Miniimim 

\  Maximum  . . . 

Of) 

63 

70 

69 

65 

67 

60 
.... 

68 

68 

66 

69 

67 

68 

72 

71 

72 

70 

72 

69 

61 

60 

53 

49 

46 

47 

46 

60 

61 

60 

61  .... 

63.2 

'  Miuimuni 

.... 

1... 

.. 



Kersltaw 

)  Maximum  . . 

"rs 

'S! 

"90 

"92 

"so 

"8.5 

"96 

"93 

"S.5 

"84 

"90 

"ss 

"89 

"94 

"96 

"91 

"96 

90 

"ss 

74      80 

"70 

"74 

"■78 

"78 

"si 

86 

"84 

S7 

89.... 

""fie.'.k 

•  I  .Minimum. . . 

66 

65 

70      69 

68 

67 

60 

62 

69 

66 

69 

69 

70 

74 

72 

72 

75 

62 

70 

6?      60 

54 

60 

48 

48 

61 

60 

62 

61 

61I.... 

64.4 

Lnndnnn 

j  .Maximum  . . 
•  '  Minimum... 

88 
60 

61 

89|     91 

89 
67 

85 
67 

89 
64 

91 
63 

87 
66 

89 
67 

90 
69 

91 

70 

95 
64 

99 
66 

100 
73 

100 
71 

98 
70 

95 

68 

86 
67 

79|     75 

73 

60 

75 
50 

75 
46 

74 
46 

SI 
66 

88 
61 

84 
58 

84 
73 

891..    . 
73.... 

87.2 
63.3 

65 

73 

59 

0/ 

F.aiirens 

(  Maximum  . . 

91 

93 

90 

95 

90 

87 

91 

95 

91 

90 

93 

93 

95 

100 

100 

101 

99 

95 

8S 

81 

85 

76 

77 

78 

79 

75 

■91 

86 

86 

92  ... . 

89.4 

•  '  Miiiiiiuim. . . 

64 

65 

68 

6? 

68 

68 

62 

62 

69 

68 

70 

69 

68 

67 

-1 

69 

72 

70 

67 

64 

57 

56 

50 

48 

48 

60 

59 

59 

61 

61  .... 

63.4 

I.iltlf  Monntiiiii  .... 

(  JIaximiim  .. 

Q'l 

92 

86     88 

90 

9'? 

90 

95 

92 

89 

93 

90 

94 

96 

98 

96 

93 

86 

87 

88 

83 

73 

75 

76 

80 

85 

89 

85 

f><> 

89  ... . 

88.3 

•  '  Miniimim. . . 

R2 

66 

66      68 

69 

70 

58 

65 

65 

66 

67 

70 

69 

70 

74 

66 

69 

66 

64 

62      59 

49 

44 

49 

53 

60 

62 

62 

63 

64  .... 

63.  2 

N<Mvl)Prr.v 

(  .Maximun.  ... 

90 

93 

9)      89 

93 

86 

9> 

95 

92 

89 

94 

94 

95 

99 

101 

99 

99 

95 

88 

80      83 

73 

76 

76 

78 

79 

88 

86 

85 

90; 

89.0 

•  '  Miuimum 

66 

67 

70      70 

69 

60 

58 

64 

68 

69 

71 

69 

70 

70 

73 

69 

75 

70 

68 

63      59 

5r( 

49 

4« 

48 

61 

61 

61 

62 

6li.... 

64.5 

.Saluda 

i  Maximum  . . . 

SO 

89 

89      89'     89 

80 

88 

90 

89 

8S 

9? 

92 

90 

95 

95 

95 

94 

91 

90 

84      79 

79 

72 

72 

75 

76 

82 

82 

82 

87i.... 

86.3 

•  '  .Minimum 

66 

63 

70 

701     66 

67 
84 

54 

59 

64 

68 

70 

68 

66 

67 

68 

63 

71 

69 

68 

66 

54 

53 

46 

42 

42 

58 

59 

56 

59 

60,... 

61.7 

Santu<'k 

)  Maximum  . .. 

90 

91 

^2 

91 

99 

90 

94 

87 

88 

9" 

91 

93 

98 

99 

99 

97 

93 

89 

81 

82 

71 

75 

74 

78 

76 

89 

84 

85 

9'!.... 

87.8 

■  '  .Minimum 

62 

62 

68 

68 

65 

69 

58 

.59 

67 

67 

71 

66 

65 

65 

68 

62 

74 

67 

67 

63 

56 

53 

46 

42 

40 

64 

62 

65 

57 

6S 

61.4 

Spartaiiliiirpr 

S  JFaxinium  ... 
•  *  Minimum. . . . 

88 

90 

90 

92 

90 

84 

88 

90 

87 

86 

92 

?■[ 

93 

.''. 

99 

99 

96 

92 

92 

85 

80 

79 

78 

.." 

75 

76 

76 

86 

82 

88 

87.1 

(  Maximum  ... 
'  Minimum 

93 

75 

"93 

65 

"92 
71 

"94 
7*2 

97 
f9 

"ss 

68 

95 

95 

99 

94 

89 

"S3i.... 

79 

"82 

"S7 

"93'.-.. 

Trenton 

"62 

"67 

68 

69 

70 

"70 

"73 

"72 

"7.5 

"73 

75 

72 

68 

671     60 

53 

".51 

"50 

,50 

60 

"62 

"62 

62 

64 

""6.5.8 

Walhalla 

j  >faximum  . .. 
1  Miuliiiuin 

88 

86 

89 

89 

88 

83 

89 

87 
62 

86 
63 

91 

65 

91 
64 

94 
63 

94 
64 

97 
67 

96 
64 

95 
67 

94 
65 

84 
64 

81!     81 
561    51 

45 

75 
45 

74 
49 

75 
49 

73 

57 

86 
.■^9 

S2 
60 

82 
64 

89 
64 

86.1 
60.2 

.W 

61 

61 

64 

63 

65 

6/ 

60 

WiniisboroM 

i  Maximum 

QO 

9*> 

92 

93 

91 

85 

90 

92 

89 

89 

91 

92 

94 

97 

100 

1 

76 

76 

78 

80 

87 

S4 

86 

88 

«R8.  5 

*  '  Miuimum . . . . 

68 
90 

71 
90 

69 

61 

■   ' 
60 

65 
94 

68 

67 

67 

71 

70 

71 

72 

"i\2\'.'.'.. 

.50 

48 

49 

,52 

62 

61 

62 

63  ... . 

'67.7 

Whitlirop  Collpge  . . 

S  Maximum  . . . 

89 

93      so 

84 

88 

82 

85 

9^2 

90 

90 

96 

98 

96 

"93 

"90 

"89 

76      80 

"71 

73 

78 

79 

77 

87 

81 

83 

89:.... 

86.4 

'  Minimum 

60 

65 

67 

68 

67 

67 

60 

65 

67 

65 

69 

66 

67 

68 

71 

71 

70 

70 

67 

59 

59 

52 

49 

48 

41 

58 

61 

60 

60 

65 

62.7 

Roferenee  letters  (■>,  •>,  c1,  appearing  in  the  table  indicate  number  of  days  missinir:  for  example.  "•  represents  two  days  niisslnir.  etc. 
vW  Tnstrumeiits  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

WBO,  Raleigh,  10-21-27-900 
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GENERAL  SUMMARY. 

CrOp  growing  and  soil  conditioning  rains  were  confined 
mostly  to  the  north-central  counties  during  the  early  part  of 
the  month,  and  fall  plowing  was  rather  backward.  Oat  and 
rye  planting  proceeded  slowly,  with  fair  germination,  and  late 
crops  were  in  need  of  rain  as  the  jnonth  closed.  The  corn  and 
forage  harvests  were  practically  finished  by  the  12th.  Cotton 
picking  and  Vmning  continued  throughout  the  month,  with 
about  10%  remaining  unpicked  in  the  higher  Piedmont  at  the 
close.  Sweet  potato  digging  results  were  generally  good.  ^  Fall 
cabbage  on  the  coast  was  nearly  ready  for  harvest,  and  spinach 
was  developing  nicely. 

PRESSURE. 

The  menu  sea-level  pressure,  determined  fron?  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.03  inches.  The  highest  pressure  was  30.41  inchesat 
Asheville,  N.  C,  on  the  loth,  and  in  the  Section  proper,  30.39 
inches  at  Due  West  and  Greenville  on  the  same  date;  the  lowest 
pressure  was  29.57  inches  at  Wilmington,  N.  C,  on  the  20th, 
and  in  the  Section  proper,  29.63  inches  at  Charleston  on 
the  19th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  35  stations,  was  65.8°,  or  2-2°  above  the  normal. 
The  highest  temperature  was  93°  at  Laurens  on  the  4th  and  at 
Trenton  on  the  8th  and  23d.  The  warm  periods  were  from  the 
1st  to  the  12tli  and  from  the  21st  to  the  31st,  inclusive,  with 
daily  means  ranging  from  5°  to  15°  above  normal.  The  lowest 
temperature  was  32°  at  Walhalla  on  the  18th.  The  cool  period 
was  from  tne  13th  to  the  20th,  with  daily  means  ranging  from 
5°  to  16°  below  normal.  Light  frosts  were  quite  general  in  the 
northwestern  counties  on  the  14th,  15th,  16th,  and  19th,  and 
a  killing  frost  occurred  at  Walhalla  on  the  18th. 


month,  and  the  latter  half  was  practically  rainless.  Precipita- 
tion was  poorly  distributed  as  to  area  and  amounts;  in  a  rather 
broad  belt  extending  from  the  north-central  border  to  the  lower 
coast,  the  measurements  ranged  from  3  to  over  7  inches,  taper- 
ing oflf  in  other  sections  from  2  inches  to  less  than  one-half 
inch.  The  greatest  local  monthly  amount  was  7.47  inches  at 
Camden;  least  local  monthly  amount,  0.49  inch  at  Aiken. 
The  greatest  24-hour  amount  at  any  elation  was  1.40  inches  at 
Beaufort  (near^.  The  average  number  of  rainy  days  was  20% 
below  normal.  _________ 

WIND. 

The  prevailing  winds  were  from  the  northeast.  The  average 
hourly  velocity,  determined  from  9  anemometer  records,  was 
7.8  miles.  The  highest  average  velocity  was  11.9  miles  per  hour 
Savannah,  Ga.,  and  in  the  Section  proper,  11.6  miles  per  hour 
at  Charleston;  the  lowest  average  velocity  was  4.1  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper.  6.2  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  50  miles  per  hour  from  the  southeast  on  the  3d. 


HUMIDITY. 

The  n)ean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  80%  :  noon.  63%  :  8  p.  m.,  65%. 
The  highest  percentages  occurred  along  the  coast,  and  the 
lowest,  in  the  interior. 

PRECIPITATION. 

The  average  for  the  Section,  49  stations  reporting,  was 
3.25  inches,  or  0.28  inch  above  the  normal.  The  bulk  of  the 
rainfall  occurred  in  two  periods  during  the  first  half  of  the 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  9  auto- 
matic records,  was  265.4  hours,  or  74%  of  the  possible 
amount.  The  average  number  of  clear  days  was  21;  partly 
cloudy,  5,  and  cloudy.  5,  as  against  normals  of  18,  6,  and  7 
days,  respectively.  ______ 

RIVER  CONDITIONS. 

The  rivers  of  the  Section  continued  uniformly  low  through- 
out the  month.  ___^__ 

MISCELLANEOUS   PHENOMENA  (dates). 

Hahs-Lnwrr:  Columbia,  Due  West,  and  Greenville,  7. 
Solar:    Due  West,  12,  26,  27;  Greenville,  27  ^,   „    , 

Fog,  dense.— Charleston,  25;  Columbia,  8;  Mars  Blutt,  1; 
Rimini,  8;  Trenton,  1;  Winnsboro,  10. 

ERRATA. 

August.  1927.-Gaston  Shoals,  total  precipitation,  pages  30  and  .31.  should  be  3.82. 


MISCELLANEOUS  DATA  FOR  OCTOBER,  1927 
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E.S 
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£2 

Teniperntuie. 
degrees  Tahr. 
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hnniidity. 

1? 
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8 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


October,  1927 


Climatolog-ical  Data  for  October,   19S7. 


Counties. 

c 
o 

o 
c3 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches. 

^^umbe^of  days. 

.E'c 

V 

.'Stations. 

5 

6 

i 

0.* 

Zi 

■5 

£  i 

■N 

i;  1 

z'x 

c  " 

£  5 

p-. 

Observers. 

II       1 

t-i 

KftKlfiti.  I'ortioii. 

Beaufort  (near)f? 

Blackville 

r.eaufort 

Barnwell 

Charleston 

(;lieslerlield 

Horry 

Darlington 

I'^loreiice   

Orangeburg 

l''!orenco  

do 

21 
296 

48 
144 

25 
175 
100 

63 

136 

i;tii 

82 
18 

54 
92 
264 
54 
97 

192 
75 

249 
24 

527 
764 
293 
31  IS 
508 
222 

562 
402 
487 
850 
351 

46 
43 
56 
45 

37 
3' 

69. 2 
66.4 
69.6 
63.2 

67.0 

1 

! 

+  1.4 
+  1.5 
+  1.8 
+0.9 

+2. 2 

91 
91 

87 
86 

88 

4 

24 

4 

tl 

5 

44 
39 
45 
39 

43 

19 

19 

19 

ti4 

17 

35 

41 

27 
46 

44 

4.51 

2.80 
2.37 
6.42 

1.90 

+  1.23 
+0.  05 
-1.56 
+  3.60 

-1.34 

4.40 
2.  70 
1.17 
3.57 

0.51 

0 
0 
0 
0 

0 

3 
•J 

5 
5 

22 
26 

18 

3 

1 
7 

6 

e. 
ne. 

Mrs.  R.  L.  Prlpp. 
Mrs.  1).  H.  San<lers. 

Charleston 

(MuTaw 

Conway  

Darlington 

Ellinghnni. 

r.  S.  Weather  lliireiiii. 
Uolaiui  I)  l^owe 

22 

2 

7 

ne. 

Paul  Qualllebanni. 
I).  C.  .McCall. 

36 
4'i 

45 
12 
9 
34 

45 
4 
11 
80 
13 

36 
■-'9 
37 
c8 

65 

34 

22 

3 

28 

21 
22 
5 
35 
41 

4.67 
4.15 

5.69 
3.90 
2.  22 

+  1.74 
+  1.19 

+2.  72 
+  0.93 

i.42  1 
3.05 

2.10 
1.65 
1.90 

0 
0 

0 
0 
0 

5 

7 
5 
3 

Wm.  IS.  Gillespie, 

66.3 
66.2 

+2.  2 
+2.0 

89 
87 

1 
2 

39 
42 

19 
17 

45 
41 

Henry  C.  Savage. 

Florence  1 

F'  lorpiice  2 

22 
24 
25 

5 
3 
5 

3 
4 

1 

ne. 
lie. 

II.  K.Gilbert. 

I'ee  Dee  Kxperimenl  StR. 

68.0 

91 

5 

37 

tl7 

49 

Maner  Ii.  liobert. 

Georgetown 

Williamsburg 

A.  1*.  Hazard. 

ICingstrrp 

Mars  Hlnlf              

67.0 

+2.6 

89 

24 

41 

17 

43 

2.69 
4.34 
3.07 
2.61 
1.26 

5.54 

-0.07 

'  +  i.'o.5' 

-0.37 
-1.17 

+2.66 

1.55 
1.93 
2.50 
1.70 
0.90 

3.07 

0 
0 
0 
0 
0 

0 

4 
7 
6 
5 
2 

6 

24 

5 

2 

n 

Mrs.  Ellen  Scott. 
Rosa.  R.  Havis. 

Orangeburg      

Orangebing 

Iterkeley 

Sumter 

Darlington 

Dorchester 

Sinnler 

Ha.nu>ton   

''\t  femes 

Aiken 

Anilerson   

Fairfield 

Greenville 

Ai)beville 

Kershaw 

York 

Newbeiry 

Chester 

Oconee 

i;icliland 

66.8 
65.4 

+  1.0 
+  1.3 

89 
85 

t  1 

8 

39 

41 

19 
19 

44 

20 
23 

5 
4 

6 
4 

e. 
ue. 

|i.S.  I'i.sberies  Stiitton. 

Pinoiiolis 

Miss  K.  1'.  Kavenel. 
IJoj'kiii  R.  Cautey. 

Society  Hill 

■•■61.7 

-0.9 

«89 

1 

38 

^17 

«40 

25 

0 

6 

w. 

E.  11.  Fields.  .Ir. 

Snuniierville 

Dr.  \\  illiam  .Simons. 

Wedge  (ield 

68.0 
67.8 

66.  6 

67.6 
66.0 

+  4.1 
+2.  2 

+  1.8 

+3.7 
+2.9 

89 
90 

91 

91 

90 

8 
5 

t  4 

2 
1 

40 
39 

37 

37 

38 

19 
tl7 

tl7 

19 

18 

44 

42 

49 

39 

39 

4.00 
2.87 

3.61 

0.49 
2.97 
2.  60 
2.70 
1.81 
7.47 

5.94 
0.91 

+  1.29 
+0.04 

+0.63 

-2.1s 
+0. 25 
+0.11 

'-6.' 99' 

+4,86 

+2.  62 
-1.61 

1.80 
2.73 

4.40 

0.27 
1..58 
1.23 
2.60 
1..52 
2.70 

2.  92 
0.  ,55 

0 

0 

0 

0 
0 
0 
0 
0 
0 

0 
0 

3 
3 

4 

4 
4 
4 
2 
3 
5 

4 
3 

24 
22 

23 

24 
21 

'i7' 

22 

3 
0 

4 

] 

1 

4 

4 

6 

8 

w. 
ne. 

ne. 

n. 
\v. 

w. 

W   Hampton  Ramsey 
W.  C.  Unison. 

Divi.sion  means  anil 

\\'f!i/rin  I'lnfiiiit. 

Ailteii .' 

Anderson  

Frank  H.  McCoy. 
H.  II.  linssell. 
Kstlier  B.  Owens. 

Cipsars  Headi? 

Calhoun   I'alls 

60.4 
66.1 

79 

91 

■"92 

t  1 
24 
i   1 

36 
37 
41 

18 
18 
20 

28 

43 

°'43 

Cicsar's  Head— P.  Mtn.Co 
1,.  M.  I'arker. 
Henry  A.  Brown. 

Catawha 

— 

.lames  C.  Faris. 

Ohappell.s 

Chester 

(ieorge  V.  Clamp. 

.1.  C.  Cornwell. 

Clemson  Cullege 

Columbia 

Crescent 

65.2 
66.8 

+3.6 
+  2  5 

91 

89 

4 
4 

34 
41 

19 
19 

52 
34 

2.14 

4., S3 

1.75 
3.26 
2.00 
2.91 
1.61 
1.53 

.5. 12 

-i.i6 

+  1.48 

'  +  i.'43' 
-0.51 
-0.05 
-1..59 
-1.30 

+2.  60 

0.76 
2.  62 

0.98 
2.  82 
1.00 
1..35 

0.87 
1.08 

2.60 

0 
0 

0 
0 
0 
0 
0 
0 

0 

4 
4 

4 
6 
2 

6 
4 

3 

21 
16 

9 
11 

i 
4 

e. 

ne. 

I'rol.  F.  11.  11.  Calhoun. 
(I    S.  Weather  Hnrean. 

Broad  River  Power  Co. 

Due  Wi'st.   .  " 

Kdgelield..    ..'.'.'.'.'.'.'..'. 

Gaston  Slniiils  11 

Gri'enville 

(ireenwood 

Heath  Springs 
Hogback  Mouiilain !! . 

Kershaw 

l.atidrnni 

Abbeville 

Edgefield 

Cherokee 

(ireeuville 

Gremiwooil 

I,a.ncaster 

(ireeuville 

Kersliaw    

Spartanburg 

711 

"680' 
1039 
671 

568 
3025 

500 
1063 

589 

711 
336 
5112 
850 
536 
512 

875 
620 
1061 
545 
690 

13 
13 
24 
43 
43 

25 

65.0 

"6.5.' 6" 
66.0 

64.2 

+2.9 

'f.5."4' 
+  4.0 

+  1.8 

88 

'"86' 
90 

87 

1 

■24 
12 

1 

39 

"'39' 
38 

40 

19 

"19' 
19 

tl5 

37 

"31 
40 

35 

18 

'20 
24 

19 

9 

"5 
0 

2 

4 

"6 
10 

ne. 

ne. 
w. 

e. 

t;.S.\V    B.  Aerological  Sta 
D.  \V.  Sharpe. 
S.  C.  l.t..  Tower  .«  Ity.  Co. 
li.  S.  Weather  linrean. 
M.  M.  (,'ulhoini. 

.1.  Marvin  Bowers. 
Blue  Kidgp  Forests  Co. 

11 
12 
9 

34 

65.  6 
64.5 
66.0 

66.  0 

+  1.6 
+  2.2 

+  2.0 

89 
92 
93 

89 

tl 
1 
4 

2 

41 

39 
40 

3S 

'  39 

IS 
+1fi 
tl4 

tl5 

"ti4' 

41 
37 
43 

35 

"kl 

6.18 
2.83 
2.  53 

4.86 
2.. 55 
2.16 
1.62 
1.75 
2.  98 

1.90 
1.43 
.3.63 
6.  61 
3.82 

3.04 

3.25 

+  4.0; 
-1.48 

+2.  05 

'-6.'34 
-1.80 
—1 .  OS 
-0.13 

-0.64 
-1.53 
+0.  27 
+  3.64 
+  1.13 

+  0.01 

+0.28 

2.59 
0.91 
1.82 

1.97 
1.00 
1.22 
0.96 
1.18 
1.70 

1.25 
0.70 
1.38 
3.  <.6 
2.00 

3.46 

4.40 

0 
0 

0 

0 
0 
0 
0 

n 
0 

0 
0 
0 
0 
0 

0 

0 

5 
4 

4 

3 
3 
3 
5 
3 
4 

4 
3 
4 

5 
3 

4 

4 

17 
25 
19 

22 

1 
3 
11 

a 

13 
3 
1 

1 

e. 
w. 

sw. 

\v. 

.Iidm  W.  llamel. 

It.  Hartwell  Wilds.  I).I)..S. 

L.G.  RotT. 

J,ittle  Mountain.  ...... 

Newberry 

Union 

Miss  Alberta  Sease. 
Broad  River  Power  Co. 

New  lien  y 

Newberry 

23 
•'3 

6.5.8 

+2.4 

89 

24 

21 

'20 
20 

27 
17 
21 
19 
18 

20 

20 

2 

'ii 
7 

1 

9 

8 
10 

6 

6 

8 

"0 
4 

3 

1 
4 
3 

5 

5 

ne. 

n 
se. 

e. 

sw. 
ne. 
n. 

ne. 

ne. 

.lolin  11.  Baxter, 
■loshua  Y.  lones. 

Saluda 

Santuck 

Spartanburg 

'I'reninn 

Walhalla 

Winnslioro 

Winthrop  College  tf... 

Division  means  and 

Section   means   and 

Saluda 

l^piou 

25 
34 

50 
34 
27 
33 
27 

62.8 
63. 2 

"68.' 6' 
63.  8 
•65.  6 
65.7 

65.2 

65.8- 

-0.1 
+  1.3 

'+3.'4' 
+3.2 
+3.2 
+3.3 

+2.6 

+2.2 

87 
90 

90 
93 
89 
'89 
90 

93 

93 

t4 

1 

1 
t8 
7 
1 
1 

t  4 

t4 

36 
35 

"ss' 

32 
39 

39 

32 
32 

19 
16 

"iit' 

18 
18 
19 

18 

18 

41 
50 

"ss 

48 

"37 

40 

52 

52 

■\V.  S.  Croiit. 
K.  W..leter. 

Spartanburg 

l<:dge  field 

Oconee 

Fairfield     .     .   . 

M.H.Daniel. 
Mrs.  .S.  IC.  Long. 
II.  W.Brandt. 
Kev.  Oh  ver  .Johnson. 

York 

extremes 

\V.  T.  Claw  sou. 

- 

■  'xtremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  liave  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
deteiniiniti"  section  or  division  means,     lielerenco  letters  (",  l'.  =),  appearing  in  the  table  indicate  innnber  or  days  missing:  for  example,  >'  rejiresents  two  days  nnssing,  etc. 

t  Also  on  other  dates  f\  lieceiveii  too  late  to  lie  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  ol  tlie  dry  bulb:  means  are  com- 
piiteil  from  observed  readings,  ni'osi.ollice  addresses  of  the.se  stations  -ire  as  follows:  Of  Oaslon  Shoals.  Blacksburir:  of  Winthmp  ('ollege,  Itock  1 1  ill ;  of  l-erguson.i-Utawville: 
of  C;csar's  Head.  Greenville:  of  Beaufort  (near).  Burton.         T   Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


October,  1927 


stations. 


Kftsf/rii  l*t)rtiitn. 
P.eaiifort(uear).   ... 

nliickvillKilil 

Cliiiilfscoii  ••• 

Chi'iaw  nil 

Coinvny  l!ll 

ParliiiRldii  nil 

KIIiinf!i;im   |||| 

ri'rsiison   ||!| 

Kloreiice  111!! 

Florence  2!||| 

OariiPtt 

<>i'()i)("linvn 

Kin!f>t:vH!|ll 

Mars  iUuir 

OranpcliiM-g 

riuoiiolis 

liiiniiii  nil 

.«i.ci..ty  Mill  ill! 

.SlIllllllIM  Villu 

'iVeii(?i-lit>l(l 

Yi'imisscc'lll! 

U'fulriii   I'liiliini. 

Aiken 

Aiiili'rsoii 

lilnir-sll!) , 

Cn'sar's  ITeftil  

Ciillioiiii  KiiUs  nil  ... 

I'illMll.'M    llll 

Oalawliallll 

<'lKI|.l"'lis|||| 

ChcstiM- 

<'l -^C'll  '■'>11.'K«.... 

Columbia  •••  

Crescent 

DlK!   W.'.st*** 

iciKcric'i.i  nil 

(.■iisloiiSlioiilsllll. 
(iroiMiville     ••♦.... 
(ireenwooil  |||l 


Drainage- 

basins. 


lli'alli  ."^inhiir.s  

Itotrback  iAfonntain . 

KlT.SlnuV   ,111 

I.aiilnnii 

I.aureiis 


I.iltlii  Moiinlain  .. 

Lockliart 

\t'\\iti'iT,v 

iN-ixiM- nil 

Saluda 

Sanliick 


PpartaMliiirK  ||||, . . 

Tri'iiloTi 

Wallialla 

WinimlioiollH 

vVintli;<i()('<)ll('ife. 


(Joast 

ICdisio 

( .'oast 

I'ce  Dee 

Waceanunv 

I'oe  Hee 

I/ynclins 

Saiitee 

I'ee  Dee 

.....do 

.Savannah  . 

Coast 

lilack 

I'ee  Doe.  . . . 

ICdisto 

Cooper  

Saiilee 

IVe  Dee.  ... 
.\slil.'.v..... 
Wateree  . .. 
Ashcpoo . . . 


Kdisto 

Savannah  . 

liroa<l  

Sahida  

Savannah  . 
\Va.Unee  . .. 

Cat  aw  ha  . . 

Sahiihi 

Uroad  

Savannah  . 
Contraree  .. 

Eiioree  .  . . . 
Savannah  . 

Savaniiali  . 

liroad 

Sahiihi 

....ilo 


Wateree  . 
Kroart  . . . 
I,yn<'lie.s  . 
Ilroad  ... 
Saluda... 

Snhida  .. 
V.road  . . . 
Sa,liida.... 

do  ... 

do  ... 

i<roa<I  . . . 


...do  ..... 
Kdisto..... 
Savaninih  , 

Hroad  

Calawlia  . , 
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Daily  Precipitation  for  October,   1927. 


Day  of  month. 


14      15 


16      IT 


IS      19 


T.    4.40... 
2.70    T. 
.28   T. 
.2t)1.52 
.511  .21 


.89 


.30 


.17 
.23 

.371 
1.00 


1.2C 


1.42 

3.05 

1.  10 
.80 

1.90 

i.'5.5 
.60 

2.  50 
.20 

.90 
.45 

i.KO 
2.  73 


.27 

.38 
.80 
.  10 
.07 
1.35  2.70 

1.00  1. -53 
.35 


.2'; 


.1... 


3fi 
.  03i-2.  59 


.27 
.20 

.23 
.09 

.2r. 

2.  f.O 


T. 


.98 

.4 

.15 

2.15 
.95 

.84 

H 

.30 

.79 


']". 


.fi4 


.35, 
.  30! 
..50 
1.80 
2.  00 


.  52, . 


32 
3.57 


.25  .85 
.18 
76  1.09 


3.07 
20 


1.05 
.09 


.  09] . . . 
1.58 
1.23 

i!.52 
2.35 

2.92 


.W    .50 
T.    1.42 


1.35 

.83 


.04 

1.08 


2.00 


2.59 
.■fiS]  -82 
.19  1.82 


1.9' 
l.Ol) 
1.'22 
.96 
1.18 


T. 

tV 

.16  1-54 

....il.25 
....|  .70 
1.17,  .58 
....  l3.  46 
...   1  .98 


.35 


1.00 


.03 


.06 


.45 


.47 
2.10 
l.Oo 


1.93 
.14 


1.00 
T 


.06 
."30 

2.  no 

.22 
.72 

.49 


1.00 
.26 


.07 


.52 
.91  .. 
.37 


.30 
.43 
1.38 

'.'84 


T. 


.20 


.10 


4.51 
2.80 
2.  37 
ti.  42 
1.90 


4.07 
4.15 
5.  (.9 
3.  SO 

2.  22 

"2.' 69 
4.34 
3.07 
2.  (il 

1.26 
5.54 

'4.' 06 

2.87 


0.49 
2.97 
2.  m 
2.70 
1.81 
7.47 

5.94 
0.91 

'•2.' 14 
4.  H3 

1.75 
3. 26 
2.00 
2.91 
1.61 
1.53 

5.12 


6.18 
2.83 
2.  .53 


4.  !-6 
2.  55 
•2.10 
1.62 
1.75 

2.  PS 

1.90 
1.43 

3.  63 
6.61 
3.82 


Kxeept  as  otherwise  indicated,  observations  are  ftenerally  nnide  late  in  the  aflernoon,  near  sunset  a  id  precpitation  reeorded  '«  "[tfj,^,  ""';''  f^,^'^*''^^^  V.  r  the 
observation.  |||!  i'reeipilation  n.easnred  in  the  nu.rninsr;  amount  then  recorded  is  for  the  preeedms  24  hours.  «*  Hesrular  \\eather  H.nea^n  ^t»t  '"'  J"^  ',',^11  H,n„  o  (.[,;■'■ 
24.honr  period,  niidnieht  to  inidnijfht.    *  I'reeipitation  ineluded  in  the  next  followniK  measurement.    tSepa rate  dates  ol  tails  not  recorded.     1.   Irace.  oi  less  than  O.ni   m 


eh 


COMPARATIVE  DATA  FOR  OCTOBER. 


Year. 


Temperature. 


I'reciiiitation. 


Average  u  u  m  be  r  of 

<lays. 


18H7 

1H8S 

1889 

1891).-... 

IHOI 

1892 . . . . 

!*« 

1891.... 
1895.... 

I,89i', 

1897.... 
1898.... 
1899.... 
19011.... 
19)1.... 
1912.... 
19'K.... 
T901 . . . . 
1905.... 
1906.... 
1907.... 
1 908 


61.4 
59.3 
60.  S 
63.  0 
6«.2 

63.  S 
64.4 
64.2 
61.3 
61.3 
65.  S 
62.9 

64.  2 
67.6 
62. 4 
63.  2 
62.0 
614 
61.2 
61.9 
61.2 
62.  0 


5.96 
4.18 
1.65 
4.06 
1.63 
0.60 
4.  92 
4.95 
1.15 
1.41 
3.  23 
3.82 
5.00 
3.  ti5 
0.89 
4.40 
2.63 
1.10 
1.97 
3.69 
0.73 
4. '22 


Year. 


Temperature. 


1909 

1910 

1911. 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919.:.... 

19'20 

1921 

1922 

19'23 

19-24 

19'25 

19-26...    .. 
19'27 


Period . 


61. 

2 

66.5  1 

67. 

5 

65. 

0 

62 

5 

64. 

7 

67. 

0 

64 

0 

59 

3 

67 

;; 

73 

•y 

64 

1 

62 

6 

64 

5 

62 

<1 

62 

2 

63 

9 

65 

1 

65 

8 

63 

6 

96 
100 
99 
94 
95 
92 
93 
92 
90 
9:3 
101 
fl 
90 
91 
90 
89 
98 
96 
93 

101 


rreeipitatioii. 


2.43 
4.39 
6.89 
2.21 
3.56 
3.44 
4.95 
2.  54 
1.50 
3.75 
2.53 
0.76 
1.79 
5.57 
1.14 
1.50 
2.93 
1.44 
3.25 

2.97 


te  j:  c  c 


Average  num  her  of 
days. 


5 

3 

7 

4 

9 

10 

4 

9 

6 

6 

7 

11 

7 

6 

7 

8 

5 

3 

8 

8 

10 

8 

4 

3 

4 

6 

5 

8 

6 

/ 

3 

5 

7 

9 

•- 

7 

6 

5 

6 

7 

lie. 

ne. 

ne. 

s\v. 

ne. 

sw. 

ne 

ne. 

e. 

lie. 

ne. 

lie. 

sw. 

ne. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


October,  1927 


Daily 

Temperatures 

for  October, 

1927. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Edxiern  roilinn. 
Beaufort(near) iSlX;;; 

Bia«'kvine I5}r,^~::: 

<''""'«'tO" (Minimum.... 

,(,,                      )  Miiximtim  .. . 

^"■e'-a"'!^* Jwininmm.... 

r-,..i,v««                         j  .Maximum... 
'-""^**» >  Minimum.... 

88 
65 
88 
B-2 
81 
71 
8ti 
60 
85 
63 

80 

68 
80 
62 
i«0 
71 
85 
58 
84 
66 

85 
75 
86 
70 
84 
76 
79 
70 
84 
73 

91 
70 
90 

68 
87 
75 
86 
65 
87 
70 

80 
69 
80 
63 

84 
72 
82 
55 
88 
58 

83 
67 
SO 
60 
82 
70 
82 
55 
85 
02 

84 
67 
89 
60 
80 
71 
83 
58 
85 
58 

87 
66 
90 
6U 
84 
71 
84 
59 
87 
60 

7» 
70 
80 
67 
81 
69 
70 
64 
78 
66 

79 
60 
79 
55 
76 
61 
71 
52 
77 
50 

82 
61 
88 
51 
79 
62 

45 
81 
51 

84 
70 
82 
62 
82 
72 
74 
64 
80 
66 

79 
00 
77 
58 
76 
00 
72 
54 
77 
61 

71 
50 
70 
41 
09 
55 
67 
39 
71 
44 

70 
50 
09 
42 
69 
56 
00 
41 
71 
44 

72 
50 

71 
54 
71 
39 
75 
44 

77 
50 
70 
40 
73 
52 
72 
40 
77 
43 

66 
48 
65 
41 
01 
48 
58 
40 
01 
47 

70 
44 
70 
59 
07 
45 
60 
42 
65 
45 

77 
49 
80 
41 
74 
48 
76 
39 
73 
46 

65 
62 
88 
44 
81 
54 
81 
43 
83 
45 

79 
56 
86 
451 
73 
60 
80i 
4Ui 
80 
61 

80 
54 
80 
49 
84 
69 
86 
43 
86 
44 

89 
591 
91 
53 
84 
01 
85 
40 
89 
45 

80 
58 
80 

53 
78| 

75i 
48 
84 
52 

75 
63 
65 
55 
72 
01 
68 
51 
70 
62 

75 
50 
78 
50 
74 
69 
08 
46 
69 
54 

79 
67 
80 
60 

00 
77 
68 
77 
59 

80 
60 
82 
51 
79 
61 
82 
48 
82 
66 

81 
53 
80 
60 
78 
69 

48 
86 
80 

76 
60 
80 
50 
74 
62 
77 
64 
80 
54 

79.1 
59.3 
79.9 
63.0 
77.2 
61.9 
76.2 
50.3 
79.3 
54.8 

Darlington  M \^!^in^uw'" 

... 

.... 

.  .  .  . 

.  •  .  • 

.  .  .  . 

■^er^usonw 1511\=1^;:; 

,..,              ,                     )  Maximum  . . . 

'''<"e"t'«>   i  Minimum.... 

^  .4                          )  Maxinnnu  . . . 

«""'e" J  Minimum.... 

89 
60 
86 
64 
89 
62 

87 
65 
87 
63 
84 
65 

88 
64 
81 
73 

87 
72 

85 
70 
83 
69 
90 
65 

86 
58 
86 
60 
91 
65 

85 
59 
85 
60 
87 
63 

86 
57 
83 
61 
88 
63 

87 
61 
84 
62 
90 
63 

83 
59 
77 
69 
89 
63 

77 
56 
74 
54 
82 
58 

81 

48 
81 
51 
85 
55 

82 
69 
76 
08 
85 
65 

74 
57 
72 
57 
79 
55 

69 
43 
70 
44 

72 
45 

70 
46 
66 
44 
72 
46 

72 
40 
67 
44 
76 
52 

75 
40 
74 
42 
79 
37 

03 
44 
04! 
44 
09 
44 

68 
39 
67 
43 
70 
38 

75 
40 
74 
44 
77 
37 

83 
42 

84 
47 
80 
40 

85 
40 
84 
44 
84 
47 

86 
44 

85 
50 
88 
45 

82 
61 
80 
52 
90 
45 

81 
53 

"'i 
58 
84 
50 

74 
58 
74 
54 
78 
60 

80 
65 
80 
63 
80 
54 

80 
69 
81 
55 
62 
63 

83 
58 
78 
55 
86 
48 

81 
51 

76 
54 

88 
43 

81 
49 
74 
63 
79 
55 

79.9 
52.7 
77.9 
54.5 

82.8 
53.3 

Heoritelow n !  uf.fi','.' ''','"  • ' ' 

"87 
62 

89 
6(1 
89 

58 

'  83 
65 

87 
64 

"eo 

"83 
74 

83 
73 

"60 

"83 
71 

87 
69 
81 
68 

1. 

87 
62 
77 
57 

"87 
63 

85 
62 
80 
58 

"86 
59 

87 
59 
80 
58 

"87 
62 

86 
63 
76 
60 

"76 
68 

78 
69 
69 
60 

"76 
54 

77 
56 
69 
53 

"8i 
50 

81 
51 
77 
48 

"78 
69 

83 
68 
69 
49 

"77 
59 

80 
54 

72 
55 

"0.9 
45 

68 
43 
65 
42 

"68 
45 

67 

45 
65 
41 

"73 
44 

71 
43 
70 
42 

"75 
41 

74 
40 
70 
38 

"O'i 

45 

69 
43 

"38 

6S 
43 

70 
39 
75 
41 

"74 
45 

70 
43 
70 
44 

"85 
44 

S3 
43 
72 
40 

"82i   "so 
45     46 

Sll    87 
43!     45 
80:     74 
40     40 

"89 
51 

89 
48 
70 
40 

"82 
56 

81 
54 
74 
46 

"72 

57 

77 
68 
67 
53 

"76 
55 

63 
63 
49 

"78 
59 

79 

55 
71 

"83 
54 

83 
52 
83 
51 

"85 
61 

84 
49 

77 
49 

1 

^-^•"-"-•^ !Mr=n'::: 

«"-'v.iiiiw ISls;:.::: 

82 
57 

79 
56 

77 
45 

79.2 
54.8 

80.1 

53.6 

«73.C 

49.8 

«"'"— vi''^ iMhMmum.::: 

,.,.„,,                    )  Maxinuun  . . . 
^^'"Ieehcl.1 (Minimum.... 

YMinn«..P                       S  .Maxinuun  ... 
^'^'""'•^'^ (  Mininnnn,... 

Wesleiii  I'miioii. 

.j.                                  SMaxiuinm... 

■^""" (  Mininuun.... 

Aii,l»i..in.,                       *  Maximum... 

^"''*'"-"" (  Mininnnn.... 

r, ,    Tt     J              ) -Maxinuun  .. . 

Caesar  .s  Head ,  Mi„i,„„,n.. .. 

^-^^^o.nv.^u^ SJli^^r.::: 

"88 
63 
87 
63 

87 
65 
90 
65 
79 
62 
90 
64 
92 
66 

"90 
63 
87 
6.i 
88 
64 
85 
69 

89 
61 

87 
6C 

62 
82 
65 

9! 
66 
85 
61 
75 
67 
85 
65 
92 
67 

"s.'i 

58 
84 
64 
84 
61 
82 
63 

90 
57 
81 
61 

"82 
78 
86 
72 

88 
63 
85 
68 

63 
85 
65 
91 
72 

"87 
68 
84 

84 
70 
84 
68 

89 
65 
72 
70 

"88 
72 
89 
68 

89 
68 
89 
63 

77 
58 
83 
65 
90 
64 

"6i 

58 
%^ 
71 
87 
63 
8( 
64 

85 
64 
86 
67 

"88 
62 
90 
65 

88 
66 
88 
58 
75 
59 
90 
56 
82 
63 

"88 
54 
85 
64 
85 
58 
82 
62 

90 
55 

81 
58 

"8.5 
62 
88 
63 

86 
64 
85 
01 
76 
59 
HH 
59 
88 
61 

'  Mi 
57 
S3 
63 
83 
60 
82 
62 

86 
5C 
80 
59 

"84 
62 
86 
63 

87 
03 
85 
61 
72 
57 
88 
58 

"t!3 

"63 
56 
85 
64 
84 
59 
81 
64 

88 
58 
80 
59 

"89 
64 
89 
03 

88 
69 
75 
65 
63 
63 
86 
59 

"66 

"so 

64 
86 
66 
70 
67 
71 
64 

88 
59 
79 
6( 

"so 

68 
78 
66 

84 
70 
79 
04 
70 
58 
81 
66 

"66 

"84 
66 
70 
63 
78 
63 
77 
61 

83 
60 
74 
64 

"79 
57 
80 
57 

81 
57 

55 
67 
50 
79 
58 

"ei 

"78 
49 
74 
58 
74 
55 
73 
54 

81 

58 
70 
52 

"82 
51 
89 
53 

79 
55 
75 
53 
63 
52 
79 
53 

"56 

"76 
50 
77 
55 
75 
53 
71 
55 

78 
50 
70 
49 

"so 

68 
84 
69 

83 
67 
81 
59 
64 
54 
82 
54 
79 
57 

"so 

58 
SO 
62 
81 
58 
77 
88 

81 
49 
72 
60 

74 

55 

55 

73 

48 
69 
48 
61 
46 
71 
49 
80 
51 

"69 
44 

72 
53 
66 
45 
05 
49 

84 
49 
69 
52 

"70 
44 
72 
45 

69 
45 
69 
40 
01 
40 
71 
39 

"49 

"71 
36 
67 
44 
05 
44 
05 
47 

68 
40 
65 
41 

"68 
44 
71 
45 

07 
44 

62 
44 
57 
41 
67 
41 

"44 

"0.7 
40 
65 
46 
04 
44 
01 
45 

09 
40 
66 
40 

"73 
43 
74 
45 

72 
45 
70 
42 
04 
44 
73 
38 

"46 

37 
70 
47 
70 
44 
70 
47 

69 
40 
69 
41 

"78 
42 
78 
39 

46 

I 
58 
47 
74 
40 
78 
48 

:::: 
75 

40 
74 
40 
70 
40 
67 
48 

74 
47 
71 
48 

"68 
42 
67 
44 

73 
40 
04 
38 
47 
36 
00 
37 

"43 

"73 
38 
60 
43 
60 
39 
56 
44 

74 
39 
59 
40 

"68 
40 
09 
39 

07 
37 
69 
4(1 
68 
37 
71 
39 
70 
43 

"70 
34 
06 
41 
67 
39 
05 
39 

01 
38 
65 
43 

75 
41 
70 
42 

70 
42 

70 
45 
66 
38 
78 
40 

I 

"76 
40 
75 
47 
75 
42 
70 
45 

07 
39 
72 
40 

"85 
47 
84 
44 

84 
47 
84 
48 
75 
50 
SO 
47 
80 
45 

"84 
39 
82 
48 
S3 
47 
81 
51 

75 
46 
81 
52 

82i 

501 

82 
51 
86 
48 
72 
51 
So 
45 
81 

"86 
47 
80 
49 
80 
45 
79 
56 

83 
47 
77 
49 

85 
52 
87 
47 

88 
49 
87 
51 
79 
53 
90 
47 
86 
44 

"so 

49 

88 
57 
85 
48 
84 
56 

83 
49 
84 
59 

"88 
62 
89 
53 

87 
53 
87 
50 
79 
63 
91 
53 
88 
45 

"?0 
49 
87 
58 
87 
51 
86 
62 

82 
53 
85 
50 

"84 
57 
SO 
54 

84 
53 
78 
02 
69 
57 
80 
65 

"77 

58 
76 
61 

70 
58 
72 
56 
63 
49 
76 
67 

"75 
52 
79 
54 

78 
61 
76 
51 
67 
50 
70 
51 

1 

"86 

58 

81 

64 

77 
54 
78 
51 
0.9 
54 
SO 
48 
80 
52 

"82 

48 
75 

-0 
/6 

52 

74 

89 

79 

48 
77 
57 

"85 
65 
85 
50 

82 
51 

84 
48 
70 
00 
SO 
46 
84 
63 

"90 

40 

83 
54 
83 
50 
84 
60 

80 
52 

84 
53 

"83 
03 
80 
46 

84 
81 
86 
54 
73 
60 
87 
47 
86 
48 

"85 
39 

81 
55 
82 
57 
77 
59 

88 
51 

68 

"85 
57 

70 
57 

79 
56 
72 
56 
65 
51 
77 
57 
86 
51 

"so 

69 
75 
56 
73 
57 
70 
58 

88 
54 
74 
53 

""m.b 

55.4 
81.2 
54.5 

80.7 
44.6 

78.5 
53.4 
68.3 
52. 5 
80.7 
51.5 

<^'""-'-'^^ ui!',n;;;:::: 

Clip.ster S  Maxinuun  . .. 

'  .Mininuun 

(Mt^ni.'.on  Collcse           >  Maxinnim  ... 

1  .Mininuun 

Columbia )  IMaxinuim  . . . 

'  Mininuun 

I'ne  West S  -Maxinnnu  ... 

(  Minimum 

fireenville i  Maxinuun  ... 

/  Mininuun 

nreenwoorl   \  Maxinuun... 

'  Minimum 

Heall.  .Springs !  'l'.'".'""'"' ••• 

'  -Miininnm 

46 

77 
56 
80 
59 
78 
00 
74 
61 

89 
56 
73 
67 

5S 

"74 

55 
71 
57 
69 
50 

S4 
55 
67 
52 

48 

"78 
47 
72 
51 
73 
49 
73 
54 

77 
47 
09 
45 

53.6 

""8P.'7 
49.6 
77.8 
55.  8 
77.0 
53.1 
75.1 
66.1 

80.7 
51.2 
74.7 
53.6 

iiogback  Mountain.  IJIf,;'/;;;;;;;;;; 

ICersluvw                         \  •}l'<xininni  ... 

(  .Miniinnni 

r-andruin j  Maximum... 

'  Miiniuum 

f~ !^!r^=.::; 

''■'•""'-"»"' lMh=r.::: 

^--"v S?;i?,zr.::: 

SalndB....                   j  Maxinuun... 
'  Minimum 

«— "^ !MhH=:;: 

«'>--'^-«r 1J!1=;;'.::: 

^'-"- !Mh=;'.::: 

«'-i-"» lair.;:: 

"'"-"oro*^ !J{i=r::: 

^^ "■•"p'""|""«^e...lJS;r::: 

"m 

63 
9-. 

eti 

91 

62 
S8 
6.1 
8H 
63 
82 
5<. 
9( 
ft 

90 

"m 

61 
88 
61 
89 
64 
90 
64 

"hs 

62 
87 
58 

88 
60 
8S 
64 
88 
61 
8'i 
60 
87 
65 

87 

"S7 
67 
S.'i 
58 
Sfi 
61 
83 
61 

"Sb 
62 

85 
60 

88 
7! 
87 
67 
85 
71 
82 
65 
87 
71 

86 

"Sfl 
62 
86 
65 
8: 
63 
82 
69 

"86 
1     67 

8? 

6t 

93 
6:j 

1    ''*■' 

1    6;1 

1     M 

i     64 

8" 

6f 

8S 

61 

8£ 

"k 

64 

8f 
5f 
87 
6f 
87 
64 

"S4 
.58 
85 
5h 

90 
5f 
84 
5fl 
87 
58 
87 
59 
8f 
54 

87 

"84 
64 

j     84 
49 
85 
59 
86 
58 

"84 

68 
8h 
55 

86 
5b 
85 
67 
86 
58 
84 
55 
84 
53 

86 

"84 
59 

8.i 
55 
84 
60 
84 
77 

"84 

1     58 

86 

54 

92 

5b 
85 
60 
85 
58 
82 
53 
8.i 
5.S 

86 

"84 
63 

8<! 
57 
R.-i 
62 
S.i 
6f 

"82 
63 
7h 
64 

82 
63 

83 
62 
8!i 
66 
81 
63 
79 
66 

8C 

"93 
68 
SO 
64 
84 

;  63 

78 
6." 

"7.3 
65 
70 
61 

SI 
6.'5 
79 

6r 

79 
68 
70 
60 
7" 
60 

79 

"hi 

6-1 
8- 
6? 
70 
6.« 
70 
6:- 

"73 
53 

70 
48 

78 
53 
72 
50 
77 
58 
70 
58 
79 
6S 

78 

"7Q 
58 
77 

5- 
70 
50 

"77 
49 
73 
46 

78 
50 

1     71 

58 

i    80 

73 
48 
7' 
45 

75 

"si 

K 
70 
50 

r 
u 

"7.5 
65 
79 
58 

87 
63 
S3 
60 
84 
64 
73 
57 
81 
47 

78 

"s- 

64 

7f 
5,' 
80 
5f 

r    7.' 

)      6? 

"75 
52 
69 
47 

70 
48 
70 
50 
70 
50 
68 
49 
71 
47 

70 

"71 
51 
6" 
40 
71 
55 

4J 

"r5 
42 
05 
40 

69 

40 
66 
40 
08 
39 
64 
37 

3f 

6f 

7-'^ 
4.= 
6' 
3.= 
6' 
4 
6f 
4; 

"60 
43 
63 
40 

67 
44 
65 
38 
67 
41 
03 
39 
On 
37 

66 

"73 
4? 
6? 
45 
Of 
41 
6' 
1      41 

"70 
48 
70 
39 

73 
40 
68 
39 
73 
41 
0? 
39 
i     71 

3r 

71 

"7f 

1    ^ 
1     3f 

1     7( 

4' 

4 

"72 
45 
09 
39 

71 

42 

i     ''^ 

!   40 

1     73 

i     43 

1     00 

38 

60 

39 

08 

"so 

>i     49 
!,     70 
*'     40 
1      T 
I      4f 
?     0. 
>      4 

"5.5 
41 
00 
45 

00 
41 
70 
38 
1     '■■2 
i     41 
00 
41 

on 
39 

58 

"08 

41 

61 

>     35 

I  ... 

<     3< 

1    o; 

5     4f 

'  "05 
44 
59 
43 

63 
40 
70 
39 
62 
39 
64 
36 
67 
38 

04 

"09 

pfi 

30 

Of 

•     41 

1      6 

1     3< 

"75 
44 
71 
52 

78 
43 
73 
44 
75 
42 
71 
40 
70 
39 

75 

"79 

!? 

1     1 
40 

4r 

7.' 

1    4.' 

"82 
50 

8( 

58 

86 
44 
7( 

48 
S3 
43 
80 
49 
84 
42 

8'. 

"s" 

sr 
4 

8 

4 

1      8 

!     4 

"81 

48 
HO 
55 

83 
45 
80 
50 
83 
43 
80 
48 
-81 
37 

84 

i"81 
'1     52 
ij     82 
i|     4( 
V     80 
7,     40 
1     81 
^     46 

"89 
53 
88 
50 

87 
40 
81 
55 
88 
49 
OS 
45 
87 
40 

87 

"93 
5' 
Sf 
45 
8- 
4< 
8 
5( 

"88 
53 

I     87 
58 

91 

50 

83 

57 

j     89 

1     49 

1     "fl 
50 
88 
41 

87 

"sf 

50 
8- 
4' 

1     **■ 

)      hi 

■\     8! 

1;   5' 

1 

1 

"70 
SO 

77 
58 

81 

59 

8? 
65 
81 
.57 
79 
1     53 
1     75 
52 

77 

"82 
f-C 

0 

81 

1      5f 

*      8f 

1     6( 

"72 
54 
70 
52 

73 
55 
84 
59 
74 
55 
74 
54 
70 
53 

7C 

^1 
5' 
71 
51 

.     I. 
)      7- 
1     5 

"73 
49 
75 
47 

77 
47 
85 
53 
70 
44 
72 
43 
i     73 
38 

76 

"si 

4f 

7.' 

4f 

74 

1      4" 

•      7. 

1     4! 

"78 
68 
79 
63 

79 
52 

50 
78 
53 
72 
45 
78 
39 

74 

"so 

.52 
77 
40 
T 
5.' 
)     70 
1     4i 

"so 

53 

85 
48 

87 
43 
79 
49 
85 
4fi 
71 
6? 
84 
40 

86 

"so 

54 
41 

s.= 

50 

.     8( 

4! 

"84 

54 
77 
51 

84 
51 
81 
57 
85 
51 
7b 
53 
79 
45 

80 

"si 

58 

82 

5f 

81 

I     54 

1     8( 

<      hi 

77 
57 
69 

57 

70 
64 
75 
00 
78 
54 
70 
54 
75 
54 

74 

"82 
5.' 
73 
59 
7f 
5.' 
1     7' 
)     5( 

""77.6 

53.  7 
76.8 
52.2 

80.3 
51.7 
78.5 
53.4 
79.4 
52.  3 
74.0 
51.0 
77.9 
48.4 

77.8 

""si.'s 
54. 5 

78.5 
49.0 
•78.  5 
52.7 
78  0 
53.4 

Referpiiee  letters  (»,  h,  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  "  represents  two  days  missing,  etc. 
«ft  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 
CHARLES  F.  MARVIN.  Chief. 
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GENERAL.  SUMMARY. 

The  month  was  high  in  the  group  of  warm  Novembers,  and 
precipitation  was  considerably  below  normal. 

Winter  cereal  plowing  and  planting  were  rather  backward 
incident  to  light  and  generally  deficient  rainfall,  especially 
during  the  almost  rainless  period  after  the  18th.  However, 
fair  stands  of  wheat,  oats,  and  rye  were  developed,  but  much 
plowing  and  planting  remained  to  be  done,  Drought  effects 
were  reflected  in  the  condition  of  winter  truck  in  the  interior 
and  commercial  truck  on  the  coast.  Considerable  hog  killing 
was  done  during  the  cold  periods  about  the  7th  and  20th.  All 
staple  crops  were  beyond  danger  from  frost.  The  woods  were 
generally  bare  by  the  2')th. 

PRESSURE. 

'IMif  mean  sea-level  pressure,  determined  from  reports  of  0 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30. 19  inches.  Thehigliest  pressure  was  30.63  inches  at 
Charlotte,  N.  C,  on  the  13th,  and  in  the  Section  proper,  30.61 
inches  at  Due  West  on  the  same  date;  the  lowest  pressure  was 
29.-16  inches  at  Wilmington,  N.  C,  on  the  3d,  and  in  the  Sec- 
tion proper,  29.. 50  inches  at  Columbia  on  tlie  same  date. 

TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  re- 
ports of  34  stations,  was  57.2°,  or  3  6°  above  the  normal. 
The  highest  temperature  was  84°  at  Trenton  on  tbe  1st  and  at 
Blackville  on  the  12th.  This  is  8  degrees  below  the  previous 
highest  November  temperature  record  (1919J.  The  warm  pe- 
riods were  on  the  1st  and  2d,  from  the  8th  to  the  17th  and  from 
the  22d  to  the  30tb,  inclusive.  The  lowest  temperature  was 
27°  at  Santuck  on  the  21st.  The  cold  periods  were  from  the 
4th  to  the  7th  and  from  the  18th  to  the  21st,  inclusive.  Kil- 
ling frosts  were  quite  general  in  the  northern  counties  about 
the  7th,  advancing  southward  over  the  central  counties  about 
the  21st. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  reports  of  9 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  83%:  noon.  61%:  8  p.m..  71%. 
The  highest  percentages  occurred  in  the  coastal  and  western  re- 
gions, and  the  lowest,  in  the  north-central  interior. 

PRECIPITATION. 

The  average  for  the  Section,  48  stations  reporting,  was 
1.4-5  incbes,  or  0.84  inch  below  the  normal.  Precipitation 
occurred  in  three  fairly  well  defined  periods  up  to  tbe  18th, 


after  which  there  was  practically  no  rain.  Aside  from  northern 
Greenville  County,  the  total  amounts  were  generally  less  than 
2  inches,  tapering  of?  to  less  than  one-half  inch  along  the  lower 
coast  The  greatest  local  monthly  amount  was  5.58  inches  at 
Caesar's  Head;  least  local  monthly  amount,  0.43  inch  at  Beau- 
fort (near).  The  greatest  amount  during  any  24  hours  was 
1  70  incbes  at  Caesar's  Head  on  the  17th.  The  average  number 
of  rainy  days  was  normaT.'-Thftre  was  no  snowfall  or  sleet. 

^i-iMrfy  f- 

WIND. 


The  prevailing  wind  w^'i^o.^t^e^ northeast.  The  average 
hourlv  velocity,  determined  from  9^aneinometer  records,  was 
7.7  mUes.  Tlie  higheViJ/fyeva^jVvelocity  was  11.2  miles  per  hour 
at  Savannah,  Ga.,  and  m'(\mlMx0P  proper,  9.0  mi  es  per  hour 
at  Charleston  ;  the  lowest  average  velocity  was  5.0  miles  per  tiour 
at  Augusta,  Ga.,  and  in  the  Section  proper.  6.5  miles  pei 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  35  miles  per  hour  from  the  north  at  Asheville,  N.  L.,  on 
the  17th,  and  in  the  Section  proper,  34  miles  per  hour  trom 
the  southwest  at  Columbia  on  tbe  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sm.shine.  determined  from  9  auto- 
matic records,  was  180.3  hours,  or  58%  of  the  possible 
amount.  The  average  number  of  clear  days  was  15;  partly 
cloudy,  6,  and  cloudy.  9,  as  against  norn:a1s  of  1/.  b,  ana  . 
days,  respectively.  .. 

RIVER  CONDITIONS. 

On  account  of  rather  persistent  drought,  the  rivers  con- 
tinued low  throughout  the  month. 

MISCELLANEOUS   PHENOMENA  (dates). 

Frof<t,  Killing  or  Freezing  Temperature.— ^i\\,  1  station;  /th, 

^^^\%l:;^7^r;'f)u:w:st,4;     Santuck,    5.     .o..:Due 

^'^^^'Z;.^:::;;L(near).  12.  14,29;  Blairs,2;  C^- 
houn  Sus,  16;  Catawba,  16  ,^h-V"t-' ^3;  Cberaw,  16; 
Columbia,  2.  27;  Due  West,  9,  12,  16;  ^^1^^^;,'^;^^;%^ 
Greenville.  9,  16;  Landrum,  9;  Mars  Bluff,  2,  2/ ;  Pelzer.  1-, 
16-  Rimini.  2.  15;  Santuck,  2:  Trenton,  16;  ^\lnnsboro,  2. 


ERRATA. 

October.  1927 
the '2  4th. 

.-Con^vay.  highest  temperature,  page  38.  should  be  90  degrees  on 

m't1CT1T,T,ANT1""«  T.ATA   FOR  NOVEMBER,   1  »•-«/. 

TeniiierHturp. 

I'lpcipitu- 

Win 

1. 

Mean 
relative 

H 

Stations. 

S.S 
2 

dpRrees  Kalir. 

inclies. 

humidity. 

% 

9 

"3 

to 

AveraKe 

hourly 

velonity, 

miles. 

11 

E 
ca 

B 
O 
O 

.B 
6. 

1 

-a 

5 

5? 

k^ 

CD 

y. 

CO 

0, 

Asheville.  N.C... 

Aii(rustn.(ja 

CliarlPston.S.C... 
ChailottP,  N.<'  ... 

rohniiliift,  S.  (' 

DueWi'St.  S.C... .. 
(Ireenville.  S.  C.  . . 

Savainmh.  C.a 

Wilmington.  N.C. 

30.19 
30.  10 

ao  19 

30. 20 
8(1. 22 
30.18 
30.19 
30.  20 

•19.8 
59.9 
Bl.fi 
5.5.0 
.•iS.  4 
.56.0 
S.i.  3 
fi2.8 
58.8 

74 
82 
79 
79 
H-i 
78 
7fi 
81 
79 

24 

30 
39 
29 
30 
29 
31 
36 
32 

2.76 
0.  82 
0.4C 
1.30 
OM 
l..'i4 
1.78 
0.40 
2.08 

1.67 

0.72 
0.16 
1.10 
0.33 
0.97 
0..'>4 
0.20 
0.74 

8.7 
5.0 
9.0 
5.2 
0.5 
8.4 
8.8 
11.2 
6.6 

SB. 
11 W. 

ne. 

.sw. 
ne. 
sw. 
ne. 
ne. 
sw. 

82 
84 
84 
80 
bO 
81 
82 
87 
85 

58 
65 
67 
57 
54 
55 
68 
66 
58 

68 
72 
78 
61 
61 

69 

78 
81 

43 

67 
72 
,59 
49 
54 
47 
65 
63 

Means  and  ex-  j 
treme? < 

30.19 

57.6 

82 

24 

1.29 

1.67 

7  7 

tie.    1  83 

61  1  71 

58 

42 
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Climatoloeical  Data  for  November,  1927. 


Stations. 


Ki'fleiii  I'miiiin. 

Beaufort  (near)i?.  .. 

BUw'kville 

(;iiiiili?stoii 

(;iiem\v 

Conway 

Darlinglnn 

KIImikIiuiii 

FergiisoiiTt 


Kloreiice  1... 
h  loreiice  2. . . 

<^arneU 

Georgetonii  . 


KiiiRstiee 

Marion 

Miirs  Rlull... 
Oiaiigelniig 
I'inoDolis  . .. 


liiiuiiii 

Sodety  Mill  . 
Siiiniiiei'ville 
Weilgelipld  .. 
Yomasseu 


Division  means  and 


W^titeni  l\irltoii. 


Ailwn 

Anderson  

Blairs  

Cipsars  HeBdt+ 

Ciillioiiii  I'alls 

Camden 


CiitawliH 

Cliappells 

Chester 

('U'msoti  Ciillege  . ... 
Columbia 


Crescent 

Due  West 

HMgeHeld '. 

(laston  siMialslt.. 

Cireenville 

Croenwood 


HphIIi  Springs 

Hogback  Mountain  . . 

i<prslmw 

I.andrnm 

I. aureus 


Little  Mountain. 

Lockhart 

New  herry 

I'etzer 

Snhida 

Sunt  nek 


Counties. 


lieaufort 

Hiirmvell 

(Miarleston  . . 
(.'hestertield  . 

Horr.v 

Darlington  .. 

Florence  

Orangelnirg  . 

Florence 

do 

Hampton 

(ieorgetown  . 


Williamsburg 

Marion 

Florence 

Oraiigeliiirg  .. 
Berkeley 


Temperature,  in  degrees  Fahr. 


o  Si 


.Spartaiiliiirg 

Trenton 

Wallialla 

Winnsl)oro 

Winlhrop  (lollege  tt... 

Pivi.iion  means  and 

Section  means   and 


Sumter 

Darlington 
Dorchester., 

Sinuter 

Hampton  . 


'Xtienies  . 


Aiken 

Anil(>r..ion  

Fairtield 

Greenville 

Ahheville 

Kershaw 

Vork 

Newberry 

Chester 

Oconee 

Itichland 

Spartanburg . 

Abbeville  .... 

Kdgelield 

(;herokee 

Greenville  — 
Greenwood.  . 


21 

29ti 
48 
U4 

25 
175 
lOfi 

63 

136 
186 

82 
18 

54 
68 
9-2 
264 
54 

97 
192 

75 
249 

24 


Lancaster 

Greenville  — 

Kershaw 

Spartiinburg. 
Laurens  


Newberry  . 

t'nion 

Newberry  . 
Anderson. 

Saluda 

Union 


extremes  . 


Spartanburg 
Kdgelield.... 

Oconee 

Fairfield 

York 


527 
764 
293 
31 IH 
508 
222 

562 

402 
487 
850 
351 


711 

680 
1039 
671 

568 
3025 

500 
10(3 

589 

711 
336 
502 
850 
536 
512 

875 
620 
1061 
545 
690 


62.0 
59. 2 
61.6 
55.  1 

69.0 


.58.1 
57.8 

'eo.'i 


59.4 

•■eo.  1 


59.5 


+3.3 
+3.6 
+3.0 
+2.7 

+  4.6 


+  3.1 

+3.7 


+4.6 


'54.0     +2  3 


59.6 
60.5 


59.0 


60.4 
56.3 


50.8 
57.5 


5.5.8 
58.4 


56.0 


55. 3 
56.4 

54.4 

'.56.' 5 

54.7 
56.8 


+  5.6 
+4.7 


+4.3 


+  6.1 
+  3.5 


Precipitation,  in  inches. 


^      I 


25 
12 

25 
tl2 


82 
''83 


83 


+  4.9 

+  4.4 


+3.0 


+5.7 
+4.5 


+2.9 
+3,5 


56.0     +2.3 


"81 

P80 

80 

83 

84 


12 
tl5 


26 


13 
t26 
tl2 

12 


55. 2 

54.8 

54.  2 
,59.8 
54.0 
858.3 
58.0 

56.0 

57.2 


+2.6 
+3.8 

+3.5 
+4.9 
+3.4 
+5.6 
+6.3 

+3.7 

+3.6 


80 

80 
84 
79 
«78 
80 


84 


12 

t2 

'ti'i 

12 


2 

\  i 

tl2 

"ifi' 

2 
2 


tl2 
2 

2 

1 

2 

+16 

+  2 


+  1 


'24 

P29 

31 

27 

24 


23 
22 

24 

32 
24 

27 


21 
t20 

"ig' 

21 

til 


+20 
21 


20 
t20 

20 

..... 

21 
21 


0.43 
0.70 
0.46 

1.98 

1.30 

'2.'47 
1.17 

1.88 
1.58 
1.04 


0.98 
1..58 
1.39 
0.77 


Number  of  days. 


Observers. 


-1.74 
-1.35 
-2.41 
-0.20 

-0.  93 

+0.'42 
-0.96 

-0.17 
-0.47 


-1.10 


-0.73 


1.28 
1.89 


33 


1.85 
1.14 


1.33 


0.69 
1.31 
1.36 

5.58 
1.08 
2.02 

0.92 
1.24 

1..53 
1.98 
0.51 

1,80 
1.54 
1.10 
0.98 
1.78 
1.52 

1.20 

'i.'sf 

1.80 
1.49 

1.29 
0.92 

'i.'84' 
0.88 
2.40 

1.65 
0.93 
2.42 
1 .22 
1.05 

1.52 

1.45 


-0,43 
-0.29 


-0.22 
-0.93 


-0.80 


-1.85 
-1.33 
-0.88 

-6.'24 
-0.31 

-1.44 
-0.94 

-o.'si 

-1.72 


-0.48 
-1.17 
-1.75 
-1.25 
-1.14 

-0.96 


0.20 
0.60 
0.16 
0.58 

0.85 

i!34 
0.56 

0.  K8 
n.  70 
0.52 


0.43 
1.04 
0.60 
0.72 


0.56 

0.86 


1.60 
0.69 


1.34 


0.55 

0.  .SS 
0.  55 
1.70 
0.64 
0.84 

0.80 
0.94 
0.87 
1.21 
0.  32 

I.3X 
0,97 
1.10 
0.60 
0.  .54 
0.91 

0.60 


19 


-n  .34  0.37 
-1.48  0.86 
1.07 


-1.07 

-0.92 
-1.60 
-0.42 

-1.18 
-1..52 
-0.5H 
-0.95 
-1.23 

-0.99 

-0.84 


0.79 
0.50 

o.'jts' 

0.74 
1.11 

0.75 
0.93 
1.01 
0.66 
1.05 

1.70 

1.70 


sw. 
sw. 


14  6 

15  6 


e. 

sw. 
ne. 


Mrs.  H.  L.  Fripp. 
Mrs.  D.  li..sanilers. 
r.  S.  Weather  Bureau, 
lioland  J).  I'owe. 

I'aul  Qnattlebaum. 
D.  C.  McCiill. 
Wm.  B.t^illesiiie. 
Henry  C.  Savage. 

H.K.Gilbert. 

I'ee  Dee  Kxi>erinieut  Sta. 

Mauer  B.  Itobert. 

A.  1*.  Hazard. 

Mrs.  Ellen  Scott. 
Alden  F.  Schul. 
Eosa  R.Davis. 
U.S.  Fisheries  Ktiillon. 
Miss  V,.  1'.  Kaveiiel. 

Boy  kin  It.  Cantey. 
F.  D.  Fields.  ,lr. 
Dr.  William  Simons. 
W   Hampton  Uamsey 
W.  C.  Unison. 


Frank  B.  Mctloy. 
H.  II.  Hnssell. 
Ksther  H.  Owens. 
Ciesar's  Head— P.  Mtn.  Co 
L.  M.  I'arker. 
llenry  A.  Brow  n. 

.Tames  (;.  Faris. 
George  V.  (^lamp. 
.1.  C.  Cornwell. 
I'rof.  F.  II.  H.  Calhoun. 
II   S.  Weiilher  Ihneiiu. 

Broad  River  Power  Co. 
I'.  S.  W    B.  Ai^rologicwl  Sta. 
D.  W.  Sharpe. 
S.  C.  Lt.,  Power  .»  Ky.  (;o. 
l'.  8.  Weather  Bineau. 
M.  1,1.  Calhoun. 

,T.  TNIarvin  Bowers. 

Blue  Hidge  Forests  Co. 

,Iohn  W.  llamel. 

It.  llartwell  Wilds.  D.D.S. 

L.G.KolT. 

Miss  Alberta  Sease. 
Broad  River  Power  Co. 
.John  H.  Baxter, 
.loshuii  Y.  .lones. 
W.  S.  Crout. 
K.  W.leter. 

M.H.Daniel. 
Mrs.  S.  10  Long. 
H.  W.  Brandt. 
I!ev.  Oliver  Johnson. 
W'.  T.  Clawson. 


The  departures  frouUhe  normal  tempe«ture  and  j^ecipitationarec^^ 
determining  section  or  division  means,     "•^f^rence  letters  («.>>.  <2.ai>PeaTignt^^^^^^^  a  re  from  observed  readings  of  the  .iry  bulb:  means  are  com- 

tAlsoonotherdates     t+Uece.^^^^^ 

^I'r.l'llVi  J^l^'-.r  J^'lir:;;!;;;^ ■  Ji?«';rfnS7nek;).  Birrton^        T   precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


PutPd  ironi  oDserveo  reiuuims.    411  i.^.-w.nv^  .>,....,_-.-,.- 

of  Civsar's  Head.  Greenville;  of  Beaufort  (near).  Burton. 
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I.illlp  MoiiMtiiiii 

Lopkhart 

NiMvlM'iiy 

r.-lz.^r 

i^iiluibi 

Siiuluck 

SpnrtmilMirBT  i' 

Tioiiioii 

Wi.lhnllii 

Wiiiiislioro 
Wnitlii'o|i(:<)Ut>i;<> 


ICxfcjit  lis  oti 
olisprviilion.  1 
24  lioiir  iii'iiixl. 


l!;:^;:^;ll^Zr^:'^V^^^^o::^^^<^^^  lnl>«^.ren.e,.t.    t......^^  a.,.,  or  fans  „ot  re. 


for  the 
Hiirciui  f 
'orded . 


hours  eniliuK  Ht  thft  limi^  of 
lion:  iiivcipitiilioM  Is  for  tlie 
,  Trace,  or  less  than  n.iil   mcli. 


COMPARATIVE  DATA  FOR  NOVEMBER. 


Year. 


'IVinptTatnre. 

Precipitation. 

a* 

1 

2 

Average 
ciay.5  with 
0.01  inch 
or  more. 

Average  n  n  in  l>er  of 
•lays. 


1SK7 

IHKS 

1HS9 

\HW 

1891 

WM 

ISftl 

1891 

li(9") 

189(1 

1897 

189S 

1H99 

mxi 

19)1.... 

19:li 

1903.... 
1901.... 
19().i.... 
190R.... 
1907.... 
19n8 


52.3 
.52.  7 
54.8 
,58.4 
51.9 
53.9 
52.9 
62.3 
54.4 
59.1 
55. 3 
51.0 
55. 0 
55.6 
48.2 
59.2 
50.9 
51.6 
54.5 
53.8 
52.2 
56.6 


0.82 

2.  77 

3.84 

0.64 

2.48 

1.96 

2.11 

2.02 

2.:» 

4.00 

1.99 

4.72 

2.41 

3.32 

1.01 

3.80 

1.40 

2.78 

1.31 

0.9f. 

4.13 

1.60 

le. 

sw 

ne. 

nw. 

ne. 

ne. 

sw. 

ne. 

ne. 

sw. 

n. 

ne. 


Year. 


Temperature, 


Precipitation. 


tu.t;  V  K 
ce  k  B  o 

-C.2o  o 


7 

\v. 

7 

.sw 

4 

ne. 

1 

ne 

4 

sw 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

19-JO 

1921 

19'22 

19'23 

1924 

1925 

1926 

1927 

Pcriotl . 


58.3 
51.1 
51.2 
52.1 
53.5 
52.4 
56.3 
54.5 
50.4 
53.0 
.56.6 
52.3 
56.9 
54.8 
51.1 
54.4 
50.4 
50.0 
57.2 

53.6 


88 

20 

85 

24 

83 

19 

84 

17 

89 

18 

86 

17 

88 

24 

88- 

17 

83 

16 

86 

26 

92 

20 

87 

18 

86 

24 

88 

17 

82 

21 

87 

21 

82 

15 

ft5 

17 

84 

22 

92 


10 


0.97 
1.04 
3.30 
2.  71 
1.79 
3.33 

2.  36 
1.21 
0.82 

3.  13 
0.86 
3.  62 
3.11 
0.61 
2.79 
1.35 
3.81 
3.  05 
1.45 

2.29 


Average  n  u  ni  her  of 

(la.vs. 


1^ 

% 

tii 

y 

So   " 

CL,  i> 

•^ 

9  3 

6  4 

7  10 

4  4 

5  4 
4  7 

4  4 

5  7 
4  5 

3  9 

6  6 

4  8 
6  11 

5  5 
5  9 

4  3 

5  11 

6  » 
C  ^  -       -9 


SW. 

w. 

ne. 

w. 

w. 

•w. 

\v. 

ne. 

ne. 

ne. 

ne. 


ne. 
ne. 
>v. 
ne 
ne. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION 


November,  1927- 


Daily  Temperaturea 

for 

Novembex 

,  1927 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23      24 

25 

26 

27      28 

29 

30 

31 

Mean. 

Koslern  I'tniioii. 

j  Maxiininii  ... 

)  Miiiinium 

S  Muxiiiium  ... 
i  Minimum..., 
S  Maximum  . .. 

(  Minimum 

S  Maximum  ... 

(  Mininuim 

\  Maximum  ... 
i  Minimum 

*3vi 

78 

71 

t8 

75 

70 

63 

76 

75 

70 

77 

77 

74 

69 

76 

78 

73 

66 

70 

65 

65 

74 

77 

76 

82 

70 

74 

71 

76 

77 

72.9 

Beaufort  (near) 

65 

65 

61 

45 

50 

49 

39 

49 

62 

60 

52 

54 

66 

56 

59 

59 

65 

41 

38 

35 

34 

39 

44 

48 

50 

56 

50 

50 

51 

56 

81.2 

79 

80 

68 

e8 

70 

55 

,59 

80 

80 

70 

81 

84 

68 

70 

78 

83 

73 

51 

50 

53 

55 

61 

73 

77 

80 

79 

78 

75 

81 

80 

71.3 

BlaokvUle 

5.5 

57 

55 

35 

45 

45 

33 

34 

55 

59 

55 

57 

55 

47 

53 

57      6S 

37 

34 

32 

27 

32 

43 

46 

53 

48     411 

46 

81 

60 

47.0 

74 

75 

72 

65 

70 

61 

65 

75 

75 

68 

72 

78]     64 

69 

73 

74!     74 

60 

54 

53 

59 

67 

74 

76 

79 

68 

71 

69 

78 

78 

C9.3 

CliHrlestoii 

64 

6:< 

51 

44 

52 

49 

43 

53 

6:^ 

59 

.55 

,58      58 

55 

62 

63 

52 

44 

39 

39 

42 

48 

.53 

55 

58 

57 

56 

57 

60 

63 

63.8 

73 

11 

63 

62 

5S 

52 

■52 

69 

69 

62 

75 

80      57 

64 

77 

79 

74 

56 

51 

60 

60 

68 

75 

77 

72 

65 

75 

77 

72 

80 

67.4 

(Ilmraw'J'J 

55 

5H 

48 

35 

38 

36 

25 

44 

48 

45 

43 

48      47 

45 

50 

55 

66 

40 

29 

28 

24 

28 

40 

42 

60 

38 

36 

46 

50 

62 



42.8 

74 

73 

75 

64 

62 

61 

67 

74 

72 

71 

79 

83      72 

72 

80 

80 

77 

70 

58 

64 

63 

71 

76 

77 

77 

69 

76 

76 

78 

82 



71.8 

(;oiiw»y 

59 

60 

52 

38 

40 

44 

29 

47 

63 

48 

45 

45 

65 

51 

57 

,52 

63 

46 

33 

32 

27 

30 

39 

44 

55 

42 

39 

46 

51 

52 

.... 

46.1 

Unrliii|{t(>iiS''S^ 

)  Maximum  , . . 
i  iMinimuni. . . . 



. . . . 

. . . . 

.  .  .  . 

.... 

79 

\  Maximiuii  . . . 
f  Minimum. . . . 

7S 

75 

70 

65 

70 

68 

76 

79 

76 

69 

79 

80 

83 

68 

67 

80 

74 

60 

61 

61 

58 

64 

68 

80 

80 

75 

72 

79 

82 

72.2 

Keigiisoii'f'J 

59 

59 

59 

44 

88 

84 

31 

42 

56 

58 

46 

49 

63 

52 

51 

50 

54 

40 

36 

32 

25 

28 

32 

32 

40 

46 

48 

43 

42 

48 

.... 

44.0 

)  Maxinuun  . . . 

7-1 

75 

72 

68 

58 

54 

50 

72 

70 

74 

75 

81 

66 

7(1 

74 

73 

73 

59 

58 

50 

69 

68 

74 

76 

75 

70 

74 

75 

77 

so 

69.1 

Kloi'eju'e  1  

1  Minimum 

S  Maximiun 

58 
82 

53 
69 

37 

68 

40 
74 

43 
67 

30 
63 

42 
81 

46 
79 

50 

48 
80 

52 

S3 

49 
73 

,50 

60 

56 

66 

44 

34 

31 

27 

32 

44 

48 

57 

45 

41 

52 

56 

58 

46.6 

60 

77 

72 

69 

77 

79 

75 

62 

58 

57 

65 

73 

78 

80 

77 

77 

79 

80 

81 

73.7 

GBrnett 

'  Mininunn 

t    \fuviiiiiitit 

60 

57 

52 

34 

41 

47 

33 

43 

60 

57 

49 

59 

53 

53 

56 

55 

60 

39 

35 

30 

26 

30 

39 

40 

46 

47 

47 

46 

49 

87 

46.7 

(iHorirelow  n 

1     •■lOAlIlllllll     •■• 

i  Miniinuni.... 

. . . . 

... 

.... 

. . . . 

.  .       . 

. . . . 

.. . . 

. . . . 

... . 

.... 

.... 

.... 

S  Mnxiniiiiii ,. . 

72 

73 

"67 

"6.5 

"68 

"6i 

■"57 

77 

76 

'\ 

"so 

"82 

78 

68 

78 

79 

""75 

""66 

,57 

""53 

"63 

"72 

77 

76 

"78 

"74 

76 

75 

78 

"so 

.... 

"    "7i.'7 

KiiiBslree 

i  ^iiiiiinuiii.. ,. 

61 

59 

50 

38 

42 

45 

30 

50 

62 

53 

47 

49 

55 

52 

56     54 

66 

42 

35 

82 

26 

31 

40 

45 

53 

47 

40 

46 

52 

88 

.... 

47.2 

\  Maxiinuin  . . . 

73 
64 

69 

48 

80 
44 

82 
50 

64 

5;h 

71 

50 

S3 
53 

83 
53 

76 
63 

65 
44 

64 
43 

64 
44 

63 
39 

71 

28 

76 
40 

79 
42 

76 
62 

69 
39 

77 
34 

78 
46 

78 
51 

SI 
54 

:::: 

'■73.7 

Marion 

(  Mii)iii)Uiit .... 

... . 

''46.5 

S  Mnxiinuiii 

'  77 

76 

■7i 

6.5 

09 

64 

"58 

"79 

77 

70 

79 

83 

71 

68 

77 

81 

75 

ti5 

52 

52 

61 

70 

74 

77 

78 

72 

77     77 

77 

80 

— 

71.7 

Orniiveliiirr 

f  Miiiiinuni 

60 

60 

49 

39 

43 

46 

32 

48 

62 

.58 

47 

51 

66 

.52 

54 

58 

63 

40 

35 

33 

27 

30 

39 

43 

55 

49 

42      46 

51 

61 

... 

47.3 

S  Miixinuuii  . .. 
\  Miniiniiin. . . . 

69 

69 

64 

60 

59 

53 

69 

64 

64 

73 

81 

58 

62 

77 

79 

71 

58 

63 

48 

60 

lis 

75 

76 

75 

68 

74     75 

72 

80 

... . 

•67.4 

Soriety  IIill\W 

54 

56 

36 

39 

38 

26 

27 

46 

47 

44 

44 

49 

48 

49 

53 

55 

42 

31 

28 

24 

25 

33 

48 

50 

42 

.37      37     51 

65 

... . 

•41.9 

\  Muxitiiuiii  . . , 

. ... 

. . . . 

78 

74 

62 

56 

54 

65 

74 

78 

79 

80 

79 

78 

J  i 

80 

Hiiiiiiiierville 

f  Miiiiiiuiiii. 

. .    . 

.. . . 

63 

40 

34 

32 

29 

30 

40 

42 

43 

53 

45 

48 

48 

54 

)  Maxiimiiii  . . . 

7.5 

78 

"72 

"68 

68 

"6.5 

""60 

"75 

"75 

"76 

"77 

"so 

"72 

""68 

"78 

"74 

72 

68 

58 

62 

61 

68 

70 

80 

78 

76 

75 

75 

78 

78 

""7i.'5 

Wedgefield 

\  ^iini)nl1ln 

5S 

58 

52 

37 

47 

40 

32 

46 

55 

53 

48 

55 

53 

42 

53 

62 

47 

42 

33 

32 

31 

37 

48 

68     52 

46 

42 

52 

55 

58 

47.8 

\  i\!Hxi)miiM  . . . 

75 

81 

73 

67 

72 

64 

62 

79 

78 

73 

81 

83 

73 

71 

77 

77 

74 

66 

58 

67 

65 

73 

78 

77 

81 

77 

77 

76 

80 

80 

73.5 

YeiimssHe 

r  Mii)itniini 

62 

67 

52 

38 

40 

47 

35 

42 

61 

59 

49 

51 

56 

53 

67 

64 

63 

39 

36 

31 

27 

31 

40 

43 

52 

62 

47 

47 

60 

64 

47.5 

W'eitleni  1' 

trtioii. 

S  iMuxiiiiiini 

78 

79 

77 

68 

68 

63 

59 

76 

78 

74 

78 

81 

77 

65 

77 

78 

74 

60 

57 

56 

60 

70 

74 

78 

79 

75 

76 

75 

78 

79 

72.2 

Alktjii 

•(Mi  iiiiiiuin .... 

59 

58 

67 

38 

39 

37 

35 

44 

56 

59 

53 

59 

.53 

49 

54 

.59 

57 

37 

34 

32 

30 

40 

47 

56 

54 

48 

48 

51 

56 

63 

.. 

48.7 

\  Miixiiiuiii)  . . . 

76 

79 

69 

64 

59 

61 

49 

56 

76 

64 

70 

76 

59 

60 

66 

75 

06 

69 

51 

53 

59 

67 

74 

76 

79 

67 

73 

73 

69 

70 

— 

66.6 

Ailiiersoii 

•  /  Mininunn. . . . 

57 

58 

46 

39 

44 

36 

34 

43 

49 

53 

53 

53 

51 

,50 

53 

55 

44 

34 

31 

30 

30 

39 

48 

48 

49 

48 

49 

53 

53 

53 

— 

46.  1 

)  Mfixiniuin  . , . 

65 

68 

68 

,52 

53 

49 

48 

41 

53 

67 

54 

56 

69 

61 

52 

58 

60 

57 

51 

42 

44 

59 

60 

66 

69 

67 

55 

64 

64 

61 

67.4 

Caesar's  Head 

•  i  Minimum 

5a 

53 

51 

38 

40 

3H 

28 

29 

39 

50 

51 

54 

46 

41 

44 

52 

56 

30 

26 

27 

38 

40 

50 

61 

53 

44 

45 

51 

63 

.54 

44.2 

\  Muximuui  . . . 

79 

80 

67 

61 

62 

61 

51 

67 

78 

61 

75 

81 

61 

63 

72 

77 

68 

60 

52 

51 

61 

70 

76 

77 

\l     '''" 

75 

75 

78 

79 

— 

69.0 

(^ttllioiiii  KallssS^ 

■  \  Minimum 

57 

57 

58 

41 

41 

41 

35 

37 

47 

54 

66 

53 

53 

61 

53 

57 

60 

34 

32 

32 

..'' 

30 

36 

43 

60 

48 

48 

48 

63 

88 

— 

46.0 

(;aitiil«ii  i^i^ 

S  Maxinnur  ... 
•  i  Mininunn.... 

■52 

"53 

"52 

"35 

"3.5 

"36 

■33 

■34 

"'47 

"'■11 

""46 

"50 

47 

"'48 

"48 

'  ',52 

56 

"32 

""32 

""32 

"25 

"25 

""28 

"40 

"44 

""40 

"42 

"45 

"47 

"49 

•••• 

""iV.h 

Cliester 

j  Maximum  ... 
'  )  Mininunn 

1  Maximum  ... 
•  /  Minimum. . . . 

.... 

.... 

.... 

.... 

(Mt-inson  Collnne  . . . 

"79 
60 

"so 

52 

"69 
55 

"6.5 
38 

"".5S 
38 

"62 
33 

'",57 
28 

"■52 
42 

"77 
47 

"65 
54 

"67 
,53 

'"7s 
51 

"66 
51 

"(A 
61 

"6,5 
62 

"74 
54 

"67 

54 

(■.2 
32 

"55 
27 

",54 
25 

"60 
25 

"'rs 

28 

"75 
37 

""76 
40 

"si 

56 

"7.5 
43 

"73 
43 

"74 
44 

"0,8 
53 

"71 

48 

""67  .'it 
43.8 

Columbia 

\  Maxinuun  . .. 
'  )  Minimum. . . . 

74 
.59 
76 

5X 

75 
57 

67 
47 

65 
41 

63 

48 

59 
12 

51 
34 

73 
46 

71 
53 

67 
56 

,50 

82 
,"■8 

60 

,50 

63 
51 

75 
.54 

79 
58 

73 
46 

,58 
39 

,50 
34 

50 
34 

59 
30 

68 
35 

74 
49 

76 
52 

75 
58 

68 
49 

75 
41 

74 
56 

76 
.58 

i 



68.  5 
48.3 

Due  West. 

S  Maxinuun  . . . 
*  )  Minimum. . . . 

78 
58 

66 
44 

63 
39 

,59 
45 

57 
34 

45 
,32 

59 
43 

74 

49 

60 
54 

71 
54 

51 

60 
52 

59 
52 

69 
■55 

75 
,56 

68 
42 

56 
34 

49 
32 

50 
31 

58 
29 

67 
34 

72 
44 

73 
46 

76 
53 

67 
.50 

72 

48 

73 
52 

72 

58 

76 

56 



66.9 
46.2 

Oreeiiville 

(  Maxinuun  . . . 
'  i  Mininunn 

74 

58 

76 
59 

63 
47 

60 

40 

55 
44 

.55 
37 

46 
34 

53 
42 

72 
49 

60 
52 

67 

52 

76 
56 

56 
50 

57 
48 

62 
51 

71 
56 

67 
45 

56 
37 

49 
32 

50 
31 

56 
38 

61 
41 

71 

48 

72 
50 

76 
56 

62 
51 

69 
51 

70 
52 

67 
57 

71 

67 

:::: 

63.4 
47.2 

J  Maxinunu  . . . 

7^ 

81 

81 

67 

64 

61 

58 

45 

65 

74 

59 

74 

60 

56 

65 

74 

79 

69 

58 

51 

53 

59 

68 

73 

74 

76     72 

73 

74 

75 

67  2 

Hrppinvond    

'  \  Minimum. . . . 

5f 

54 

58 

40 

42 

38 

31 

35 

45 

.50 

52 

63 

63 

51 

52 

54 

59 

35 

30 

28 

28 

32 

39 

49 

49 

46      45 

63 

53 

,59 

— 

46.5 

S  Maximum  . . . 

6F 

72 

65 

62 

56 

56 

49 

65 

70 

.59 

73 

76 

65 

59 

73 

72 

68 

68 

50 

48 

54 

68 

70     73 

74 

63     72 

73 

69 

76 

65.2 

Ufatli  Siniiigs 

•  )  Minimum.. .. 

(    \favii«iiim 

55 

55 

55 

39 

44 

43 

29 

44 

47 

50 

47 

55 

44 

47 

51 

54 

34 

34 

35 

25 

26 

41 

43     4S 

44 

37     39 

46 

49 

49 

— 

4,3.6 

Hogback  Mountain 

J    t^lll  .\  IIIMlin   ,  ,  . 

*  '  Mininunn. . . . 

"sii 

"64 

""6i 

77 

"si 

'"72 

'",58 

"".51 

"".50 

".59 

""67 

"74 

71 

"7,5 

"67  "74 

"76 

"70 

"79 

— 

"""67!6 

Ifershaw 

S  Maximum 

-': 

7.5 

65 

"63 

"  58 

58 

".5i 

""69 

"72 

"63 

"'76 

■  \  Alininuun 

5fi 

56 

45 

36 

40 

39 

27 

46 

49 

.50 

47 

,55 

47 

.50 

54 

57 

,50 

38 

30 

30 

27 

35 

48 

48 

54 

43      44 

52 

.52 

57 

45.4 
64.  5 

(  -Maximum  ... 
•  (  iMininuim 

7.'i 
59 

SO 
52 

71 
50 

61 
36 

54 
43 

52 
37 

47 
30 

,50 
41 

78 
45 

69 
52 

71 
,52 

72 
59 

63 
50 

,59 
49 

58 
51 

77 

48 

58 
52 

52 
36 

49 
30 

.52 
26 

58 
25 

66 
34 

74 
44 

75 
49 

73 
56 

63 
42 

70 
43 

71 

48 

68 

70 

.... 

I.ftmlriim 

.55 

54 

45.3 

\  .^laximum  . . . 

78 

83 

66 

65 

58 

61 

49 

61 

'(■ 

59 

74 

80 

68 

60 

71 

79 

69 

59 

51 

53 

60 

69 

75 

76 

77 

69 

74 

75 

71 

77 



68.1 

Laurens 

•  t  Mininunn. . . . 

6(1 

58 

51 

38 

i< 

34 

30 

44 

49 

54 

.52 

53 

51 

.52 

55 

.54 

,50 

36 

31 

29 

26 

30 

48 

43 

53 

47 

42 

48 

55 

.52 

— 

45.  6 

I.lttU  M«Titilaln 

Newherry 

Saluda 

(  MBxin\um  . .. 

•  *  Mininuini 

j  Maximum  ... 

6C 

7.'i 
62 

6<1 
53 

62 
38 

60 
86 

58 
34 

50 
32 

6fl 
44 

70 
49 

68 
53 

78 
49 

7f 
45 

65 

48 

69 
47 

69 
53 

73 

65 

70 
46 

55 
35 

52 
30 

49 

28 

58 
30 

63 
39 

72 

■48 

73 
50 

75 
55 

67 
44 

70 
43 

74 
49 

49 

SO 

•  •• 

66.  8 
4.5.1 

•  '  Minimum 

J  Maximum  . . . 

72 

'75 

"76 

61 

61 

.58 

"',58 

"'68 

'"61 

"69 

'"72 

"77 

"77 

"m 

""66 

""74 

"74 

"".55 

".54 

""4s 

""54 

"65 

"os 

'"69 

"70 

"70 

"68 

"68 

"72 

"74 

"    "66.'7 

•  '  ^lillimum 

•54 

53 

51 

35 

42 

32 

27 

43 

50 

51 

49 

52 

51 

49 

53 

52     54 

35 

.30 

26 

23 

27 

Ar-. 

42 

54 

42 

39 

47 

53 

55 

43.8 
67.1 
42.4 

Saiitiick 

S  Maximum  . .. 
•  )  Minimum 

7.5 
53 

80 
50 

70 
50 

66 
36 

58 
36 

56 
37 

52 
23 

58 
40 

69 
40 

6? 

48 

73 
45 

78 
48 

70 
51 

58 
52 

73 
54 

78     7:> 
51      55 

55 
46 

40 
27 

.52 
24 

,57 
22 

67 
27 

74 

37 

54 

77 
51 

66 
38 

72 
36 

73 
43 

70 
49 

75 
48 

... . . 

\  Maximimi 

78 

80 

70 

65 

62 

55 

50 

55 

72 

,58 

70 

78 

58 

58 

65 

7?     68 

56 

50 

51 

58 

65 

72 

7.n 

78 

64 

71 

72 

68 

72 

. . . . 

6.5.6 

SpartaiilMirff 

•  (  Minimum 

5S 

62 

58 

34 

34 

37 

2S 

34 

36 

48 

Ki 

54 

5(1 

.50 

50 

52 

64 

34 

28 

26 

24 

29 

40 

4.'i 

49 

42 

39 

i' 

46 

45 

.... 

42.9 

Tr«nton 

\  Ataximum  . . , 

81 

83 

8(1 

64 

67 

60 

56 

74 

79 

70 

82 

74 

64 

76 

7? 

71 

59 

5S 

55 

61 

70 

70 

74 

76 

73 

73 

If 

75 

77 

71.3 

•  '  Slinimum 

57 

56 

.56 

39 

47 

41 

35 

44 

.52 

57 

53 

57 

4<1 

4« 

54 

5<1 

51 

36 

33 

32 

33 

41 

51 

.52 

5.'i 

52 

,50 

50 

50 

62 

48.8 

WaD.alla 

J  Maximum  . . . 

1<- 
57 

7<1 

70 

64 

S.'i 

61 

48 

,5f 

75 

60 

or 

75 

f-^ 

60 

60 

70 

65 

5« 

50 

.52 

58 

67 

74 

If 

7? 

64 

71 

72 

OS 

67 

... . 

6,5.2 

•  (  Minimum 

61 

47 

3; 

38 

30 

26 

3S 

44 

52 

51 

53 

50 

4? 

50 

5.= 

40 

,32 

V 

24 

2.« 

2S 

40 

41 

52 

4? 

44 

44 

52 

51 



42.8 

Wiiinshoros'is^ 

j  Maximum  . .. 
•  '  Minimum 

73 
54 

73 
55 

64 

5.>i 

6.5 
38 

57 
39 

58 
36 

""30 

61 

51 

7!i 
5f 

70 
6? 

.18 
30 

50 
3^ 

51 
2? 

5f 
30 

6- 
\     3." 

72 
4? 

If 
5 

1     70 
54 

6' 
4' 

7? 
44 

7] 
4f 

72 
'     50 

7f 
59 

... 

... 

«71.fi 
»45. 0 

Wiiitlirop(?o1IPife  .. 

)  Maximum  ... 
•  '  Minimum 

54 

80 
54 

6B 

50 

61 
37 

62 
42 

56 
34 

48 
27 

6f 

42 

'74 
47 

"'6fi 
50 

7r 

5f 

"'sii 

48 

""73 
49 

"",5? 
44 

72 
51 

7f 
41 

70 
5« 

60 
30 

51 
2' 

54 
>     2f 

6( 

3r 

70 
!      3- 

70 
3f 

V 
4' 

>     7' 
50 

6? 
1     4i 

1    r. 

>     4 

5( 

6C 

>     54 

7.' 
5( 

1 ... 

70.2 
4.5.7 

Reference  letters  (•.  b,  c).  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  •■  represents  two  days  missing,  etc. 
%  IiLstruments are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

W  B  O,  Raleigh.  12-20  -27  -900 
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The  average  number  of 
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No.  12. 


inches  at  Walhalla  on  the  14-loth, 

rainy  days  was  12%  ^^^^^^  "^'''f^^-^^  on  the  2d  and  4th  and 
Snow  flurries  occurred   .^^  Lauren     on  i  ^^^^^  ^^ 

at  Winthrop  College  on  the  4th.     Sleet  occuirect 
the  4th  and  at  Chariest on^orUhe^. 

WIND. 

,„„„h«LVn.arked^y  a  decided   ,ptwa™ 

cereal  planting  proceeded  f/.^^^^^'^-jHoddufing  the  middle  1  The  average  ^'^^''"^^^ ^^^Z     o,    49%   of    the    poss.h  e 

wheat,  oats,  a,.d  rye  f^^^'^^'^^/''"  V'"   P'   ,^or,T ml  advance,  Imt   matic    records,    wa-    149.9    ho  u.  ,    m  /  ^^^,  ^^^^.j,^, 

of  the  .nonth.     Winter  truck  "'^l^^.  «  '«"  ^^m   fall  cabbage  an.ount.     The    -^^^^'^^^^         't^^Znv^^^  of  14,  6,  and  U 
the  coastal  regions  needed  inore  rain  ,    P^"«^  '  ^\      prolonged  !  cloudy,  4,  nnd  cloudy.  12,  as  agan.st  no.n.a 

shipments  began  on  the  coast  «;;^»\;;^^'7^;^^i,l,vat  night,  1  days,  respectively.  ^ 

cold  spell  during  *'-   -t  hj,lf  of  the  no   t      e^^  ^^^^^ 

checked  general  growth,  t)Ut  no  mait-i^i  »,  r^.  .,    ,    .      .,  „  Cnlnfln    Broad,  Con- 

many  hogs  were  butchered  durn.g  th,s  penod.  ^_^^,^^^   conditions  prevailed  ;"  J  ^^^J^^i^.'.f.'abo^U  the 

-^K^^^^;^  L.,.ee,  n.iddle  Savannah,  and  "PP- ;-,^;;  ,,,,   ,,    flood   at 

1       1  ,w...nre    determined  from  reports  of  9    ga-Bth   and    16th-lSlh        ^  "^    ^f  "  ,      5<h  to  the  28th,  mclu- 

Tl.e  n.ean  sea-level  p.essu.e,  '\^^'l'    '  ,,x^^^^  the  Sec-    Rinnni  and  Ferguson  from  about  the  Otn  the  5th, 

..egular  Weather  ^-^^^,;^^^^J^t^^S^:^X.^..^t.,  and  the  Pee  Dee  ^  -'•  ^^Vi;,^,'^,^  Ve  7th    o  the  12th  and 

TEMPKKATURE.  ;  mated  at  about  $10,000.  _____ __ 

The  .nonthlv  n.ean   f^r  tlie^ecticm    deterndn.^^  ,isckllank0.s  phenomena  ,aates>. 

ports   of   ?.7   stations     was  40.2  .  o     [         ^  ^^^^^^  g,,,,,,,,.  „.j^,,^,,   Columbia  and  Due  West,  ?>1 .     Sohn 


Due 


ironi  ij    I"  ^-^    '••'- ,  ,        ,,.,  ifi  periods  were  from 

at  Clemson  College  on  the  ^*^^^',  '\"„^"'f,.^^^,  H^e  17th  to  the 
the  2d  to  5th.  on  the  9th  ^""^  '^,^';;^o;'^790  i,,i,,,,  , normal. 
27th,  when  the  dally  means  rariged^om  o    to  !•' 

HUMIDITY. 
The  mean  relative  humidity,  determined  f  ••"'"'•^P';;- ^  ^^    •' 

tion,  was  as  follows.    S  a.m..  «    (^•,     ,.  p.,,,j,^,,nh  drainage 

PBECIPI1ATION. 

f  fi,^  Qpption  49  stations  reporting,  was 
The  average  for  ^'^^^^^'V  1  Mp  normal  Precipitation 
6.93  inches,  or  3.37  '•'^'^'^^  ^^l^^  l^  nrjX  fir«t  half  of  the 
was  quite  general  in  hree  P^''«t;;^^  ;^^^^'  ,'  Z,,  verv  badly 
month,  and  again  at  he  close^  be  ^'^^^^  .,^,,,,,  1,/Oconee 
distributed,  ranging  downward  f'^;^^^;;,^,,  ,„  Charleston 
County  to  le^s  than  one  and  ^^f, J'^^^^^^^^^^^^ 
County  The  greatest  local  ;^J^^'^*^'^>^^"\°7U  -pebe^  at  Cbar- 
at  Walhalla;  least  local  monthly  «T^'«""^'  ^  ,4  h"^  ^  4^,  3.53 
leston      The  greatest  amount  during  any  24  hour,  wa 


,„,v    6-  Columbia,  «,  2V),  .^(•;  i  n^  7 '"^ '  •  " 
vill;,  5,  16,  31;  SantuckJJO^Jlmiton,  .>1, 

ERKATA.  shoul<ll5P  l'^- 

,       ,  „,,-  -Boaufort  ( near  > .  number  of  c'/f  ^/^^^f^  bo  4«  .4 .'  and  monthly 

peratiire,  page  41,  shoulfi  oe  n. ^ 

,5«.0.  — ^  ^"  ■" 


l 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SPXTION 


December,  1921 


Climatological 

Data  for 

December,  1927 

• 

Counties. 

o 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 

u  2 

.z  0 

'5 
> 

X 

stations. 

a 

oi 

3 

X 

]5 

i 

X 

■5 

6 

X 

X  ~ 

X  ^ 

X 

a.  Z 

X   ^ 

■^  0 

X 

5 

Observers. 

Beaufort  (near) ++ 

21 
29fi 

48 
144 

25 
175 
lOfi 

63 

ISfi 
13(i 

82 
18 

54 
68 
92 
264 
54 

97 
192 

75 
249 

24 

46 
43 
56 
45 

37 
32 
36 
41 

45 

12 

9 

34 

45 
4 
4 

11 

80 

13 

36 
29 
37 
38 

"52. 1 

"56.' 8' 
45.2 

50.0 

'45.8 

+0.9 

'-■6.' 9 
+0.8 

+0.7 
0.0 

"75 

"'■78' 
80 

81 
"82 

tn 
"'is' 

13 

13 
14 

'26 

"26' 
15 

21 
•17 

19 

' ' '26' 
10 

t27 
10 

'39 

"■i-i 

61 

50 
'46 

3.73 

"i.'ig 

6.32 

3.71 
3.81 
3.61 
3.95 

3.43 

2.51 
5.99 

+  0.84 

'-i.'go' 

+  3.14 

+0.47 
+  1.00 
+0.47 
+0.89 

+0.51 
-0.41 

1.60 

'6.' 49' 

1.95 

1.90 
1..55 
1.16 
2.51 

1.25 
0.65 
1.60 

0 

'"'6' 
0 

0 
0 
0 
0 

0 
0 
0 

6 

"6' 
10 

10 
7 
10 

9 
9 
9 

14 

ii 

5 
"5' 

12 

is' 

e. 
n. 

Mrs.  U.  L.  Fripp. 

.Mis.  1).  H.  .><iin.iers. 

r.  S.  Weather  Bureau. 

BlacUville 

liariiw  ell 

Chiirlestoii 

Chfiiiw 

(;iiarlesloM 

(Jheslerlield 

Ilorr.v 

Darlington 

Coiuva.v 

Darliiiglou 

Klliiighiiiii 

14 
17 

0 
0 

17 
14 

ne. 

I'aid  Qnatllehaum. 
D.  C.  McCnIl. 
Wni    K   (lillespie 

Ki'igusoiiW 

I'loieiice  1 

Orangelmrg 

Klorence  

48.0 
48.0 

-0.3 

+2.4 

79 
80 

14 
13 

21 
23 

27 
t20 

50 
49 

17 
16 
13 

3 
6 
8 

11 
9 
10 

ne. 
s. 

Henry  V.  .Savage. 
II    K  (iilhert 

i'loiviii'e  '2 

do 

I'ce  Det!  Kxiicrihient  Sta. 
Miiiicr  Ii.  liiibert. 
A .  1*.  lia/.ard 

(ianiftt 

50.0 

80 

tl2 

20 

■20 

42 

Georgetown 

(ieoigetown 

Willianisliurg 

Kingstree 

50.0 
46.8 

+  1.9 

83 
82 

13 
13 

20 
16 

27 
20 

51 
58 

3.15 
4.04 
3.95 
5.11 
3.75 

+  0.11 

'+2.17' 
+0.76 

1.00 
1.43 
1.60 
1.42 
1.25 

0 
0 
0 
0 
0 

6 

4 

10 
8 
5 

19 
20 

1 
5 

11 

6 

w. 
11. 

Mrs.  Kllen  .Scott. 
Alden  F.  Schul. 

Marion 

Mars  i)hiir 

Klorenee 

Orange  Imrir     

Oiaiigeliiirg 

Herkeley 

48.0 

47.8 

-1.4 
-0.2 

80 
76 

13 
tl4 

19 
24 

20 

20 

50 

15 
19 

9 
0 

7 
12 

ne. 
nw. 

i;.S.   I'isheries  Station. 
.Mi.ss  IC.  1".  liaveiiel 

I'inopolis 

Kinn'ni 

Smnter 

Boykin  K.  Cantey. 
10.  D.  Fields,  .Ir. 
Clemson  Coast  Exp.  Sta. 
\V   Hampton  lianisey 
W.  (;.  Unison. 

SocieLv  Hill 

SuMiiiierville 

Darlington 

Dorchester 

Sumter 

Ilamtilon   

**.\treiiies 

"44.9 

''48.  7 
48.5 
50.8 

48.4 

48.4 
44.6 

-0.3 
-0.9 
+  0.7 
+3.6 

-0.8 

+  0.8 
+0.2 

'81 

78 
81 

83 

79 
71 

13 

13 

tl3 

13 

13 

13 
tl3 

'18 
'21 
22 
21 

15 

18 
16 

10 
20 
20 
20 

10 

20 
9 

•46 

''45 

41 

45 

58 

45 
36 

5.47 
2.81 
6.74 
4.73 

4.11 

7.01 
9.44 
7.96 
10.03 
9.83 
7.63 

8.97 
8.85 

+2.  23 
+0.  75 
+  3.48 
+  1.28 

+  1.08 

+  ,3.40 
+  4.66 
+4.30 

'  +  ,5.'.3'2 
+  4.20 

+  5.14 
+4.. 53 

1.80 
1.10 
2  00 
•2. 12 

•2.51 

2.17 
3.  00 
2.70 
2,00 
2.00 
2.65 

3.  10 
2.  '20 

0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 

0 
0 

9 

7 
8 
6 

9 

8 
11 
10 
10 

11 

9 

9 
10 

22 
16 
17 
17 

17 

IS 
14 

ii 

13 

3 
2 
5 
2 

4 

1 
0 

"5 

6 
13 

9 
12 

10 

12 
17 

'i.5' 
15 

n. 
n. 
w. 

ne. 

ne. 

n. 
w. 

w. 

We<igelip|i1 

Yeniassee 

Division  meinis  and 

llV,«/f-i;l   I'lillioil. 
Aild-ii 

Aiken 

527 
764 
293 
3118 
50S 
222 

562 

402 
487 
850 
351 

65 
34 
22 
3 
28 
77 

21 
22 
5 
35 
41 

I'ranli  It.  ,Mc('oy. 
II.  II.  Itnssell. 
I'^stlier  Ii.  Owens. 
Ca'sar's  Head— P.  Mtn. Co 
1..  M.  Parker. 
Henry  A.  Itrown. 

.lames  <'.  li'aris. 
George  \'.  Clamp. 

Aiiilersoil   

Anderson   

I'^airlield 

Greenville 

Ahheville 

Kershaw 

York  

Blairs  

Gesars  Head  W.. . 
CiillHum  I'iills 

40.0 
44.4 

68 
76 

15 
13 

13 

17 
18 

9 
t  9 

tio 

31 
40 

Ciimdeji 

Catauha  

Oliajipi'lls 

Newlierry 

Clioster 

Oconee 

Chester 

(Meinsori  ('ollege 

44.0 

46.8 

+  0.5 
-0.4 

72 
78 

14 
13 

12 
21 

26 
20 

46 
31 

9.  .52 
7.39 

8.95 
8.61 
7.08 
9.06 
9.86 
8.61 

6.90 

4-4.26 
+4.49 

+3.' 96 
+  4.08 
+4.84 
+5 .  OS 
f4.'26 

+  3.30 

2.40 
,3.  31 

2.18 
2.21 
1.98 
1.H0 
3.31 
1.87 

3.03 

0 
0 

0 
0 
0 
0 
0 
0 

0 

10 
11 

12 
12 

14 
12 
11 

6 

14 
12 

i2 

3 
5 

6 

14 

14 

13 

ne. 
u. 

ne. 

I'ror.  K.  II.  II.  Calhoun. 
I;   S.  Weather  lUircau. 

Broad  River  Power  Co. 
I!.  S.W    H.  AeioloKieal  Sta 
AgentC.  andW.  C.  Ry. 

Columbia 

Hichhind  . 

Crescent 

Spartanlntrg 

Due  West.. . 

Ahheville 

Kdg.'lield 

711 

13 
13 
24 
43 
43 

25 

44.1 

-1.5 

73 

13 

17 

20 

36 

Kilgeflcld  .. 

Ga.stoii  Shoals  It.... 

Cherokee 

(IreiMiville 

(ireetnvood 

I.ancash'r 

Ore.enville 

680 
1039 
671 

56S 
3025 

500 
1063 

589 

711 
336 
502 
8.50 
536 
512 

875 
620 
1061 
545 
690 

ttriMMiville 

Green (vood "  ■■-■■■ 

14.1 
44.0 

+  1.9 
+0.4 

70 
77 

76 

14 

1 

14 

18 

18 

20 

tio 

33 
40 

11 
14 

16 

6 
0 

4 

14 
17 

11 

ne. 
\v. 

n. 

1'.  S.  Weather  Bureau. 
M.  M.  CiilhoiMi. 

.1.  IMnrvin  Bowers 
Blue  Itidge  Forests  Co. 
,Iohn  W.  liamel. 
1!.  Iliirtwell  Wilds.  D.D.S. 
L.G.  Koir. 

Miss  Alberta  Sease. 
Broad  River  Powr  Co. 
,lohn  II.  Baxter, 
.hislina  Y.  .h)nes. 
AV.S.Croiit. 
K.  W..leter. 

M.  H.Daniel. 
Mrs.  S.  10.  Long. 
II.  W.  Brandt. 
Bi'v.  f)liver  .Johnson. 
\Y.  T.  Clawson. 

lleiitli  .''tiriiigs 

nogt)ack  Jrouu'tain  . . . 

Kershaw 

11 
12 
9 

34 

46.2 
43.6 
44.6 

45.6 

+0.2 
0.0 

—0.5 

79 
79 
77 

76 

14 

29 
14 

13 

16 
15 
17 

19 

10 
10 
10 

t  9 

50 
57 
41 

42 

7.  ,59 
8.16 
9.63 

8.61 

+  4.  .57 
+3.29 

+5.31 

2. '26 

2.14 
2.42 

2.  .36 

n 

0 

T. 

0 

6 
9 
11 

8 

13 
19 
14 

15 

3 

1 
9 

6 

15 

n 

8 
10 

w. 

nw. 

n. 

w. 

l.aiKhiMM 

Spartanhnig 

I^aurens  .   .     ,   . 

l.aiirens  . . . 

Little  Mountain 

Lockhart 

Xewherry 

Union 

New  beny 

Neuijerry 

Anderson 

23 
23 
25 
34 

50 
34 
27 
33 
27 

45.2 

-0.3 

77 

13 

19 

tio 

42 

8  59 
8.90 
8.81 
9.66 

8.00 
7.80 
11.38 
8.99 
9.43 

8.71 

6.93 

+  4.32 

+3.  56 
+  4.91 

+  5.  .57 

+  3.89 
+  4.01 
+  6.07 
+  5.  .59 
+5.  21 

+4.43 

+3.37 

2.S4 
1.90 

2.  30 
2.43 

2.00 
2.80 

3.  ,53 
2.00 
■2.10 

3.53 

3.53 

0 
0 

n 

0 

0 
0 
0 
0 
T. 

T. 

T. 

10 
14 
10 
10 

8 
9 
11 

8 
8 

10 

9 

14 

13 
14 

18 
10 
13 
16 
13 

14 

15 

3 

6 
5 

0 
8 
9 
3 
10 

4 

4 

14 

12 
12 

13 
13 
9 
12 

8 

13 
1'2. 

ne 

n. 
s\v. 

e. 
ne. 
ne. 
n. 

ne. 

ne. 

I'elzer 

Salnila 

Santiiek  . 

Sahuia 

[iiiion 

4  (.0 
43.6 

42.0 
47.6 
42.5 
''45.  2 
45.0 

44.5 

46.2 

-1.S 
0.0 

-0.4 
+  0.2 
-1.4 
+0.1 
+  1.2 

-0.3 

-0.4 

78 
76 

73 
74 
71 

^77 
76 

79 

83 

13 
tl3 

15 

t  1 
14 
13 

tl3 

13 
13 

18 
14 

15 
19 
13 

17 

12 

12 

10 
10 

10 
20 
20 

20 
20 

26 

26 

40 
44 

43 

38 

42 

''34 

39 

57 

58 

.'Sparta  iilinrg 

Trenton 

Spartanliurg 

Kdgelield 

Oconee 

I*"airheld 

Walhalla 

W'imishoro 

WintliropColli.ge  tl... 
Division  means  and 

York  

extremes 

Section  means  and 

extremes 

The  departin-es  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  («.  '',  <=),  appearing  in  the  table  indicate  munber  of  days  missing:  for  example.  1'  reprcsenls  iwo  davs  nnssing.  etc. 

t  Also  on  other  dales,  tt  Received  too  late  to  be  included  in  means  and  snnunaries.  **  Temperature  data  are  from  ob.served  readings  of  the  dry  bnlh:  means  are  com- 
piUed  from  ob.served  readings.  ttl'ost-oHice  acidresses  of  these  stations  -.ire  as  follows-  Of  Gaston  Shoals.  BlacUstinrfir:  of  Wintlirop  ('oUege,  llock  Hill ;  of  Ferguson.  EutawviUe; 
of  Civsar's  Head,  Greenville;  of  Beaufort  (near).  Burton.         T    I're<-ipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  December,    1927. 


Stations. 


Draiuage- 
iiasiiis. 


Kd.^'lfi'ii  I'lirliiiii. 

Keaiifoi-t(near) 

UlarkviUiMlii 

Charleston  •** 

Clu-raw  llil  

{;oin\uy  il!l 

DarliiiKtoiillll 

Kirmiriiaiii  llll 

KlTKllSOU    l|l| 

KloriMK-p  mil 

Florence  2  llil 

ttariiPtt 

(ii-orjft'loun 

Kinsri-ireiillll 

JFarion 

Mars  Uliiir 

Oraiitreliiiig 

Piiionolis  , . .. 

Kiiiiiiii  III! 

SociHy  Mill  llll 

SiMiumMVillo 

Wi'dgflii'lil 

Yt-liiiissi?el||| 

Wtxinii   t'oiliim. 

Aiken 

AndiM'Son 

Blairsllll 

Cav<ar's  Ifead  

(;alli<)iin  Kalis  llll  ... 
Ciiniiltni  llll 

(;ala Willi  llll 

Cliapiicllsilll 

CliiiStcr 

riemsiin  CoII.-ki!.  . .. 
Columbia*"     . 


Crescent 

I)ii«  West.***. 
I'MKi'tieicI  ii;i  ... 
(iasldu  Shcmls  | 
(!r.'.Mivilln     ♦•■ 
(ircenwiiciil  ||i|  . 


( ;oast 

Kclisio 

( :<)ast 

l'(>e  Dee 

VVaocuniaw 

I'ee  Dee. 

l,yn<'lies  . . . 

Santee 

I'ee  D(^e 

do 

Savannali  . 

Coast 

lilaciv 

I'ee  Dee.  . . . 

do 

ICdLsto 

Cooper  

.Sanlee 

I'ee  Dee.  . . . 

Asliiey 

Wateree  . . . 
Asliepoo . .. 


Kdisto 

Savannali  . . . 

Ilroad 

Salnda  

SavaiMia.il  . . . 
Wateiee 

Catawba 

Salnda 

liroad  

.Savannah  . . . 
CoiiBaree 

Enoree 

.■^avannah  ... 
Savannah  . . . 

Uioad 

SaUiila 

....do 


Day  of  month. 


JO     11      12      13     U      15 


18      19 


21 


25 


26 


.03 
.  (I'ii 

.o;J, 


.27 

.76 
.28 
.28 

.60 

.'■70 
.65 
.25 
.49 

1.25 


.40 


llealh  Siniiiirs  

Ilosbaok  Mountain. 

iversliaw  ,111 

l.anlriMM 

l.aniens 

I.illle  Monnlain  .... 

Lopkliart 

New  heriv 

I'.'l/ei- nil 

Salnda. 

Sanlnck 

SiiarfanlinrK  |1|| 

Tleiiloii 

Walhalla 

Winnsl'orollll 

Winlliv.iiiConeue... 


.70  1.60 

.'431  T 

.4211.95 

.1211,90 

.4o'l..55 
.nil.  16 
.23I2.  51 
l,-25 


1.07 

i.oo 

1.43 
1.60 
1.42 


1.80 

,36i  .lOjl.lO 
.06  1.68  2.00 
2. 12 


.52 

:ii 

.47 

.22 

.62 

l.GO 

.'■to 

.'is 

.61 

.83 

.85 

.50 

.44 

1.27 

... 

1.20 

.'72 

'."56 

,28 


.55 


1.23  2.1 
.4013.0011.24    .35 
.02  I.35I1.OO2.7O 


1.12  1.65    .83 


1.75  2.00 
.91    .60 


1.. 52: 1.01 


1.  1: 


.16  2.40 
.96 


2.18 


Wateree  ... 

Kroatl 

l.ynche.s  . . . 

Ifniad 

SaUida 

Salnda  .... 

liroad 

SaUida 

....do 

...do 

liroad 

do 

Kdislo 

Savannah  , 
liroad  .... 
Catawba  . 


1,60 


1.30 
3 


.62 
1.01 
2. 65 

3.10 
1.64 

.'.58 
.14 


1.75 
1.93 
1.13 

1.62|l.R0 
3:i|3.06  1.30 
21  I.  3411.82 


.82 
1.49 
J.  28 


,30 


.68 


.94;3,03 

1,30    .' 9' 

.7fiil.l2 

,55J2.  3-<!1.85 

.15  I.37I2.36 

.  1,511  !2m'2.'8I 
.2nl  1.90 1.62 
.46:1,31:2.30 
.48il.51i2.  43 


.24 

i.'26 
.26 
1,3' 


1.70 
.10 


1.10 
.48 


.40,1.  60|2,O0 
.,50|1.15|2,  81 
.38:1.94h.n,'S 

v  1.20! 

.  50;  1.70,2.10  1,. 5' 


.26 

^26 
.31 
.  22 

1.12 

.40 

.S(' 

,63 

1.  12 


.11 
.03 
2.00 
,40 
,10 


.63 


.08 


.20 


.06 


T. 


.60 


.50 


.02 


.80 


.09 


.04 


.09 


.35 


1.80 
.75 
.80 
.65 
.60 

.30 
1.34 


1.43 


.87 
.41 

'.65 
.65 

.98 

'.'55 
.03 
.30 

.78 

.10 

i.'so 

.60 
1.00 


.30 


.02 


.02 


T. 


.08 


1.71 
..56 

1.72 
.91 

2,  no 
2.00 

2.01 

2.20 


2.00 


1.60 
1.66 


.76 
2.14 
2.  42 

1.20 

2.' 56 
.64 
1.80 
1.41 


46 
1.98 
1.21 

H5 

1.8 

2.13 

1.82 
.51 
.51 

1.65 

"52 
1.34 
L.'^O 
1.30 


.06 


.08 


.95 
.34 

3.  53 
.8' 

1.75 


.08 


.45 

.'os 

.19 

.39 

.14 

.12 

.29 


.30' 
T. 

'.'07 

.03 

.10 

.03 

.06 

.38 

.32 

't.' 

.06 

.35 

.07 

.10 

.58 

1.00 

.20 

'.'30 

.15 

.25 

.06 


.50 


.70  . 


.11 


.02 


,10 


3.73 

'i."l9 

6.  32 
3.71 

3.81 
3.61 
3.95 
3.43 
2.51 

5.99 

'3.  is 

4.04 
3.95 

5.11 

3.75 

"5.' 47 
2.81 
6.74 
4.73 


.79 
1.12 

.30 

.7f 
1.25 

.45 

.50 
.22 

'.'95 
.06 

.08 
.83 
.50 
.6' 
.49 
.72 

.40 

'.'4s 
.96 
1.0 


.03:   .68 
.02  1.08 


.04 


1.12 

1.05 

.55 

l.lf- 

39 

1.25 


7.04 
9.44 

7.96 
10,03 
9.83 
7.63 

8.97 
8.55 

'9.' 52 
7.39 

9,05 
8.61 
7.08 
9.06 
9.86 
8.61 

6.90 

"7.' 59 
8.16 
9.63 

8.61 

"s.'fi) 

8.90 
8.81 
9.66 

8.00 
7.80 
11.38 
8.99 
9.43 


l').M'ei>l  as  other 
observation 
24-luiur  period.  inidiiiKhtto  iiiidiiiKht 


near  sunset,  and  precipitation 


se  indicated,  observations  are  prenerally  made  late  in  the_  afternoon.  ' 
n.e..i,.itatio,,,neasn,edi,a,,enu.rni,,.:a,,,o>u.t,h^,,vco,^^^  T 


recorded  is  for  the  24  lionrs  endintr  at  the  time  of 
-   =-ut-iitinn  IS  lor 

iich 


*  rrecii>itation  inci 

COMPARATIVE  DATA  FOB, 


«M.*Ke(rnlar  Weather  linreau  station;  precipitation  is  for  the 
-    ■     "'   "race,  or  less  than  0.01 


EMBEB. 


Year. 


'J'enipi'ratme. 


rrecipitation. 


*  s  .S  - 

■■Co  o 


AveraKe  nuin  be  r  of 
days. 


1887. 
18SS. 
1889. 
1890. 
1801  , 

1 892, 

1 893 , 
1891, 
189"), 
1896. 
1897. 
1898. 
1899. 
19)'l. 
1911. 
19)2. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908 


4.65 
3.  56 
0.53 
2.  -25 
1.91 
2.  45 
3.05 
2.  56 
3.04 
3.55 
2.40 
2.84 

2.  33 
5.64 
5.01 
4.26 
1.95 
2.79 
7.25 

3.  25 
5.81 
2.84 


Year. 


8 

8 

8 
12 
12 

8 
10 
13 
11 

6 
12 
15 

9 
10  I 

9  I 


sw. 

IIW. 

nw. 

lie. 

ne. 

11  w. 

11  \v. 

n. 

II. 


le. 
s\v. 


Temperature. 


rreciiiitatiou. 


4)  ;"  ^  c 


Average  11  n  111  he  r  of 

days. 


1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

19-22 

19'23 

19-24 

19-25 

19'26 

1927 

Period . . 


4'2.8 
4-2.0 
49.8 
48.8 
47.8 
43.9 
44.2 
46.7 
37.7 
50.8 
46.5 
46.1 
50.3 
51.0 
52.5 
47,6 
44.4 
48.7 
46.2 

46.6 


12 
18 
18 
16 
11 
17 
11 
-6 
17 
15 
18 
20 
22 
23 
12 
1 
13 
12 

-6 


2.81 
2.36 
4,94 
2.88 
4. -25 
4.80 
3.27 
2.43 
1.47 
5.35 
3.45 
4.01 
1.54 
4.90 
4.12 
5.54 
3.26 
3.  59 
6.93 

3.56 


w. 

ne. 

w. 

>v. 

ne. 

s\v. 

lie. 

w. 

w. 

ne. 


:^-^f^'j^gmmm>: 
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Kefer.,.oe  betters  (». ...  e).  ;^;^;;;;;i;^T;r^b,e  indicate  .un.ber  of  da.s  .Iss.j.:  for  ^^^Jl:^^'^:^:^:;::::  u  ;:S;"t':^;.avs  occurs. 
VW  Tnstrn,T,pnts  aro  road  in  the  morning :  tbe  maxi.nnm  tomverature  then  read  ,.  chained  to  the  preoe.hns 

W  B  0.  Raleigh.  1-24  28  -900 
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G£NEKAL  SUMMARY. 

Tlie  noteworthj'  features  of  the  year  1927  were  rather 
erratic  thermal  and  precipitation  departures  and  a  drj'  period 
when  rains  were  most  needed  for  crop  development.  January 
and  February  maximum  temperature  records  were  equaled  or 
broken  at  a  number  of  stations.  February  averaged  tlie warm- 
est of  all  February  records,  and  August  averaged  the  coolest 
of  Augu.st  records.  June  cloudiness  exceeded  previous  June 
records.  In  precipitation,  January,  April,  May,  August,  and 
Septen)ber  had  much  less  than  normal,  ajid  Decemtjer  was  close 
to  the  maximum  average.  'I'lie  mean  annual  temperature  was 
somewhat  above  normal,  and  the  annual  precipitation  averaged 
considerably  i)elow  normal.  No  lornadoes  were  reported  during 
the  year.  Liglitning  and  wind  caused  the  death  of  15  persons 
in  February,  May,  June,  July,  August,  and  September  and  in- 
jury to  1 1  persons.  Property  dnmage  under  stress  of  storms  has 
l)ee'n  estimated  at  S105,3r)0.  distributed  in  April,  May,  June, 
July,  and  September.  Freshet  conditions  prevailed  in  several 
St renmsduring  January.  February,  March,  July,  and  December, 
with  only  nominal  damage. 

Winter  cereals,  truck,  and  fruits  liad  about  normal  develop- 
ment during  January,  but  the  generally  higii  temperatures 
during  B>l)ru:iry  advanced  vegetation  about  two  weeks  ahead  of 
normal.  Fruits  were  seriously  injured  by  freezing  weather  in 
early  March;  asparagus  was  generally  about  two  weeks  in  ad- 
vance of  normal,  and  cotton  and  corn  plant  ing  proceeded  around 
normal  dates.  On  the  whole,  the  growing  season  opened  in 
April  about  two  weeks  ahead  of  normal,  and  crops  made  about 
the  u-ual  seasonal  advance.  Relntivedrought  in  May  resulted  in 
unsatisfactory  development  of  spring  crops,  but  winter  cereal 
harvest  proceeded  after  the  middle  of  the  month,  with  good 
yields  generallv.  All  crops  made  vigorous  growth  throughout 
June,  and  tlie  first  cotton  bloom  was  picked  at  Barnwell  on  the 
2d,  nearly  two  weeks  in  advance  of  normal.  July  was  generally 
favorable  for  growth;  the  first  opeti  cotton  boll  was  observed 
near  Lykesland  on  the  29th,  but  weevil  ravages  incrensed  ma- 
terially. August,  also,  was  generally  favorable,  but  weevil  rav- 
ages continued  severe  in  the  lower  elevations;  the  first  cotton 
i)ale  was  ginned  at  Coosawatchie  on  the  3rd.  All  crops  made 
about  normal  advaneeduringSeptember,  but  weevils  continued 
damnging  in  most  sections  outside  the  higher  Pie'dmont.  Dur- 
ing October,  the  usual  winter  cereal  and  fnll  plowing  activites 
proceeded  under  favornble  conditions,  hut  winter  cereal  devel- 
opmeTit  was  rather  backward  in  November  iricident  to  light 
rainfall  and  rather  poorplowing  conditions.  Generous  rainfall 
in  December  improved  the  soil  for  plowing,  and  small  grains 
came  to  good  stands  generally. 

The  last  general  spring  killing  frosts  occurred  about  March 
Sin  the  eastern  and  about  March  28  in  the  western  portion, 
and  the  first  in  autumn  occurred  about  November  10  generally. 
The  average  latest  spring  killing  frost  date  for  1927  was  March 
20,  or  3  days  earlier  than  normal,  and  the  average  earliest 
autumnal  killing  frost  date  w-as  November  13,  or  3  days  later 
than  normal.  'I'he  growing  was  227  days  in  length,  or  6  days 
longer  than  normal. 


The  mean  annual  temperature  was  63.9°,  or  0.9°  above  nor- 
mal. The  warmest  month  was  July ,  with  a  mean  of  78.3° ;  cold- 
est month,  January,  with  a  mean  of  45.7°.  The  highest  annual 
mean  at  anv  station  was  67.7°  at  Beaufort  (near) ;  lowest  annual 
mean,  56.4°  at  Cae.'^ar's  Head.  The  highest  temperature  was 
104°  at  Winnsl)oro  on  June  30  and  at  Garnett  on  July  1 ;  lowest 
temperature,  2°  above  zero  at  Caesar's  Head  on  January  16. 

Seasonal  temperatures  with  departures  from  41-year  nor- 
mals: Winter,  50.7°, +4.2°,  spring,  63.3°,  +0.6°,  summer, 
76.4°,  —2.3°,  autumn,  66.2°,  +2.3°. 

The  average  annual  precipitation  was  42.16  inches,  or  5.37 
inches  below  normal.  The  greatest  annual  amount  at  any  station 
was  57. 25  inches  at  Caesar's  Head  ;  least  annual  amount,  29.86 
inches  at  Charleston.  The  greatest  monthly  amount  at  any 
station  was  13.78  inches  at  Pinopolis  in  July ;  least  monthly 
amount,  0.04  inch  at  Chappells  in  September.  The  average 
number  of  rainy  days  was  87;  greatest  number  at  any  station, 
118  at  Greenville  and  Greenwood;  least  number  55  at  Edgefield. 
Average  annual  snowfall,  4.£rgiicheP^;  ^Yiojfff^Ht'f  ^'g^'^K  i"'<"i^i 
'J'races  to  17.0  inches,  occurred  at  a  number  of  stations  on  Jan- 
uary 4,  9,  10,  26,  27,  and  28;  op rj^b4;uar3|c2^p  on  March  1,  2, 
and  24,  and  on  December  2  and  4. 

During  the  growingseason  March  to  September,  inclusive, 
the  total  precipitation  wa^.  25.31  \i!#QsrQrj^4p^E!>}iches  below 
normal. 

Seasonal  precipitation,  with  departures  from  41-year  nor- 
mals: Winter,  8.81,— 2. 56inches;  spring,  7.29, —3. ISinches; 
summer,  16.39,  —0.12  inch;  autumn,  6.33,  —2.76  inches 

Moderate  freshets  occurred  in  the  Santee  River  District  in 
portionsof  January,  February,  March,  July  and  December;  in 
the  Pee  Dee  River  District  in  January,  February,  March,  and 
December,  and  in  the  Savannah  River  District,  in  December. 

The  average  annual  atmospheric  pressure  was  30.08  inches. 
The  highest  pressure  was  30.86  inches  at  Due  West  on  January 
27;  the  lowest  pressure  was  29.37  inches  at  Charleston  on  Feb- 
ruary 19. 

The  average  annual  sunshine  was  62%  of  the  possd)le 
amount.  The  average  annual  number  of  clear  days  was  177; 
partly  cloudy,  87,  and  cloudy,  101,  as  against  normals  of  174, 
97,  and  94  days,  respectively. 

'J"he  average  annual  relative  hunddity  at  8  a.  m.  was  81%  ; 
noon,  60%,  aTid  8  p.m.,  70%. 

The  prevailing  wind  was  from  tlie  southwest.  The  average 
annual  hourly  velocity  was  7.7  miles.  The  highest  velocity 
for  any  5-minute  period  was  61  miles  per  hour  from  the  west 
at  Greenville  on  July  1. 

WEATHER.  BY  MONTHS. 

January. — But  one  previous  January  had  a  lighter  average 
rainfall.  Temperature  was  near  normal,  but  maximum  records 
were  equaled  or  broken  at  a  number  of  stations  about  the  24th, 
and  a  decided  cold  wave  occurred  about  the  16th.  Moderate 
fi-epbets  occurred  in  several  streams  early  in  the  month.  Meas- 
urable snowfall  was  recorded  in  various  sections  on  rather  nume- 
rous dates.     Sleet  occurred  on  the  26th,  27th,  and  28th. 

Fehrvary. — The  month  was  the  warmest  February  of  record. 
Springlike  weather  prevailed  from  the  2d  to  the  19th,  and  the 
Section  maximum  temperature  record  was  equaled  on  the  4th, 
while  numerous  local  records  were  broken.  Precipitation  av- 
eraged close  to  normal.     Freshets  occurred  in  several  streams 

(CONTINUED  ON  PAGE  52.) 
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Nov, 
Nov, 
Sept 

Apr. 
Apr. 
Apr. 
Apr. 

Jan. 
Apr. 
.Ian. 

Jan. 

Jan. 

T. 
T, 
T, 
9,0 

0,5 
3,0 
1.2 
T. 

3.0 
3.0 
T, 
T, 

1,0 

77 

193 

94 

78 

s 

HlBcVvillf 

Charleston 

Charleston 

Chesterfield 

Horry 

93 
69 

no 

149 

111 

U'5 

sw. 

183 

9 

173 

s\v. 

Darlington 

Florence 

89 
87 

9.'> 
8(i 
97 

Orangeburg 

Florence  

39 
40 

64.8 

99 
99 

June  22 
July  28 

14 
12 

Jan, 
Jan, 

16 
16 

Florence  1 

203 
203 
179 

78 
70 
138 

84 
92 

48 

sw. 

Florence       

sw. 

GariiPtt                 

Hampton 

10 
35 

46 

67.2 

05.7 

104 

98 

98 

July     1 
June  30 

Sept.  10 

11 
11 

16 

Jan. 
Jan, 

.Ian, 

16 
16 

10 

tiborgetown 

Williamsburg 

Kinsrstiee 

82 

2.32 

24 

99 

5. 

Mars  Hlulf 

Florence       

264 
54 

97 
li»2 

75 
249 

24 

4 
12 
81 

17- 
37 
30 
6 
39 

00 

35 

23 

4 

29 

79 
22 
23 

6 
36 
41 

.32,10 
36.06 

"49.' 06' 

"44'67 
48.04 

41,47 

35.  23 
40.  02 
40.15 
57.  25 

41,14 
64.16 
43,  25 
41,29 

'43,'7i' 
40.  57 
38.31 

4n,24 
39  21 
35.20 
42  82 

43.  58 
42.68 

6,73 
7,01 
13,78 

7,15 
8,  32 

11,16 
7,18 

11,62 

13.78 

7,14 
9.44 
7.90 
10,  03 

9,83 

8,  33 
8.97 
8  85 

9.52 

9.  .52 
7.39 
8,95 

8.61 
9,  60 
9.  06 
9.86 

8.61 
6.90 

June 
Jnly 
July 

June 
Aug, 
July 
Jiuie 
June 

July 

Feb, 
Dec, 
Dec. 
Dec, 

Dec, 

July 
Dec, 
Dec, 

Aug, 
Dec, 
Dec. 
Dec. 

Dee. 
July 
Dec. 
Dec. 

Dec. 
Dec. 

0,16 
0,38 
0.25 

0.20 
1.25 
0.50 

0.  03 
0.72 

0.08 

0.40 
1.02 
0.99 
1,51 

0.23 
1,03 
1,08 
0.04 

0.70 
1.09 
0.51 
1.05 

0.91 
0.45 
0,84 
0,80 

1,09 
1,11 

1 .  28 
1,29 

*1.02 
0,  31 
1,20 
0,91 

0.98 
1.12 
0.88 
1,18 

0.90 
0,  70 
1,41 
0.  09 
1,05 

0,04 

0,04 

Jan. 

Sept. 
Sept. 

Apr, 
Jan, 
Apr, 
Jan. 
Apr. 

Sept, 

Sept, 
Jon, 
Jan, 
May 

Sept, 
Dec, 
.Ian. 

Sept. 

Tan, 
Jan, 
Nov, 
Jan, 

Jan, 
.\ug. 

Sept, 
Sept, 

Sept, 
Jan, 
Jan, 
Jan, 

Sept. 
Sept. 
Sept. 
Jan. 

Jan, 
Jan, 
Nov, 
Jan, 

Apr, 
Jan. 
Jan, 
Sept, 
Nov, 

Sept. 

Sept 

3.3 
T, 
T, 

T, 

7,0 

0 

3.2 

T, 

0,5 

1,0 
5,0 
5,0 
8.2 

0.2 
2,0 
12,0 
1,0 

93 

Orangeburg 

Orangeburg  

12 
43 

65,8 

99 
94 

June  30 

May  20t 

13 

15 

Jan, 
Jan, 

10 
16 

89 

161 

no 

94 

sw. 

Rimini 

Clarendon 

Darlington 

Dorciiester 

Society  Hill 

37 

30 

6 

39 

'66.6' 

00.7 

05.4 

66.0 
03,1 

98 
97 
9H 
101 

104 

98 
98 

.Tnne  30 
Mav  31 
June  30 
May  31 

July     1 

May  31t 
June  30 

10 
14 
12 
10 

9 

12 
12 

Jan, 
Jan, 
Jan. 
Jan. 

Jan. 

Jan. 
Jan. 

16 
10 
10 
10 

10 

16 
16 

101 

241 

27 

97 

s. 

Sllnllll('r^■ille 

Yemassee 

Hampton 

81 
87 

89 
94 
83 
75 

77 
92 

89 

224 

207 

225 
215 

15 
04 

35 
28 

126 
94 

lO.i 

122 

sw. 

Division  means  and 

WKSTKKS'  PORTION, 

Aiken 

extremes. 
Aiken  

527 

7t;4 

29.S 

3118 

508 
222 
5(i2 
402 

487 
850 
851 

64 
31 

nw. 

Anderson 

Blairs 

Fairfield 

Cipsar's  Head 

Greenville. 

4 

11 
49 

56,4 
63,8 

89 

101 

100 

June  30 

June  30t 
June  30 

2 

10 
12 

Jan. 

Jan. 
Jan. 

10 

10 
10 

95 
142 

98 
84 

172 
139 

Calhoun  Falls 

Abbeville 

s. 

Camden 

Kershaw 

Cata\vba  

York 

Chappells 

Chester 

Chester 

Oconee 

6 
33 
41 

Clemson  Collesre 

62,5 
65.1 

100 
101 

Sept.  1.5t 
June  30 

8 
14 

Jan, 
Jan. 

16 
16 

0,0 
0,7 
8,0 

3.2 
1,0 
9,7 
9,7 

1.0 
8,0 
17,0 
0,0 

0  2 
7,0 
2.0 
12.5 

2,0 
9.0 
0.5 
11,5 

11,0 
1,0 

14,0 
4.0 

13.0 

6.0 
4.2 

92 

105 
98 

111 

55 
101 
118 

lis 

SO 

162 
129 

138 
129 

05 
117 

w. 

Columbia 

Crescent 

Due  West 

Abbeville 

Edgefield        

711 

14 

62.8 

99 

June  30 

11 

Jan. 

10 

14 
15 
25 
44 

44 

20 

•> 

12 

13 
10 
35 
2 

?4 
24 
26 

3.^ 

49 
35 
28 
34 
28 

112 

134 

119 

sw. 

Edgefield 

Haston  Shoalstt 

680 
989 

671 

568 

3025 

500 

1063 
5H9 
711 
336 

502 
850 
530 
512 

875 
620 
1061 
545 
690 

Greenville 

Greenville 

Greenwood 

44 

44 
26 
2 
12 

13 
10 
35 

62.2 
63.1 

99 

100 
98 

June  30 

Sept.  lOt 
Sept.  10 

12 

11 
11 
3 
10 

8 
9 
10 

Jan. 

Jan. 
Jan . 
Jan. 
Jan. 

Jan, 
Jan. 
Jan. 

10 

16 
10 
16 
16 

16 
10 
16 

107 

134 

124 

ne. 

Greenwood 

Heath  Springs 

146 

57 

162 

Hoffback  Mountain 

Kershaw 

Kershaw. 

63,3 

02, 0 
63,9 

102 
101 

mi 

100 

June  30 

.lune  .30 
Sept.  10 
June  30 

41,52 

42,  89 

43.  28 
49,21 
33.  58 

41.43 
42.  -18 
38.  84 
41.40 

42.89 

"56.09' 
42.  74 
43,77 

42,88 

42,10 

7,  59 

8,10 
9.  03 
8,72 
6,31 

8,59 

8.  90 
8.81 
9,66 

8.00 
7.80 
1 1 .  38 
8.99 
9,43 

11,, 38 

13.78 

Deo. 

Dec. 
Dec. 
July 
Aug. 

Dec. 
Dec, 
Pee, 
Dec, 

Dec, 
Dec, 
Dec, 
Dec, 
Dec, 

Dec. 

July 

90 

77 
91 
79 
67 

98 
114 
112 
102 

74 

"117 
95 
80 

91 

87 

146 

206 

i,sn 

215 

17 

ISO 
130 
71 

202 

49 
70 

w 

Landrum 

Spartanburg 

Laurens 

I,ittle  Mountain 

Lockhart 

Newberry 

24 

101 

Sept.  15 

10 

Jan. 

10 

171 

97 

97 

Pelzer 

Saluda  

.Saluda 

26 
35 

51 
35 
26 
34 
28 

02.  9 

ei.4 

oi'n' 

03.4 
62.9 

62.7 

03,9 

98 
102 

99 
101 

inn 

104 
101 

101 

104 

June  30 
June  30 

Sept.  1st 
.Tune  30 
June  30 
June  30 
Juno  30 

June  30 

June  30t 

12 

11 

9 
9 

2 

2 

Ja  n . 
Jan. 

J<\n. 
.Tnn. 
Jan. 
Jan. 
Jan. 

Jon. 

Jan. 

lot 

15 

16 
10 
16 
10 
10 

16 

16 

1.',3 
150 

247 

119 
137 

11 

63 

78 

107 

Santupk 

Union 

w 

Spartanburg 

Trenton 

Spartanburg 

F.dcefield 

Walhalla 

Oconee  

170 

125 

70 

AVinnsboro 

...,do 

Winthrop  College  tt. . 

York 

126 
164 
177 

101 
96 

87 

78 
105 
101 

Division  means   and 

extremes, 
trenies. 

Section  means  and  ex 

sw. 

tOn  other  dates  also. 

•*  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings, 
tt  Postoffice  addresses  of  these  statioiis  jire  as  follows :  Of  Gaston  Shoals,  Blacksburg ;  of  Wiutlirop  College,  Rock  Hill. 
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CfAMATOLOGlCAL  DATA:     SOUTH  CAROLINA  SECTION 


FA 


Monthly  and  Ann 


ual  Precipitation  for  the  Year  1937.  with  Departures  from  the  Normei. 


Stations. 


January.  'February. 


March. 


April. 


May. 


June. 


July. 


August. 


Septemher.i  October.  iNovember. 


December. 


Annual. 


Conway 

Darlington.. 
Elliiigham  .. 
Ferguson  . . . 


Florence  I. .. 
Florence  2. .. 

Garnett 

Georgetown. 


iCAsn-^n:;  roitriuAV. 

Beaufort «•  S'j 

Blackville  0-  '& 

Charleston 0.  b3 

Cheraw 0-  ''J 


1.12 

I.  OS 
0.78 
1.11 

0.53 
0.88 
0.70 
0.92 

0.73 

'6."i6 
0.64 
0.92 

0.72 
1.25 
1.08 
0.68 
0.73 

0.77 


Kingstree  . . 

Marion 

Mars  Bluff. . 
Orangeburg 
Pinopolis  . . 


Rimini 

Society  Hill. . 
.Sumiiierville . 
Wedgefield . . . 
Yemassee  . . . . 


Division  means  and 
depart  ui-es. 


WESTERN  PORTION. 

Aiken  

Auiiersoa 

Blaiis 

Csesars  Head 

Calhoun  Falls 

Camden 

Catawba 

Chappells 

Chester 

Clemson  College 

Colombia 

Crescent 

Due  West 

Edgefield 

Gaston  Shoals  

Greenville 

Greenwood  

Heath  Springs 

Hogback  Mountain . . . 

Kershaw 

Landrura 

Laurens 

Little  Mountain 

Lockhart 

Newberry 

Pel^er 

Saluda 

Santuck 

Spartanburg 

Trenton , 

Wathalla 

Winnsboro 

Winthrop  College 

Division  means  and 

departures. 
Section  means  and 

departures. 


-2.2 
-2.31) 
-2.  82 
-2.  68 

-2.40 
-1.84 
-2.  72 
-2.48 

-2.50 
-2. 20 


-2.63 


-2.  81 
-2.20 

—3.07 
-1.92 
-1.07 
-2.99 
-2.09 

-3.03 


3.41 
5.96 
2.17 
2.63 

2.22 

4.07 
4.7S 
3.18 

4.51 
3.63 
2.49 
3.09 

3.16 

3.' is 

4.09 


5.22 
3.56 
2.18 
4.23 
3.6' 

3.57 


-1-0.  02 
t-1.  88 
-1.21 
-1.44 

-2.09 
+0.46 
-1-0.  0' 
-0.  62 

-1-0.42 
-0.46 

— 6.94 

-0.68 


-1-0.64 


+  1.68 
-0.81 
-1.74 
+  0.18 
+0.12 

-0.33 


0.971 
1.02| 
0.99! 
1.  63I 

1.10! 
1.03 
1.08 
1.18 


-2.  72 
-3.21 
-2.79 


-3.14 

-2.  50 
-1.75 
-2.  49 


0.70 
1.09 
0.97 
1.05 
0.911-2.89 


3. 92 
2.  32 


7.14  +3.14 


1.10  • 
1.01  ■ 
1.25  ■ 
1.10  • 
1.11 

1.28 
1.29|- 
1.20 
1.11 

1.57  • 

0.91 
0.98 
1.  12i 
1.39; 

1.18 

0.95 
0.701 
1.41 
1.23i 
1.24 

1.12 

0.98 


-3.  59 
-3.35 
-2.91 
-2.91 
-2.58 


-3.11 
-4.91 


-2.041 


-3.08! 
-3.66! 
-2.281 
-1.76 


3.75 
4  14 
5.81 

4.46 
5.26 
3.16 
5.16 

4,43 

4.81 
3.69 
4.93 
3.86 

3.63 
.5.60 
6.  2 
5.03 
2.84 

5.78 
3.34 
5.76 
4.39 
3.70 

2.67 
5.01 
3.64 
4.68 
4.23 


-3.10  7.35 
-2.93!  4.1s 
-0.441  7.5' 
-2  42|  3.68 
-1.57    3.69 

-2.99!  4.  66 

-2.61    4.24 


1.41 
+0.07 


-0.90 
+  1.35 
-1.38 
+  1.03 


-0.64 
-0.90 

-i.'so 

-0.20 
+  1.10 
+  1.02 

+  0.  27 
-1.06 


-0.40 
+0.71 


+  0.67 
-1.31 
+0.  13 
-0.  72 

+2.80 
-0.74 
+2.14 
-0.6,= 
-0.49 

+0.03 

-0.0' 


3.  '25 
2.97 
3.45 

2.42 
5.43 
3.42 
3.30 

3.31 
3.26 
2.82 
3.68 

3.08 

'3.' 86 
2.48 
4.24 

3.27 

4.49 

2.33 

2 

2.18 

3.43 


3.41 
4.25 
3  16 
6.15 


'r  0.  56 

-0.06 

0.75 

-0.09 

-1.14 

+2.47 

0.36 

+0.06 

0.01 
-0.06 

+6.'2i 

-0.31 


-1.10 
+0.66 

-0.11 
+  1.17 
-0.97 
-0.  76 
-1.26 

-0.0- 


-0.54 
-0.23 
-0.56 


1.03 

0.  sot 

0.  63 
1.79 

0.43 
0.65 
0.62 
0.86 

0.96 
0.53 
2.11 
1.53 

o.s: 

'6.' .55 
0.  ,53 
0.70 

0.20 
2.31 
0.50 
1.10 
0.72 

0.93 


4.47 

-0.39 

4.87 

+  1.1S 

3.9li-0.20l 

3.70 

-0.14 

3.48 

4.63 

+  6.07 

3.  82 

+  0.12 

4., 55 

3.65 

-0.75 

2.75 

-1.04 

3.  5,^ 

-1.24 

3.89 

-1..50 

3.8fi 

-0.26 

3.69 

+0.09 

4.18 

3.97 

+  6.61 

2.87 

-2.  61 

3.66 

4.83 

-0.72 

4.90 

4.07 

+  0.26 

3.48 

-1.27 

3.  8.S 

-0.36 

3.85 

-0.53 

5.80 

+0.99 

,5.02 

+(..  79 

4.48 

-1.60 

3.44 

-0,50 

3.53 

+0.13 

4.24 

—0.12 

3.79 

-0.11 

-1.33  0.61 

-2  44  4.40 

-2.36  0.71 

-1.26  2.33 


-2.69 
-2.  59 
-2.76 
-2.10 

-1.9 
-2.  40 

•^i.'77 

-1.93 


-1.78 
-2.31 

-2.  85 
-1.15 
-2,95 
-1.99 
-2.1 

-2.11 


1.10 
1.70 
1.32 
4.60 

2.15 
1.15 
1.43 
1.33 

3.13 
3.82 
1.55 
1.36 
1.64 

1.95 

1.84 

2, 

1.34 

2.48 

1.82 
1.71 
3.33 
1  57 
1.47 

1.00 
2.52 
1.28 
1.96 

1.771 

0.90 
1.65 
3.44 
2.131 
2.67; 

1.99 

1.58 


1.14 
0.75 
1 .  52 
2.15 

1.62 
1.03 
1.69 
4.3' 

2.03 

2.' 06 
2.48 
2.07 


-2.  67 
+0.  72 
-2.  76 
-1.28 

-1.56 
-2.91 
-2. 13 
-1.92 

-2.40 
-2.99 

+6."  68 

—  1.34 


-1.01 
-1.62 


1.48  --2. 91 
2.  S8  -0.70 
1.951-1.69 


1.68 
1.34 


-1.65 
-2.50 


-1.69 


-2.10 

-1 

-1.52 


-1.42 
-1.96 
-1.80 
-1.61 


-0.11 
-1.31 


-0.59 


-1. 
-1. 

-0.80 
-1.63 
-0.77 


-1.91 
-1.66 


-0.  66 
-2.  74 
-1.04 
-1.55 

-2.38 
-1.73 
-1.39 
-0.  81 
-0.62 

-1.28 

-1.41 


0  29  -3.29 
1.22-2.09 
1.46  -1.69 
1.51 

2.39  -1.59 
l.S,s  -1.36 
2  23  — 1..55 
3.  04      0.  00 


9.  39 
9.09 
4.  10 
4.87 

7. 33 
9.42 
8.91 
5.46 

6.56 
7.19 
9.  76 
8.51 

6.56 

6.' 73 
6.10 
5.95 

7.15 
5 
6.  54 
7.18 
11.62 

7.33 


6,74 
5.06 
3.80 
5.66 

,5.44 
5.35 
4.18 
6.03 


+  4.19    8.  .'il'  +  2.40 


+3.68 
1.29 
0.27 

+2.18 
+3.98 
+2.  98 
-0.14 

+  1.29 
+  1.82 

+2.81 

+2.38 


+  1.61 
+0.26 


+2.83   5.04 
+0.  45    6.  1 
+0,8411. 16 


5.82 
4.61 
8.28 

5.94 
3.76 
7.26 
9.69 

7.24 
9.21 
0.  56 
6.41 

6.68 

5.44 
7.61 
13.78 


fO.32 

2.65 

+2.18 


2.30 
1.27 
1.60 
1.73 
1.35 

1.40 

2.  42 1 
1.57! 
2.90 
1.73' 

3.09 
1.46 
2.  .55 
2.  ,58 
3,31 


-2.58 
-1.59 

■^2.' 50 

-1.80 
-1.19 
-2. 

-0.84 
-1.52 


-1.96 
-3.86 


+  0.22 


2,10 
1.25  -2.3s 
4.34  +0.13 
1.99  -0.6 
1.87  -1.43 

2.10  -2.02 
0.80  -2.44 
2.  12'-2 
1.401-1.95 
2.461-1 


1.99 
1.92 


+2.41 
+  5.06 


+  1.87 


+2.06 
+  1.46 
-0.17 


+  1.45 
+0.83 
-0.  20 
+0.48 


-0.20 

-0.08 


4.63 
4.10 
3.56 
4.89+1.15 


5,65 
3.  58 
4.95 
6.61 
4.61 

5.42 
2.69 
5.  45 
4.61 
5.10 


5.14 
8.40 


7.40 


4.59— 1.  ('7 
1.50:-4.(il 
8.  79' +  1.82 
6.60  +0.27 


0.71  8.08 

-1.96  4.50 

+1.14  3.08 

+3.03  3.76 


+1.36 
+3. 33 


+0.10 


+0.44 
+6.99 

+2.82 
-0.56 
+  4.20 
+0. 12 
+  1.33 

+  2.05 


6.11 
5.64 
7.40 
6.0' 

6.93 
8.  38 
4.25 
5.43 

7.70 
6.44 
6.11 
3.68 
6.61 


+2.29  9.60 

-1.05  3.74 

-('.14!  ,5.57 

+  1.33  5.  ,55 

-0,56  5.25 


-2.49 
-0.59 

+6.'  88 


2.  00  . . . 
5.29+1.06 
4.66+0.77 
4.31  +0.01 
2.84  -1.03 


3.85 
6.  .38 
4.62 
2.78 
3.17 


-1.40    4.63 
-1.61    5.67 


-0. 56 
+2.04 
-0.13 
-1.60 
-1.56 

+0. 02 

+0.86 


2.  65 
4.93 
4.  ,52 
7.30 
8.72 


5.18 
4 

,5.50 
6.  ,54 
4.72 

6.42 
6.06 
3 

4.82 


3.79 
5.08 
6.01 


8.79 

4.' 92 
2.80 
6.05 


+  1.25 
-0.  55 
-1.9 
-3.05 

-1.55 
-0.26 


+2.66 


-2. 12 
-0.33 


4.25-0, 

8.321+2.60 

4.411-2.69 

7.10+1.41 

8.84+2.56 

5.56 


+  1.19 
+0.  66 
+2.  36 


+  1.77 

+3. 02 

1.84 

0.61 


+  1.16 
+0.05 

+2.' OS 

+4.18 
-0.81 
+0.1.^ 
+0.3,1 
+  0.24 


-1..37 
-2.  98 


+  3.94 


-0.31 
-0.0' 
+0.76 
-0.41 

-0.30 
+0.  .56 
-1.28 
0.  55 
4.37  -1.00 


5.77 
6.38 


0.85 
2.44 
4.23 
3.75 

1.25 
5, 
4.16 
4.38 

9.  52 

2.  22 

3.  8(1 
2.74 
1.74 

0.45 
3.22 

2.42 
4.44 
5.74 


0.  68 
1.45; 
1.28 
0.08 

3.83 
3.  69 
2.  06 
2.38 

2.06 
2.38 
O.93I. 
2.97j- 

i.ooj- 
'2.25 ! 

0.38  ■ 
0.26r 
I 
0.36- 
1.93  ■ 

2.34 
2.40, 


-4.42 
-2.  46 
-0.88 


-3.31  0.23 

+  0.62  3.23 

-3.74  3.02 

+  0.25  0.04 


3.  12 
-2.  73 
-4.23 
-3.48 

-1.05 
-0.31 
-2.10 
-1.50 

-2.01 
-1.69 

-i.'34 

-3.17 


-3.29 
-4.41 


-3.42 
-2. 23 


-1.48 
-1.79 


1.63,-2.48 


0.40 
1.22 
1.78 
3.76 


4.51  +1.23    0.43 


2.S(' 
2.37 
6.42 

1.90 

4.67 
4.15 

5.69 
3.90 
2. 22 
2.00 

2.69 

4.' 34 

3.07 
2.61 

1.26 
5.54 

4.00 
2.8' 

3.61 


-2.78 
-2.92 

-2!29 

-3.05 
-2.  09 
-3.22 
-0.  ,56 
+  0.  SO 


3.04 

4.7(;+0.69 

3.40-1.24 

4.10 

4.55-0.42 


6.31  ... 
3.281-1 
3.241-1.14 
1.64  -.3.32 
3.71  -1.90 


+0.42 
+0.4 


3.37 


3.90 
5.  75 
5.14 


3.55 
4.34 


-1.95 

-i.'23 
-2.19 
-1.91 

-1.85 

-1.45 


1.16 
2.  64 
2.21 
2.18 

2.  ,50 
0.84 
0.80 
1.09 
2.01 


2.  03 
1.02 
0.31 
1.20 

1.10 
2.40 

2.  86 1 
1.041 
2.191 

I.60' 
0.691 
l.r9, 
0.691 

3.  20 

1.661 
1.63 


-2. 94 
-1.91 
-1.33 


-3.51 
-0.49 
-0.53 
-3.30 


-2,94 
-0.81 

-i.'27 

-0.51 
-2.51 
-3.  01 
-2.  34 
-1.12 


-0.08 
-3.44 

--i'.95 

-6.' 8' 
-0.75 
-2.27 
-1.03 

-1.76 
-2.61 
-3.14 
-2.87 
-0.03 

-2.22 

-2.20 


0.49 


+  0.05  0.70 
-1.56  0.46 
+3.60    1.98 


-1.34 


+2.  72 
+  0.93 


■1.30 


+  1,05 
0.37 


1.1 
+2.66 


+  1.29 
+0.04 


+0.63 


2.47 
1.17 

1.88 
1.58 
1.04 
1.56 

0.98 
1.58 
1.39 
0. 


1.28 

1.89 


-1.74    3,  53'  +  0,64 -il.07  -  5.16 


1.35 

2.41 

-0.20 

-0.  93 

-(^6.'42 
-0.96 

-0.17 
-0.47 

■'6 '.75 

-1.10 

-6.' ■73 


-0.43 
-  0. 29 


-2.18 
2.  97  +0.  25 
2.  60  +0.  1 1 
2.70 


1.81 
7.47 
5.94 
0.91 


2.14 
4.  33 
1.75 
3.26 

2.00 
2.91 
1.61 
1.53 
5.12 


6.18 
2.88 
2.  63 


-0.99 

+  4,86 

+2.62 

1.61 


1.16 
+  1.48 

+  1.43 

-0.51 

-0.05 

l.,59 

1.30 


1.85 
1.14 


1.33 


0.09 
1.3! 
1.36 
5.58 

1.08 
2.  02 
0 .  92 
1.24 


1.98 
0.51 
1.80 
1.54 

1.10 
0.98 
1.78 
1.52 


-0.22 
-0.93 


-0.80 


1.19 
6.32 

3.71 
3.81 
3.  61 
3.95 

3.43 
2,51 
5.99 
2.42 


I.. 

-1.90  29.86 
+  3. 14  45. 19 


+0.47 
+ 1.  CO 
+  0.47 
+  0.89 

+  0.51 
-0.41 

-1.20 

+  0.01 


3.05 
4.04 
3.95 
6.11  +0.1 
3.  75  +0.  76 


5.47 
2.81 
6.74 
4.73 

4.11 


39.  42 

43.  is 
41.16 

41.58 
41.13 
42.  32 


-12.21 
-  1.45 


-11.07 


6.01 
7.58 


4.31 
4.76 


39.62|-  7.C8 

(I'ae 


32.  10 
36.(6 


l.fS 


+  2.23'49.  fO.' 

+  0.75I...   .  ' 

+  3.48iJJ.f7.-  ■■'.32 
+  1.28|4H.64,+  0.65 


+  1,08  41.4'; 


-1,85  7.04 
-1.33  9.44 
-0.88  7.96 
10.03 


-0.-24 
-0.31 
-1.44 
-0.94 


-0.81 
-1.72 

-6.' 48 

-1.1 
-1.7 
-1.25 
-1.14 


+2.60    1.20-0.96 


+  4.07 
-1.48 


2.551 

2.161-0.34 

1.62-1.80 
1.75-1,03 
2.98-0.13 

1.90-0.64 
1.43-1.53 
3.63+0,27 
6.  (;i  1+3.  64 
3.821  +  1.13 

3.04|+0.01 

3.25+0.28 


1.571 
1.801 
1 .  491 
1.29 

0.92 
1.53 
1.84 
0.88 
2.40 

1.65 
0.93 
2.42 
1.22 
1.05 

1.52 

1.45 


9.83 
7.63 
8.97 

S.  85 


9.52 
7.39 
8.96 
8.01 

7.08 
9.06 
9.86 
8.  61 
0.90 


-0.34 
-1.48 

-i.'o' 
-i.'oi 

-0,92 
-1.60 
-0.42 

-1.18 
-1..52 
-0.  5s 
-0.  95 
-1.23 

-0.99 

-0.84 


6.07 


+3.40135.23  -10.27 
+4.66  40.021-  7.44 
+4.30  40.15  -  2.96 
57.25 

+5.32  41.14  -  7.87 
+  4.20!54.16i+  9.42 
+  5. 14i43.25!-  4.67 
+  4.,53j41.29J-  1.17 


<-4.  26'43.  71| 
+  4.49140. , '57 

138,  3l' 

+3.96  40.241 


+  4.08 
+  4.84 
+  5.08 
+  4.26 
+  3.30 


39.21, 
35.201 
«.82 

■13..«;8J 

42.68 


7.59 
8.16 
9.63 
8.  61  i +  .5.  31 


+  4.5' 
+3. 29 


3.941... 

8.591  +  4.32 
8.90  +3.56 


8.81 
9. 66 

8.00 
7.80 
11. .^8 
8.99 
9.43 

8.71 

6.93 


-  9.75 

-  5.51 

'-"3.' 50 

-  3.03 
-13.42 

-  5.  64 
-10.12 

-  2.04 


41.52  -  1.67 
42. 891-19.07 

43.28' 

49.21i+  5.50 


+  4.91 
+  5.57 

+  3.89 
+  4.01 
+  6.07 
+  5.  59 
+0.21 

+  4.43 

+  3.37 


33.68!. 
41.4S| 
42.481- 

38.84;- 

41.40;' 


42.89-  ,5.31 


4.01 
9.20 
6.15 
6.34 


50.  691 
42.74!' 
43.771' 


8.09 
2.04 
2.97 


42.88  -  6.57 
42.16-  5.37 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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•Monthly  and  Annual  Mean  Temperatures  for  the  Year  1927.  with  Departures  from  the  Normal. 
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KASTERN  POIITION. 

Beiiiifort  ( near) 

50.  2 

—1.4 

61.0 

+  9.0 

59.8 

+  1.7 

67.5 

+2.3 

74.7 

+  1.7 

77.6 

-2.8 

80.2 

-1.2 

80.0 

-1.1 

78.4 

+0.5 

69.2 

+1.4 

62.0 

+3.3 

»52. 1 

+0.9 

67.7 

+1.2 

:ii.                                      Black  vi  lie 

.111.4 
49.  G 
44.4 

48.2 
4.1.7 
45.6 
48. '2 

49.7 
■49.1 

48.  K 

-2.1 
-0.3 
+0.5 

+0.1 
+0.3 
+  1.0 
+2.7 

"+o.k 

+  1.0 

58.7 
61.2 
55.6 

58.8 
'57. 2 
58.0 
56.8 

GO.  6 
59.  C 
59.4 

+  10.2 
+  8.  S 
+  10.2 

+  10.4 
+  11.2 
+9.8 

57. 5 
58.9 
54.4 

57.0 
55.0 

-0.2 
+  1.5 
+0.0 

+0.4 
-0.7 

66.  0 
(i6.  3 
62.6 

63.6 

''62.  8 

+  1.6 
+  1.8 
+0.9 

+  0.8 
+0.6 

73.4 
74.6 
70.7 

72.6 
72.0 
73.2 
72.6 

"73.  8 
73.8 
72.9 

+  0.4 
+  1.9 
+0.2 

+2.0 
+  1.3 
+0.9 
+  0.6 

'+i.'9 

+  1.3 

77.2 
78.8 
72.4 

77.2 
75.0 
77.0 
76.  4 

'79.3 
SO.  2 
70.9 

-2.2 
-0.  I 
-2.0 

+  0.1 
-2.1 
-0.  3 
-2.3 

'+i.'7 

-1.3 

77.4 
80.6 
77.8 

78.9 
78.2 
79.4 
80.2 

80.6 
81.8 
78.  5 

-4.0 
-O.S 
-2.2 

-1.0 
-1.2 

'+i.'i 

-1.9 

77.8 
79.5 
74.4 

76.9 

-2.7 
-1.5 
-4.3 

+■2.  1 

77.0 
78.1 
73.0 

76. 2 
"75.4 
76  4 

+  1.2 
+  1.7 
—  0.6 

+  1.4 
+0.  8 
+2.0 
+  3.8 

'  +  3.' 5 

66.4 
69.6 
63.2 

67.0 

+1.5 
+1.8 
+0.9 

+2.2 

59. 2 
61.6 
55.1 

59.0 

+3.6 
+3.5 
+2.7 

+4.6 

m                                      Charleston 

50.8 
46.2 

50.0 
'45.8 

48.0 
48.0 

50.0 

-0.9 
+0.8 

+0.7 

0.0 

--0.3 

+2.4 

07.5 
62.4 

65.4 

+  1.0 

+0.4 
+1.6 

If                                       Clieraw  

Conwav 

Darlington 

Ferguson     

76.8 
"76.9 

79.7 

-i.6 

66.  3 
66.2 

68.0 

+2. 2 
+2.0 

,58.1 
67.8 

60.2 

+  3.1 
+3.7 

Florence  1 

+  10.0 

+i6.'o 

+  11.6 

54.2 

.59.8 
.57.6 
57.7 

-1.6 

'-'o.'i 

+  0.8 

"63.  6 

67.4 
65.7 
64.4 

+0.8 

+2.' 6 
+  1.0 

-3.  3 ''77.0 

64.8 
67.2 

+  1.5 

Garnett 

"77.6 
79.7 
76.6 

Kinfrstree 

77.6 

-2.5 

+  1.9 

f.^i.o 

+■2.6 

59.  4 

+  4.6 

06.6 

*  +  i."9 

65,  7 

+  1.7 

Marion . 

60. 1 
59.5 

'  +  5.'i 

46.8 
48.0 

47.8 
"44.  9 
'■48.7 
48.5 
60.8 

48.4 

Orangeburg 

'48.  3 

50.4 
43.7 
'49.6 
48.2 
49.9 

48.0 

+  1.4 

+2.6 
+  0.4 
+  0.1 
+2.1 
+  1.2 

+0.5 

59.7 

+8.9 

57.2 

56.4 
"53.8 
.57.  3 
.58.  3 
58.8 

57.1 

-0.4 

-0.4 
+  0.5 
-I.l 
+  2.7 
+0.7 

+0.5 

6G.2 

62.8 
"61.0 
'•65.  0 
66.0 
66.6 

64.8 

+  1.6 

+  0.6 
-0.7 
+  1.2 
+  3.4 
+2.6 

+  1.8 

73.0 

+  2.7 

77.2 

-1.5 

79. 3 

76.7 
"77.3 

-0.7 

-1.2 
-2.3 

77.4 

"76.  8 
•-■72.  7 

-2,3 

-0.9 
-5.9 

76.8 
74.0 

+  1.3 
-0.3 

66.  8 

6.5.4 
•••61.7 

+1.0 
+1.3 

-1.4 

-0.2 
-0.3 

65.8 

+2.0 

Pinopolis 

Society  Hill 

Smnniorville 

"55.  3 
59.6 
60.4 
60.5 

r,H.  9 

+  10.1 
+  9.5 
+  11.9 
+  11.8 

+  10.5 

70.3 
'72.6 
73.6 
72.8 

72.9 

-0.2 
+  1.0 
+2.  5 
+0.6 

+  1.1 

•74.1 

-3.2 

-0.9 

"54.0 

+2  3 

-0.9 

+0.- 

+3.6 
-0.8 

Wedgetield 

76.3 
78.2 

76.7 

-i.6 

-0.6 
—1.0 

78.8 
79.2 

79.1 

-0.6 
-1.5 

-1.3 

76. S 
78.  6 

77.2 

-1.3 
-1.3 

-2.3 

76.9 

76.7 

76.4 

+2. 7 
+  1.1 

+  2.0 

68.0 
67.8 

66.  6 

+4.1 
+2.2 

+1.8 

69.6 
60.  5 

59.0 

+5.6 
+4.7 

+4.3 

66.0 
86.7 

65.4 

+2.8 
+2.0 

+  1.4 

Yeniassee 

>!                                         Division  means  and 

■  >  '                                           departures. 

Wi;STEllN  POKTION. 

Aiken  

48.2 
44.8 
37.7 
844.4 
544.  9 

45  '." 

+2.0 
+0.6 

'-i.'2 

58.7 
5.5.0 
47.0 
54.8 
■•57.6 

+9.5 
+9.5 

+  16.' 4 

58.0 
54.9 
46.  1 
54.2 
55.4 

+2.4 

+  0.8 

'+i.'6 

66.4 

62.  4 
54.4 

63.  6 
64.4 

+3.1 
+0.8 

'  +  i.'9 

72.8 
71.0 
l'64.1 
72.0 
73.8 

+  1.1 
+■2.  2 

'  +  5.' 8 

76.9 
73.7 
67.0 
75.6 

-0.9 
—2.3 

79.1 

77. 7 

1=71.6 

79.2 

79.8 

'"9.8 

-1.0 

-1.8 

-6.' 4 

78.0 
75.8 
69.0 
77.2 

75.3 

-0.9 
-2.6 

77.4 
75.1 
69.4 

+  1.8 
+  0.9 

67.6 
66.0 
60.4 
66. 1 

+3.7 
+2.9 

60.4 
56.3 
50.8 
57.7 

+  6.1 
+3.5 

49.0 
44.6 
40.0 
44.4 

+0.8 
+0.2 

66. 0 
63.1 
56.  4 
63.8 

+2.4 
+  1.1 

Anderson 

^                                    Cii'sar's  Head 

In                                      Calhoun  Falls 

76. 4 

T                                       Camden 

-■76.9 

+■2.8 

Chester. 

Clemson  College  

44.0 

+  1.7 

51.4 

+  10.5 

».-)3.  9 

+  1.2 

62.7 

+  2.S 

69. 2 

+0.7 

73.6 

-2.0 

77.4 

-0.1 

75.4 

-i.9 

74.8 

+  2.1 

65.  2 

+3.  6 

55.  8 

+  4.9 

44.0 

+  0.5 

'6'?' 5 

+2.0 

Columbia 

47.2 
44.0 

+0.6 
+  0.7 

57.0 
54.  2 

+  9.4 
+  9.5 

57.  0 
54.4 

+  1.8 
-0  8 

64.3 
62.5 

+  1.0 
+  1.6 

73.  4 

70,8 

+  1.6 
+  1.4 

76.4 
73.8 

—  1.  / 
-3.2 

79.2 
77.9 

-1.7 
—1.3 

77.1 
75.8 

-2 . 5 
-2.8 

76.  9 
7.5.6 

+2.4 
+  1.9 

66.8 
65.0 

+2.  5 
+  ■2.  9 

58.  4 
56.0 

+  4.4 

+  3.0 

46.8 
44,  I 

-0.4 
-1.5 

65.1 
62.8 

+  1.5 
+  0.9 

Due  West 

*                   lireenville 

43.9 

+3.6 

53.  6 

+  10.3 

53.8 

+3.9 

61.  8 

f3.2 

69.5 

+  '.>.3 

72.  6 

-1.5 

77.0 

+0.1 

74.8 

-1.0 

75.0 

+4.4 

65.6 

+5.4 

55.  3 

+5.7 

14.1 

+  1.9 

62.2 

+3.1 

Creenwood 

43.  5 

+0.6 

53.6 

+  7.3 

.53.  8 

+0.9 

64.5 

+3.3 

70.9 

+  0.5 

74.8 

-•2.8 

78.4 

-0.6 

76.2 

-2.1 

75.6 

+•2.3 

66.0 

+  4.P 

56.  4 

+4.  5 

44.0 

+  0.4 

63  1 

+  1.5 

Heatli  Springs 

44.0 
38.  2 
44.6 
42.8 

44.7 
44.6 
45.8 
"4.5.  8 

+  0.3 

'+6.'5 
+0.7 

'-6.' 8 
+  0.8 
+0.8 

53.4 

48.2 
5.5.  1 
53.3 

54.6 

+9.3 

'+8.'6 
+8.8 

53.  3 
46.  4 
55.0 
53.0 

55.6 

-0.5 

"'6!6 
+  1.4 

60.  8 
55.  0 
63.  2 
61.4 

63.8 
62.3 

'+6.' 5 
+  1.4 

'+6.' 5 

69.6 
63.1 
71.4 
70.1 

''72.  2 
70.6 

'7'2.6 
70.3 

-0.1 

'+6.' 9 
+3.5 

-6.6 
+2.0 
-0.5 

72.2 

65.  9 
73.0 
73.0 

75.  1 
74.6 
75.  2 
74.6 

-4.4 

'-4.'7 
-2.3 

'-3.' 3 
-3.4 
-3.2 

76.8 
70.6 
78.4 
77.5 

79.4 
78.2 
79.4 
78.0 

-2.5 

'-6.  6 
+0.4 

'-i.'s 

-1.3 
—2. 1 

73.8 
69,  0 

—4.7 

74.0 

+  0.4 

64.2 

+  1.8 

53.6 

+  1.6 

Hogback  Mountain  .... 
Kershaw 

7.5.0 
76.5 

77.3 
75.6 

77.4 
75.7 

-3.  6 
—0.9 

-^4.' 6 
-2. 2 
-3.6 

75.4 
75.2 

76.4 
75.8 
76.8 
74.0 

+  1.2 
+  2.2 

'+6;9 

65.6 
64.5 

66.0 
66.0 

+  1.6 
+2.2 

"+'>.' 6 
+•2.4 
-0.1 

56.  5 
54.7 

.56.8 
56.  0 
57.2 
.55.  2 

+2.9 
+3.5 

'  +  ■2.' .3 
+  4.8 
+2.6 

46.2 
43.6 

44.6 

45.  6 
45.2 
44.0 

+0.2 
0.0 

■-6.' 5 

—  0  3 

63.  3 
62.0 

63.9 

+0.8 
+  1.7 

Landrum 

Laurens 

IJttle  Mountain 

Newberry 

Saluda 

55.8 
56.  0 

+  9.8 
+  9.1 

.55.  n 
55  4 

+0.5 

+  I.7I  6.5.8 

-0.3 

62.  6 

+  6.2 

-0.6 

62.8 

-1.8 

6') '  9 

...   .. 
0.0 

Santuok  

"44.3 

43.0 
48.1 
43.4 
44.0 
44.0 

+  1.3 

+  1.4 
+  1.3 
+  1.1 
0.0 
+0.6 

54.2 

51.0 
57.0 
51.8 
'54.8 
54.0 

4-10.6 

+7.9 
+  10.3 
+8.0 
+7.7 
+9.1 

54.0 

51.8 
57.  3 
.52.  0 
54.1 
54.4 

+0.8 

+0.4 
+  1.1 
+0.5 
+0.3 
+0.8 

'62. 1 

59.2 
66.7 
60.8 
'61.7 
62.  4 

+  1.6 

-1.1 

+3  8 

70.5 

+0.7 

74.2 

-2.7    78.4 

-1.2 

76.  2 

-2.2 

72.  9 

-0.2 

63.2 

+  1.3 

54.8 
51  •' 

+  3.8 

+  3.5 
+  4.9 
+  3.4 
+5.6 
+  4.3 

43.6 

42.0 
47.6 
42.  5 
'•45.  2 
45.0 

0.0 

-0.4 
+  0.2 
-1.4 
+0.1 
+  1.2 

62.4 

'61.6 
63.4 
62.9 

+  1.2 

'+i.'i» 
+1.6 
+1.5 

Spartanburg  ...   . 

Trenton 

7S   J 

+  1.6 
+  1.1 
+  1.0 
+  1.4 

76.2 
72.  3 
74.6 
74.0 

-2.3j  80.  0 
-2.9    76.2 

-0.2 
-0.9 
-0.4 
-0.6 

■74.' 4 
■■■75.8 
75.5 

'-s.'i 

'■73   1 

'  +  1.5 

68.0 

+  3.4 
+3.2 
+  3.2 
+  3.3 

59.8 
54.0 
^58.  3 
56.0 

AValhalla 

+  2  0  "';■'  Q 

Winnsboro 

+  2.  3 
+  1.5 

''7l!6 
70.7 

-0.1 
-■2.6 

79.2 

'78.  6 

-2.  4  f  76.  6 

+2.  3  »65.  6 

Wiiithrop  College 

-2.8 

74.6 

+1.4 

65.7 

Division  means  and 

43.  3 

+  0.  2 

54,2 

+9.0 

53.9 

+0.2 

62  1 

+  1.0 

70.5 

+0.1 

73.8 

-2.9 

77.8 

-1.5 

75.3 

-3.0 

7,5.3 

+2.1 

65.  2 

+  2.6 

56  0 

+.3.7 

44  5 

-0.3 

6?  7 

+1.3 

deiiartures. 

Section  means  and 

45.7 

+  0.2 

57  , 6 

+  10.2 

55  2 

+  0.4 

63.2 

+0.8 

71.4 

+  0.4 

74.9 

-2.6 

78.  3 

-1.4 

76.1 

-2.8 

7,5.6 

+  1.2 

6,5.8 

+2.2 

.57.  2 

+  3.6 

46? 

-0.4 

63  9 

+0.9 

departures. 

The  departures  from  tlie  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  recoril. 

■j                                                           Reference  letters  (".  '',  °).  appearing  in  the  table  indicate  number  of  days  mi.ssing:  For  example.  ''  represents  two  days  missing,  etc. 

1                                                                        WEATHER    BY   MONTHS.-Co»«nH«f. 
]                                                                                            (CONTINUED  FROM  I'AGE  49.) 

and  Both,  caused  damage  by  hail,  wind,  and  lightning  approxi- 
mating $54,000.      Late  spring  killing  frosts  were  confined  to  the 

f 

after  the  22fi.     Snow   flurries  were  reported  in  northwestern 

northwestern    edge   of  the   Section   on  the  llth,  and  as  late  as 

counties  on  the  20t}i.     Three  persons  were  ininred  bv  lightning: 

the  24th. 

on  the  2Bd. 

yl/"i/. — Precipitation  was  decidedly  below  and  temperatures 

March  — Weather     very     changeable,    and     temperatures 

somewhat  aboye  normal.    Four  per.sons  were  killed  by  lightning 

averaged  somewhat  above  normal,  the  month  opening  unseason- 

on the  25th  and  3!st,  two  persons  were  injured,  and  two  mules 

ably  cold,  with  light  to  heavv  snowfall  up-State,  followed  later 

were  killed.     Damage  by  lightning,  hailnnd  wind  squalls  on  the 

byabnormal  warmth.     Precipitation  was  somewhat  below  nor- 

11th, 28th,  29th,  30tli,  and  31st  approximated  $17,100. 

mal.     Sleet  occurred  at  numerous  up-State  stations  on  the  1st, 

June. — Very  cool,  on  the  Avhole,  but  the  montli  closed  with 

2d,  and  9th.     Floods  occurred  in  several  streams  during  the 

abnormal  heat.     Precipitation  was  consideraltly  above  normal, 

month.     Late  spring  freezes  were  general  up  to  the  5th  and  in 

and  the  average  cloudiness  exceeded  all  previous  .June  records. 

the  western  portion  as  late  as  the  28th. 

Two  persons  were  killed  by  lightningon  the  2d,  and  four  per.sons 

April. — The  month  was  remarkably  dry,  witli  temperatures 

were  injured.     Wind  squall  and  hail  damage  on  the  1st  and  14th 

somewhat  above  normal.      ^^  oods  were  generally  green  by  the 

approximated  12.800. 

1st.      Freakish   thunderstorms   in    sections  of  the  central  and 

Jiilj/. — Fairly  seasonalile  weather  prevailed.    Seven  persons 

upper  counties  o 

n  tl- 

16    Is 

t  ar 

d   el 

sew 

here 

on 

the 

5th 

,    19 

th, 

wer 

ekil 

led  1 

oy  li 

ghti 

ing 

and 

wiiH 

;1  (fa 

llinf 

;  tree 

)  on  the  1st,  6th, 

Year,  1927. 
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14th,  19th.  and  21st,  and  2  persons  were  injured.  Estimated 
damage  by  lightning,  wind  squalls,  and  heavy  rains  on  the  4th, 
5th,  13th,  19th,  21st  and  23d,  $31,200.  Freshets  occurred  in 
several  streams  during  the  month. 

August.— The  month  was  the  coolest  August  of  record,  ex- 
cept one.  Precipitation  averaged  below  normal  and  was  very  un- 
evenly distributed.     One  person  was  killed   by  lightning  on 

the  I8th. 

Sep<em6er.— Precipitation  was  decidedly  below  normal,  and 

temperatures  averaged  higher  than  usual,  with  a  pronounced 
heatwave  from  the  11th  to  the  19th,  followed  by  a  marked  cool 
period  from  the  21st  to  the  25th,  inclusive.  One  person  was 
killed  by  lightning  on  the  2d,  and  two  mules  valued  at  $250 
were  also  killed. 

October. — Temperatures  averaged  considerably  above  nor- 
mal, and  precipitation  was  soniewiiat  above  the  average.  Light 
frosts  were  quite  general  up-State  on  the  14th.  loth,  16th,  and 
19th,  and  the  tirst  killing  frost  in  the  higher  elevations  occurred 
on  the  18th. 

November. — 'J'he  month  was  unseasonably  warm ,  as  a  whole, 
and  quite  dry,  especially  during  the  latter  part.  Killiri^g  frosts 
were  quite  general  in  the  northern  counties  about  the  7th,  ad- 
vancing over  the  central  counties  by  the  21st.  The  woods  were 
generally  bare  by  the  25th. 

December. — Temperatures  averaged  somewhat  below  nor- 
mal; a  decided  heat  wave  prevailed  from  the  11th  to  the  15th, 
followed  by  a  prolonged  cool  period  from  the  17th  to  the  27th, 
inclusive,  especially  at  night.  Precipitation  was  clo.se  to  the 
December  maximum  average,  and  very  poorly  distributed. 
Snow  flurries  occurred  up-State  on  the  2d  and  4th,  and  sleet 
occurred  in  the  interior  and  along  the  coast  on  the  4th  and  19th. 

EKKATA. 

November,  1927.— Text,  page  41,  temperature,  minimum  at  Santuck  should  be  22. 
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Year. 


1887 

18S8 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908....: 

1909 

1910 

1911 

1912 

1913 

1914 

191.5 

1916 

1917 

1918 

1919 

1920 

1921 

192-2 

1923 

1924  

1925 

192R 

1927 

Annual 


Temperature. 


62.3 

110 

61.8 

108 

62.0 

102 

64.4 

104 

63.0 

62.  4 

102 

63.0 

104 

63.5 

105 

61.9 

105 

63.9 

104 

63. 3 

107 

6.S.2 

106 

62.8 

105 

63.2 

IOC 

61.1 

102 

62.  6 

107 

62. 2 

105 

61.7 

105 

62.6 

107 

63.  3 

102 

63.3 

106 

63.7 

100 

63.4 

105 

62.7 

103 

64.9 

lOG 

62.5 

109 

6,3.8 

109 

62.5 

108 

62.9 

106 

63.4 

103 

61.4 

102 

63. 2 

106 

64.1 

103 

61.9 

105 

64.8 

104 

64.0 

101 

63.1 

104 

61.7 

105 

64.2 

111 

62.  7 

108 

63.9 

104 

63.0 

111 

Precipitation 


Average  number  of 
days. 


43.43 
54.63 

46.  76 
42. 29 

47.  52 
47.36 
53.  68 
50.  49 
48.99 
44.95 
46.40 
49.26 
46.76 
49.79 
54.98 
46.43 
50.87 
40.98 
45.10 
54.81 
47.79 
53. 33 
44.61 
45.31 
39.80 
54.32 
47.57 
43.39 
48.89 
43.91 
43.49 
46.48 
46.79 
52. 24 
42.83 
58.17 
46.60 
56.  99 
35.  82 
42.63 
42.16 
47.53 


M.t.  O  t 

f  =  C  9 


■o 

=1 


C3r^       . 

>  CI  a 


101 

104 

86 

98' 

105 

154 

123 

88 

KS 

154 

110 

95 

86 

163 

119 

84 

99 

158 

102 

105 

107 

143 

111 

111 

95 

158 

104 

103 

96 

167 

99 

99 

106 

167 

102 

96 

98 

17J 

99 

94 

103 

166 

95 

104 

95 

188 

87 

91 

92 

169 

85 

111 

107 

159 

103 

93 

99 

157 

123 

75 

94 

169 

114 

83 

91 

178 

113 

73 

91 

181 

lU 

73 

91 

161 

120 

84 

102 

177 

70 

119 

93 

181 

81 

103 

96 

163 

110 

92 

93 

190 

92 

83 

93 

184 

97 

85 

97 

19-2 

85 

88 

94 

186 

85 

94 

88 

189 

88 

88 

93 

183 

83 

100 

90 

178 

97 

90 

112 

163 

91 

111 

98 

176 

85 

104 

97 

196 

71 

99 

81 

195 

80 

90 

85 

1H9 

82 

94 

87 

177 

87 

101 

96 

174 

97 

94 

sw. 

se.    t 
sw. 


sw. 
.sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

w. 

w. 

sw. 

sw. 

sw, 

ne. 

ne. 

w. 

ne. 

sw. 

w. 

s.t 

sw. 

sw. 

sw. 


MONTHLT  AND  ANNTJAIi  CLIMATOLOQICAli  DATA  FOB 
SOtXTH  CAROLINA,  YEAR   1927. 


Months. 


Temperature. 


January  — 

45.7 

February. . . 

.57.  6 

March 

55.2 

April 

63.2 

May 

71.4 

June 

74.9 

July 

78.3 

August 

76.1 

September  . 

75.6 

October 

65.8 

November.. 

57.2 

December  . . 

46.2 

Annual . . . 

63.9 

+0.2 

+  10.2 
+0.4 
+0.8 
+  0.4 
-2.6 
—1.4 
-2.8 
+  1.2 
+2.2 
+3.6 
-0.4 


Precipitation. 


t.  o 


0.98 
4.24 
3.79 
1.68 
1.92 
5.67 
6.38 
4.34 
1.63 
3.25 
1.45 
6.93 


63.9*+0.9   104     2   42. 16*-5.37    13.78   81,60   70 


-2.61 

-0.07 
-0.11 
-1.41 
-1.61 
+  0.86 
+  0.4 
-1.45 
-2.  20 
+  0.28 
-0.84 
+3.8' 


1.63 

7.5 
6.15 
4.60 
4.40 
11.62 
13.  78 
8.84 
3.83 
7.47 
5.  .58 
11.28 


79[60 
83164 
83'64 
78l57 
74154 
8364 
83161 
86:63 
835' 
80-53 
83  61 
81:64 


■> 

, 

■J 

« 

fi 

o 

s 

a 

p. 

o 

<r} 

1 

tc 

o 

^   ■ 

be 

cS 

cS 

0) 

t  J= 

■< 

&< 

Number 
of  days. 


66 

62 

71 

58 

70 

65 

66 

66 

63 

72 

76 

52 

77 

61 

78 

60 

70 

75 

65 

74 

71 

58 

70 

49 

70 

02 

t*i 

•n 

o 

O 

^ 

OS 

U 

iU 

17 

6 

14 

5 

13 

6 

14 

8 

18 

9 

9 

8 

12 

11 

12 

10 

18 

8 

20 

6 

15 

6 

15 

4 

177 

87 

3 

O  . 

.C  >. 

too 

c:  O 

>  ^ 

-1^ 


Wind. 


C.2 


sw. 

sw. 

sw. 

w. 

sw. 

w. 

sw. 

ne. 

ne. 

ne. 

ne. 


•  From  41-year  averages. 


KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


1927 


Last  in 
spring. 


First  in 
autumn. 


Averages— all  records. 


Last 
spring 
date. 


First 

autumn 

date. 


t  Also  other  directions. 


K.\siKR.N  Portion. 

Beaufort  (near) 

JJlackville 

Charleston 

Clieraw 

Conway 

Darlington 

Ferguson 

Florence  No.l 

Garnett 

Georgetown 

Kingstree 

Orangeburg 

Pinopolis 

Society  Hill 

Summerville 

Wedgefield 

Yemassee 


Normal 

Averages  for  1927     

WESI'EBN  Pokiion. 

Aiken  

Anderson 

Caesar's  Head 

Calhoun  Falls 

Camden 

Clemson  College 

Columbia 

Due  West 

Greenville 

Greenwood 

Heath  Springs 

Hogback  Mountain 

Kershaw 

Landrum 

Laurens 

Little  Mountain 

Newberry 

Saluda 

Santuck  

Spartanbvirg  

Trenton  

Walhalla 

Winnsboro 

Winthrop  College 


Normal 

Averages  for  1927 

Section  Normal 

Section  averages  for  1927. 


Mch.  5 

Mch.  5 

Mch.  3 

Apr.  U 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  5 

Mch.  25 

Mch.  5 

Mch.  5 


Mch.  8 

Mch.  25 
Mch.  4 
Apr.  24 
Mch.  25 
Mch.  5 
Mch .  25 
Mch.  4 
Mch.  25 
Mch.  25 
Mch.  25 
Mch.  25 
Apr.  23 
Mch.  24 
Apr.  23 
Mch.  25 
Mch.  25 
Apr.  24 
Mch.  25 
Apr.  24 
Mch.  25 
Mch.  4 
Apr.  23 
Mch.  4 
Mch.  25 


Mch.  28 


Mch.  20 


Dec.  8 
Nov.  20 
Dec.  9 
Nov.  7 
Nov.  7 


Nov.  7 
Nov.  7 
Nov.  20 

Nov.  7 
Nov.  21 

Nov.  7 
Nov.  20 
Nov.  7 
Nov.  20 


Nov.  16 

Nov.  20 
Nov.  19 
Nov.  7 
Nov.  19 
Nov.  18 
Nov.  7 
Nov.  21 
Nov.  19 
Nov.  19 
Nov.  7 
Nov.  7 


Feb.  24 
Mch.  20 
Feb.  20 
Mch.  29 
Mch.  23 
Mch.  31 
Mch.  28 
Mch.  23 


Nov.  7 
Nov.  7 
Nov.  7 
Nov.  7 
Nov.  7 
Nov.  6 
Nov.  7 
Nov.  7 
Nov.  20 
Oct.  18 
Nov.  7 
Nov.  7 


Nov.  10 
Nov.ia' 


Mch.  10 
Mch.  16 
Mcli.20 
Mch.  6 
Mch.  22 
Mch.  15 
Mch.  22 
Mch.  13 

Mch.  17 


Mch.  16 
Mch.  27 


Mch.  11 
Apr.  2 
Mch.  18 
Mch.  21 
Apr.  3 
Mch.  25 
Mch.  29 

Mcia'.'29' 
Apr.  9 


Mch.  25 
Mch.  30 
Apr.  5 
Apr.  3 
Mch.  30 
Mch.  21 
Apr.  8 
Mch.  27 
Mch.  29 

Mch.  27 


Mch.  23 


Dec.  1 
Nov.  12 
Dec.  10 
Nov.  3 
Nov.  8 
Nov.  2 
Nov.  7 


Nov.  11 


Nov.  18 
Nov.  15 
Nov.  12 
Nov.  26 
Nov.  8 
Nov.  14 
Nov.  19 
Nov.  12 

Nov.  13 


Nov.  18 
Nov.  5 


Nov.  11 
Nov.  3 

Nov.  18 
Nov.  10 
Nov.  2 
Nov.  8 
Nov.  4 

jjov.  8 
Oct.  27 


Nov.  11 
Nov.  4 
Oct.  26 
Oct.  31 
Nov.  1 
Nov.  14 
Oct.  29 
Nov.  12 
Nov.  5 

Nov.  7 


Nov.  10 


280 
237 
293 
219 
230 
216 
224 
233 


253 
244 
237 
265 
231 
244 
242 
244 

241 
263 

247 

223 


245 
215 
245 
234 
213 
228 
220 

'224 
201 


231 
219 
204 
211 
216 
238 
204 
230 
221 

225 
227 
232 
238 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  preceding  or  succeeding  day  with  proper  temperature  and 
weather  was  used.  The  average  number  of  growing  days  is  the  diflference  between 
the  average  spring  and  autumn  killing  frost  dates. 
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KEY  TO  SYMBOLS. 

©  Meteorological  observations.    (Regular  Weather  Bureau  Stations,  iueluding  fireenville.) 

O  Meteorologipal  observations.    (Substations.) 
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